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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. AppUcation/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSA R), amendments 

C. U tility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safely Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Pinal Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and conespondence 

Q. I nspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-JeveJ wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list arc; 

P. Operating license stage documents & correspondence 

© ® 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ consc- 
iences prior to issuing full power OL. 

SUGARMAN, R.J. Sugarman, Den worth & Hellegcrs 84/11/21 

Denton, H. Office of Nuclear Reactor Regulation, Director 2pp, 



1 . NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal aulhor(s). An asterisk in thi.s position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document de.scribed. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If thi.s space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N.W., Washington, D.C. 20555. If this space Ls filled, it gives other sources for 
copies of the document. The entry may be "Available at NRC” for .sale; "Available at NTIS”; or 
"Available at GPO." 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented Items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

nondockp:ted items 

The nondocketed Items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols arc; 

lOCFR— Commission Meeting Records 

ACRS— Advisory Committee on Reactor Safeguards 

COMMISSION— NRC Commissioners 

CONTRACT— NRC Contracts and Modifications 

DISCLOSURE— Financial Disclosure Information 

FOI A— Freedom of Information Act Requests and Releases 

GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NURFiG— NUREG Reports and Related Correspondence 

ORG—Correspondence with Other Organizations 

PR —Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Prcdocket Licensing 

PT2I— Noncompliatice Reports and Related Correspondence 

OA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASl’E RES— Waste Management Research Reports 
XPORTHC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 


© NUREG— NUREG Reports and Related Correspondence 


© 








W7>09020f NUREG/CR- 1 672 V02' 

fmSK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262. NUREG/CR- 1376, NUREG/CR- 1377, NUREG/CR- 1 397 & 

l^NUREG/CR-1608. 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science Applicafions, Inc. 


© 1 ^ 



1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal autbor(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator, 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC.. Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digil number is me jnkl. tfOA uijuioutnc ucsJBuauuu. 

15. This ihree-digii portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. • 


17. This three digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindenled items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487*4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order, 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634*3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from (he PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name 


Low Level Radwaste Disposal Sites - Docket 
27 


27-047 

BARNWELL. SC. CHEM-NUCLEAR 

SYSTEMS. INC. 

1 

27-048 

RICHLAND. WA. U.S. ECOLOGY, INC. 

1 

Domestic Licensing of Source Material • 

Docket 40 


40-0299 

UMETCO MINERALS CORP.. RIVERTON. 

WY 

1 

40-1162 

WESTERN NUCLEAR. INC., JEFFREY 

CITY. WY 

1 

40-1341 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA. TN 

1 

40-2061 

KERR-MCGEE CHEMICAL CORP., WEST 
CHICAGO. IL 

1 

40-2259 

PATHFINDER MINES CORP., RIVERTON, 

WY 

2 

40-3392 

ALLIED-SIGNAL. INC.. METROPOLIS. IL 

2 

40-3453 

ATUS MINERALS. INC., DENVER. CO 

2 

40-4492 

AMERICAN NUCLEAR CORP.. CASPER, 

WY 

2 

40-6500 

ENERGY. DEPT. OF. CANONSBURG. PA 

3 

40-6622 

PATHFINDER MINES CORP., SHIRLEY 
BASIN, WY 

3 

40-6659 

GETTY OIL/PETROTOMICS CO.. 

SHIRLEY BASIN. WY 

3 

40-7102 

SHIELDALLOY CORP., NEWFIELD, NJ 

3 

40-7455 

WHITTAKER METALS, LOS ANGELES, 

CA 

3 

40-7580 

FANSTEEL, INC., NORTH CHICAGO, IL 

3 

40-7604 

SOHIO CHEMICAL CO.. LIMA. OH 

3 

40-8027 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

3 

40-8064 

EXXON MINERALS CO.. USA. HOUSTON, 

TX 

3 

40-8084 

RIO ALGOM MINING CORP., MOAB, UT 

4 

40-8102 

EXXON CO.. USA. HOUSTON. TX 

4 

40-8452 

BEAR CREEK URANIUM CO.. CASPER, 

WY 

4 

40-0502 

MALAPAl RESOURCES CO„ PHOENIX, 

AZ 

4 

40-8681 

UMETCO MINERALS CORP., GRAND 
JUNCTION. CO 

4 

40-0684 

MALAPAl RESOURCES CO., CASPER, 

WY 

4 

40-8698 

PLATEAU RESOURCES. LTD.. GRAND 
JUNCTION. CO 

6 

40-8714 

CLEVEUND-CLIFFS IRON CO., 

CLEVELAND. OH 

6 


Docket Name 


40.8752 PINAL MINERALS & MINING, LTD.. 

MIAMI, AZ 

40*8768 KERR-MCGEE NUCLEAR CORP., 

OKUHOMA CITY. OK 

40*8783 URANER2 USA. INC.. CASPER. WY 

40-8800 MCGEAN DISPOSAL DUMP. NEWBURGH 

HEIGHTS. OH 

40-0829 FERRET EXPLORATION CO. OF 

NEBRASKA. INC.. CRAWFORD. NE 

40-6902 ANACONDA MINERALS CO.. GRANTS. 

NM 

40-8903 HOMESTAKE MINING CO.. GRANTS, NM 

40-8904 BP AMERICA. INC./L-BAR URANIUM 

FACILITY, SALT UKE 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 

CO.. OKLAHOMA CITY. OK 

40-8907 UNITED NUCLEAR CORP.. SANTA FE, 

NM 

40-6908 CHEVRON. U.S.A., INC.. GRANTS, NM 

40-891 1 MOBIL ALTERNATIVE ENERGY, INC.. 

BOULDER. CO 

40-8913 UNITED NUCLEAR CORP.. GALLUP, NM 

40-0836 BUTKIN PRECISION MANUFACTURING. 

INC.. MILFORD, CN 

40-8938 TEXTRON. INC., LOWELL, MA 

40-8943 FERRET EXPLORATION CO. OF 

NEBRASKA. DENVER. CO 


Domestic Licensing of Production and 
Utilization Facilities > Docket 50 

60-2 FORD NUCLEAR REACTOR 

50-3 INDIAN POINT STATION. UNIT 1 

60-6 PENNSYLVANIA STATE UNIV, 

RESEARCH REACTOR 

50-6 BATTELLE MEMORIAL INSTITUTE 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

60-1 3 B&W CRITICAL EXPERIMENT FACILITY 

60-16 ENRICO FERMI ATOMIC POWER PLANT. 

UNIT 1 

60-20 MASSACHUSETTS INSTITUTE OF 

TECHNOLOGY RESEARCH REACTOR 

60-22 WESTINQHOUSE TEST REACTOR 

60-27 WASHINGTON STATE UNIV. RESEARCH 

REACTOR (TRIGA) 

60-29 YANKEE-ROWE NUCLEAR POWER 

STATION 

50-30 PLUM BROOK RESEARCH REACTOR 

FACILITY 


Docket 

Name 

Page 

Docket 

50-47 

ARMY MATERIALS RESEARCH 

REACTOR 

10 

50-157 

50-160 

50-54 

CINTICHEM 

10 


50-57 

BUFFALO MATERIALS RESEARCH 
CENTER 

10 

50-163 

50-166 

50-59 

TEXAS A&M UNIV. RESEARCH 

REACTOR 

10 

50-170 

50-62 

UNIV. OF VIRGINIA RESEARCH 

REACTOR 

10 

50-171 

50-70 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

10 

50-182 

50-72 

UNIV. OF UTAH RESEARCH REACTOR 

10 

50-183 

60-73 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

10 

50-184 

50-77 

CATHOLIC UNIV. OF AMERICA 

RESEARCH REACTOR 

10 

50-185 

50-83 

UNIV. OF FLORIDA TRAINING REACTOR 

10 

50-186 

50-87 

WESTINGHOUSE CRITICAL 

EXPERIMENT 

11 

50-188 

50-89 

GENERAL ATOMIC CO. 

11 


50-97 

CORNELL UNIV. ZERO POWER 

REACTOR 

11 

50-192 

50-193 

50-99 

BABCOCK a WILCOX TEST REACTOR 

11 


50-1 1 2 

UNIV. OF OKUHOMA RESEARCH 
REACTOR 

11 

50-199 

50-113 

UNIV. OF ARIZONA RESEARCH 

REACTOR 

11 

50-206 

50-116 

IOWA STATE UNIV. RESEARCH 

REACTOR 

11 

50-213 

50-214 

50-123 

UNIV. OF MISSOURI RESEARCH 
REACTOR-ROLU 

12 

50-219 

50-124 

VIRGINIA POLYTECHNIC INSTITUTE 
TRAINING REACTOR 

12 

50-220 

60-128 

TEXAS AaM UNIV. RESEARCH 

REACTOR 

12 

50-223 

50-131 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

12 

50-224 

50-133 

HUMBOLDT BAY POWER PUNT. UNIT 3 

12 

60-226 

50-134 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

13 

50-228 

50-139 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

13 

50-237 

50-142 

UCU TRAINING REACTOR 

13 


50-146 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

13 

50-238 

60-243 

50-148 

UNIV. OF KANSAS RESEARCH 

REACTOR 

13 

50-244 

50-150 

OHIO STATE UNIV. RESEARCH 

REACTOR 

13 

60-245 

50-151 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

13 

50-247 

50-165 

BIG ROCK POINT NUCLEAR PUNT 

13 

50-249 

50-156 

UNIV. OF WISCONSIN RESEARCH 
REACTOR 

14 

50-250 


Name 


CORNELL UN IV. RESEARCH REACTOR 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

GA TECHNOLOGIES 

UNIV. OF MARYLAND RESEARCH 
REACTOR 

ARMED FORCES RADIOBIOLOGY 
RESEARCH INSTITUTE 

PEACH BOTTOM ATOMIC POWER 
STATION. UNIT 1 

PURDUE UNIV. RESEARCH REACTOR 

VALLECITOS EXPERIMENTAL 
SUPERHEAT REACTOR 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

PLUM BROOK REACTOR - MOCK-UP 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

UNIV. OF TEXAS RESEARCH REACTOR 

RHODE ISLAND & PROVIDENCE 
PUNTATIONS AEG 

MANHATTAN COLLEGE RESEARCH 
REACTOR 

SAN ONOFRE NUCLEAR STATION. UNIT 
1 

HADDAM NECK PLANT 

MALIBU POWER REACTOR 

OYSTER CREEK NUCLEAR POWER 
PLANT 

NINE MILE POINT NUCLEAR STATION. 
UNIT 1 

UNIV. OF LOWELL RESEARCH 
REACTOR 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

RPI CRITICAL EXPERIMENT 

AEROTEST RADIOGRAPHY & 
RESEARCH REACTOR 

DRESDEN NUCLEAR POWER STATION. 
UNIT 2 

NUCLEAR SHIP SAVANNAH 

OREGON STATE UNIV. RESEARCH 
REACTOR 

ROBERT EMMET GINNA NUCLEAR 
PUNT. UNIT 1 

MILLSTONE NUCLEAR POWER 
STATION. UNIT 1 

INDIAN POINT STATION. UNIT 2 

DRESDEN NUCLEAR POWER STATION. 
UNIT 3 

TURKEY POINT PUNT. UNIT 3 


X 


Docket Name Page 

50-26 J TURKEY POINT PLANT. UNIT 4 3f 

50-252 UNIV. OF NEW MEXICO RESEARCH 34 

REACTOR 

50-254 QUAD-CITIES STATION. UNIT 1 34 

50-255 PALISADES NUCLEAR PLANT 35 

50-259 BROWNS FERRY NUCLEAR POWER 38 

STATION. UNIT 1 

50-260 BROWNS FERRY NUCLEAR POWER 39 

STATION. UNIT 2 

50-26 1 H.B. ROBINSON PLANT. UNIT 2 41 

50-262 BRIGHAM YOUNG UNIV. RESEARCH 42 

REACTOR 

50-263 MONTICELLO NUCLEAR GENERATING 42 

PLANT 

50-264 DOW CHEMICAL CO. 42 

50-265 QUAD-CITIES STATION. UNIT 2 42 

50-266 POINT BEACH NUCLEAR PLANT. UNIT 1 43 

50-267 FORT ST. VRAIN NUCLEAR 45 

GENERATING STATION 

60-269 OCONEE NUCLEAR STATION. UNIT 1 46 

50-270 OCONEE NUCLEAR STATION. UNIT 2 48 

50-271 VERMONT YANKEE NUCLEAR POWER 49 

STATION 

60-272 SALEM NUCLEAR GENERATING 50 

STATION. UNIT 1 

50-274 U.S. GEOLOGICAL SURVEY RESEARCH 51 

REACTOR 

50-275 DIABLO CANYON NUCLEAR POWER 51 

PLANT, UNIT 1 

60-277 PEACH BOTTOM ATOMIC POWER 52 

STATION. UNIT 2 

60-278 PEACH BOTTOM ATOMIC POWER 54 

STATION. UNIT 3 

50-200 SURRY POWER STATION. UNIT 1 56 

60-281 SURRY POWER STATION, UNIT 2 68 

50-202 PRAIRIE ISLAND NUCLEAR STATION. 60 

UNIT 1 

50-284 IDAHO STATE UNIV. RESEARCH 60 

REACTOR 

50-285 FORT CALHOUN STATION. UNIT 1 81 

60-286 INDIAN POINT STATION. UNIT 3 62 

60-287 OCONEE NUCLEAR STATION. UNIT 3 63 

60-288 REED COLLEGE RESEARCH REACTOR 64 

60-209 THREE MILE ISLAND NUCLEAR 64 

STATION. UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION. 66 

UNIT1 

60-294 MICHIGAN STATE UNIV. RESEARCH 68 

REACTOR 

60-295 ZION NUCLEAR POWER STATION. UNIT 68 

1 

50-296 BROWNS FERRY NUCLEAR POWER 69 

STATION. UNIT 3 


Docket Name Page 

50-297 NORTH CAROLINA STATE UNIV. 71 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 72 

50-301 POINT BEACH NUCLEAR PUNT. UNIT 2 73 

50-302 CRYSTAL RIVER NUCLEAR PUNT. UNIT 74 

3 

50-304 ZION NUCLEAR POWER STATION. UNIT 76 

2 

50-305 KEWAUNEE NUCLEAR POWER PUNT 77 

50-306 PRAIRIE ISUND NUCLEAR STATION. 79 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PUNT 80 

50-311 SALEM NUCLEAR GENERATING 81 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 82 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 84 

50-314 NUCLEAR SHIP SAVANNAH 85 

50-316 DONALD C. COOK NUCLEAR POWER 85 

PUNT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 86 

PUNT. UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 87 

PUNT. UNIT 1 

50-318 CALVERT CLIFFS NUCLEAR POWER 89 

PUNT. UNIT 2 

50-320 THREE MILE ISUND NUCLEAR 90 

STATION. UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PUNT. UNIT 91 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 93 

60-323 DIABLO CANYON NUCLEAR POWER 96 

PUNT. UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PUNT, 97 

UNIT 2 

60-325 BRUNSWICK STEAM ELECTRIC PUNT. 100 

UNIT 1 

50-326 UNIV. OP CALIFORNIA AT IRVINE 101 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PUNT. UNIT 1 101 

50-328 SEQUOYAH NUCLEAR PUNT. UNIT 2 105 

50-329 MIDUND PUNT. UNIT 1 109 

60-330 MIDUND PUNT. UNIT 2 109 

50-331 DUANE ARNOLD ENERGY CENTER 109 

60-333 JAMES A, FITZPATRICK NUCLEAR 1 10 

POWER PUNT 

60-334 BEAVER VALLEY POWER STATION. 1 1 1 

UNIT 1 

50-336 ST. LUCIE PUNT. UNIT 1 112 

60-336 MILLSTONE NUCLEAR POWER 113 

STATION. UNIT 2 

50-338 NORTH ANNA POWER STATION. UNIT 1 115 


xi 



50-339 NORTH ANNA POWER STATION. UNIT 2 117 

50-34 1 ENRICO FERMI ATOMIC POWER PLANT. 1 1 9 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 122 

50-346 DAVIS-BESSE NUCLEAR POWER 123 

STATION. UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT. 125 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 126 

f 

50-353 LIMERICK GENERATING STATION, UNIT 128 

2 

50-354 HOPE CREEK NUCLEAR STATION. UNIT 128 

1 

50-356 UNIV. OF ILLINOIS RESEARCH 131 

REACTOR 

60-358 WILLIAM H. ZIMMER NUCLEAR 131 

STATION. UNIT 1 

60-361 SAN ONOFRE NUCLEAR STATION. UNIT 131 

2 

60-362 SAN ONOFRE NUCLEAR STATION. UNIT 133 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PLANT. 134 

UNIT 2 

50-366 EDWIN I. HATCH NUCLEAR PLANT. UNIT 135 

2 

50-360 ARKANSAS NUCLEAR ONE. UNIT 2 137 

50-369 WILLIAM B. MCGUIRE NUCLEAR 138 

STATION. UNIT 1 

50-370 WILLIAM B. MCGUIRE NUCLEAR 140 

STATION. UNIT 2 

50-373 USALLE COUNTY STATION. UNIT 1 142 

60-374 USALLE COUNTY STATION. UNIT 2 143 

60-375 NUCLEAR EXAMINATION REACTOR 144 

60-382 WATERFORD GENERATING STATION. 144 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 146 

STATION. UNIT 1 

60-388 SUSQUEHANNA STEAM ELECTRIC 147 

STATION. UNIT 2 

50-389 ST. LUCIE PUNT. UNIT 2 146 

50-390 WATTS BAH NUCLEAR PUNT. UNIT 1 149 

60-391 WATTS BAR NUCLEAR PUNT. UNIT 2 151 

60-395 VIRGIL C. SUMMER NUCLEAR STATION, 152 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 1 53 

50-397 WPPSS NUCLEAR PROJECT. UNIT 2 153 

60-400 SHEARON HARRIS NUCLEAR POWER 165 

PUNT. UNIT 1 

60-407 UNIV. OF UTAH RESEARCH REACTOR 166 

60-409 U CROSSE BOILING WATER REACTOR 166 

50-410 NINE MILE POINT NUCLEAR STATION, 157 

UNIT 2 


50-412 BEAVER VALLEY POWER STATION, 158 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION. UNIT 1 159 

60-414 CATAWBA NUCLEAR STATION. UNIT 2 161 

50-4 1 6 GRAND GULF NUCLEAR STATION. UNIT 1 64 

1 

50-417 'GRAND GULF NUCLEAR STATION, UNIT 165 

2 

50-423 MILLSTONE NUCLEAR POWER 166 

STATION. UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT. 167 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 169 

UNIT 2 

60-433 UNIV. OF CALIFORNIA AT SANTA 171 

BARBARA RESEARCH REACTOR 

STN-50- FLOATING NUCLEAR PUNT 171 

437 

50-438 BELLEFONTE NUCLEAR PUNT. UNIT 1 171 

60-439 BELLEFONTE NUCLEAR PUNT. UNIT 2 172 

50-440 PERRY NUCLEAR POWER PLANT, UNIT 175 

1 

50-441 PERRY NUCLEAR POWER PLANT, UNIT 17^ 

2 

60-443 SEABROOK NUCLEAR STATION. UNIT 1 176 

50-444 SEABROOK NUCLEAR STATION. UNIT 2 176 

50-445 COMANCHE PEAK STEAM ELECTRIC 18C 

STATION. UNIT 1 

50-446 COMANCHE PEAK STEAM ELECTRIC 186 

STATION. UNIT 2 

STN-50- BYRON STATION. UNIT 1 186 

454 

STN-50- BYRON STATION. UNIT 2 186 

465 

STN-50- BRAIDWOOD STATION, UNIT 1 19C 

456 

STN-50- BRAIDWOOD STATION. UNIT 2 19i 

457 

60-458 RIVER BEND STATION, UNIT 1 19i 

5Q-460 WPPSS NUCLEAR PROJECT. UNIT 1 19J 

50-461 CLINTON POWER STATION, UNIT 1 191 

STN-50- CESSAR SYSTEM 80 19( 

470 

STN-50- WOLF CREEK GENERATING STATION 19( 

482 

STN-50- CALUWAY PUNT. UNIT 1 19{ 

483 

STN-50- SOUTH TEXAS PROJECT. UNIT 1 191 

498 

STN-50- SOUTH TEXAS PROJECT, UNIT 2 20 

499 

60-500 DAVIS-BESSE NUCLEAR POWER 20; 

STATION. UNIT 2 
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50-&UT UAVIb-bhbSfc NUCLEAH PUWtH 203 

STATION. UNIT 3 

STN-50- WPPSS NUCLEAR PROJECT. UNIT 3 203 

508 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 203 

520 1 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 205 

529 2 

STN-50- PALO VERDE NUCLEAR STATION. UNIT 207 

530 3 

50-637 CLINCH RIVER BREEDER REACTOR 208 

50-538 MEMPHIS STATE UNIV. RESEARCH 208 

REACTOR 

50-601 RESAR SP/90 208 

50-602 UNIV. OF TEXAS RESEARCH REACTOR 209 

50-603 ALCHEMIE CENTRIFUGE ENRICHMENT 209 

PLANT 

50-604 ALCHEMIE CENTRIFUGE ENRICHMENT 209 

PLANT 

STN-50- GE ADVANCED BWR DESIGN 209 

605 

Domestic Licensing of Special Nuclear 

Material • Docket 70 

70-0008 BATTELLE MEMORIAL INSTITUTE. 209 

COLUMBUS. OH 

70-0027 BABCOCK & WILCOX CO., LYNCHBURG. 210 

VA 

70-0036 COMBUSTION ENGINEERING. INC.. 210 

WINDSOR. CT 

70-0135 BABCOCK & WILCOX CO.. APOLLO. PA 210 

70-0143 NUCLEAR FUEL SERVICES. INC.. 210 

ERWIN. TN 

70-0364 BABCOCK & WILCOX CO.. APOLLO. PA 211 

70-0371 UNC NAVAL PRODUCTS. INC, 211 

UNCASVILLE. CT 

70-0600 SEATTLE UNIV.. SEATTLE. WA 211 

70-0687 CINTICHEM. INC, TUXEDO. NY 211 

70-0734 GA TECHNOLOGIES. INC, SAN DIEGO. 21 1 

CA 

70-0754 GENERAL ELECTRIC CO.. PLEASANTON, 21 1 

CA 

70-0824 BABCOCK & WILCOX CO., LYNCHBURG. 21 1 

VA 

70-0925 KERR-MCGEE NUCLEAR CORP.. 21 1 

OKLAHOMA CITY. OK 

70-1068 FLORIDA. UNIV. OF. GAINESVILLE, FL 212 

70-1100 COMBUSTION ENGINEERING, INC. 212 

WINDSOR. CT 

70-1 113 GENERAL ELECTRIC CO.. WILMINGTON. 212 

NC 

70-1151 WESTINGHOUSE ELECTRIC CORP.. 212 

COLUMBIA. SC 

70-1201 BABCOCK & WILCOX CO.. LYNCHBURG. 212 

VA 


70-1257 

ADVANCED NUCLEAR l-UfcLb DUMP.. 
RICHLAND. WA 

aik 

70-1308 

GENERAL ELECTRIC CO.. SAN JOSE. CA 

212 

70-1359 

IRT CORP.. SAN DIEGO. CA 

212 

70-2932 

TEXAS UTILITIES GENERATING CO.. 
DALLAS. TX 

212 

70-3051 

TRANSNUCLEAR. INC., AIKEN. SC 

212 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions > Docket 71 


71-0202 

PACIFIC GAS & ELECTRIC CO. 

212 

71-0240 

POWER AUTHORITY OF STATE OF NEW 
YORK 

212 

71-0404 

CTI, INC. 

212 

71-0420 

RADIATION TECHNOLOGY. INC. 

212 

71-0423 

H&H X-RAY SERVICES. INC. 

212 

71-0448 

MET LAB. INC. 

212 

71-0460 

UNIV. OF VIRGINIA 

212 

71-0490 

INSPECTION SERVICES CORP. 

212 

71-0498 

GEARHART-OWEN INDUSTRIES 

212 

71-0500 

E.l. DU PONT DE NEMOURS & CO.. INC. 

212 

71-0545 

TEXAS NUCLEAR CORP. 

212 

71-0598 

KANSAS GAS & ELECTRIC CO. 

212 

71-0641 

UNITED STATES TESTING CO., INC. 

2i; 

71-0661 

WESTINGHOUSE ELECTRIC CORP. 

2i; 

71-0652 

SAMSON INSPECTION & TECHNICAL 
SERVICES. INC. 

212 

71-0653 

BRAN-SHON. INC. 

2i: 

71-0654 

POWER INSPECTION. INC. 

2i: 

71-3001 

MODEL: S-B/23. STUDSVIK 

ENERGITEKNIK AB 

2T 

71-3003 

MODEL: TN-1, TBANSNUKLEAR GMBH 

21 

71-4986 

MODEL: RA-2. RA-3. RA-J, GENERAL 
ELECTRIC CO. 

21 

71-5450 

MODEL: RCC,-1.-2, -3. -4. 
WESTINGHOUSE ELECTRIC CORP. 

21 

71-5926 

MODEL: GE-100. GENERAL ELECTRIC 

CO. 

21 

71-5971 

MODEL: 200, GENERAL ELECTRIC CO. 

21 

71-6078 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING, INC. 

21 

71-6717 

MODEL: 671 7-B. GAMMA INDUSTRIES, 

INC. 

21 

71-9001 

MODEL: lF-300, GENERAL ELECTRIC 

CO. 

21 

71-9006 

MODEL: Al 500 SU. TECH/OPS, INC. 

21 

71-9007 

MODEL: 520, TECH/OPS. INC. 

21 

71-9010 

MODEL: NLI.1/2, NUCLEAR ASSURANCE 

21 


CORP. 


xUi 


Docket 

Name 

Page 

7t-9016 

MODEL: TN-8. -8L, TRANSNUGLEAR. 

INC. 

214 

71-9032 

MODEL; 650, TECH/OPS, INC. 

214 

71-9036 

MODEL; C-l, SOURCE PRODUCTION & 
EQUIPMENT CO.. INC. 

214 

71-9056 

MODEL: SPEC 2-T. SOURCE 

PRODUCTION & EQUIPMENT CO. 

214 

71-9057 

MODEL: FPD-100. GA TECHNOLOGIES. 
INC. 

214 

71-9079 

MODEL: NUPAC 14D-2.0, 
WESTINGHOUSE-HITTMAN NUCLEAR 

214 

71-9080 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

214 

71-9102 

MODEL: NPI-20WC-8. NEUTRON 
PRODUCTS, INC. 

215 

71-9128 

MODEL: 20. 20A. 50, 60A, GAMMA 
INDUSTRIES, INC. 

215 

71-9133 

MODEL: C-10, GAMMA INDUSTRIES. INC. 

215 

71-9135 

MODEL: CENTURY S & SA. GAMMA 
INDUSTRIES. INC. 

215 

71-9147 

MODEL: 850, TECH/OPS. INC. 

215 

71-9161 

MODEL: HN-100 SERIES 3. 
WESTINGHOUSE-HITTMAN NUCLEAR 

215 

71-9162 

MODEL: CNS M3C (1. CHEM-NUCLEAR 
SYSTEMS. INC. 

215 

71-9158 

MODEL: IR-60, INDUSTRIAL NUCLEAR 

CO. 

215 

71-9157 

MODEL: IR-IOO, INDUSTRIAL NUCLEAR 
CO. 

215 

71-9167 

MODEL: 3206B. 3227B & 3218, 

AMERSHAM CORP. 

215 


Docket 

Name 

71-9166 

MODEL; CNS 8-1 20B. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-6178 

MODEL: NUPAC U/210L a 14/21 OH. 
NUCLEAR PACKAGING. INC. 

71-9183 

MODEL: NAC-t, NUCLEAR ASSURANCE 
CORP. 

71-9193 

MODEL: NES-5, NUCLEAR ENERGY 
SERVICES. INC. 

71-9202 

MODEL: TN-BRP, TRANSNUGLEAR. INC. 

71-9208 

MODEL: NUPAC 10-142. NUCLEAR 
PACKAGING. INC. 

71-9212 

MODEL; 72-8. NUCLEAR PACKAGING. 
INC. 

71-9213 

MODEL: TN-GEMINI. TRANSNUGLEAR 

71-9216 

MODEL: CNS 1-13G. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9218 

MODEL: TRUPACT-II. ENERGY. DEPT. 
OF 

71-9222 

MODEL: HN-215H. WESTINGHOUSE 
HITTMAN NUCLEAR. INC. 

71-9224 

MODEL: HN- 190-2. WESTINGHOUSE 
HITTMAN NUCLEAR. INC. 

Licensing of Independent Spent Fuel Storage 
- Docket 72 

72-0001 

MORRIS OPERATIONS. GENERAL 
ELECTRIC CO. 

72-0002 

VIRGINIA ELECTRIC & POWER CO. 

72-0003 

CAROLINA POWER a LIGHT CO. 

72-0004 

DUKE POWER CO.. 50-269 
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ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Name Docket Page 

Low Level Radwaete Disposal Sites • 

Docket 27 

BARNWELL. SC. CHEM-NUCLEAR 27*047 1 

SYSTEMS. INC. 

RICHLAND, WA. U.S. ECOLOGY. INC. 27-048 1 


Domestic Licensing of Source Material • 

Docket 40 

ALLIED-SIGNAL, INC., METROPOLIS. IL 40-3392 2 

AMERICAN NUCLEAR CORP., CASPER. WY 40-4492 2 

ANACONDA MINERALS CO.. GRANTS, NM 40-8902 5 

ATLAS MINERALS, INC., DENVER, CO 40-3453 2 

BEAR CREEK URANIUM CO.. CASPER. WY 40-8452 4 

BP AMERICA. INC./L-BAR URANIUM 40-8904 5 

FACILITY, SALT LAKE 

BUTKIN PRECISION MANUFACTURING. INC., 40-8936 6 

MILFORD, CN 

CHEVRON. U.S.A.. INC., GRANTS, NM 40-8908 6 

CLEVELAND-CLIFFS IRON CO.. CLEVELAND. 40-8714 5 

OH 

ENERGY. DEPT. OF, CANONSBURG. PA 40-6500 3 

EXXON CO., USA. HOUSTON. TX 40-8102 4 

EXXON MINERALS CO.. USA. HOUSTON. TX 40-8064 3 

FANSTEEL, INC., NORTH CHICAGO, IL 40-7580 3 

FERRET EXPLORATION CO. OF NEBRASKA. 40-8943 6 

DENVER. CO 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 5 

INC.. CRAWFORD. NE 

GETTY OIL/PETROTOMICS CO.. SHIRLEY 40-6659 3 

BASIN, WY 

HOMESTAKE MINING CO., GRANTS. NM 40-8903 6 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO.. 40-8905 6 

OKUHOMA CITY. OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 3 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8768 5 

OKLAHOMA CITY. OK 

MALAPAI RESOURCES CO., CASPER. WY 40-8684 4 

MALAPAI RESOURCES CO.. PHOENIX. A2 40-8502 4 

MCGEAN DISPOSAL DUMP. NEWBURGH 40-8800 5 

HEIGHTS. OH 

MOBIL ALTERNATIVE ENERGY. INC., 40-8911 6 

BOULDER, CO 

PATHFINDER MINES CORP., RIVERTON. WY 40*2259 2 

PATHFINDER MINES CORP., SHIRLEY 40-6622 3 

BASIN, WY 

PINAL MINERALS & MINING, LTD., MIAMI. 40-8752 5 

AZ 


Name Docket Page 

PLATEAU RESOURCES, LTD., GRAND 40-8698 5 

JUNCTION. CO 

RIO ALGOM MINING CORP., MOAB, UT 40-8084 4 

SHIELOALLOY CORP., NEWFIELD, NJ 40-7102 3 

SOHIO CHEMICAL CO.. LIMA. OH 40-7604 3 

TENNESSEE VALLEY AUTHORITY. 40-1341 1 

CHATTANOOGA, TN 

TEXTRON. INC., LOWELL. MA 40-8938 6 

UMETCO MINERALS CORP.. GRAND 40-8681 4 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON. WY 40-0299 1 

UNITED NUCLEAR CORP., GALLUP, NM 40-8913 8 

UNITED NUCLEAR CORP.. SANTA FE. NM 40-8907 6 

URANERZ USA, INC., CASPER, WY 40-8783 6 

WESTERN NUCLEAR. INC.. JEFFREY CITY. 40-1162 1 

WY 

WHITTAKER METALS, LOS ANGELES, CA 40-7455 3 

Domestic Licensing of Production and 
Utilization Facilities * Docket 60 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 23 

REACTOR 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-603 209 

PLANT 

ALCHEMIE CENTRIFUGE ENRICHMENT 60-604 209 

PLANT 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 1 50-424 167 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 50-426 169 

ARKANSAS NUCLEAR ONE. UNIT 1 50-313 84 

ARKANSAS NUCLEAR ONE, UNIT 2 60-368 137 

ARMED FORCES RADIOBIOLOGY 60-170 15 

RESEARCH INSTITUTE 

ARMY MATERIALS RESEARCH REACTOR 60*47 10 

B&W CRITICAL EXPERIMENT FACILITY 50-13 8 

BABCOCK & WILCOX TEST REACTOR 50-99 1 1 

BATTELLE MEMORIAL INSTITUTE 50-8 7 

RESEARCH REACTOR 

BEAVER VALLEY POWER STATION. UNIT 1 60-334 1 1 1 

BEAVER VALLEY POWER STATION. UNIT 2 50-412 168 

BELLEFONTE NUCLEAR PLANT, UNIT 1 60-438 171 

BELLEFONTE NUCLEAR PLANT. UNIT 2 60-439 172 

BIG ROCK POINT NUCLEAR PLANT 50-155 13 

BRAIDWOOD STATION, UNIT 1 STN-50-468 190 

BRAIDWOOD STATION, UNIT 2 STN-50-457 192 

BRIGHAM YOUNG UNIV. RESEARCH 50-262 42 

REACTOR 

BROWNS FERRY NUCLEAR POWER 50-259 36 

STATION, UNIT 1 


XV 



Name 

Docket 

Page 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 2 

60-260 

39 

BROWNS FERRY NUCLEAR POWER 

STATION, UNIT 3 

50-296 

69 

BRUNSWICK STEAM ELECTRIC PLANT. 

UNIT 1 

60-326 

100 

BRUNSWICK STEAM ELECTRIC PLANT. 

UNIT 2 

50-324 

97 

BUFFALO MATERIALS RESEARCH CENTER 

50-57 

10 

BYRON STATION. UNIT 1 STN-60.454 

188 

BYRON STATION. UNIT 2 STN*60-465 

189 

CALLAWAY PLANT. UNIT 1 STN-50-403 

198 

CALVERT CUFFS NUCLEAR POWER PUNT. 
UNIT 1 

50-317 

87 

CALVERT CLIFFS NUCLEAR POWER PUNT. 
UNIT 2 

50-318 

69 

CATAWBA NUCLEAR STATION. UNIT 1 

50-413 

150 

CATAWBA NUCLEAR STATION. UNIT 2 

60-414 

161 

CATHOLIC UNIV. OF AMERICA RESEARCH 
REACTOR 

60-77 

10 

CESSAR SYSTEM 80 STN-50-470 

196 

CINTICHEM 

50-64 

10 

CLINCH RIVER BREEDER REACTOR 

60-537 

208 

CLINTON POWER STATION. UNIT 1 

50-461 

195 

COMANCHE PEAK STEAM ELECTRIC 

STATION. UNIT 1 

50-445 

180 

COMANCHE PEAK STEAM ELECTRIC 

STATION. UNIT 2 

60-446 

185 

COOPER NUCLEAR STATION 

50-298 

72 

CORNELL UNIV. RESEARCH REACTOR 

50-167 

14 

CORNELL UNIV. ZERO POWER REACTOR 

60-97 

11 

CRYSTAL RIVER NUCLEAR PUNT. UNIT 3 

50-302 

74 

OAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

123 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 2 

50-500 

203 

DAVIS-BESSE NUCLEAR POWER STATION. 
UNITS 

60-501 

203 

DIABLO CANYON NUCLEAR POWER PUNT. 
UNIT 1 

60-276 

51 

DIABLO CANYON NUCLEAR POWER PUNT. 
UNIT 2 

60-323 

96 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 1 

50-316 

85 

DONALD C. COOK NUCLEAR POWER 
•‘••T2 

50-316 

86 

LCO. 

60-284 

42 

.EAR POWER STATION. 

50-10 

7 

•AR POWER STATION, 

60-237 

23 

.^ooLEAR POWER STATION, 

50-249 

28 


Name 

Docket 

Page 

DUANE ARNOLD ENERGY CENTER 

60-331 

109 

EDWIN 1. HATCH NUCLEAR PUNT. UNIT 1 

50-321 

91 

EDWIN 1. HATCH NUCLEAR PUNT. UNIT 2 

50-366 

135 

ENRICO FERMI ATOMIC POWER PUNT. 

UNIT 1 

50-16 

a 

ENRICO FERMI ATOMIC POWER PUNT. 

UNIT 2 

50-341 

119 

FLOATING NUCLEAR PUNT STN-50-437 

171 

FORD NUCLEAR REACTOR 

50-2 

6 

FORT CALHOUN STATION. UNIT 1 

50-285 

61 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

45 

GA TECHNOLOGIES 

50-163 

15 

GE ADVANCED BWR DESIGN STN-50-605 

209 

GENERAL ATOMIC CO. 

50-89 

11 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-70 

10 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

10 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

14 

GRAND GULF NUCLEAR STATION. UNIT 1 

50-416 

164 

GRAND GULF NUCLEAR STATION. UNIT 2 

50-417 

165 

H.B. ROBINSON PLANT. UNIT 2 

60-261 

41 

HADDAM NECK PUNT 

50-213 

18 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

126 

HUMBOLDT BAY POWER PUNT. UNIT 3 

50-133 

12 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-204 

60 

INDIAN POINT STATION. UNIT 1 

50-3 

6 

INDIAN POINT STATION. UNIT 2 

60-247 

26 

INDIAN POINT STATION. UNIT 3 

60-286 

62 

IOWA STATE UNIV. RESEARCH REACTOR 

60-116 

11 

JAMES A. FITZPATRICK NUCLEAR POWER 
PUNT 

60-333 

110 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 

1 

60-348 

125 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 

2 

50-364 

134 

KANSAS STATE UNIV. RESEARCH 

REACTOR 

50-188 

16 

KEWAUNEE NUCLEAR POWER PUNT 

50-305 

77 

U CROSSE BOILING WATER REACTOR 

50-409 

156 

USALLE COUNTY STATION. UNIT 1 

50-373 

142 

USALLE COUNTY STATION, UNIT 2 

50-374 

143 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

126 

LIMERICK GENERATING STATION. UNIT 2 

50-353 

126 

MAINE YANKEE ATOMIC POWER PUNT 

50-309 

BO 

MALIBU POWER REACTOR 

60-214 

19 


XV! 



Name 

Docket 

Page 

MANHATTAN COLLEGE RESEARCH 

REACTOR 

50*199 

16 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

60*20 

8 

MEMPHIS STATE UNIV. RESEARCH 

REACTOR 

50*538 

208 

MICHIGAN STATE UNIV. RE8F.ARCH 

REACTOR 

60*294 

68 

MIDLAND PLANT, UNIT 1 

60-329 

109 

MIDLAND PLANT. UNIT 2 

50-330 

109 

MILLSTONE NUCLEAR POWER STATION. 

UNIT 1 

60-245 

25 

MILLSTONE NUCLEAR POWER STATION. 

UNIT 2 

50*336 

113 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

60-423 

166 

MONTICELLO NUCLEAR GENERATING 

PUNT 

50-263 

42 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

60-184 

15 

NINE MILE POINT NUCLEAR STATION. UNIT 

1 

50-220 

21 

NINE MILE POINT NUCLEAR STATION. UNIT 

2 

60-4 to 

167 

NORTH ANNA POWER STATION, UNIT 1 

50-336 

116 

NORTH ANNA POWER STATION. UNIT 2 

60-339 

117 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

60*297 

71 

NUCLEAR EXAMINATION REACTOR 

50-375 

144 

NUCLEAR SHIP SAVANNAH 

60-238 

24 

NUCLEAR SHIP SAVANNAH 

60-314 

85 

OCONEE NUCLEAR STATION. UNIT 1 

60-269 

46 

OCONEE NUCLEAR STATION. UNIT 2 

60-270 

48 

OCONEE NUCLEAR STATION. UNIT 3 

60-287 

63 

OHIO STATE UNIV. RESEARCH REACTOR 

50-160 

13 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

60-131 

12 

OREGON STATE UNIV. RESEARCH 

REACTOR 

60-243 

24 

OYSTER CHEEK NUCLEAR POWER PUNT 

60-219 

19 

PALISADES NUCLEAR PUNT 

50-255 

35 

PALO VERDE NUCLEAR STATION. UNIT 1 STN-60-628 

203 

PALO VERDE NUCLEAR STATION. UNIT 2 STN-50-529 

206 

PALO VERDE NUCLEAR STATION. UNIT 3 STN-60-630 

207 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

16 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

60-277 

62 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

60-278 

64 

PENNSYLVANIA STATE UNIV. RESEARCH 

60-5 

7 


REACTOR 


Name 

Docket 

Page 

PERRY NUCLEAR POWER PUNT, UNIT 1 

50-440 

173 

PERRY NUCLEAR POWER PUNT, UNIT 2 

50-441 

174 

PILGRIM NUCLEAR POWER STATION, UNIT 
1 

60-293 

66 

PLUM BROOK REACTOR • MOCK-UP 

50-185 

18 

PLUM BROOK RESEARCH REACTOR 
FACILITY 

60-30 

9 

POINT BEACH NUCLEAR PUNT. UNIT 1 

50-268 

43 

POINT BEACH NUCLEAR PUNT, UNIT 2 

50-301 

73 

PRAIRIE ISUND NUCLEAR STATION. UNIT 

1 

50-282 

60 

PRAIRIE ISUND NUCLEAR STATION. UNIT 
2 

50-308 

79 

PURDUE UNIV. RESEARCH REACTOR 

60-182 

15 

QUAD-CITIES STATION. UNIT 1 

50-254 

34 

QUAD-CITIES STATION. UNIT 2 

50-265 

42 

RANCHO SECO NUCLEAR GENERATING 
STATION 

60-312 

82 

REED COLLEGE RESEARCH REACTOR 

50-288 

64 

RESAR SP/90 

50-601 

208 

RHODE ISUND & PROVIDENCE 
PUNTATIONS AEG 

50-193 

16 

RIVER BEND STATION. UNIT 1 

60-458 

193 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

60-244 

24 

RPl CRITICAL EXPERIMENT 

50-225 

23 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

60 

SALEM NUCLEAR GENERATING STATION. 
UNIT 2 

60-311 

01 

SAN ONOFRE NUCLEAR STATION. UNIT 1 

60-206 

16 

SAN ONOFRE NUCLEAR STATION. UNIT 2 

60-361 

131 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

60-362 

133 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

60-146 

13 

SEABROOK NUCLEAR STATION. UNIT 1 

60-443 

176 

SEABROOK NUCLEAR STATION. UNIT 2 

60-444 

178 

SEQUOYAH NUCLEAR PUNT. UNIT 1 

60-327 

101 

SEQUOYAH NUCLEAR PUNT. UNIT 2 

60-328 

105 

SHEARON HARRIS NUCLEAR POWER 
PUNT, UNIT 1 

60-400 

165 

SHOREHAM NUCLEAR POWER STATION 

60-322 

93 

SOUTH TEXAS PROJECT, UNIT 1 

STN-60-498 

199 

SOUTH TEXAS PROJECT, UNIT 2 

STN-60-499 

201 

ST. LUCIE PUNT. UNIT 1 

60-335 

112 

ST. LUCIE PUNT, UNIT 2 

60-389 

148 

SURRY POWER STATION. UNIT 1 

60-260 

66 

SURRY POWER STATION, UNIT 2 

60*201 

68 
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TRAINING REACTOR 


STATJON. UNIT 2 


TEXAS A&M UNlV. RESEARCH REACTOR 

50-1 2B 

12 

TEXAS A&M UNlV, RESEARCH REACTOR 

50-69 

10 

THREE WILE ISLAND NUCLEAR STATION. 

UNIT 1 

50-289 

64 

THREE MILE ISLAND NUCLEAR STATION. 

UNIT 2 

50-320 

90 

TROJAN NUCLEAR PLANT 

50-344 

122 

TURKEV POINT PLANT. UNIT 3 

50-250 

29 

TURKEY POINT PLANT. UNIT 4 

50-251 

31 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

51 

UCU TRAINING REACTOR 

50-142 

13 

UNlV. OF ARIZONA RESEARCH REACTOR 

50-113 

11 

UNlV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

101 

UNlV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

171 

UNlV. OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

22 

UNlV. OF FLORIDA TRAINING REACTOR 

50-83 

10 

UNlV. OF ILLINOIS RESEARCH REACTOR 

50-151 

13 

UNlV. OF ILLINOIS RESEARCH REACTOR 

50-356 

131 

UNlV. OF KANSAS RESEARCH REACTOR 

50-148 

13 

UNlV. OF LOWELL RESEARCH REACTOR 

50-223 

22 

UNlV. OF MARYLAND RESEARCH REACTOR 

50-166 

15 

UNlV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

16 

UNlV. OF MISSOURI RESEARCH REACTOR- 
ROLU 

50-123 

12 

UNlV. OF NEW MEXICO RESEARCH 

REACTOR 

50-252 

34 

UNlV. OF OKLAHOMA RESEARCH 

REACTOR 

50-112 

11 

UNlV. OF TEXAS RESEARCH REACTOR 

50-602 

200 

UNlV. OF TEXAS RESEARCH REACTOR 

50-1 92 

16 

UNlV. OF UTAH RESEARCH REACTOR 

60-407 

156 

UNlV. OF UTAH RESEARCH REACTOR 

50-72 

10 

UNlV. OF VIRGINIA CAVALIER REACTOR 

60-396 

153 

UNlV. OF VIRGINIA RESEARCH REACTOR 

50-62 

10 

UNlV. OF WASHINGTON RESEARCH 
REACTOR 

50-139 

13 

UNlV. OF WISCONSIN RESEARCH 

REACTOR 

50-158 

14 

VALLECITOS EXPERIMENTAL SUPERHEAT 
REACTOR 

50-183 

15 

VERMONT YANKEE NUCLEAR POWER 

50-271 

49 


STATION 
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WASHINGTON STATE UNlV. RESEARCH 50-27 

REACTOR (TRIGA) 

WATERFORD GENERATING STATION. UNIT 60-382 
3 

WATTS BAR NUCLEAR PLANT, UNIT 1 50-390 

WATTS BAR NUCLEAR PLANT. UNIT 2 60-391 

WESTINGHOUSE CRITICAL EXPERIMENT 50-87 

WESTINGHOUSE TEST REACTOR 50-22 

WILLIAM B. MCGUIRE NUCLEAR STATION, 60-369 
UN1T1 

WILLIAM B. MCGUIRE NUCLEAR STATION. 60-370 
UNIT 2 

WILLIAM H. ZIMMER NUCLEAR STATION. 50-358 
UNIT 1 

WOLF GREEK GENERATING STATION STN-50-4a2 

WORCESTER POLYTECHNIC INSTITUTE 50-134 

RESEARCH REACTOR 

WPPSS NUCLEAR PROJECT. UNIT 1 50-460 

WPPSS NUCLEAR PROJECT, UNIT 2 50-397 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-60-508 

YANKEE-ROWE NUCLEAR POWER STATION 60-29 
ZION NUCLEAR POWER STATION, UNIT 1 60-295 

ZION NUCLEAR POWER STATION. UNIT 2 50-304 

Domestic Licensing of Special Nuclear 
Material - Docket 70 

ADVANCED NUCLEAR FUELS CORP., 70-1257 

RICHLAND, WA 

BABCOCK & WILCOX CO.. APOLLO. PA 70-0364 

BABCOCK & WILCOX CO., APOLLO. PA 70-0136 


BABCOCK & WILCOX CO.. LYNCHBURG. VA 70-0824 
BABCOCK & WILCOX CO.. LYNCHBURG, VA 70-0027 
BABCOCK & WILCOX CO.. LYNCHBURG, VA 70-1201 


BATTELLE MEMORIAL INSTITUTE. 70-0008 

COLUMBUS. OH 

CINTICHEM. INC., TUXEDO, NY 70-0607 

COMBUSTION ENGINEERING. INC., 70-1100 

WINDSOR. CT 

COMBUSTION ENGINEERING. INC.. 70-0036 

WINDSOR, CT 

FLORIDA. UNlV. OF. GAINESVILLE. FL 70-1068 

GA TECHNOLOGIES. INC.. SAN DIEGO. CA 70-0734 

GENERAL ELECTRIC CO.. PLEASANTON, CA 70-0754 

GENERAL ELECTRIC CO., SAN JOSE, CA 70-1308 

GENERAL ELECTRIC CO.. WILMINGTON. NC 70-1113 

IRT CORP.. SAN DIEGO, CA 70-1359 



Name 

Docket 

Page 

KERR*MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

70-0925 

211 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

210 

SEATTLE UNIV., SEATTLE, WA 

70-0600 

211 

TEXAS UTILITIES GENERATING CO.. 

DALLAS. TX 

70-2932 

212 

TRANSNUCLEAR, INC., AIKEN. SC 

70-3051 

212 

UNC NAVAL PRODUCTS. INC., UNCASVILLE, 
CT 

70-0371 

211 

WESTINGHOUSE ELECTRIC CORP.. 
COLUMBIA. SC 

70-1161 

212 

Packaging of Radioactive Material for 
Transport and Transportation of 

Radioactive Material Under Certain 
Conditions * Docket 71 



BRAN-SHON. INC. 

71-0653 

213 

CTI, INC. 

71-0404 

213 

E.l. DU PONT DE NEMOURS & CO., INC. 

71-0500 

213 

GEARHART-OWEN INDUSTRIES 

71-0498 

213 

H&H X-RAY SERVICES, INC. 

71-0423 

213 

INSPECTION SERVICES CORP. 

71-0490 

213 

KANSAS GAS & ELECTRIC CO. 

71-0598 

213 

MET LAB. INC. 

71-0448 

213 

MODEL: 20. 20A. 50, 60A, GAMMA 
INDUSTRIES. INC. 

71-9126 

215 

MODEL: 200, GENERAL ELECTRIC CO. 

71-6971 

214 

MODEL; 3206B. 32278 & 3218, AMERSHAM 
CORP. 

71-9167 

215 

MODEL: 620. TECH/OPS. INC. 

71-9007 

214 

MODEL; 650, TECH/OPS. INC. 

71-9032 

214 

MODEL: 6717-8. GAMMA INDUSTRIES, INC. 

71-6717 

214 

MODEL: 72-B, NUCLEAR PACKAGING. INC. 

71-9212 

216 

MODEL: 850. TECH/OPS. INC. 

71-9147 

215 

MODEL; 927A1 & 927C1. COMBUSTION 
ENGINEERING, INC. 

71-6078 

214 

MODEL: Al 500 SU. TECH/OPS, INC. 

71-9006 

214 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO.. INC. 

71-9036 

214 

MODEL; C-IO, GAMMA INDUSTRIES, INC. 

71-9133 

216 

MODEL: CENTURY S & SA. GAMMA 
INDUSTRIES. INC. 

71-9135 

215 

MODEL: CNS M3C II. CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9162 

215 

MODEL: CNS 1-1 3G. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9216 

216 

MODEL: CNS 8-1 208. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9168 

216 

MODEL: FPO-100, GA TECHNOLOGIES. INC. 

71-9057 

214 

MODEL: GE-100, GENERAL ELECTRIC CO. 

71-6926 

214 

MODEL: HN-100 SERIES 3. 

71-9151 

216 


WESTINGHOUSE-HinMAN NUCLEAR 


Name 

Docket 

Page 

MODEL; HN-190.2. WESTINGHOUSE 
HITTMAN NUCLEAR. INC. 

71-9224 

216 

MODEL: HN-215H. WESTINGHOUSE 

HITTMAN NUCLEAR. INC. 

71-9222 

216 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

214 

MODEL: IF-300. GENERAL ELECTRIC CO. 

71-9001 

214 

MODEL: IR-100. INDUSTRIAL NUCLEAR CO. 

71-9157 

215 

MODEL: IR-50. INDUSTRIAL NUCLEAR CO. 

71-9156 

215 

MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9183 

215 

MODEL: NES-5. NUCLEAR ENERGY 
SERVICES, INC. 

71-9193 

215 

MODEL: NLI-1/2. NUCLEAR ASSURANCE 
CORP. 

71-9010 

214 

MODEL: NPI-20WC-6. NEUTRON 

PRODUCTS, INC. 

71-9102 

216 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

215 

MODEL: NUPAC 14/210L & 14/210H. 
NUCLEAR PACKAGING, INC. 

71-9176 

216 

MODEL: NUPAC 140-2.0, WESTINGHOUSE- 
HITTMAN NUCLEAR 

71-9079 

214 

MODEL: RA-2, RA-3. RA-J, GENERAL 
ELECTRIC CO, 

71-4986 

214 

MODEL: RCC, -1,-2, -3, -4, WESTINGHOUSE 
ELECTRIC CORP. 

71-5450 

214 

MODEL: S-B/23. STUDSVIK ENERGITEKNIK 
AB 

71-3001 

214 

MODEL: SPEC 2-T. SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9058 

214 

MODEL: TN-1, TRANSNUKLEAR GMBH 

71-3003 

214 

MODEL: TN-8, -SL, TRANSNUCLEAR, INC. 

71-9015 

214 

MODEL: TN-BRP. TRANSNUCLEAR, INC. 

71-9202 

216 

MODEL: TN-GEMINI, TRANSNUCLEAR 

71-9213 

216 

MODEL: TRUPACT-II, ENERGY, DEPT. OF 

71-9218 

216 

PACIFIC GAS & ELECTRIC CO. 

71-0202 

213 

POWER AUTHORITY OF STATE OF NEW 
YORK 

71-0240 

213 

POWER INSPECTION, INC. 

71-0654 

213 

RADIATION TECHNOLOGY, INC. 

71-0420 

213 

SAMSON INSPECTION & TECHNICAL 
SERVICES, INC. 

71-0652 

213 

TEXAS NUCLEAR CORP. 

71-0545 

213 

UNITED STATES TESTING CO., INC. 

71-0641 

213 

UNIV. OF VIRGINIA 

71-0460 

213 

WESTINGHOUSE ELECTRIC CORP. 

71-0851 

213 

Licensing of Independent Spent Fuel 
Storage > Docket 72 



CAROLINA POWER & LIGHT CO. 

72-0003 

216 

DUKE POWER CO., 50-269 

72-0004 

216 
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Name 

MORRJS OPERATIONS. GENERAL 
ELECTRIC CO. 


Docket Page Name 

72-0001 216 VIRGINIA ELECTRIC & POWER CO. 


Docket Page 

72-0002 216 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 37-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS. INC. 

8804070126 Fonwards rept lor SNM waslo disposar a1 Bainwell.SC arts during 
fS67.Total of 5.063 SNM packages were diaposed. 

HOUSE.W.B Cheir-Nuclear Systems. Inc. B8/03/30. KNAPP,M R. Division ot Low 
Level Waste Management & Deconimlsslonlng (Post 8704 13). I2pp, 45tlS036- 
45116:047. 


DOCKET 37-048 RICHIANO. WA. U.S. ECOLOGY, INC. 

8004180133 Fomraids copy>iQl>led monthly SNM receipt A burial rep I S rept ot Isotopic 
activity lor Mar 1988 S rovlsed repl ol Isotopic activity lor June 1997.RevjBed rept ne- 
cossitaled by recent InadvortenI shipment oi source range monitor. 

RITTENBERG.R B U S. Ecology. Inc (lonnefiy Nuclear Engineering. Inc ). 80/04/00 
KNAPP.M.R NRC - No Detailed Ainiialion Given. 451pp. 45(92:384-45192:280. 

8804070008 Submits environ monitoring results tor Feb l9B8.Result8 Indicate no re- 
lease ol radioacllve matl 8 within background levels. 

COLEMAN.C. U.S. Ecology, Inc. (tormerly Nuclear Enoneonng. Inc.). 80/03/22, 
THOMAS.n. Roq)on B. Olo of the OIroctor SHAFFNER.X NRC - No Detailed AtlW- 
ailon Given. INGERSOIL.C.E. Washington, State of. Dept, ol Social 8 Nealih Serv- 
ices 4pp. 46022.094.45022:097. 

8803310063 Fonvards SER & environ assessment for renowal ol License i6.tB204- 
0 1 authorizing disposal ol SNM. 

ShAFFNER.J.A. Operations Branch. 83/03/29. LOHAUS.P.H. Operations Branch, ip. 
44963 223-44953:240. 

—8803310066 SER supporting Uesnsee application tor renewal ol License 18.19204-01 
tor disposal of small quantiiles ot SNM at commercial low level waste disposal facility. 
• Operations Branch. 88/03/29. 9pp. 44953:224-44963:232. 

-8804046161 Environ assessmanl supporting Hcensae application tor renewal oi Li- 
cense 16-19204-01 lo allow disposal ol smal quantities of Pu & enriched U 
' NRC • No Detailed AtflUalion Given 67/02/06. 8pp. 44953:233-44953:240. 

8604310608 Submirs environ monitoring resulta tor wks ol 860229-0307 & 660307- 
M.ResuMs within background level a. 

COLEMAN.C. U.S. Ecology, Ino. (formerly Nuclear Engineering, Inc.). B8/04/0S. 
THOMAS, R.J. Raglon 6, oic ol the Director. INGERSOLL.C.E. Washington. Slate of. 
SHAFFNER.J. NRC • No Detailed Affiliation Given. 3pp. 45226:358-46228.358. 


DOMESTIC LICENSINO OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

8804080134 Submits ropi on Phase 3 of inaoUvo-taillngs rectamaiion proJect,per Condi- 
tion 64 ol License 8UA-64S.Con8t oi Phase 3 began on 870623 & ended on 
87 1231. Desired thickness ol iO ft achlevod.Complete piezometer reading repla 
encl.Fee paid. 

TRAMMELL, J.W. UMETCO Minerals Corp (aubs. oi Union Carbide Corp.}. 68/02/17. 
HEVER.R. Uranium Recovery Field Ofo, R4. Bpp. 45078:147-45078:165. 

8804060177 Requests deletion ol MW-21 from Paragraph O of 860229 Hr, RehabI Illation 
not feasible. MW-21 redundant in array of wells A omission will not adversely affect 
ptanned monttorinD ptoi^L 

TRAMMELL.J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.V. 88/03/03. 
Uranium Recovery Field Ofc. R4. ip. 450 10 284-45019:294. 

S00408040S Reviews UMETCO Minerals Corp environ monitoring rapt for Second Half 
1987 lor Gas Hills MilLsubmifled on 680224. Environ sampling & analysis pefformed 
as required by lOCFRriO.S&.Adsquate data avaluaUor & OC pedormed. 

HEY^.R.8., PETTENQILL.HJ. Uranium Recovery Field Ofo. R4. 86/03/09. Uranium 
Recovery Field Ofc. R4. 4pp. 46020:173-45029:176. 

8804080280 Forwards fee re application for amend lo Ltconse SUA-648, concerning Li- 
cense Condition 64,revl8lng schedule ol recisination of old laiMngs. 

MOORMAN.B.J. UMETCO Minerals Corp. (subs, ol Union CaroMo Corp ). 88/03/16. 
HOOO.M. Uranium Rocoveiy Reid Ofc. R4 Ip. 46078 200-46076 200. 

8804280260 Forwards map as promiaed Revs posted by hand.W/o end. 

TRAMMELL.J W. UMETCO Minerals Corp. (subs, ol Union Carbide Corp.). 88/03/29. 
KONWINSKI.J.W. Uranium Recovery Field Ofo, R4. Ip. 45266:339-462M:330. 

8804280210 Appileatton for amend lo Ucensa 8UA-648,cher>glng License Condition S3 
to authorize rectamaiion per end reclamation plan.Fee paid. 

LYONS,P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/03/31. 
HEYER.R.S. Uranium Recovery Field Oto, R4. Ip. 45276:064-46276:1 16 

—8804260247 "Reclametlori Plan for Eas Oaa Hills Hasp Leach Fadlrty." 

* UMETCO Minerals Corp. (subs, ol Union Carblda ^rp.)- 88/03/31. 17p. 46276:065- 
45276:071. 

—8804280254 *'QC Procedure for In-Pioce Density Teats." 

* UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 88/03/31. I3pp. 
46276:072.46276:084. 

—8004280287 "00 Procedure for Lab Std Compaction Tesi” 

* UMCTCO Minerals Corp. (subs, of Union Carbide Co^.). 88/03/3 f. 6pp. 46276:066- 
46276:092. 

-8804280262 "QC Procedure Soil ClaseilfcaHoR for Engineering Purposes.” W/two 
oversize maps. 

' UMETCO Minerals Corp. (subs, ol Union Carbide Corp.). 86/03/31. 24pp. 
45276:093^8276:1 ie. 



DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8604280290 Forwards "Program tor Accelerated ttssipalon ol Tai'ings Pond Water” 8 
’■proposed Alternalivo Concentration Limits.’' presenting plans for co'rective action 
program io achieve hazardous constiiueni leveis.Fee pa d 

BAKER.SJ Westem Nuclear. Inc (sobs ol Phelps Dodge Corp). 88/04/06, 

SMITH.R D. Uranium Recovery Field Otc. R4 4pp 452§3: 168 -45263 273 

-8804260321 "Program lor Accelerated Dissipation ol Tailings Pend Water.” 

* Canonie. Inc, 88/04/30, 27pp 45263.172-45283:197. 

-6804260331 "Proposed Alternative Concentration Limits ” 

* Caeonio. Inc, 88/04/30, 7epp. 45263:198-45263 273 

6604060149 Notifies that proposed corrective action p'an wi’l be submlited by 600408 
Instead ol 86030d.per 880229 telcon. Confirmation Hr requested 
BAKER.SJ. Western Nuclear. Inc. (subs ol Phelps Dodge Corp). B8/03/0t. 

HAWKINS.E Uranium Recovery RoW Olc. fi4. |p 45810 243 45018 246 

8604060213 Forwards "Semiannual Environ Mon toting Repl,” per License SUA-SO.Con- 
ditiona 24 & GO.Millslte surface & groundwater quality data lot Third A Fourth Quarters 
1087 will be Siibmiltod under separate cover on 860301. 

B AKE R.SJ. Western Nuclear. Inc. (subs, of Pholps Dodge Corp). 08/03/01. 

PETTENGILL.H J, Uranium Recovery Field Ofc, R4 2pp 45016 267-45018 321 

-8604060225 "Sem-'annual Environ MonToritig Flepl.Jul Dec 1987 ” 

’ Western Nuclear. Inc (subs, of Phelps Dodge Corp) 67/12/31 53pp 4S013 269- 
45018 321 

6804280544 Notifies of two conditions ol noncomplianco w/Liconse Condil on 21 lhal 
occurred at Split Rock Mill, between 87080.3 A e80?25.Checks ol alarm sys to deled 
ruptures ol pipeline nol documented A personnel failed to mentor alarm meter. 
KIPPEN.T.A Western Nuclear. Inc, (subs ol Phelps Dodge Corp) oa/03/01 

SMITH,D. Uranium Recovery Field Olc. h4. 5pp. 46266348 45266 352 

6804050412 Advises lhal cotwpany submM dolaiied update lo entire cost eshmalos lot 
takings stabiMzallon A evidence ol approval of surely by siate.per License Cond Hon 
29. 

PeTTENGILL,H.J, Uranium Recovery Flofd OJc. R4. 80/03/04. BAKEH.S, Waatern 
Nuclear, Inc (aubs. ol Phelps Dodge Corp). 2pp 45029:180.46029161. 

8804070066 Ack receipt ol 680301 Hr requeslng 1 month oxtonslon on subm ssbn ol 
correclivo action plan to remediato ground water situation el Split Rock M.il Request 
granted. 

HAWKINS.E F. Uranium Recovery Field Olc, R4. 88/03/08 Waslern Nuefoar, Inc. 
(subs, of Phelps Dodge Corp.). tp. 45043:238 45043 238. 

8804060304 Confirrns 880315 lelcon advising that meeting scheduled for 880321 In 
Denver taschodulod lor 860328 in Reg'on It/ olc lo discuss transfer ol license to opar- 
aie Ion exchange plant In Crooks Qap.WY. 

SVILAR.OP. LTS. Energy Corp. 08/03/17 HEYEH.R. Uranium Recovery Field Olc. 
H4. ip 46018 359-45018 350. 

8B04060290 Reviews Weslorn Nuclear, Ino environ monitoring data lor Second Hall 
19B7.$ubmilted by 680301 Hr.Oala submitlod nol significantly different from prevdusly 
reviewed IOCFfl40.65 rept Into. 

SHOPENN.N.M . PETTENQILL.H,J. Uranium Recovery Field Ofc. fl4. 88/03/24. Urani- 
um Recovery Field Ofc, R4, Ip. 44997:204-44997;204. 

8804050393 Advises that Western Nucleer.Inc semiannual ALARA audil conducted on 
880105-06 acceptable, based on review ol 680216 rapt No trends In sample analysis 
rtbserved since provtous audit. 

HEYER.B S. Uranium Recovery Field Olc. R4. PETTENaiLL.H.J. Region 4. Olc ol the 
Director. 86/03/24. U/an.’um Recovery Field Ofc, R4 2pp 44997:229 44097 230 


D(X3KET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA. TN 


8804280228 Application for amend lo License SUA-B 16, revising license Condition l4.lo 
irrmiement groundwater monitoring program at m'llsite 

ORIOLEY,R. Tennessee Valley Authority. 86/03/26. SMITH.R. O. Uranijm Recovery 
Field Olo, R4. 10pp. 46206:306-45266:315. 

8804260276 Forwards TVA groundwater moniloring program for Edgemonl decommls- 
alorting projeciper 10CFR40.Rovlsad program reiiects NRC suggest-ons made during 
880126 meeting In Denver,CO. 

GRIOLEY.R. Tennessee Valley Authority. 68/03/26. SMITH.R. D. Uranium Recovery 
Field Of*. R4. tOpp. 45269:1 91-45269:^0 

8804280588 Informs of wrtndblown U tailings on property near Edgemonl. SD.Review 
process of area lo be conducted based on author consent. 

HEPPNER.R 0. AtMlation Not Assigned 88/03/29. OAVfOSON.R H. Tennessee Valley 
Authority, ip. 46283 07 7-4 5263;07?. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, tL 


8803100018 Requests update on status of site setaoiion process.in order lo respond to 
comments on draft suppi lo FES ra decommlsalcning of Rare Earths Fact ily. 

HOUSE, L-C. Fuel Cycle Safety Branch. 88/03/04. SULLARO,C.W. Scringlield, IL. ip. 
44e6l:052-44861;0&. 

6804040063 Provides addi Into to draft supplement ol FES re re decommissioning of 
Rare Earths laclIily.Rept by Senes Consuilanis Limited re NRC esilmstes of dose lo 
general publio during u|i| action period oncl. 

ME8eRvE,HA. Ketr-McOee Chemical Corp. (subs ol Kerr-McQee Corp.) 
MES€RVE,H.A. Covington A Burling 88/03/23. SWIFT J.J. Fuel Cycle Safety Branch 
8pp. 44972:202-44072:209 


1 



wr-i. .Q .j Ml \\vn pcoo <3ar<jarijA. vjiU'wQ 

0* the Gereial Coi/nsel ip. 4 &05 1:295-4505 1 ?95 

6804190203 Forvirards perton of olflc'al (ranscepi from 880324 pub'ic nneoting re s<iiog 
ol loM tercel taOwaste taciHly.pei Suppt i to tlUREG-0d04 Into tonlWma that sub) altai* 
naive Is not avalable Iiom either legal or practcal perspective. 

MESEftVE.fl A Ccwing'on 8 Qurt'ng. 8Sro4/08. SwtFT.J J Fuel Cycle Saieiy Branch. 
7pp 45164 352-45164:358 

6804280344 Forwards latKitaied sumiratles at TIO rnonlloring data noting gross & nOr- 
maliyed exposure results Region ill concern that exposure tales appear (o have in> 
cieased recently nei borne out by dala. 

61AUTER.3C. Kerr-WcGee Chemical Corp (subs ot Kerr-McGee Corp). 88/04/(1. 
HORN.M Otfice of Nuclear Malonal Salely A Safeguards.Oirecior 13pp. 45266 321- 
45266 334, 

8804260503 Fotwaids excerpts Iron) Westnphouse proposal Co design, develop & oper- 
ate low level waste fac li^ Proposaf brioliy d'seusses lochn-que tor onsite femed'al 
acton. 

COOPER.J.W. Illinois. State of 83/04/(1, flOOSE.LC Fuel Cycle Safely Branch 
5pp. 45271;039-4527I:044 

6604260167 FOIA request for documents le staled Kerr-McGee proporty. 

YOUNG.P,W. Bord ii. Bowles. Radius 6 Rubeny. Ltd 68/04/12 NBC • No Detailed 
Al filiation Given Ip 45322:164-45322 184 

6604260179 Desponds to FOlA foouest for documonis re slated Kerr-McGee 
propeily.VolutTnnous We el teWied inio avftilab'o in BOB 

GfllMSlEV.DH Otvision of Rules & Records (Post 8704131 68/04/19 YOUNG.P.W. 
SutiML Bordos. RaUlius & Rubeny. Lid 2pp 453K: IBS 45322;! BG 


6804280406 Transmits decommissioning & decontamination plan lor fsciiitfos p 
870731 Order, Item IV.O & B70929 extension granted by RO Martin Fee paid. 
RLUBAUGH.R E. Atlas Corp. 67/11/27. SMlfH.R D. Uranium Recovery Field Olc. fl 
2pp. 45279r200-45279.291. 

-6604280440 ••Oecomirvisslonlrvo Plan for MOAB Mi«.Moab.UT.'’ W/ one overslie ma 
• Atlas Corp 87/11/30 91pp. 45279 202-45279:291. 

61904360434 Forwards probability stsl'slics.detaciion monitoring meihods.per Llcen; 
SUA-917 & NRC 670731 order.Oetetmination ol true background concentrallon levs 
for indicaior parameters al Moab Mill srie Impractical & unfeasible. 

BLUBAUGH.R.E. Allas Cofp. 88/02/17. PBTTENGILL,H. Uranium Recovery Field Oi 
R4. ifpp 45263 053- 45363:063. 

6804060170 Req^uesis proposal to define concentration 4 extent o( CrUorlon 13 hacar 
ous constituents In uppermosl aquiler within 30 days of Hr date Proposal should a 
dress Crilerlon 13 hazstdous constituents to be Included in program. 

HAVVKINS.E F. Uranium Recovery Field Ofc. R4. 80/03/09 Atlas Corp 2p 
45019:289-45019.290. 

66042B0359 RomMs lee lot 871127 & 800217 appHcatlons lor amends to License SU 
0917 

BIUBAUGH.R e Atlas Corp 89/03/09 HOOO.M. Uranium Recovery Field Olc R 
Ip. 45269 237-45269 237. 

8804390 197 Provides results ol annual survey of land use within 2-mile area ol mill 1 
1987,per License Condition 47. 

EDWAftOS.O L Atlas Corp. 68/03/28. SMITH.D, Uranium Recovory Field Olc H 
2pp 45322:195-45322:196. 


DOCKET 40-2259 FATHFlROER MINES CORP., RIVERTON. WY 


6804060131 forwards 6em-ar.ro;Bl etllueni mentlotiivg lept lot Jwl-Oec 1987 & annual 
rept on rate & dlrectiof) of groundwalor How urrder tailings Impoundmeni 
hAROQROVE.T.VY PathBrvdar JAaes Corp 88/03/01 HEYER.R Uranium Recovery 
Fie.‘JOIc. R4 Ip 45043.309-45043 327 

—8804060145 Inicrms lliat during Juf Dec 1867, one individual exceeded action level ol 
15 ir.g On 871 t02.routtne urir)e sample obtained from m,'lt opeinior.Operalor notified & 
resiricterl Irem working in concenirale crcuils. 

GUV L1CK.f r, Paihlmder Mmes Corp. 88/02/16 Uranium Recovery Field Olc R4 Ip 
45043:310-45043 310 


-6664060159 "Semiannual Ellluent Mondoring RepI tor Jul-Oen 1987.'" W/ons oversize 
drawing. 

■ Pslhinder Mmes Cerp. 87/12/31. I7pp 45043:311-45943 327, 


6804070119 Provides review ol environ rttonitonng data lor Secotxl Hell l987 LiCBn96a 
reported an onviron rnomtoring data required by Liconso Cond-lion 23.42 47 & 48 w/ 
exception of samples from dry wells 

HEVER.R S . PETTENGILL.H.J Uranium Hocoveiy Field Ofc. H4. 86/03/24. Uraniom 
Recovery Reid Ofc. R4. 4pp, 45043 247-45043:250. 


DOCKET 40-3393 ALLIEO-SiONAU INC., METROPOLIS. lU 


6804280 MS Application for amend lo License SUA-6l7,requesilng addi time to devoir 
detailed cost estimate 1o( decommissioning of Mill. 

BLU8AUGH.R E Allas Corp 88/03/29, Uranium Recovery Field Olc fi4. 2p 
45262:329-45262:330, 

6&04360441 Ctarlflos NRC recent position re groundwater monllehng.per NflC 8803C 
Ilf 6 lelcon.Underst8nds that new detection moniloring program must be submilterl t 
proposal to NRC tw 880406 

ROSINSON.G.M. Enecoiech. Inc. 88/03/29. KONWINSKI.G. Uranium Recovory Fla 
Otc. R4 tp 45266,082-46266:082 


8804110021 Memorandum & order.' Atlas motion to diamiss proceedings re renewal ' 
license grantad.Served on 880407. 

FRYE.JH Atomic Safely and Licensing Board Panel ff26& 6036 88/04/06 Alb 
Corp. 3pp. 45049:022-45049 024 

6804110036 NflC Stall lesponse to licensee moHon lo lerminaie hearing proceeding 
Presiding officer should lasua order terminating proceeding Ceittllcalo ol Sve end. 
BtanY.G A Asslslam General Counsel lor Hearings #288 6037. 88/04/06 Atom 
Safely and Licensing Board Panel 158pp 46049.287-45050 084. 

8604260507 Confirms 880406 lelcon re plans lo sell approx 340 tons of refined coppi 
concentrate currentl)r stored In bulk form. Understands sale of mall lor further refinir 
acceptable 

BLUBAUGH.R.E. Atlas Corp. 80/04/07. PETTENQILL.H Uranium Recovery Field Ol 
H4. ip 46265:039-45265,039. 


6804190236 Conitrms B80lt9 lelcon w/NRC re Descoie OF6 cylinder valve 
situation Aili“d has been adequately Intormod by Ooscolo that valves In quesfion mfg 
in accordance w/appropnato specs Metier considered resolved 
BISHOP.J C AlW-Signol Corp. 86/01/21. SHAFEn,W.D Region 3 Olc of Ihe D.roc- 
10/, Ip 45216:330 45216331. 


8804200065 Discusses J Qarke call re 860406 memorandum & order found to be lisl* 
In POR 6 not received J Darke also Informed about end 880411 Hr from ally Zahli 
which was returned as not deirreted Temporary address provided Served on 88041 
MORAN,D M. Atomic Saloty and Licensing Board Panel #288 6069 88/04/13 FRY 
Morria Salety and Licensing Board Panel, ipp. 45162 084-4S162 086. 


8863300310 Forwards Safely Insp Rapt 40-3392/68-01 on 660307-11 No viotalions ot 
NRC requvernenis rroied. 

SHAFEft.W.O Region 3. Olc ol ihe CKfoctor. 88/03/25 BISHOP.J.C. AWed-Stonaf 
Corp, 2pp. 44961:284 44961 290. » - a 


—8803300319 Insp Rapt 40 0392/86 01 on 680307-1 t.No violalions. deficiencies or do- 
vtatons noted.Maior areas Inspected, lacitity emorgonev preparedness 
*'5 pfoicction .radiological contingency plan 8 procedures 

SMnii.MJ. Region 3. Olc of the Director. 89/03/24 6pp. 4496l 2a6-44esi 290 


—8004 200080 Informs that on 6B032&,Allas Corp aitempled to serve J Darke copy i 
licensee mollon to tormlnale hearing proceeding Package relumed as not dollverab 
as addressed Atlas Corp requests thal hearing record Include this addI Info. 
ZAHL6R.R E. Atlas Corp ZAHLER.fl E. Shaw, Pittman. Polls 4 Trowbridge. 88/0/ 
11. FRYE.J H. Atomic Salely and Licensing Board Panel 2pp. 45162.085-45162:08 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 


8604110205 Tup iMi of B80D14 visit to Allied Signal MeiropoJis Works Fac.llty re recen 
mcwrtls reportoo by hcensee to Region fir,comptelion of previouslif Identified Homs & 
sIajIus oi ffvo refna»f>inp tossons teamed W/encl. 

Oivisloo of Industrial & MedicaJ Nuclear Salely (Post 8707291 88/ 
45078 146*^*" & Medicaf Nuclear Salely (Post 870729) 4pp 45078,143 


6804080279 Requests review of proposed alternative to pull pumps.plug wells, do oth< 
work required for closure of facility & allow buffering action of soHs to naulralu 
seepage Approval or proposal of new program based on available Info requosied 
ANORUS,N.J. American Nuclear Corp 88/02/22. HAWKINS E.F. Uranium Recovei 
Field Olc, R4. 4pp. 46076:196-45076:199 


880412(1186 Trip rept of 880314 vis-l W/Rogion III to facility re licensee 
4)j>e/alton8jncfuoii^ recent inodenls reponed by f^censee 

4pp 45l01D54'4MOl'o5^'^** Branch 88/04/04. Fuel Cycle Salety Btanch 


8804060183 Forwards semiannual rept for second half of 1987, representing moniioiir 
dale per Jan 1 906 Amerid 24 to License SUA-667 w/exception of sample ^ze duo t 
proUem discussed during lelcon w/Peltengill or Konwinskl. 

ANORUS.N J. American Nuclear Corp. 88/02/29. Uranium Recovery field Olo R 
Ip. 45018:139-45018-169. 


40-3392/68-02 on B80307-1 l.No Violations noted 
SIrp 1p‘w28”;^l?r5?28?87!'‘ ““ 0 'ShOP.JC Allied-SIgr 


**8M4M0184 "Semiannual Rept on Radioactive Effluenl per 10CFR40.65, Jul-Ds 
• American Nuclear Corp 87/12/31. 30pp. 45010:140-46018:169. 


-6804120181 Insp Ropi 40-3392/88 02 on 880307. ii Nq violations or deviation 
toted Malw areas inspected hcansee action on lessons tearno 

P'o^sction pfogram.radwpstem9l & unusual Incidents 

Hegw 3. Olc ol ihe Director. 86/04/06. 15p( 


8804070100 Ack recelpl of 880222 Hr In response lo NflC 880201 lIf.NflC Qfoundwah 
reviews indicate thal groundwater mound consistently diminished W/time Reques: 
concluslva proof thal aquifer under tailings Impoundment dewatered. 

HAWKINS.E F. Uranium Recovery Field Oto, fl4. 88/03/08.. American Nuclear Con 
2pp. 45043:243-45043-244. 


88M190f3« Forwards one-lounh of each collection piste filler from -Nearest Resident"' 
atr sairptog si8iiOft.per license Condillon 22d Samples repraser)! matt collected 
dunrig Fast Quarter 1988 W/o ends, 

BtSHOP,JC Allied-Signal Corp. 88/04/08 ROUSE.L Otfica ol Nuclear Malerfal 
salety a Saleguaids.Director. 2pp. 45165 294-45165 295, 


8804060260 Informs that 880227 environ nvonUoring rept not aJgntficaWly rIKIeteM ti 
previous reviewed dala.Soil samples not subminisd as samples were loaf & wi 
sarmles not taken due lo low water ieveta. 

filn Is IS? PETTENQILL H.J. ■U/anlom Recm 

field Ofc, 08/03/24 Renton 4, Ofc oC Ihe Oltecfw. fp. 4w17:256^5017'.266. 


uuu^t:lt:u iJCMd 




8804260391 Informs Of error in B80220 transmillfll re semi-annual ropi lor second half 
of 1907 Soil samples collected by K Watts but lost or misplaced between field ofc & 
enor^ labs. 

ANDRUS, NJ- American Nuclear Coip. 88/03/24. Uranium Rocovorv Field Ofc. H4. 
Ip. 45266 071-45266 071 

8604200311 Forwards documentation supporting licensee position that iHUe can bo 
gained from further pumping of seepage recovery sys on Pond I . 

ANOHUS.NJ American Nuclear Corp. 89/03/25 HAWKINS.C F. Uranum Recovery 
Field Otc, B4. 16pp 45263 274-45263:290 

8804280177 Confirms conversation whoroin author stated that American Nuclear will not 
pursue Riverton Tailings Relocation project further & thereby wilhdraws license amend 
to receive Riverton laiilngs. 

FGRGUSONJC American Nuclear Corp. 88/03/26. PenENQiLL.H. Uianiom Recov- 
ory Field Otc. R4 Ip 45276 229-45276:229 

8804290009 Issues comments & concerns generated during review ol draft reclamation 
specs submitted w/660331 Itr. 

MOXLEY.M Wyoming. Slate of 88/04/04. ANDRUS.NJ American Nuclear Corp. 
2pp 45322 280-45322:281. 


DOCKET 40-8600 ENERQY, DEPT. OF, CANONSBUna, PA 

8803310118 Discusses results ol NBC review ol DOE 671120 submittal, 'Evaluation ot 
Erosion Protection In Ditches at Canonsburg." Repiacemenl of poor quality rock w/ 
rock of suitable quality & placement of rtorap shoufo be considered 
lOHAUS.P.H. Operations Branch 08/03/24. ARTHUR.W J. Energy. Oepl. ol. 2pp. 
44967 309 44967:320 

-6603310120 "NRC Staff Review ol Cannonsburg Riprap " 

JOHNSON.T L NRC - No Doleiled Alfiliation Given. 86/03/17 tOpp. 44967:311- 
44967:320. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 


8804060276 “Hydrologic Monitoring lor Shirley Basin Tailings Seepage Control Plan." 
W/lour oversize maps. 

SMITH.J C.. MUflOOCK.S.. HOFFMAN.G L. Pathlindor Minos Corp. 88/02/29. 29epp 
45035:022-45035:317 

8804060024 Forwards 40,85 ropf. "Soconri Hall 1087 Environ Monitoring Oala." per Li- 
cense Condition 22. 

SMITH.J.C. Pathlindor Mines Corp 88/02/29 HEYER.Fl Uranium Recovery Field Ofc. 
fi4. Ip. 45018.170 46018-. 196. 

-8604060029 “Second Hall t987 Environ Monitoring Data ' 

* Pathlindor Mines Corp. 87/12/31. 26pp. 45018:171-45018:196. 

8804060240 Forwards into required by License Condition 47 re compliance monlloring 
Second Half l9B7,whlch was mislakonly omitted from t0CFR40.65 ropl. 

SMITH.J.C. Pathlindor Mines Corp. 88/03/03. HEYEfl.R Uranium Recoveiy Field Ofc. 
R4, 2pp 46018:325-46018:326 

8804060012 Advises (hat Pathfinder Mines Corp.semlannual ALARA audit Submitted on 
800222 acceptable. per 880216 review No lurlher recommendations made & no lurlher 
action necessary at present. 

HEYER.H.S.. PETTBNGILL.H J Uranium Recoveiy Field Ofc. R4. 88/03/24. Uranium 
Recovory Field Ole, R4. 3pp. 450l6:00l-4&0l6:003. 

8804060186 OSScusses tevtew ol tioonseo B6022Q 8 0303 eutsmittatft ot erwiron monttot- 
ing rept tor second half ol l687.Lower limits of detection apptoprials.AII data reported 
appears accetable & no further action necessary. 

HEYER.fl.S . PETTENQILL.H J. Uranium Recovery Reid Ofc, R4. 88/03/24. Uianiom 
Recovery Field Oto, R4. 4pp. 46018:267-45016:260. 


DOCKET 40-6856 OETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8804060089 Forwards environ Info for Third & Fourth Quarters ol 1 687, per 
10CFR40.65 A 190 & License Condition 20.W/o end. 

PFAFF.S.J. Petrolomics Co (lormerly Qetty/Petrolomica Co ). 00/02/20. HAWKINS.E 
Uranium Recovery Field Ofc, R4. ip. 450 18;224-460 18:224. 

68041402SO Proposes to drop outlined area from Wyoming Mining Permit 351 -C A small 
undisturbed A unreclaimed areas Irotn Permit 342 & designate sub) area as NRC lait- 
tnga & disposal atea. 

PFAFF.S.J. Petrolomics Co. (lormerly Getty/Patroiomics Co.). 98/03/ 10. 

HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 3pp 451 18:185-461 18:187 

8804080298 Ack receipt of 880310 Hr discussing removal of mill tailings A mill disposal 
area from State ol WY Dept of Environ Quality permit area NRC concurs In current 
bond amount per 880310 submittal 

HAWKINS.E.F. Uranium Rocovaty Field Ofc. R4. 88/03/22. MILL.S.B. Peirotomics Co- 
(formerly Qelty/Pelrotomics Co ). Ip. 45018:2t 1-46016-211. 


DOCKET 40-7102 SHtELDALLOY CORP., NEWFIEUD, HJ 

8803080283 Requests NRC approval of extension until 880405 to allow submission ol 
more Integrated A complete response lo questions posed In 880105 Hr. 
MORQEN3TERN.M. Meialturg, Ino. (formerly Shield Alloy Corp.). 88/03/02 
PENN1NQTON.3. NRC - No D^aHed AlliilaHon Given, app. 44633.36a-4r(633-.363. 


DOCKET 40-7456 WHtTTAKER METALS, LOB ANGELES, CA 

8904160455 Requests listed sddl Into te 880405 application tot amatvd lo License 8tAA- 
1016, including length of extension to expiration cJate.qusfte/ly monitoring data for 
1997 & justification for reducing quarterly monitoring program to biennial program. 
HORN.M. Fuel Cycle Safely Branch. 88/04/12. LOUniT,Q.J. Whittaker Corp. lp. 
e9294:268-e0264;269. 


DOCKET 40-7560 FANSTEEL, INC., NORTH CHICAGO, IL 


8804050122 Forwards clanlicai'on ot licensee responses lo Question 11 from 870320 
list A Questions 5 & 10 Item 870512 lisi.poi 880308 telco n w/G Scenter. 
CarLILE.TS Fansteol Metals (subs ol Fanstoei. Inc.). 00/03/21 LAROCHE.G 
Office of Nuclear Maierlal Safety A S8lBguaid8.Director. 6pp 44997 001-44997:008 


DOCKET 40-7804 SOHIQ CHEMICAL CO., LIMA, OH 


8804040041 Forwards catalyst plant release survey lor British Petroleum Chemical Corp 
In Lima .OH. 

O CONNELL.P V Nuclear Energy Services. Inc 88/03/30. SWIFT.J, NRC • No Do- 
felled Alhllatron Given 6pp. 449S5:t93-449e0.026 

-8804040043 "Unresliiclod Release Survey (or Caiatysl Plent BP Chemical 
Co.Lima.OH.” 

* Nuclear Energy Services. Inc 83A2985 88/03/31 l.632pp 44955:196 44960026 

8804160181 Forwards results ol Nuclear Energy Svcs.lnc fNES) A Lab analys-'s ol 
seven soil samples from floor cores of Catalyst Bld9.ln-lial discropancies for two sam- 
ples resolved alter NGS voritled sample labels. 

lANDIS.M R Oak Ridge AssoclaterJ Univs, 88/03/30 NHC • No Doia-led Alliliallon 
Given 3pp, 46139.061-45138 063 

8804280180 Summary ol 880408 meeting w/hconsoe in RochvIlfe.MO re doconism na- 
tion eltort at planl.Addt Info will bo required re dose rato.tolal dose assessment A fur- 
ther surveys ol burled pipes.soll A outside wails A floor slab funclurs. 

LAROCHE.G. Fuel Cycle Saieiy Branch. 88/04/15. Fuel cycle Safely Branch, ip. 
45276 230-45276 230 


DOCKET 40-8027 KERR-MCQEE NUCLEAR CORP., OKLAHOMA CITY. OK 


8803080015 Forwards listed documents in reapotrse to 6801(5 request tor response to 
Slate of TX request for Info on use ol treated rall'nalo as fertilizer W/o encis 
ROUSE.L C Fuel Cycle Safety Branch 88/01/16 NUSSBAUMER.OA Assistant Di- 
rector lor Stale Agreements Program. 2pp. 44633:l8&-44633:t&8 

-5803080018 Requosis listed Into re use of raffinate as fertilizer In order to respond to 
Stale ol TX 871218 requesI Rosponse requested by 8801 11. 

NUSSBAUMER.D.A. Assistant Director (or Slate Agioomenis Program. 89/01/05. 
ROUSE.L C. Fuel Cycle Safety Branch ip. 44633: 188 44633:186. 

88O40S0429 Forwards U Recovory Field Ole review ol Sequoyah Fuels Gore. OK.lacLity 
871120 ropt In response to 880203 Action item 88-046 

SMITH.r o. Uranium Recovery Field Ofc. R4 68/03/16 ROUSE.L C Fuel Cycle 
Safely Branch. 4pp. 44997:343-44997:346. 

6804060243 Forwards DOE 860308 correspondence re overlilod cylinder that was 
shipped (corn Peducsih gaseous diltuslon plant to Sequoyah laC'My in Aug 1967. 
STAUTER.J.C. Sequoyah Fuels Corp. (subs, ol Korr-McQee Nuclear Corp.). 63/03/28. 
flOUSE.L.C. Fuel Cycfa Safety Branch. 7pp. 45018.327-46016 333, 

B6041E0366 Comments on Paragraph 60. ' Indopendanl Moasuremenis," from Insp 
Rapt 40 •602 7/88-01, NRC gross alpha value Inconsistent w/value for U In solution & 
error found In analytical data for combination stream at Port Bildgo Road. 
STAUTER.J.C. Sequoyah Fuels Coip. (subs, ol Korr-McGoe Nocioar Corp) 88/03/31, 
FISHGR.W.L. Region 4, Ole ol the Director. 2pp. 45136 335-45138 336. 

6604190165 Advises (hat quarterly lung dose commiimenl lor Third Quarlor 1967 calcu- 
lated at 3 16 miem.Llcenseo has no account tor Nghat then normal couhl ot 626 
mrem during Second Quarter l067.Tabl8 of dose estimates eticl. 

STAUTER.XC, Sequoyah Fuels Corp. (subs, ol Kerr-McGera Nucloor Corp.). 88/03/31 . 
ROUSE.LC. Fuel Cycle Salsly Branch. 4pp, 45164:343-45164;346. 

6804100193 Discusses violation ol License Condition 30 co failure to achlove required 
number ol U bloassy analyses.Caused by technic'art receiving erroneous 
Instructions Lfr ol reprimand Issued to employee responsible for violation 
STAUTGR J C Sequoyah Fuels Corp. (subs, of Kerr-McGee Nucloar Corp ). 86/03/31. 
ROUSE.L C, Fuel Cycle Safely Branch 3pp. 45164 349 45164:351. 

8804110200 Responds to 860220 Itr that expressed concerns re oxist-ng env<ron condi- 
tions on Kosterson Reseivolr.Informs that use ol ammonium nitralo as fertilizer pro- 
duces no groeter risk to public health or safety than commercial forlllizers 
CUNNINGHAM, R E Oivtolon of Industrial A Modical Nuclear Safety (Post 870729). 
08/04/04. GIBSON. D. AIIHation Not Assigned 6pp 45078:093-45076.098. 

8804280457 Informs lhai no revs made to radiological conihgency plan A that minor 
changes made to conllngency plan Implemonimg procedures (CPIP) 10 enharjca 
clarily.Llsiing of CPIPs A summary of levs mado during past six months encl. 
STAUTER.J.C. Sequoyah Fuels Cforp, (subs, ol Kerr-McGao Nucloar Corp.). 88/04/15. 
ROUSE.L.C. Oltice of Nuclear Material Safety A Safeguards, Oirectoz. 9pp. 45264:084- 
45264:092. 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 

8604060104 Advrses ol Issuance of Amend 14 to License SUA- 1064 .revising License 
Condilion 1 1 lo read as listed re decommissioning of Hghiand U In-Sllu Mme Process 
Facility A expanded RAO weiilietd par 680203 decommissioning A leciamslion plan. 
SMITH, R.O. Uranium Recovery Flelri Ofc, R4. 86/03/16. Exxon Corp. 2pp. 45019.305- 
45019:317 

•■8504060198 Amend 14 to License SUA-1064 lor Exxon Coip.revlsing License Condi- 
llon 1 1 aa listed. 

SMITH.R.O. Uranium Recovery Field Ole, R4. 68/03/18 epp. 45019 307.45019.317. 

8804080339 Summailzes tovlew of 670108 decoflvrtissioning & (ectamailon plat\ (ot 
Highland Pilot U In Stiu lacUity.Conctudes that proposed plan acceptable A licenso 
should be amended by revising License Condilion t L 

SHOPENN.N-M., PETtENQILL.H.J. Uranium Recovery Ftefd Ofc. H4 88/03/16 Uranl- 
urn Recovery Field Olc. R4, 6pp. 46017:273-45017:277. 


DOCKET 4l>>BQa4 AIO ALGOM MININQ CORP., MOA0. UT 


''SDffilarifiuat Enwi/on Monrtonng R&pl lor JJ'Dec.tSS?." W/fi&&220 Itt. 
UWTON.M 0. rOSSey.F.G Rio A'oom MininoCorp a7/t2/3l. SMITH.n.D. Uranium 
necovpfV Fielcf Ofc, R4. 24pp. 450I7.305-45017;328 

8804I4C4O7 Advises ttnai on or about 8&0S3I.RO Algom Mining Corp wti indetiniely 
suspend all U miil rtg oporations & acinifies conducted at Lisbon mill In Moab.UT. 
lAwION.MO Rio Algom Mining Corp 66702/17. SMITH.RD. Uranium Recovery 
rietd Ofc. R4. Ip. 4$ I ie.070>4&1 16 070 

8804060186 Ack receipt ol 680122 application for amend to License SUA-lltSRe- 
ijuesls proposal lo der-na concemiation S exlsm ol Cmerton 13 hataidous consWu* 
enls In uppermost aguiler. CompLanso mon loring program necessary. 

HAWKIN5.E.F. Urar/um Recovery Field Ofc. R4^ 33/03/09. Ro Atgom Mining Corp. 
2pp 45019 301.46018302. 

8934280530 Application for amend lo Licenso SUA.1 1 19, amending Cond.tlon 46 to re- 
flect I Sled changes & Conditions It & 42 to discontinue every two yr “In Vivo" lung 
scan.Feo paid. 

PAniSON.R.S Hio Algom Mining Corp. 08/03/17. SMITH.flO. Uranium Recovery 
Field Ole, R4. 4pp 45271 059.45271.062, 

6804280023 Forwards addi ad.'ninislrative lee re 680316 llconso app'icalion |o reduce 
Iieeboanl needed at lower ta'i.ngs pond & eliminato bienn-al In vnro repuiremenl. 
PATTISON.R S. Rio Algom M/ning Corp. 33/03/23 SMJTH.R.D. Uranium Recovoiy 
Held Ofc. R4. Ip. 45266.167-46266:187. 

8004280342 Confirms that licensee wn:l propose su'aty insl/umeni to NRC on or before 
8804 15. per 880323 d's«i8S*on. 

COCHRANE, D.B Rio Algom Mming Corp. 58/03/23 ROSE.H. Uranium Recovery 
Reid Ofc, R4. Ip. 45269 219-45263-219 

8894260207 Forwards ALARA aud t repi tor Sepl 1987 • Feb 1988. 

FOSSEY,F.G. Hlo Algom M-ning Corp 88/03/25. SMlTH,R.D. Uranium Recovery Field 
Ofc. R4. 37pp. 45276252-45276 288. 


DOCKET 40.8102 EXXON CO., USA, HOUSTON. TX 

681)4970095 Forward's summary ol airborne emissions ol principal radonuctidos A semi- 
a.tnual environ monlionng /eat for Jul-Oeo 1987. Airborne emBsions lasi rept of perim- 
eter 8ti sampt.ng resdils.pei Amend 20 lo Ucens»$UA.tl39. 
nANGE.O M Exxon Corp. 88/02/16. Uranium Recovery Field Ofc. R4. Ip. 45029.213- 
45029234. 

-8804970104 “AJrbcrne Emissions ol Princpal Radionuclides From Highland Taii ngs 
Basin Ouilrsg Period Jul-Oec I&97." 

• Exxon Co/p 67/12/31. Ip 46029 214-45029.214. 

-8804(>79106 "Environ Monitoring Data Jol Dec 1987.’' 

♦ Exxon Corp 87/12/31. 20pp. 46029.215-45029 234. 

8804080216 Forwards info le Highland lailng^s /odamai.on project 4 revised cost esti- 
male letlecimg JatesI changes, per 880223 IV & 86022& meat ng Prompt approval 
urged. 

PAnON,JO. Exxon Conp 88/03/04 HAWKINS.E.F. Urenf-jm Recovery Field Ofc. R4 
9pp. 45089;001.45089012. 

8004060208 Discusses review ol licensee 880216 st-bmiiial ol environ 4 ofliueni moni- 
toring rept for second half of l987.No furthor action roqurfed. 

K0NWINSKI,6 R , HAWKINS.E.F. Uranhom Recovery Reid 6fo. 114, 38/03/08. Urani- 
um Rocovery Flew Ole, R4. 3pp. 45018-284-45018 266. 


DOCKET 40-8462 BEAR CREEK URANIUM CO.. CASPER, WV 

8904280514 NoMies ol name charwa from Rocky Mountain Energy Co to Union Pacific 
Minerals fnc.elfecVva 570603Jyl ojrrespoTOericd should be sent to haled 
address, effective (fTimediaia|y, 

MEDIOCK.R.L. Union Pacllic Resources (formerly Rocky Mountain 
00, HAWKINS.E., JA008Y,D. Uran'um Recovery Field Ofc, R4. 

45324:176 

8804960137 Advises dial request for amand,d6laiied update to cost estimate for tailings 
BtaWtiaiion & evidence tjiai surer/ inaiiumsm iDimalty Bccepted by Stale ol VW dept 
ol environ qua’ity must be submined 

PEnENGiLl.H.J. Uranium Recovery field Ole, fl4. 88/03/16. SCOH.E Bear Creek 
Uranium Co. 2pp. 45019:253-45019 254. 


8004060353 Olscussos Irigarey Mine annual ALARA audit rept lor June-0 
1087. ALARA audit indicated tnai appropriate controls being Implemented lo rodu 
employee oxposufes.Appropriat8 mgi oversight ol ALARA concept also evident. 
KONWINSKI.G.B . HAWKINS.E.F. Uranium Recovery Field Otc. R4. 68/03/08. Ura 
um Recovery FleW Olc. RA. 3PP- 45017:283-45017:285. 

6804050424 Noiihes ol 830321 mealing to diacuss OEQ comments on Malapal appsi 
lion lo includo Wi‘tow Creak property In Irigarey permit 4 lo discuss responses to rr 
ol comnionts iivcludod in R Snsltur 360307 iw. 

CLARKIN.K. Wyoming. Stale ol. 88/03/16 MOONEY.G. Wyoming. Slate of. 
44997:331-44997:331 


6004280035 Forwards listed documents re proposed access road bolwoen irigaray mi 
4 Christensen ranch emend eros.per 860208 discussions W/o ancis. 

WICH£nS.O.L. Malapal Resources Co. 88/03/18 MOONEY.G. Wyoming. Slate 
2pp. 45276:036 45276.089. 

8804280477 Ack receipt ol 880307 Hr ro compieienoss 4 preliminary lochnicol review 
Malapal Resources Co permit to Mino 478. Completeness issues concerned surla 
ownership map of road & oporaiion/resioraiion eliort lo reduce radum. 
WIChERB.O.L. Malapal Resources Co 68/03/25. SHAFFER.R. Wyoming. State ' 
4pp 45264097 45284:100. 

6804280097 App'icalion lor amend to License SUA.i34l,rellocting submittal of or 
■ Rioduclion Uriil O.Dasdline 'Water Qua'ity Data Package" 4 modilytng Corid.i.ons 
& 25 ShaKodown ol Unit e will begin lo tost p ping 4 plant clrcolls.Fea paid. 
WICHERS.O.L. Metapal Resources Co 6B/04/04. KONWINSKI.Q R Uranium Race 
ary Field Ofc.R4. 27pp. 46276341-45277:107. 

-8804280103 “PfoducHen Unit S.Baseline Water Oua'iiy Data Package." One ovors' 
map end. 

* Malapal Resources Co. 88/04/04. 33pp. 4 5 27/. 007 -452 7 7:039. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 


8503080526 Forwards proposed format lor Hr ot credit lor While Me 
sure^.Recemmendod wording lor Irrevocable Hr ot credit modified. 

FROST, J F. UMETCO Minerals Corp. (subs, ol Union Carbide Corp.). 87/10/2 
ROSE.H. Urartum Recovoty Field Olc. R4. 3pp. 44630.064-44639.086. 

8804060140 “Semiarrnual Ellluent RepLUMETCO Minerals Corp.Jul-Oec 1987.” V 
880229 Ur. 

HAMRICK.J.8. UMETCO Minorals Corp. (subs, ol Union Carbide Corp.). 07/12/j 
PETTENGiLL.K J. Uranium Recovery Field Olc, R4 131pp. 460I8:009-46018;13e 

8804060172 Authorizos NRC to deal directly w/Lendmark or reetesenlallve re misceii 
neous equipment 4 remaining soil lobe disposed ol ai While Mesa Mill. 
SCHIERMAN.S.L. UMETCO Minerals Corp. (subs, of Union Carbide Corp ) 88/02/2 
PEnENGlLL.H.J. Uranium Recovery Field Olc. R4. Ip. 4501 9:29 1-480 19:291. 

8504070025 Submits LIr of C/odil 00917012 lor UMETCO Minerals Corp.to provii 
furtds lor dacommisstoning.doconlamination, reclamallon 4 long-Umo survoillance ol 
censne White Mesa,UT,U & vanadium facilily.per License SUA.1355. 

• Irving Trvst Co. 88/03/03. NRC - No Dei->ilod AlWlallon Given. 3pp. 45043:17 
45043472 


8004060395 Recommends lhal License SUA-1358 be amended lo approve proposi 
surety tnsttumsrni & specify annivetsery date for surety updates by levtsing Conditl 
20 lo read as stated. 

ROSE.H.D., PEneNGILL.H.J. Uranium Recovery Field Ofc, R4. 68/03/21. Uranii 
Recovery Field Ofc. R4. Spp 44997:231 -44997:233. 

8804060099 Amerrd 12 lo License SUA-13S8 for Umolco Minerals Corp, aulhorizii 
possession Ol natural U generaled by l.'cansee m.Hing operations. 

&MITH,R D. urenium Recovery field Olc, R4. 88/93/21. i2pp. 4601 7:330-460 1 7:3£ 

8894960328 Issues Amertd 12 lo License SUA- 1356 .establishing arirriversaty date 
860804 for annual update ol surety Instrument by revislrrg License Condition 20 
read as staled. 

SMITH,R.O. Urariium Recovery Field Ofc, R4. 88/03/21. UMETCO Mlnorais Coi 
(subs, ol Unton Carbide Corp.). 3pp. 45017:267-45017:269. 


DOCKET 40-6684 MALAPAi RESOURCES CO., CASPER, WY 


Energy). 88/02/ 
ip 45324:178- 


DOCKET 40-8602 MALAPAI RESOURCES CO., PHOENIX, A2 

8804060166 “1987 ALARA Audit fiopt.lngaray Wne Malapal Resources Co, Source Mail 
Ucei^sa SUA- 1 34 1 • W/8e0229 Hr. 

WiCHER8,D.L. Vaiapai Resotircos Co. 87/12/31. KONW.NSKI.G. Uranium Recovery 
Field Ofc. R4. 26pp. 460I0;264-45019268. 

8604060313 ‘SemJarrnual Effluent & Cnvfrcn Monitoring Repi for Irigaray Protecl Jvl-Oao 
1987." W/800229 Hr. » » i . 

WICHERS,p.L. Malapal Resources Co. 87/12/31. KONWiNSKI.O. Uranfum Recovery 
Field Olc. R4. f 4pp. 46019,2 12-460 1 9 226. 


68040S0424 Notifies ol 880321 meeting to discuss OEO comments on Malapal app’lc 
bon to include Willow Creak property in irigaray permit & to discuss responses lo rt 
of comments Included to R Snaflsr 880307 Hr. 

CLARKIN.K. Wyoming, Slate ol. 88/03/16. MOONEY.G. Wyoming, Stale Of. I 
44967:331-44997:331. 


88042603S2 Advises lhal 860318 & 25 applications lo amend License SUA-1337 to i 
ciurto Willow Creek property considered complete .Public notice should be commenc 
& affidavit of pubticalion should be submitted. 

SHAFFER,R Wyomtog, Slate of. 68/04/01. WiCHEflS.D. Malapal Resources Co. 2p 
4526e;337-45266-338. 


DOCKETED ITEMS 
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docket 40-8«9« plateau RESOURCES, LTD., ORANO JUNCTION. CO 

8804080130 Application for amend to License SUA-l37f, revising Liconso Condition 33 
to cftanoe arsenic & selenium threshofd values to 0.022 rng/l.Fes paid. 

SAVIGNAC.N. Plateau flesourcos. Ltd 88/02/24 HAWKINS.E Uranium Recovery 
Field Ofc. R4. 6pp. 450 78; 156-45078: 165. 


DOCKET 4041714 CLEVELANO>CLIFFS IRON CO., CLEVELAND. OH 

8804280383 Notifies that reclamation performance bond for Collins Draw Prolecl in 
Campbell County.WY reduced by slated amount. Signed & sealed rider & related in- 
surance company certificate encf. 

AHO.G.O. Cleveiand'Clilfa Iron Co. 88/02/23. JOBDAN.P. Wyomlno. State of. 4pp. 
45262:362 45262.355. 

8804060008 Forwards final records & documentation re move of Collins Draw process 
equipment to Now Mexico W/o end. 

AHO.G.O. Cleveland-Cliffs Iron Co 68/03/07. KONWINSKLQ. Uran'um Recovery 
Field Ofc, R4. Ip. 4501 7;320.45O1 7:320. 

8604120331 Application for amend to License SUA-f3S2 to allow onsite surface dispos- 
al of plant wash down water from cleanup & docommissioning Fee paid. 

AHO.G.O. Cleveland-Clifis Iron Co. 08/03/07. KONWJNSKI.G Uranrum Recovery 
Field Olc. R4. 2pp. 45001:264-45091:265. 

8604080161 Responds to licensee 660307 Ur re disposal of water Irom washing & de- 
contamlriation o1 ptanV Wdg at Collins Draw No objection raised agalnal disposal o1 
wash water Into spill containment sump pump provided no discharge outsioe pond. 
WAGNER.J.F. Wyoming, State ol. 88/03/17 AHO.O.D. Cleyeland-aiils Iron Co. Ip. 
45010:267.45010:257. 

8604060178 Summariios 880316 meoling re Collins Draw groundwater stability monitor- 
ing data. 

AHO.GO. Cleveland-Dilis Iron Co. 86/03/ 18 KONWtNSKt.O Uranium Recovery 
Field Olc, R4. ENGELMAN.R Wyoming. Stale of. 2pp. 45019:202-45019:293 

8604280662 Forwards Energy Labs analyllcaf repis tor March groundwater sampling 
program at Collins Oraw.Five welt monitor also reportod. 

AHO.G.O. Cleveland-Cliffs Iron Co- 88/03/28. KONMINSKI.Q Uranium Recovery Field 
Otc. R4. ENGELMAN.R. Wyoming, Slate of. 29pp. 45265:041-46265:069. 


DOCKET 40-8762 PINAL MINERALS A MINING, LTD., MIAMI, AZ 

8804069038 Recommends lhal License SUA-f388 be terminated, per licensee 880127 
request Crlterfon 9 roqulremenl that land must be transferred lo US or slate can bo 
waived. 

SHOPENN.N.M . PETTENOILL.H J Uranium Recovery Field Ofc. R4. 88/03/18. Urani- 
um Recovery Field Ofc. R4 2p. 46016:107-45018 :108. 

8804060120 Advises that License SUA-13B8 teimlnated.effeclive Immediately .In re- 
sponse lo 670413 & 860128 submittals of final decommissioning rept & dispoaillon ol 
malls rept. No addi environ Impact resulted from decommissioning ectivlty. 

SM1 TH.r o. Uianiom Recovery Field Ofo, fl4. 88/03/18. CLARY.T. Pinal Mlnotala & 
Mining, Ltd fp. 46016:227-45018:227. 


DOCKET 40-8768 KERR-MCQEE NUCLEAR CORP.. OKLAHOMA CITY, OK 

6803080406 Reviews Third Quarter 1987 ropl for Sequoyah Fuels Corp O Sand fn Silu 
Leach RAO project. 

JOHNSON.S. Wyoming, State ol. 88/01/26. Wyoming. Slate of l&pp. 44639:037. 
44639.051. 

6604080146 Discusses conversation w/M Carnevale re selenium cooceniratlon In BUI 
Smith Mine etfluenLAdvIses that dlv does not have adequale evidence lo justily mod 
In Bill Smith NPOES permit to include monitoring of selenium. 

WAQNER.J.F. Wyoming, Stale of. 88/03/09. Wyoming, State of. 2pp. 45016:265- 
45019:266. 

8604280190 Application lot amend lo License SUA- 1387, requesting approval of alterna- 
tive method for final disposal of small barium sulfate solids A deletion of sediment 
sainpling requirements for NPOES drainage system. 

FRSEMAN.M D. Sequoyah Fuels Com. (subs, ol Kerr-MoGee Nucteer Corp.t. 86/03/ 
23. HAWKINS.E. Uranium Recovery Field Otc. R4. t4pp. 45276 293.45278:306. 


DOCKET 40-8763 URANERZ USA, INC., CASPER, WY 

6804070111 Ack receipt of 880204 aquifer teat submitted A 880226 similarity 
repLProposal to maintain aquiter pumping lor 72 to 96 h should Induce autliclent 
stress lo assure successful analysis of dala.W/o ends. 

HAWKINS.E.F. Uranium Recovery Field Ofo, R4. 88/03/22. Uranerz USA. Inc. 2pp. 
45043:246-45043:246. 


DOCKET 40-8800 MCQEAN DISPOSAL DUMP, NEWBURGH HEIGHTS, OH 

8804180334 Fonvards Drawings A A B.clariiying route Of slorm sewer mentioned In li- 
censee 8B0122 Itr. 

ZELLNER.fl J. McQean-Rohco, Inc (formerly McQean Chemical Co., Inc.), 88/03/29. 
LAROCHE.G. Fuel Cycle Safely Branch. 3pp. 45149:201-45149:204. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 

8804280417 Forwards ALARA repl for Crow Butte Project for two quarters ending 
871231. W/o encf. 

COLLINQS.S.P, Ferret Exploration Company ol Nebraska, Inc. 88/02/24. GRACE, 8 
Uranium Recovofy Field Ofo, R4, Ip. 45288:072.45260:072. 

8804280042 AppHoatlon for amend to License SUA- 1441, deleting License CondHIon 13 
A revising Ucehse Condition 30 to change from quarterly repis to 
semlannuarHostqratlpn rept (or WelMiold 2 at Crow Sutto Project enoLPoe paid. 
COLLlNQS,S.Pi Fenrat EXpKiratiQn. CompaiW of Nebraska. Inc. 88/03/24. GRACE, S. 
NRC - No Detailed Attlilallort G«wen. tp. 45276!27fl-462 76:300. 


-8804280048 "Ciow Butte RAO Project Wolitietd 2 nestoteltoA.’’ 

• Ferret ExpioraLon Company ol Nebraska, Inc 88/03/24 24pp 45275 277. 
46275:300 


DOCKET 40-6902 ANACONDA MINERALS CO., GRANTS, NM 


8804050432 Advisos lhal Anaconda proposed radiation safety & environ monitoring pro- 
rams as mod by NRC.adequate for ni'll to be decommissioned A recommends that 
icenso SUA-1470 be amended to Incorporate updated programs 
GARCIA. P.J., PETTENGILL.H J. Uranium Recovery Field Otc, n4. 88/03/10. Uran-um 
Recovery Field Olc. R4, 7pp. 44997 347.44997 353 

8804080411 Advises ol issuance of Amend 3 lo Ucenss SUA-l470.deleiing Condiilons 
26 A 26,rovi8ing Condition 16 A adding Conditions 32 A 33 lo road as listed. 

SMITH, R D. Uranium Recovery Fiolcf Ofc. B4. 80/03/10. OERGSTROM.P, Attant-c 
RIchliefdCo (ARCO) 3pp 45010 338-45010 355 

-8804060416 Amend 3 lo license SUA-1470 for Anaconda Winere's Co. deleling Con- 
dillorvs 28 A 29.ievlstrig CondiHort 18 A adding Conditions 32 & 33 as lasted. 

SMITH.R O Uranium Recovory Field Olc. R4. 88/03/10 lOpp. 45019 341-45019:355. 

8604280174 Fonvards 1987 "ALARA Audit Rept for Gluewaier Mill. Granis.NM," con- 
ducted on 880219. 

BERGSTROM.P.D. Anaconda Co. (div. of Allanlic Richfiold Co), 88/03/14 
PETTENGILL.H J Uranium Recovery Field Olc. R4 tp 45276:219-45376:228 

-S8042B01S3 "Annual ALARA Audit Repl lor Blueweier Mill.Grant8.NM.'’ 

SANCHEZ.C., BERGSTROM.P D. Anaconda Co. (div of Allanlic Richfield Co) 88/ 
02/19. Bpp 45276.220-45276:226 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 


8804280218 "Semiannual Effluent Menltoring Repl for Jul Dec 1987." W/ 680225 fir. 
KENNEDY.E.E. Homastaka Mining Co. 87/12/31 PETTENGltL.H, Uranium Recovery 
Field Ofo. R4. 46pp. 45266 262.45266:305 

8804080349 Forwards rept on progress ol const ol tellings Impound lor 871126- 
88022S.Certiricallon ol structure safety A Kuhn repl also and. No data for percentage 
of fines A ln-p!aCQ densiiy.since no d-ke bldg during period. 

KENNEOY.E.E. Homeslake Mining Co 88/03/10. REYNOLOS.S.E. New Mexico. 
Slate of. 5pp. 46017:278-45017:282. 


DOCKET 40-8904 BP AMERICA, INC./L-BAR URANIUM FACILITY, SALT LAKE 


8804140236 Application lor amend lo License SUA-l4/2,incorporeling feaiuros Of de- 
tection monilortnq pfogr8m.pef 10CFR40 emended elfoctlve 87l214.0nQ oversUa well 
location tnap encl.Fee paid. 

QRISAK.G E INTERA Technologies, Me. 88/02/05. PEneNQlLL.H. Uranium Recov- 
ery Field Ofc. R4. 61pp. 46117 018-45117:101. 

8604280538 Forwards soil gamma sunrey repl prepared by L Hersloll ol Rad ant Energy 
Mgt for L-Bsr site Also a table of background levels not Included in ropl enci Souin 
grid sampling not completed due lo whether as discussed on 830208 meeting. 
OSBORN.T.Q. INTERA Technologies, me 88/02/1 1. QHACE.S NBC - No Oetallod 
Ainilalion Olvon 13pp. 4526G.045-4S269:067. 

8804140539 Advises that proposed alternative lo onhencod ovaporaiion sys at L-Oar 
tailings area below grade evaporation area constructed In Manco shale on east s'do A 
Within present tailings Impoundment area Graphs of pond vof ve time end. 

GRISAK.O E. INTERA Technologies, loo 88/02/20. LEWJS.O. Now Mexico. Slate of 
3pp, 45130.062-45130.064, 

8804080370 Ack receipt ol B60205 detection mnniloring program amend 
request Submittal did not contain proposal lor background won A point of compliance 
wells In alluvium. Requested Info should be submitted by 880401 . 

HAWKINS.E.F. Uranium Recovery Field Otc. R4. 08/03/08, 8P America. Inc. 2pp 
46019:336-45019:337. 

80040803011 Forwards Figures 3.5 A 6 Inadvertently omitted from O'AppolonIa rept.por 
880206 Meeting Item 20 A outstanding Issues Irom 670730 meeting 
OSBORN.T.Q tNTERA Technologies, Inc. 88/03/08 QRACE.S. Uranium Recovery 
Field Ofo, R4. 4pp. 46029:059-45029.065. 

8804060370 Forwards transmittal llrs to J Romero re BP Amertca.L-Bar mill sile.Current 
ends specify what Hems transmitted W/o end. 

QRACCs Uranium Recovery Field Ofo, R4. 88/03/11. Cebofleta. NM tp 44997:228- 
44997:226. 

8804080300 Fonvards well const data A map w/new well locations & field measure- 
ments alter Initial wen development tor pH.CtorMa & SQA.Ueiatted chotnisuy will tsa 
forthcoming Irom quarterly monitoring sample. 

QfllSAK,o!t INTERA Technologies. Inc, 88/03/16. QHACE.S. Uranium Rocovery 
Reid Ofo. R4. 13pp. 45018:346-45018:356. 

8804080019 Forwards L-Sar semiannual environ monitoring rapt did 880226 A Jar> A 
Feb 1968 groundwater monitoring second semiannual 1987 ar^alysis.W/o ertcls. 
QRACE.S. Uranium Recovery Field Ofo. R4. 88/03/22. Cebollela. NM. Ip. 46018:004- 
46018:004. 

6604280838 Proposes meeting specifically lor purpose ol exploring applications ol 
10CFR40,App A ra ground water monitoring regulations to L-Bar site. 

OfilSAK,G.E. INTERA Technologies, Ino BS/03/26. HAWKINS.E F. Uranium Recov- 
ery Retd Oto, R4. 2pp. 45271.063-46271.064. 

8604280133 Application for amend lo License SUA-t472.incorporatlng Condition 28 ra 
submittal of gamma survey detailing areas of windblown conlamlnaiion A proposed 
schedule S rnethodology for cleanup.Threa oversize drawings ancl.Fee paid 
0S80RN.T.Q. INTERA Technologies. Ino. 88/03/30. HAWKINS.E. F. Uranium Recov- 
ery Field Olc. R4. 28pp 45279:292-46270:320. 



8803080530 Applxaboft for atnond to License SUA l473.aultior«-ng plan for pfoposed 
giovndwBier mcniiofmg tocations & ohemtoot patanieiois both up^adiont & dcwngra- 
(].enl ol byproduct mail rpgl areas Foe paid.One ovnrsizo plan oncL 
STAUTEfl.J.C. Ouivlra Min.ng Co. 86/01 /?9. haWKINS.E F. Uranium Recovery Field 
Ole. R4 lOpp 44638 180-44638 190. 

6804260367 Forwards effluent monitonng repl for Oulvira Mining Co Ambrosia Lake.N'M 
mill (or 8/0701-1231 Ropl Includes monitoring resu'is for gaseous.panic(rlate.direci re- 
fliaOpn. soils.SQdimer.t,V6geta(ion 8 walpr.pai Reg Qude 4 14 

CLEVELAND.J6. Ouhrira Mming Co 88/02/24. QAftCIA.P Uranium Rocovery Field 
Ofc.R4 tp 46269:238- 4 5269 339 

-88042B0369 "Efllueni Monitoring RepLJut-Oec 198/." 

* Ouivjra Mining Co 87/12/31. I06pp 45269 239 46269 339. 

6804070048 Discusses geolechn cal tevloM lor OuMa leclemation plan. Method used 
to venfy integrity must be esiabtisiied & prior to placamenl ol remaining cover.NRC 
must concur that interim cover acceptable. 

JACO8Y.01. HAWKINS.E.F Ufanlom flocovery Re'd Ofc. R4 88/03/08. Uran-um 
Recovery field 0?C. R4 7pp. 45043:173-45043:160 

8804060306 Discusses sovoral def.-ciencies identi'.ed during raviow ol sudace water & 
erosion protection aspects ol Ouivtis feciamahon plan Plan acceptable upon saV-sfac- 
lory resolution of fisled (far c-encies Eva'uat-on encL 

GONZALEZ.R O . HAWKINS.E F. Urartutn Hacovey Reid Ofc. R4. 68/03/14. Urani- 
um Rocowery field Ofc, R4. 2pp 4601S 320-45019330. 

-6804060309 "Surface Water Hydrology & Erosion Protection Aspects oi Ouhnra Mining 
Co Ambrosia Lake Roctamalion Plan " 

' NRC - No Dsiailed AtK>at.oi> Gwan 86/03/ 14. 9pp 45016322-45019.330 

88040804 to Advises Ibal lovfow ot roclair-aLon plan Identiied soveral areas where addi 
design measures necessary to assure long- term slabil.ly oi reclaimed tailings Add! de- 
tails re 880129 detection monitoring amend request also requested W/encI 
HAWKINS.E.F Uranium Recovery Reid Ofc. R4. 88/03/21 Outvira MIn ng Co 7pp 
45019:1 71-45019 177. 

8804380310 Reouosls Inclusion of Stale of NM environ improvemonl div opinions In any 
actions pertaining lo licensing changes Noed for advice s consonl pnme in div Interest 
of activities in low level wastes affociirig Stale oi CO. 

JONES.K New Mexico. Stale ol. 63/03/24. SMITh.O. U/enium Rocovery Field Ofc. 
R4. Ip. 4626? 347-45262:347. 


DOCKET 40-6907 UNITED NUCLEAR CORE., SANTA FE. NM 

8804280543 Forwards revised MOU for remodial acHoti at UNC Chucctweck U Mift in 
Mcklntay Couniy.NM 

HANNESSCHl AGER Env.ronmemal Prolecbon Agency. BB/02/22. PETTENGILL.H 
Uranium Recovery Field Ole, R4. 1 1pp. 45269063-45269.093. 

8804260251 Forwards elfluenl ropt specifying concentration of each principal radionu- 
clide released In unresiricled areas in av paniculate ell.'ueni penod of 6707 01- 
1231.0ala lor First & Second Quarters ol lS67 8 yearly average also and. 
MORALES.E.M Unilod Nuclear Corp. (Skbs ol UNC Rosourcas. Inc.). 68/03/Of. 
QAHCJA.P. Region 4, Ole o I the Rrecior. tOpp 45260.176 45269:186. 

8604076090 AcH rocoipt ol 060211 tesponso to NRC 860105 Itr & Violations noted In 
lasp Rept 40-B90//87 Oi on 671203 04 Second violation died stands.Thid violation 
will bo reclassified as open item. 

PETTENGia.HJ Uranium Recover Field Ofc. fl4 88/03/04, VELASQUE2..J H. 
United Nuefaar Corp. fsubs of UNC Fiesources, Inc] 4pp. 4S043 239-45043:242 

8804050414 Forwards response to 890219 Itr re foasibllity study (FS) on UNC Church- 
rock U miDEPA boiieves that proceeding w/FS In govt best interest. 
HANNESSCHLAGER Environmental Proloction Agency 88/03/09. LANGE.R.H. 
Unilod Nuclear Corp (subs, of UNC Resoutcos, fnc.) Ip. 45019:356-450 16 359 

8804 0600 IS Contrms contact w/addressee ra J Velasques 680211 response to notice 
o-t violation S advises that licensee wtif wa.l for response before prepadttg written pro- 

MOOALF,S.E.M. UNC Hesomces. inC 88/03/09. QARCtA.P. Uranium Recovery Frold 
Olc.fl4. Ip 46017.360-45017:360 

8804280282 Informs that UNC Mining & Mil'ing shou'd submit wriiiert request to Navato 
Tribal Minerals Dept ra 861202 & 670107 requests for permissfon to enter Nava'o 
Tribal Trust lands lo conduct radiological survoys near U mill. 

• Interior. Dept of. Curoau ol Ind-an Affairs 88/03/18 FEllNSON.C United Nuclear 
Coip. (subs ot UNC Resources, tnc ). 3pp 46265 105 45205:107. 

6604080143 Forwards commenis & request for addf info based en review ol 670601 
Surface water hydrology & erosiori protection aspects ol Churchrock Mill reclamation 
plan Pfan dolcienl In lhai costs no! piovldedper l0CFR40.App A.CMieria 9 & 10 
HAWKINS.E.f Uranium Recovery Field Ofc. R4 88/03/22. VELASQUEZ, J Unilod 
Nuclear Corp (subs, of UNC Resources. Inc). t6pp. 45018:232-45018:247. 

8604200210 Forwards fastest version ol draff MOU ra r8inad.8l action at UNC 
Churchrock.NM U mill sile.EPA In process ol signing oft on MOU. 

HANNESSCHLAGER Environmental Protection Agency. 88/03/29. PETTENGILL34. 
Uraniom Recovery Retd Ofc. n4. t ipp. 45266 241-45268:251. 

8804280582 Requests access (o allow const & monilotfng of wells & access lo property 
so as to be abts to monitor certain woHs previously constructed by EPA on Section 
I .Expeditious approval requested. 

VELASQUEZ.J Ft. United Nuclear Corp (subs, ol UNC Resources, Inc). 88/04/01. 
ZAMAN.A Navajo Nation 2pp. 45264:069-45264 070. 

8804280800 Proposes that United Nue'ear COrp & Environ Improvemonl Oiv enter Into 
seitlemoni agreemen1.pioviding for establishinenl ol schedule for submittal of approv- 
able diacbaige plan lo onsute compiianca w/stale law 

BURKHAflT,M New Mexico, Srate Of 89/04/06, VELASQUEZ.J. United Nuclear 
Corp. (subs, of UNC Resources. Inc ). 2pp. 46264:075-45264:076. 


licensee decision not to buld proposed m,|l & taifings roientior> sys in designated ger 
flrephfoet toceiloh. 

SMITII.ro. Ufsnium Recovery Field Ofc. R4 88/03/10 LEWIS.LE Chevron Ri 
sources Co 2pp 45619:331-45019:332. 

8904060314 Informs that sinco licensee does not Intend lo build lacility ol des'gn & ti 
cation as l-'censed. License will be terminated & exemption from tees recommendei 
ROSE.H.D. PETTENQILL.H.J Uranium Recovery Fiofd QIC. R4. 00/03/11 
HOLLOWAY .C .1- License Fee Management Brarveh ip. 450 18:360 -450 10 360 


DOCKET 40-8911 MOBIL ALTERNATIVE ENERQY, INC., BOULDER, CO 

8804260567 Informs lhal mod ol Discharge Plan OP-26 for Mobil in situ U pilot pro;e< 
located In McWnloy.NM approved Mod aulhorhos Mob.l to cease ^oundwaier rosion 
lion ettoris despite continued presenco ot Molybdenum above WuCC std ot t mg/ 
MIT2ELFELT.R. New Moxico, Stale ol 86/03/29. CULLEN.J.F. Mobil Coal Producini 
Inc. 2pp 45266:360-45266 361 


DOCKET 40-8913 UNITED NUCLEAR CORP., OALLUP, NM 

8604260119 Forwards Insp Ropt 40-6913/83-01 on 860330.No violations or doviatior 
noted 

PETTENGILL.H J Uranium Recovery field Olc. R4. 88/04/15 VELASQUEZ.J Umia 
Nuclear Corp. (subs, of UNC Resources. Inc ) tp 45254 214-45254:218 

-8804280121 Insp Repl 40-8913/e8-0l on 880330NO violafons & devial-or 
noied.Major areas ir)8pscted:m8ln mill btdg, several storage bldgs & yard area what 
barrels woro pre\4ously stored 

ROSE.HO Uranium Racovoiy Field Ofc. R4. 88/04/15 4pp. 45254 215-45254:211 


DOCKET 40-8936 BUTKIN PRECISION MANUFACTURING, INC., MILFORD, CN 

8804190330 Discusses Safety Insp Ropt 40-0g36/87-0( on a?Q602.Q8 & 12 & foiwarc 
notice ol violation. 

WHITE,J R. Region 1. Olc ot the Diroctor. 68/04/11. OUTKA.J Bulkin Piocision Mai 
ufactuiing Corp 2pp. 46215:174-45215.177. 

-8804190332 Notice oi violation from Insp on 8/0602.08 & 12. Violation noted license 
tailed lo store Mg-Th scrap In secure area & place survey instruments at major exr 
from woik areas (or porsonnet moixtoring 

• Region 1, Ofc of the Director 08/04/11 Ip 45215:176 45216:177. 


DOCKET 40-8938 TEXTRON. INC., LOWELL. MA 


6804070318 Discusses Telcon Inqu-ry 88-001 re activities aulhonred by License SUE 
ISOO.Undersiands licensed mall nevoi used & not Intended ior use In near tuture. 
KINNEMAN.J O. Region 1. Ofc of the Director. 80/03/28 KULES2.T.A Textron. In 
2pp. 45021:229-45021:230. 


DOCKET 40-8943 FERRET EXPLORATION CO, OF NEBRASKA. DENVER, CO 

8804280469 Fonvards corrected reptacement pagos for appl'cailon & supporting envirc 
rept for scarce mall l.‘cersse.Changes medo as result ol NOEC completeness rev.'ei 
COLLINOS.S P. Ferret Exploration Company of Nebraska, tnc. 88/03/26 GRACE.! 
NRC - No Oetaitad Alhkatton Qtvect. Ip 45266 OS6- 45266: 1 58 

-6804290095 Errata la appKcatfon lor source mall license & supporting environ rof 
' Ferret Exploration Company ol Nebraska, Inc. 88/03/15 76pp. 45266:061 
45266.159. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating ficenee stage documents & correspondence 

6603250184 Informs Ot telocalion of NRR to RockviUe,M.D.Olflclal mailing address si 
remains same & project managers have new locations & phone numbers TS Michae 
still lead project manager lor laciirty 8 A Adams will serve as backup 
RU8ENSTEIN.L S Slendardr/alloo & Non-Power Reactor Project Directorate 88/0( 
18. AtliiiatlOn Not Assignerl. 3pp. 44850:322-44856.324. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Securlfy, medical, emergency A fire profectfon plans 

8804120337 Forwards revised page to 671214 proposed amend lo security p1an.Pa( 
wilhhetd (ral 10CFP2 7g0(d) 4 73 21). 

BRAM.S B Consolidated Edisofi Co ot New York. trre. 68/03/30 Oocutxvent CottU 
Branch (Document Control Desk). ?pp. 45135.336-45135.337. 


P. Operating iicsnoe Stage documents A corrsspondance 

8B03340426 Generic Ltr 86-06 to all power reactor licensees A applicants re removal 
o/gBnhaUon chans from Tech Spec admlnistr alive control requiromenis Sve list eni 
MirAOLIA,F.J. Associate Director for Projecia (Poal 670411) 88/03/22. Consolidatr 
Edison Co. ot New YorL inc. 47pp. 44972:107-44972:153. 


B6040S0042 Forwards supplomsalal sttvlrort Into ro docomntlssioning of planl.per NRC 
660507 4 1215 No sionTricant environ impacts associated w/eilhor current plant status 
Of SAFSTOR alternattve proposed In 1980 decommissioning plan. 

BRAM.S.O. Consolldaleo Edison Co. ot New York. fnc. 88/03/28 RUaENSTEIN.L. 
Stendardi/allon & Non-Power Reactor Projocl Directorate 2pp. 4S032:083-4$032-t2t. 

-8604050051 '‘Supplemental Environ Into In Support of Indian Point Unit 1." 

• Consolidated Edison Co of Now York. Inc 88/03/31. 37pp. 4S032 065-45033:121- 

8804190071 Forwards updated decommissioning lablo lor program Implementation 
rept.lnfo on slandardiration design reviews has been provided to S Black. 
RUBENSTEIN.L.S. Standardization & Non-Power Reactor Pro|ocl Oirecioreie. 68/03/ 
30. VILLAFRANCO.V. Program Managemsnl. Policy Oevetopmonl & Analysis Staff 
(Post 87041 1). 3pp 45 158:285-45 168:287. 

8604080088 Gonenc LU 8B-07 to power reactor licensees & applicants re modified en- 
forcement policy concerning tOCFR50.49, “Environ Oualilicailon of Electrical Equip- 
ment Impoiianl to Safety lor Nuclear Power Plants." Sve list end. 

MIBACI.IA.F.J. Associate Director for Prolecls (Post 870411). 88/04/07. Consolidated 
Edison Co. ot New York. Inc. 49pp. 45164:237-45164;285. 

860426008$ Forwards application tor amervd to Licenses OPR-S & OPR-26. ItKorporet- 
fng administrative changes to organization charts. Fee paid. 

8RAM.S.B. Consolidated Edison Co. ot New York. Ino. 88/04/16. Oocomont Control 
Branch (Oocumernt Control Oosk). ip. 46262:052-45282:061. 

-8804260090 Application for amends to Licenses DPR-5 & OPR-26.amondlng Tech 
Spec Figures 3.1,3.2.6 2 t & 6 2.2 to relloci administrative changes lo orgartizatlen 

BRAM.8. Consolidated Edison Co. of Now York. Inc. 88/04/16 2pp 45282:053- 
45282:054 

-8804260093 Proposed Tech Specs Figures 3.1, 3.2.6. 2.1 & 6.2 2 rollecting administra- 
tive changes lo organization charts. 

* Consolidated Edison Co. of New York, Inc. 88/04/ IS. 7pp. 4S282.055-4S282.061. 


O. Inspection reports, IE Bulletins 4 correspondence 

8803210090 SuppI I to NRC Info Notice 87.044, "Thimble Tube Thinning in Westing- 
house Reactors ■* Svo Mat end 

ROSSI, C.E. Divlaion ot CSperattonal Everrta Asa&68<r\et\t (Post 6704(1). 66/03/26. 
Consolidated Edison Co. or Now York. Inc. I2lpp. 44995:1 26.44695'246. 

8603220296 NRC Info Notice 88-010, "Matte Licensees; Lack ot Mgt Controls Over Li- 
censed Programs.” Sve llsl end 

CUNNlNGH^M.R E Division of Industrial 4 Medical Nuclear Safely fPost 870720). 68/ 
03/28. Consolidated Edison Op. of New York. Inc. lOBpp. 44095 247-44995:363. 

6804010256 NRC Into Notice 88-01 1, “Potential Loss ot Motor Conirol Ctr &/or Switch- 
board Function Due lo Faulty Tie Bolts." Sve list end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411). 6B/04/07. 
Consolidated Edison Co of New York. Inc 124pp. 46406:202-46407.051. 

8804060370 NRC Info Notice 86-012, “Overgresslng of Electric Motor Bearings." Svo 
list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/04/12. 
Consolidated Edison Co. of New York. Ino. 123pp. 46165:028 45105:160. 


R. Pertodio operating reports & related correspondence 

0804110063 Forwards covet Itrs IransmlHlng monthly facility discharge monitoring ropis 
lor Jul-Oec 1987.Each cover Itr accompanied by excerpts from repis which detail ex- 
cursions from 8PDES permit otfluenl limits. 

BRONS.J.C. New York Power Authority (lormarly Power Authorlw of Ihe Stale of New 
York). 88/04/05. Document ConifOl Branch (Documenl Control Desk). 3pp 
46 1 70.00 1-45 170 020. 

-8804110091 Discharge monitoring rept for SPOES Permit NY0004472 tor Jul 1987. 
BASILE.J A Consolidated Edison Co. ol New York. Ino 87/07/31. 3pp. 45170.004- 
46170:006. 

-8804110093 Discharge monitoring rept for SPOES Permit NY0004472 lor Aug 1987 
BASILE.J A. Consolldaled Edison Co. of New York. Ino. 67/08/31. 2pp 45170.007- 
46170.008. 

-8804110097 Discharge monitoring rept lor SPOES Permit NY0004472 lot Aug 1987. 
BASILE.J A. Consolldaled Edison Co- of New York. Inc. 87/09/30. 3pp. 45170 009- 
45170 011. 

-8804110137 Discharge monitoring rept for SPOES Permit NY0004472 for Ocl 1987. 
BASILE.J A Consolldaled Edison Co. ol Now York. Inc. 87/10/31 3pp. 45170.012- 
45170014. 

-8804110141 Discharge monitoring repl lor SPOES Permit NY0004472 lor Nov 1987. 
6ASILE,J.A. Consolidated Edison Co. of New York. too. 87/11/30. 2pp. 45170016- 
45170:018. 

-8804110146 Discharge monitoring repl lor Deo 1987. 

BASILS. J.A. ConsolWaled Ediuon Co. of New York. Inc. 87/12/31, 2pp. 4,5170:017- 
451 70:018. 


8. Reportable ocourreneee, L£Ra & related correspondence 

8804110063 Forwards cover Itrs IransmlWng monthly laclllty discharge monitoring repla 
for Jul-Dec 1667.Each cover l|r accompanied by excerpts from repts which detail ex- 
cursions from SPDES permit efilueni limits. 

BRONS,J.C. New York Power Aulhority (formerly Power Authority of Ihe Stale of New 
York). 88/04/05. D^umanl Conirol Branch (Documenl Control Desk). 3pp. 
46170 001-45170:020, 

-8804110091 Discharge monitoing repl tor SPDES Permit NY0004472 tor Jul 1987. 
BA8ILEJ.A. ConsolKteled Edison Co. of New Yorh, Ino. 87/07/31. 3pp. 46170.004- 
45170:006. 


-8804110093 O scharge monitoring rept tor SPOES Permit NY0004472 for Aug 1987. 
BASiLE.J.A. Consolidated Edison Co. ol New York. Inc. 87/08/31. 2pp. 45170 007- 
45170:008. 

—8804110097 Discharge monitoring rept lor SPOES Permit NY0004472 lor Aug 1987. 
aASlLE.JA. Consolldaled Edison Co ol New York. Inc. 87/09/30 3pp. 45170.009- 
46170.011. 

—8804110127 Discharge monitoring repl for SPOES Permit NY0004472 tor Oct 1987. 
BASILE.JA. Consolidated Edison Co. ol Mew York, Inc. 87/10/31. 3pp. 45170.012- 
45170014 

-8804110141 Discharge monitoring repl for SPOES Permit NY0004472 lor Nov 1987 
BASILE.J.A. Consolldaled Edison Co. ol Now York, Inc. 87/11/30. 2pp 45170:015- 
45170016 


—88041 10145 Discharge monitoring repl for Ooc 1987. 

BASILE.J A Consolidated Edison Co ol Now York. Inc 87/12/31 2pp. 45170.017- 
45170:010. 


V. Operator Examlnallons 

6604260068 Responds lo FOIA request lor into re scores ol reactor operators & senior 
reactor operators.Forwards rcQualificalion axarn summary source sheets listed In enci 
ei^ w/personal privacy Info rieleted. 

GhiMSLEY.O H Ovislofi ot Rules & Records (Post 670413) 00/04/19. BOLEY.K. 
Public Citizen's CrlUcal Mass Energy Projocl 2pp 45213 003-45213:095 

-8804260107 Package ol NRC edm-nlsiered roquolilicallon oxem results summery 
* NRC • No Detailed Affillallon Given. 87/07/20. 86pp 452I3:007-452I3.005. 


DOCKET 60-5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


P, Operating license stage documenls & correspondence 


8B032S0248 Informs ol NRC relocation lo staled address.Ma Img address unchanged A 
Adame prolect manager 8 TS Michsels back-up project manager. 
nLIBENSTElN,L.S. Standardizat’on & Non-Power Reactor Project Directorate. 88/03/ 
18. Alfillatlon Not Assigned 3pp. 44859 060 44359 062. 


V. Operator Examinations 

8804000443 Forwards revised tequal ficailon program lor NRC review & approval per 
t0CFR6S.59.Oral tacillly walk around exam oliminatod as separate exam & Incorpoioi- 
od into operating lest. 

HOSLER.C.L. Pennsylvania Siato Univ . Harrisbura PA 88/03/23. Document Conirol 
Branch (Document Conirol Desk), tp. 45093. 047-45093.055. 

-8604060499 Revised requalilicailon program (or operator & senior operator. 

* Pennsylvania State Univ., Harrisburg. PA 86/03/23 8pp 45093 048 45093 055. 


DOCKET 60-6 BATTELLE MEMORIAL INSTITUTE RESEARCH REACTOR 


P. Operating llcsnse stage documents ft corzeepondence 


8803250248 Informs ol NRC relocation to staled address Mailing address unchanged A 
Adams protect manager & TS Michaels back-up project manager. 

RUBENSTEIN.L.S Standardization & Non-Power Reactor Projocl Dlrocloraie 08/03/ 
I a. Affiliation Not Assigned. 3pp. 44850.060-44860 062 

6004260181 Discusses 21 planned shipments ql radwasie between 880420- 123t .Sh'-p- 
menis should be simillar, except for vaiiai-on in total curio quanbly In each shipment. 
EMSWILER.T.R Baltelle Memorial tnslrtute. Columbus Laboraiorios 83/04/07. 
OAVIS.A.B. Region 3. Ole ol the Oirecior. 2pp. 45261:304 46261:305. 


DOCKET 60-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency ft lire protection plans 

8804260078 Rev 1 10 Sale Shutdown Procedure OSSP 010-1. "Sale Shutdown Paths 
lor Extensive Plant Damage" & Rev 4 lo Emergency Plan Implementing Procedure 
EPIP 200-20, ‘'Control Room Evacuetion/Sale Shuldown....” Revised lablos A indices 
end. 

* Commomvealih Edison Co. 88/04/07. 300pp. 45251:122-45252:097. 


J. Insurance ft Indemnity Intormallon 


8604120218 Forwards EndorsemonI 20 lo NELIA Policy NF-294.Endorsemont 16 to 
MAELU Policy MF.126,Endor8ement 30 to NELIA Policy NF-277.£ndorsemenl 22 to 
MAELU Policy MF-1 14 & Endorsement 194 to NELIA Policy NF.43. 

OSTER,J. Commonwealth Edison Co. 88/04/06. DINIT2.I. Ottice ol Nuclear Reactor 
Regulation, Director (Post 670411). I3pp. 45060.030-45090:042. 


P. Operating license stage documenls ft correspondence 


8803240426 Generic Ltr 88-06 to el) power roBCloi licensees & applicants re lemova) ol 
organization charts from Tech Spec administrative control requirements Sve list end. 
MiRAQLtA.F J. Associate Director for Projects (Post 870411). 88/03/22. Consolidated 
Edison Co. ol New York. Inc. 47pp. 44972:107-44972:163. 



8 DOCKETED ITEMS 


9304190071 fooKBt<}s wpdatarf iJecofnmisslonirvg lof piogiein implemomailon 
lepMnfo on siarKlatdizaiion dosign lovlews has bean pfovicfecT to S Stack 
RUBENSTEiN.L.S Slandajd'zabon & NoaPovwar Reactof Ptoject DiroctOfata. 68/03/ 
30, V/LLAfRANCO.V Pfofl'a/n k'anage'iient. Policy Developmoril & Analysis Swtt 
(Posl 8 704 1 1 ). 3pp, 45 158 285-4 5 1 58 S8 7. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 
P. Operating Itcenae stage documents & correspondence 


33048B008S Qenenc Utr 86-07 (o power reactor licensees 8 applicants re mod-lied en- 
lorcomonl policy concemina IOCFB504S. ‘Envl/on Ouaiilicaton of Elecirlcal Equip 
meni tmMnanI to Safety for Nuclear Power Pfanis.'* Svo lisl enci 
MtfiAGUA.F J. Associaia threcior lor Piojecis (Posl 87041 1) 38/04/07 Conso.'idated 
Edison Co ol New Vork, Inc. 49pp 45164 237-45164 285 


8604190071 Forwards tipdaled decommissioning table (or program impletncntnlion 
rapt rnfo on startOardiraiion design reviews has boen provided to S Black 
^^OENSTEiN.I.S Sler>dardi/ation 8 Non-Power Reactor Project Olrecioraie 68/037 
30 VILLAFRANCO.V Program Mariagement. Pokey Oevolopment & Analysis Stall 
(Post 870411) 3pp. 4SI50;2e5-45t5B:|lB7 


6804780039 Forwards Rev 50 to CE-1-A. "OA Program for Nuclaar Generating Sla- 
tjona. Reivs bemg made io lelJect organizational changes 

MORGAN.W.E. Cornmonwoallh Edson Co 88/04/18. Document Control Branch 
(Oocutr.erd Cantrot Oask). ip 45281 273-45261299 


DOCKET 50-20 MASSACHUSETTS INSTITUTE 
REACTOR 


OF TECHNOLOGY RESEARCH 


-8W4 280069 Rcv 50 to "QA Program loi Nuclear GoneiatinQ Station s“ 

(^mmonwealth Edison Co CE-l-A R50 88/04/18. I7pp 4526l:2/4-4526i;299 


O. Inspection reports, IE SuUeKna & correspondence 


9803210090 Suppt 1 to NBC Info Noi,ce 87-044. •'Thimbta Tube Th,nn;nQ In VYostino- 
houso Raaclors ■ Sve list end " 

flOSSl.CE Owlsion oJ C^alional Events Assesamenl jPost 870411) 88/03/28, 
(^nsolidalod Ed son Co Oi Now Vork. Inc tSipp. 44695: l28-44995:246. 


P. Operating ttcenae stage documents 9 correspondence 


0803250240 fnlorms of NRC relocation to siatod address Ma.itinn address unchangod.A 
Adams project manaoor & TS Michaols back-up project manager. 

"Jr ^ STandfliclrration & Non-Power Reactor Project Directorato 86/03/ 

18 Afimation Not Assigned 3pp, 44859.060-44859 062 


DOCKET 50-22 WESTlNOHOUSE TEST REACTOR 


8803220296 NBC Into Nol-ce PS-OIO. ' Malls Licensees Lack ol Mgl Controls Ovor Li- 
censed Pro^aois ■■ Sve lisi cnci 

Orvlsion ot Industrial A Medical Nuclear Saloty (Posl 8707291 88/ 
03/28 Consolidated Edison Co of New York, Inc. fOSpp. 44095 247-44Q95.353. 


8804010258 NRC Into Nokco 86-011. 'Poianbal Loss o( Motor Control Cti i/or Switch- 
board Funebon Dua Io FauHy Tie So-ls " Sve I' si anci. 

flOSSl.C.E, Oivtsion of OperaiOnal Events Assessment (Post 870411) 88/04/07 
Consolidated Edison Co of Now York, tnc I24pp, 45406 292-45407 051. 

'P'P Notice 88 012, "Overgreasing ol Electric Motor Bearings " Sve 


ROSSl.CE. Division Ol Operational Events Assessment (Post 670411) 
Ccnsolidatcd Edison Co ol New york. Inc. I23pp 45165 028-45165:150. 


88/04/12 


P. Operallrig license stage documents A correspondence 


8803250184 Itilorms ol relocation of NRR to Rockvilla.MO Otficial mailing address sull 
lemaine sanie & project managers hove new iocallons A phone numtiors TS M'chaots 
1; manager for facility & A Adams will serve as backup 

^ ^ ^ Stendaidizalton & Non-Power Reactor Project Oirectoiato 88/03/ 

18 A(fi.ial-on Not Assigned 3pp, 44856 322-44856 324 


DOCKET 50-27 WASHiNQTON STATE UN1V, RESEARCH REACTOR aRIGA) 
P. Operallrig license stage documents A correspondence 


R. Periodic operating reports A related correspondence 

9804220163 Forwards correcUon lo ‘effueni A Waste Disposal Semiannual Rapl.Jan- 
June 1987 Esbmated percent of major nuc'Ida composition tor Irradiated 
Inadvertently Included in ropi.No such waste shipped 

-989A220165 Crmected •EttUenl A Waste Disposal Semiannual Rept. Jan-June 1887 • 
Commonwealth Edison Co. 87/12/31 fp 45254 137-4 5254; 137 

8804010238 Forwards Part 3 ol p'ani environ radiological S nieieorolog4:al momtonno 
C€pi.W/0 BOCl ^ 

CqriJT'on'^ealih Edison Co 68/03/18 OAVIS.AB Region 3 Ofc 
ol the 0.rectof. 2pp 45058061-45058.061. ^ J. w 


0803250248 rotorms Of NRC rolocotion io staled sddress Mdiling addfoss unchanoed A 
Michaols back-up project manager. 

«<r A Non-Power Reactor Project Oirecloraio. 88/03/ 

18 Alf.kftlton Not Assigned 3pp. 44859 060 44859 062, 


V. Operator Examinations 


8804190381 Advises that reactor operator licensing oxams scheduled tor 680623 A 
24 Approved lel man listod In end should be provided by 880429 Requiromenis A 
guidel.nos also end 

PATE.n.J. Region 5. Otc ol Iho Director. 88/04/08, WiLSON.W.E, Washington State 
Univ. Pullman. WA 2pp 45218:069-452ie;070 


DOCKET 50-29 YAHKEC-ROWE NUCLEAR POWER STATION 


^^ifstod^tome^^inctortocT®^'*^ »ad«oacVtvo etlluem lepl tor Jul-Dec 1S87 Final data lor 
I Mhi?D.S.°| M'^T2r4f21 ^2^ 3. Otc 


-8804200110 Corrected "Entuent A Waslo Disposal Semiannual Root Jul-Oec 1087 
Commonweailh Edison Co. 87/12/31. 16pp. 452 t7;243-452i7:257. 


F. Security, medical, emergency A lire protection plana 

Noiltlcation of licensee Reoussled Meeting 88 40 on 680318 w/olil In 
Hogloh 1 to oiscuBs licensoo actions to improve secunty program Including plans for 
secuii^ reorganlzsbon. » f- w » k 

HAVEhKAMp.O R. Region i. Otc ol the Oirecloi. 88/03/11 Region i. Otc ol tho Di- 
rector. 2pp 45 1 22:2 1 1 -4 5 1 22:2 1 2 


V. Operator Examlnsifons 


fcgtiesl lor into re scores ol reaclor operators A senio 
fMclor opeiaiors Forwa/ds requalificatloo exam summary sourca sheels listed in enc 
a|to w/oersonal pnvaev into deleted. « a i aivo m bix. 

* Records (Post 870413) 88/04/tg. BOLEV.K 
Public Citizen 8 Crrticai Mass Energy Project. 2pp. 45213 003-452l3:095. 


nifiifif admlnlsiered requalilicaiton exam results summary. 

NRC - No Oetalled AMirialion Given. 87/07/20. eSpp. 45213 007-45213 C95. ^ 


8804050166 Forwards Safeguards insp Ropi 60 029/88-03 on 800208-1 1 No violations 
noi6a. 

BELUMy.R H, Rog'on 1. Ole of |ho Director. 88/03/29 ORAWBRiOGE B.L Yankee 
Atomic Electric Co, 2pp. 45017:106 45017 203. 

-8804050 171 Partrally withheld Physical Security Insp Rept 50-029/88 03 on 880208-11 
(rat lOCFH73.2t) No violations noted Major areas inspected plan A implementing 
pr^^ures.phy3.‘c8l baffiefs-protectod.vital A access control areas. 

MARTIN.W.G.. KEiMlG.fl.n. Regton 1, Oto of the Director. 88/03/25 6pp 45017:198- 
45017:203. 


DOCKET 60-13 BAW CRITICAL EXPERIMENT FACILITY 
J. Insurance A Indemnify fnlormalton 

*^°'^*^* executed Amend 22 to tndenwty Asrsomant e-8. teiminaiin 

^ 88/03/30. ADAMSA Slandafdiza«ort A Nor 
Power Reactor Project Directorate 2pp. 45030:34545030 346 

P. Operattog itoanse stage documents A corraspondencs 


Revised arneraoncy plan imptemonttng procedures,includtng Rev 6 lo OP- 
, ttnorgencles." Bev 6 to OP-3305, “Onsile Medical Emergan- 

cles A OP-3315, "Control Room During Emergency." 

Yankee Atomic Eloculc Co. 66/03/31. 400pp. 44%7 347-44969.033 


H. Qaneral oorreapondsnee 


8803310201 Comment supporting proposed rule l0CFRS0.App j re aliernativa method 
for leakage rate issilng. Change tvouia remove ulit ot burden ol seeking exemption to 
App J in order to employ more state of-tho-art stabsticai analyses. 

EOWAROS.O.W. Yankee Atoroto Etsctrtc Co. 88/03/23. OocHetlng A Services Branch 
Ip 44982 360-44 082:360 


s'al©<i addressMaMihS address unchanged 
Michaels back-up project manager. 

1ft fleactor Project Oitsetorata. 88/0; 

18. Atfiiiaiion Not Assigned. 3pp. 44859 0^4485 9:062. 


L Financial Intormallon 

69M060409 "Yankee Atomic Electric Co, 1987 Arinual Rept." W/8e0329 tir. 
PAPANIC.G. Yankee Atomic Electric Co 87/12/31. 19pp 45006:299-45006;3l6. 



J. Insurance & Indemnity Inlcrmation 

8804070146 Forwards EndorsemonIs 1 8 2 lo NELIA Certilicaios NW-96, NW-103 & 
NW-34 resprjcttvely.EndorsecTWjftts I & 2 to MAELU Certihcates MW.32.MW'62 & 
MW-8 respectively & Er^dorsomenl 140 to NELIA Policy NW*1 S EndorsomenI 43 lo 
Policy MF.95. 

O‘CC)NNOn.0.J- Marsh & McLennan. Inc 08/03/20 OlNtTZ.l Oltice ol Nucloat n©- 
actor Regulation, Director (Post 87041 1) 67pp. 45096:026 4S098 094 

8804040149 Iniorms ot prosool lovot ol nuclear property insurance covoibqo lor lacHity 
as ol 68040l,ln accoroance w/roqolremanta ol IOcFR50.54(w)(4) 

PAPANICG Yankee Atomic Electric Co 86/03/29. Document Control Brancli (Oocu- 
meni Conirol Desk) Ip. 45031 :263-4503 1:283 


P. Operating license stage documents & correspondence 

8803240426 Generic Hr 08 06 to all power reactor Hcensoos & applicarita t© ronrovot ol 
oroanwalJon charts Irom Tech Spec adminlstratrvo control requlrcmenis Svc list one! 
MmAGLIA.F,J Associate Direclor lor Projecle (Post 87041 1), 88/03/22 (Donsolidatod 
Edison Co. ot New York, tnc. 47pp. 44972. 107-44972.153. 

6803300217 Applicerion lor amend to Ucensa OPfl S.rovlsIng Tech Spec 3.1 1 1 2 lo 
change shutdown margin switching temp from 490 lo 470 F.Fea paid. 

DRAWQRlOGE.O L Yankee Atomic Electric Co 08/03/23 Document Control Brarich 
(O^unvent Control Desk J. 4pp. 44053. 137-44Q53'144 

-41003300220 Proposer! Tech Spec 3.t.l 1 2.rellocling change In shutdown marflin 
switching temp trom 490 to 470 F. 

’ Yankee Atomic Electric Co 88/03/23 4pp, 44963:141-44953:144 

8B03300186 Application tor amend to License OPR-3.corislstlng ol Proposed Chang© 
214 revising Tech Specs re conielnmenl Isolalloh barriers Foe paid. 

ORAWaniOGE.B L Yankee Atomic Electric Co. 88/03/25 Document Conirol Branch 
(Oocumeni Control Desk). Bpp. 44976:319-44076:331. 

-41603300189 Proposed Tech Specs modifying containment Isolollon barriers 

• Yankee Atomic Eleclric Co. 88/03/26, 5pp 44075-327-44076:331 

8803300226 Applicalion tor amend to License DPfl-3.doloiing Mode 6(1) Irom 'Applica- 
ble Modes" ol Table 3 3 2 & Mode 6* from "Modes In Which Survollfanco floquirocl" 
ol Table 4 3-2 tor lislod Items Fee paid 

ORAWORtOGE.B L. Yanko© Atomic Electitc Co 68/03/25 Oftic© ol Nuctoar Roaclot 
Regulation, Oirocloi (Post 870411). 3pp. 44953:1 65-44953: l6t. 

-8803300230 Proposed Tech Spec ToW© 3 3-2. "ESF tnatiumontatiori" 8 Table 4,3-2. 
"ESF Instrumentation Surveillance Roquiromonts," rOHectlng detolod Modes S(1> & 
6*. respectively 

• Yankee Atomic Electric Co. 86/03/26. 4pp. 44953: 166-44053: 161. 

6804050201 Noillios that 870916 application tor exemption requesting mat lOCFRl/l 
FYB8 annual foe for facility bo reduced gtanlod Smatiness & age ol planl.low general- 
Ing capacity ol 176 MWo.among bases tor exemption. 

STF.LLO.V. OIc ol tlw ExQci.iuve Director for Oporetions 00/03/20. SOUCY.A.n. 
Yankee Atornic Eleclric Co. 3pp. 44997:077-44997:080. 

8804140117 Forwards "Cask Drop Analysis Yotrkce Nocloai Power Station Spent Fuel 
Pool.” 

PAPANIC.G. Yankee Atomic Eleclric Co 88/03/31. Documeni Control Branch (Oocu* 
monl Control Desk). Ip. 4509B.230 4&098:28&. 

-6804060483 "Cask Drop Analysis Yankee Nuclear Power Slolion SponI Fuel Pool" 
RASHID. Y.R, SULLAWAY.M F.. JAMES.RJ ANATECH ReSOarcM Corp 88/03/31. 
31pp. 45OO8:237-46O98;206. 

8804 130376 Application for amend to Llconae DPR-3.changing Tech Spec Pago 3/4 8- 
10 re bailey chargers to relied that chargor lor new battery upgraded to bo Idonlicol 
w/oxlstlrtg uattery Chaegera 1 & 2 Foe paid. 

ORAWBniDGE.B.L. Yankoo Atomic Electric Co, 88/04/04 Documeni Conirol Branch 
(Document Control Desk). 3pp. 45192:222-46102:225. 

-8804130378 Proposed Tech Spec Page 3/4 8-10 re ballery chargofs 

• Yankee Atomic Eloclrlo Co 86/04/04. Ip 46102:225-45192.225. 

8604140011 Application for amend to License OPR-3.modi(ving Tech Specs doUnlng 
Incore deleciton sys as combination sys of both lixad & movable detoclors & associat- 
ed equipment Fee paid. 

ORAwBRIOGE.R.L. Yankee Atomic Electric Co. 06/04/04. Oocumoni Conirol Brandi 
(Oocumeni Conirol Desk). 3pp. 45162 001-45162:119. 

-8804140029 Proposed Toch Specs defining Incore detection sys as combinaifon sys ol 
both fixed & movable deieclota & associated equipmenl 

• Yankee Atomic Eleclric Co. 88/04/04 lipp. 46162,004-46152,014, 

-86041 40031 "tncoie Oetoclion Sys Analysts ” 

• Yankee Atomic Eleclric Co 88/03/31. 104pp. 46152.015-45152:1 10. 

8804080088 Generic Lli 88 07 lo power reactor licensees & applicartls re modilied an. 
forcement policy concerning 10CFR60 4e. "Environ Oualilicalion of Elocirical Equip- 
merit Important lo Safely lor Nuclear Power Plants." Svc list end. 

MIRAGLIA.F.J. Assodalo Director lor Prolects (Post 670411). 88/04/07. ConsoMaled 
Edison Co. ol Now York. Inc 49pp. 46 184:23 7-46 164:205. 

8804210010 Forwards YAEC-1363. "CASMO-30 Validation ” Repl enUUsd "Slmulaio-3 
Validation & Verlllcalion” will be submilled by 880701. Schedule lor submission ol 
ptarM-speciflc ropis ra sub) repts statod.Fee paid. 

PAPANIC.G, Yankee Atomic Eleclric Co 88/04/11, Document Cont/ot Branch (Docu- 
ment Control Desk). 2pp. 45216:074 45216:174. 

-8804210012 "CASMO-3G Validation " 

OIQIOVINE.AS., SPINNEY.KB. NAPOLITANO.O.Q Yankee Atomic Electric Co. 
YAEC-1363. 88/04/30. 90pp 45216:078-45216:174. 

8804220124 Requests that ulit remit fee for 680105 application for approval ol changes 
lo LOCA reflo^ heal transfer models Blit will be Issued lor addi coats lor review ol 
appplication. 

DIGGS.R.M License Fee Management Branch. 86/04/16. PAPANIC.G. Yankee 
Atomic Oocific Co. Ip. 46201:023 46201:023. 


8804220030 Nolll-caLon ol 880602.03.04 & 05 meet-ng w/uiil,EG&G & Cygna Energy 
Svcs in Walnut Crook.CA to porlorm audit review ot soisnLc reanalysis ol piping sup- 
oils Insde coniammeni 

AIRTILE.M Pfoiaci Oircctofaio 1-3 88/04/18 WESSMAM.R, Pro.'oct Dirocioroto 1-3. 
3pp. 45200;3<1 9 45200 351. 


Q. Inapectlon reports. IE Bulletins A correspondence 


Be03210090 Suppf 1 to NRC Into Notice 87-044. "Thimble Tuba Th‘nn-ng In VYesling- 
houso Reactors ” Svc list end 

ROSSl.CE Division ol C^iabonal Events Asssssment (Post 670411). 88/03/26. 
Consol dated Edison Co ol Now York. inc. I2tpp 44995 128 44995 246 

6803220296 NRC Into Notice 68-010. "Mails Licensees Lock of Mgl Controls Over Li- 
censed Programs " Svo list end 

CUNNINGHAM.R E 0-vis=on ot Irtttusuial 8 Med cal Nucleai Saloty (Post 870720) 88/ 
03/20. Conso.'idatod Edison Co. ol Now York. Inc t08pp 44995.247-44995.353. 

8804050168 Forv/ards Safeguards Insp Rept 50 020/88-03 on 880200-11 No violations 
noted 

BELI.AMY.nR- Region 1. Ole ol the Ouoclor 88/03/20. DRAWBRIOQE.B.L Yankee 
Atomic Electric Co 3pp. 45017:196 46017:203 

-3804050171 ParliaKy withhold Physical SeCunty Insp Ropt 50 020/88-03 on 800208 11 
(rot tOCFR73 2l) No violations noted Major areas rnspoctedpian & Implomonimg 

E roceduros.physlcai barriers-prolecied.vitel & access cortirol areas. 

lARTtN.W G , KEIMIG.II R netfon 1. Otc ol the Direclor. 80/03/25 6pp 45017 198- 
45017:203 

860412003? Forwards Rediolag'cal Saloiy Insp Repl 50-029/88 04 on 680208 1 1. Viola- 
tion ra lailuro to provide personnel monitoring ropis lor 37 lorm<naied Ino.viduals 
noted.No citation wiU b© made.pet 10CFR2. 

BELLAMY.R R Region 1. OIc of the Director, 88/04/04 DRAWBRIDGE.Bl, Yankee 
Atomic Electric Co 2pp 45151:001-45151 016 

-6804120042 Insp Ropt &0-029/e604 on 890208-1 l-Vio^atlon noiod.Major areas 
inspociQd ticonsao Implementation of rodiatlon protecilon program during routine 
operallons.includiog status of proviously Idonlifiod items & mgl controls. 

MARKLEY.M. GRESICK.JA. SHANBAKY.M fleg-on 1. OIc of the Director 80/03/ 
31 t4pp 45151 003-45151,016 

8604010266 NRC Into Notice 00-011. "Potential Loss ol Molo' Conirol Cir &/or Switch- 
board Function Duo to Faulty Tie Bolls." Svc list encl. 

ROSSI.C.B OivLsIon ol Opcrafonal Events Aasossmoni (Post 870411) 88/04/07 
Consotklatod Edison Co ot Mow York. Inc I24pp 46406:292-45407.061 

8804060370 NRC Into Nol'co 00-012. "Ovorgroasing of Electric Motor Bearings ” Svc 
list one). 

ROSSl.CE Division of Operatlonat Events Assossmant (Post 870411) 88/04/12 
Consolidated Edison Co of Now York, Inc 123pp. 45165.028-45165:150. 


R. Periodic operhlltig reports & relatsd cortespondencs 

6604060101 "Etlkionl & Wasio Qisnosal Semiannual Repl for Tlnd 4 Fourth 
Quattera I007,lnciuding Annual Redlologlcal Impact on Man.' W/680329 Ur. 
PAPANIC.G. Yankee AlonLc Eleclric Co 87/12/31. 4lpp, 45046 068-45046 100 

8803300342 Monthly opoieL-ng rept for Jan 1068.W/6802I0 Ur. 

WHIPPLES. BERRY.n.L Yankee Atomic Electric Co 88/01/31. epp 44053:145 
44953; 1 60, 

8804190054 Monthly Slalebcal Ropt 88-03 lor Mar 1888 V//880407 m 
WIIIPPLE.8. BEHRY.n.L, Yonkeo Atomic Eloctric Co 00/03/31. Opp 46208 224- 
45200:220 


S. Reportable occurrencas, LERa A related correspondence 


6904200203 L6R 0a-OOl-OOon 88O126,procodur0 Inadequacy discovered ihat could 
allow Insuff-'clenl load lesling of omergoncy generators Caused by Inadequaio proce- 
dure rovlow.Procoduro change nollco prepared A lest comp:etGd.W/e604l5 Ur. 
MAY.e.l.. ST LAURENT.N N Yankee Atomic Electric Co. 88/04/15 4pp 45221044- 
45221:047. 


V. Operator Examinations 

6604120360 Forwards Rov 2 to "Guidance lor Oovolopmoni ol S'mutsiion Facility lo 
Meet Roquiroments ol 10CFR55.45," adrossing reselullon ol issues Irom 071207 
moeling w/NRC. 

KIRBY, M J Southern Cafilornia Edison Co 08/04/05 Oecumeni Conirol Branch 
(Document Control Oosk). 2pp. 46088’265-45088 345. 

—6004120478 Rev 2 lo "Guidance Ici Development ol Simulation Facility lo Moot Ra- 
quiremonts ol 10Cr-R56.45.'' 

' Southern Calilornia Ed son Co. * Public Sorvlca Co. ol Colorado, ‘ Consumers 
Power Co 68/03/31. 70pp. 45080:267-45088:345. 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


p. Operating license stage documents A correspondence 


88Q32S0246 Iniorms ot NRC lelocailon lo staled eddiess Mail.ng address unchanged A 
Adams projeci manager A TS Michaels back-up project manager 
BUBEMSTEIN.L.S. Standardirallon A Non-Power Reactor Project Direcicrate. 58/03/ 
18. Affi'ialion Not Assigned. 3pp 44869.060-44660.062. 



10 DOCKETED ITEMS 


DOCKET S<M7 AAMT MATERIALS RESEARCH REACTOR 

P. Op«faUng license elage tiocuments & coriespondertce 

8<032S0240 Informs ol NRC re'ocatrort lo slalod address Mai 'in-g address unchanged A 
Arfams pro^t nsanagor ATS Michaels back up pro;eci tnana^et 
flUOEWSItlN.L S STaridardi?atjon S Wod Po*e/ Reactor Pro, eel Oi'cciorate 86/03/ 
18. Atlihafion No! Ass-gned. 3pp 44859;060 44859 082, 

DOCKET 50*54 CINTICHEM 

F. Securiiy, medical, emergency A fire prolecllon plana 

8804080159 Advises that 67 1 109 A 68021 7 revs to physical secuaty plan consistent w/ 
lOvf R60 54(p) & 70 32te) & acceptab'o Rovs wiinno'd (rat 10CFR73 2n 
eELLAMV.RR Region 1. Ole ol the Oirector 88/00/31 MCGOVERN JJ. Cniichem 
Inc- 2pp, 45099 130-45099 131 

P. Operating license stage documents A correspondence 

8803350184 Informs cil lelocaiion ot NRR lo Rockvi.'le.MD Official ma'ing address sli.l 
remains same S project managers have now locations 4 phone numbers TS Michaels 
still lead pciect manager fgr tsci'iiy & A Adams vw;i serve as backup. 
RUBENSitlN.t.S. Slandeid^aiion & Non-Power Reactor Pcoiect Oicectotaie 86/03/ 
18 A/filiaiTon Not Assigned 3pp. 44856322-44856 324 

DOCKET 60-57 BUfFALO MATERIALS RESEARCH CENTER 

P. Operating license stage documents & correspondence 

8803260184 Inlorms of roiocalion ol NRR to Hocliv.'le.MO Oindal maiimg address s'lK 
rnansgors have new locations a phone numbers TS Michaels 
lot facHily & A Adams will serve as bachup. 

®’f'’<^4rdira5on a Non- Power Reader Project Oirectorete 88/03/ 
16. Affiliation Not Assigned. 3pp. 44856.322-44656 324. 

Q. JrispeciFon reports, IE Buifellns a correspondence 

^ Forwards Exam pepi SO 057/68-0101 of exam administered during wk ol 

GALLO H M Region I. Ofc ol the Director. 88/03/28. nENNlE.O.W Now York Siato 
Univ of. Albany.TiY. 2pp 45047;286-4 5047 327 * 

®'’ 880209- '0 Exam results two reactor op* 
passed wntlen a operating exams ^ 

4M47 '• Ofecior. 68/03/24, 60pp 

V. DperMor Examinations 

®®a8W03.“ 60.057/68 0101 ol exam adminsiered during wh ol 

Uav S: Amany^Nv" 2p? 32/"'"® Vork. State 

-8884060103 Exam Ropl 50 057/88 01OL on 880209 10 Exam results Iwo reactor nn 
« opa'^lmg exams ^ 

4^7:U45047®|2r‘’°^*''’''^ '' ®’ •''® Oiocior 88/03/24 60pp 

DOCKET Sd-69 TEXAS AAM UNIV. RESEARCH REACTOR 

P. Operating license slaga documenis a correspondence 

*®feS®MmQTnrn'!ljfl2?'’°" ° nf^'‘Vii.-e.MDOllicial msifng add/oss silil 

DOCKET 59-62 UNIV. OF VIRGINIA RESEARCH REACTOR 
P. Operating llcer^se stage documents & correspondence 

“"“O' 

KoEf!n'u‘>;?iM7'S°“”,“?i;'1 »■=”•»»«>« XC “ “■’“"“"‘am 


Forwards Amend 16 lo License R-66 & salely evaluation Amend ciar.lcs 
possossion.stoiage a use lo Univ ol Virginia reactor pool of op to Co-eo in term ol 
doubly oncapaulaied rod sources 

fx?if ''fo’’ Po«'e/ Reactor Project Oireclo/oto 88/01/25 
MUI.DER.R.U Virgn<a, Univ ol. CharlollesvCIe. VA 3pp 45324 326 4 5324 33 7 

Amend 16 lo License fl -66 .clarifying possession.storoge a use Of Univ of 
^ourcM *** 70.000 Cl Co-60 m lorm ol doubly eiicapsulalod rod 

25 6pp^453mSI 9^5324W*''**" ^ Reactor Projoci Oirocioraio 88/04/ 

-8ao«90247 Safety evaluation simport'og Amend 16 lo License n-66 
45^4*b°35”45324937 Regu/ation. Director (Post 870411) 88/04/25 ap.e 

O. Inspecllon raporta, IE Bulletins A correspondence 

•‘P%”,'SS o?sl iS'ZSC “ 

tea™"® ^ O' 

receipt ol 88032S Hr a payment for civil penalties In amouni o? 
examined during fotore Insps 

I mi 9 ^ <P03l 870413) 66/04/06 STARKE.E.A Virginia 

Univ. of, CfiarroltesvITe, VA Ip* 45098:151 *45098:151 ^ 

DOCKET 60*70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 

P. Operating license stage documents a correspondence 

relocation of NRR lo Rockvillo.MO Ofllclal mailing address sl'l 
stn fonrt flwiagets have new iccaitcna a phono nombeilTS Michaois 

c®2f ^ A Adams will servo as backup. 

ifl Aira-.u^n liLi A® A Non-Power Reactor Projcci Oirecloraie. 88/03/ 

18 AKiliation Nol Assigned 3pp. 44856 322-44856 324 

DOCKET 60-72 UNIV. OF UTAH RESEARCH REACTOR 

H. General correspondence 

“»'• w -»» '*«'« «=”•'»'» «•" •' 

“«“rS4,«cr'ip“«wwf4"«“S “ 

P. Operating license stage documents & correspondence 

.Informs of NRC roipcaiion lo staled address Malimg address unchanged A 
onbfmc'tI:^ A .'’’l"!?®' ? NIichaeh back-up project mana^t. 
rn ^ Non-Power Reactor Project Directorate 88/03/ 

18 Affiliation Nol Assigned. 3pp 44859 060-44659 062. 

Q. Inspection reports, IE Bulletins & correspondence 

®®8a02?fl CAL 68 08 On 880329 tetcon w/ RL BangSrl re 

romf!r 1^1 * 88(M20 enforcomonl conlerance.Undorstands that leaciofs wi.l 

MARTiiu^n*°Q " IV reviews response to apparent violations 

1 VJP Director. 88/03/30, BROPHY.J J. Utah. Univ ot. 

Salt Lako Oly. Uf 2pp 46010 346 45010:347. 

DOCKET 50*73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 

P. Operating license stage documents A correspondence 

lolows ol relocation of NRR to Rockvillo.MO Olllclal mailino address still 
, project managers have new locations & phono numbers TS M'chaala 
o 'acilily 5 A Adams will serve as backup 

10 AIMI U ^'r . * Non-Powor Reactor Project Directorate 88/03/ 

18 AlW'atlon Nol Assigned 3pp. 44856.322-44856:324. 

DOCKET 60-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 

P. Operating license stage documents 8 correspondence 

informs of NRC relocation to slated address Mailing address unchanged A 
OMOc ^ Michaels back-up projoci manager, 
to .1 . * Mon-Power Reactor Projoci Oirectoralo. 68/03/ 

18 Aflilration Not Assigned 3pp. 44859,Q60-446S9 062. 

DOCKET SO- 8 3 UNlV, OF FLORIDA TRAINING REACTOR 

P. Operaling license stage documents & correspondence 

relocalion ol NRR to Rockvilte.MD.OHidal mailing address s!.:i 
pfojeci rnaoagers have r^ew locations A phone nombeis.TS Michaels 
B nc?x?c^*c tePi* § A Adams will serve as backup 

iR A Non*Power Reactor Project 0.iectoraie 88/03/ 

IB. Aff.lrallon Nol Assigned 3pp. 44856.322.44a56:324. 



DOCKETED ITEMS 11 


SB040S0177 Forwards updated proposal le requtromenis ol lOCFHSO 64(c)(2). Updatod 
proposal includes certrficatlon (hal funding for conversion availablo through OOE & 
tenialive conversion schedule based on fuel availebillly. 

VEnNETSON.W.G Florida. Univ. ol, Gainesvina. FL. 60/ft3/22- Oltice ol Nuclear Re- 
actor Regulation. Oiteclor (Fosl 870411) Ip. 44996:103 44996 118 

—8804050189 "Proposal Sobnrittod to NRC to Meet 10CFn50 64 Roquiremenis for Up- 
daiinq Scheduling of Univ ol Florida Teaching Reactor Conversion From Htgh En- 
riched U to Low Enriched U Fuel." 

VERNETSON.W.G. Florida, Univ. ol. Gainesville, FL. 08703/22. 16pp 44696:104- 
44996:118 


O. Inspection reports, IE Bulletins A correspondenco 


6604150335 Forwards tnsp RepI 50 083/88 01 on 880314-17 & rioltco of vloldliort. 
COlLlNS.OM, Region 2. Ofc ol tho Director 80/04/07 TULENKO.J S Florida. Univ. 
ol. Gainesville. FL 2pp 45175:103 45176-1 18 

-8804150344 Noltce of violation from insp on 680314-17 Violation noted licensee failed 
to conduct adequate suiveys to evaluate extent ol radiation hazards present Irv 4iqufd 
& gaseous eltfuents released from lacillty. 

COLLINS.O.M, Region 2. Ofc of the Director 88/03/07 2pp. 45176 105-45176:106. 

-8804150349 tnsp RepI 60-063/66-01 on 8803 14- 17. Violations notod.Majoi areas 
inspectedonsite review ol radiation protection environ suivolllanco & 
monlloring.irensporlallon actfvilios. enforcement issues a NRC Into notices. 

KU20.G S . HOSEY.CM Region 2. Ofc ol the Director 88/04/04 tOpp 45175:107- 
45175:116. 


S. Reportable occurrences, LCRs A related correspondence 

8804010034 RO advising thal Safety Channel 1 circuit failure, described In 880315 
lir, recurred during power run conducted as final requiromeni set prior to returning to 
notmat opetaiions. Failed loedbacK nolse-conitolllng capacitor ieptaced. 
VERNETSON.W.G Florida. Univ. of. Gainesville. FL. 88/03/16. QRACE.J.N Region 2. 
Ofc of the Director, ip. 45010:074-45010.074. 

8804060192 Reportable occutronce:on 8603 14, safety channel I circuit (ailed to provide 
proper power indication for several seconds on iwo occaslorrs.Caused by capacitor 
failure. Capacitor teplacsd w/subsMute ol ditfeiont mlg. 

VERNETSON.W.G. Florida, Univ. ol. Gainesville. FL. 88/03/28 QRACE.J.N. Region 2. 
Ofc of the Olfoctor 7pp. 45064:200-46064:208. 


V. Operator Cxantinstlons 


8S04010120 Advises that reactor operator & senior operator licensing wiillon exams 
scheduled tor wk ol 880520 & oral exams scheduled tor 880601-02 List ol required ref 
rnatls & rules & guidelines encl.Info requested 60 days prior to exams. 

JULIAN.C.A Region 2. Olo of the Director. 88/03/17. WETHtNQTON.J A. Florida. 
Univ. of, Oainesvllla, FL. tOpp. 45031:124-46031:133. 


DOCKET 50-87 WESTINOHOUSE CRITICAL. EXPERIMENT 


P. Operating license stage documenia A correspondence 

8803260184 Informs of relocation ol NRR lo RockvMle.MD.OfflcInl mailing address still 
romains same & ptoiect managers have new tocallona & plio-ne rtumbeia.TS Michaels 
still lead project manager lor faculty A A Adams will serve as backup. 
RUBENSTEIN.L.S. StandardUalion & Non- Power Reactor Project uireclorala. 68/03/ 
18 AHiliation Not Assigned. 3pp. 44866:322 448&6-324. 


W. OQCommtssloning Stage Oocumenie A Corresporidepce 

8B04190043 Forwards "Westinghouse Nuclear Training Roactor Decommissioning 
RepI," presenting results of termination radiation survey West Inghouso has complated 
dismaniung ol reactor par 670708 dismantling plan. 

NAROl.A J. Westinghouse Electric Corp. 88/04/ f 1 . Region 3. Ofc of the Director. 2pp. 
45t09:0d2-4&ig9:ie7. 


-B604I900SI "Westinghouse Nuclear Training Reactor Oacontmlsaionirtg Final RepI." 
• Wesllnghouso Electric Corp. 68/04/30. 64pp. 46199:094-46199:187. 


DOCKET 50-89 GENERAL ATOMIC CO. 


P. Operating license stage documents A correspondence 


8803250248 informs o( NRC relocation to stated address.Malllng address onchsnQed.A 
Adams project manager A TS Michaels back-up projeot manager 
RUBENSTEIN.L.S Standardization A Non-Power Reactor Project Directorate 86/03/ 
18. AlfiUatlon Not Assigned. 3pp. 44859:060-44859:062 


DOCKET 50-97 CORNELL UNIV, ZERO POWER REACTOR 


P. Operating license stage ifoouments A conespondence 

8803260184 Informs of relocation ol NRR to Rockv|tle,MO.OflfClal nnaillng address still 
remains same A projecl managers have new locations A phone numbers TS Michaels 
slill lead project manager for facility A A Adams will serve as backup. 
RUBENSTEIN.L.S. Standardization A Non-Power, Reactor project Directorale, 88/03/ 
18. AttiHatton Not Asalgneo 3pp. 44858;322-44e56:a24. 


O. Inspection reports, IE Bulletins A correspondence 


8804120242 Ath receipt oJ 880229 Hr Inlormlng NRC of stops laVon lo correct violations 
noted In Insp Repis 50 097/87 02 A 50-157/87-02 

SELUAMY.H.R. Region I, Ofc of the O.rector. 88/04/04. STREETT.W.B. Cornell Univ., 
Ithaca. NY 2pp 45079:316-45079 3t8. 

-8804120249 Responds lo NRC 680129 Ur re violations noted in Insp on 671117- 
cO.Conectlve actions quarterly inventory A toak lesfmo ol sources by otc of environ 
health In effect 

CLARK.0 0. Cornell Untv . Ilhaca. NY 88/02/29 MARTIN, T.T. Region 1 Ole of the 
Dweetor. tp. 45079316 45079 318 


DOCKET 50-99 BABCOCK A WILCOX TEST REACTOR 


J. Insurance A Indemnity Information 


6604070047 Forwards executed Amend 22 lo Indemnity Agioemoni B-6 lotminallng 
aoroomom. 

OLSEN.A.F. Babcock A Wi-'cox Co 80/03/30. AOAMS.A Slandardizat'on A Non 
Power Reactor Prr^ect Oliectoreie. 2pp. 45030;345-4503C 346 


DOCKET 60-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


P. Operating license stage documents A correspondence 

8803260184 infocms o( relocation of NRR to Roctwillo.MO.Otl-cial marling address Stvit 
remains same A project managers havrr new locei'ons A phone numbe/s.TS Michaels 
still lead projecl manager lor facility A A Adarns will serve as backup. 
RUQENSTeIn.L.S Siandardiratlorr A Non Power Roactor Projecl Oirecloraie 08/03/ 
IB. AHiliation Not Ass.*gned 3pp 44850322-44850 324 


DOCKET 60-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Sacurlly, medical, emergency A lire protection plans 

8604070181 Responds to violations notod during Insp of License R-52 on 860125- 
26.Corroclivo aclions addandum to 1937 annual exam prepared A all operators sue- 
cossfully complated exam. 

SMEROON.E.T, Arizona. Univ. ol. Tucson. A2. 88/03/29, OocumonI Control Branch 
(Oocumoni Control Desk). 4pp. 45075 030 45075033 


P. Operating license stage documenle A correspondence 


86032S0184 Informs ol relocatlort of NRR to Rockviilo.MO.Ollicial mating addross still 
fomalns same A projocl managors have now locallons A phono numbors TS Michaels 
sill) load projocl manager lor lacility A A Adams will serve as backup 
RUGENSTEIN.L 8. Siendardrzatlon A Non Power Reactor Project Directorale 80/03/ 
18. AHiliation Not Assigned. 3pp 44056-322-44056:324. 

9804290408 Reminds that OL n-5? lor Univ of Arizona TRIGA roactor laci'lty scheduled 
to expire on 88 1 120 A provides guldanco (or preparing app'icailon (or ronowal ol 
license. All listed documentation should be Inctudod as part ol application. 

MICHAELS. T.S. Standardization A Non-Powor Roactor Projocl (Jireciorale. 88/04/21. 
NELSON.G.W. Arizona, Univ o(. Tucson. AZ. 6pp 45270 288-46270:263 


Q. Inspection reports, IE Bulletins A correspondence 


8804070161 Responds lo violations notod during Insp of Licenso (7-52 on 680125- 
20-Cotioctlvd acUons.oddendum to 1987 anmiar exam prepared A all operators suc- 
cessfully comptaied exam. 

SMEROON.E.T, Arizona, Univ ol. Tucson, AZ. 88/03/29. Document Control Qranch 
(Oocumoni Control Daski 4pp 46076 030-45075 033 

8804200477 Ack receipt o( 880320 Hr informing NRC o( steps taken lo corroct violations 
notod In tnsp Rept 50-1 13/08-01 Co«ecliva aettooa wilt t>o ventted during tolure kisp 
WEMSLAWSKI.F.A Region 6. Ole ol the Director. 88/04/08 SMEROON.E T. Arizona. 
Univ. ol. Tucson. AZ, Ip 45174 347-46174:351. 


V. Operator Examlnalions 


0804070181 Responds to violations noted during Insp ol License R-52 on 880125- 
26.Corrociivo aclions addendum lo 1987 annuarexam propaied A all oporalors suc- 
cessfully comploied exam. 

SMEROON.E.T. Arizona, Univ, ol. Tucson. AZ. 88/03/29. Document Control Branch 
(Oocumoni Control Desk). 4pp 45075:030-45076:033. 


DOCKET 60-116 IOWA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documenls A correepondence 

8603250184 Intorms of rafocation of NRR to Rockvilie.MD Olficial mal'lng address sMI 
remains same A projecl managers have new locations A phone numbers.TS Mlchaola 
still lead project rnanagar for facility A A Adnms will serve as backup 
RUBENSTEIN.L.S. Standardization A Non-I^ower Poactof Project Directorate. 68/03/ 
18, AIBlIallon Not Assigned. 3pp. 44856 322-44858:324. 



12 DOCKETED ITEMS 


DOCKET 6t>-1J3 OWV. OF MtSSOURt RESEARCH REACTOR-ROLLA 

P. OparatJng Ucensa stags documents & correspondence 

B803260248 Informs ol NRC relocation lo stated address Mailing address unchanqodA 
o rU® Piolscl manager A TS Michae's back-up project manegor. 

RUacMSlt'N.L S SianOard'rnt on & Hon-Povser Reactor Project O-recto'dlo 08/03/ 
to Amliation Not Assigned 3pp 44859:060-44859 082 

O- Inspection reports, IE Suriellns A correspondence 

8804190297 Submits acidendum to 87122? Hr re add.tions & changes to StrJ Operatlnn 
Procedure SOP 600, “Lab nu'os." per 880127 lelcor> Believes Wtai level 4 cilation is 
too stringent lor nature of vioietion. 

OOLON.A E Mvssoun. Univ ol. Roita. WO 88/02/ 10. SHAFER W 0 Re-oion 3 Ole ol 
the D rector Ip 45217:258 4521 ?;263 

-8804190351 Revised Sid Operetmg Procedure SOP'600. "lab Rules" 

fiOI-OM.A Wissoun, Univ ol. Rol‘a. MO 88/02/10 6pp 45217:259- 

4o2 17:203. 

880418O33S Adinsea that v</anct ituw>< mods lo SOP-600.ItcensSD 071222 & 8802)0 
responses satis taclonty oddress NRC concerns Severity lovef assigned to violaion 
revised from IV to V based on eddi info 

SHAFER.WO. Region 3. Ofc ol Ihe P-recior 88/04/11. SOLON. A E Missouri Univ 
ol. Ro'la. MO 2pp 45225 261-45225 265. 

-8804198337 Responds to NRC 871124 llr re wioiaLons noted in safety insp of 
laciiity Cm a lion improper & ahou'd bo d-smissed based on inspector usiivo out-ol-daie 
Procedure SOP 600 S t 'eating SOP matters as Tech Spec mattes 
BOLON.A E. Missouri. Univ of. floHa. MO 87/12/22 SUAFEfl.W O Reg on 3 Ole of 
Hie D-recior. 2pp 45225 283-45225 285 “ 

V. Operator Eiramlnallons 

8804290189 Fowards request lor eddi mlo le revised operator requaUicaMon prooram 

»0CFR55d^pp A supersede by 
Generic Hr 87-07 Requests response within 30 Jays. * 

c?QAi/i »j SWridardizat-on & (Van Power Reactor Project Oireoiotaie 88/04/22 
>TnAKA.W. M^Ssoun» Uwv. ol. flOJld, MO. 4pp. 25 ^ 1 . 

DOCKET 60-124 VIRGINIA POLVTECHRIC INSTITUTE TRAINING REACTOR 

P. Operating license ataga documents A correspondence 

‘I' O' NRR to Rockvillo.MO Official mai'ing address still 

managers have rv5vr tocaiions 6 ptvojv© fiumbetllS Michaels 
Qi' -ocAic^^c/i^r 'or faci-iiy A A Adams wrii serve as backup 

IR Reactor Project Oiroctorata 88/03/ 

IB Afl.iiaiion Not Ass-gned 3pp 44866 322-44856 324 

DOCKET 60-128 TEXAS AAM UNIV. RESEARCH REACTOR 

F. Security, medical, emergency & fire protection plans 

8804068027 forwards Insp Rept 50.128/83-01 on 860307-09 Enforcement confemnee 
violations a corrective actions.pGr 880323 lotoon 
M Oireclor. 88/03/30. RICHAROSON.HH Texas 

ASM Univ., College Slation. TX, 2pp 45034:123 45034 138. 

880307-09 PIvo Violations noted Major areas 
SiS saJuS^ prow^ p/ofoction. emergency prai,nln9.nucloar matl safefuards 4 

45M4ft2'”4^63”l30 '*■ Director, 88/03/30. 14pp 

P. Operating license stage documents A correspondence 

Informs ol relocation ol NRR to Rockvillo.MO Official maifino address still 
s^fe^n & phone numberiTS l(uhael" 

RURFwiiTcfe i’ c Adams wilt servo as backup 

lA All * Non-Power Reactor Projecl Ovectoiaie 88/03/ 

18, AfUialion Not Assigned 3pp 44056:322 44856.324 

^ * safety evaluation. Amend modifies 

AJ'r2*c?e^°p 'o** “* organizational sliocture lor Staton. 

fllCH^oloN Tavev * '"'“I®®* Drectorale 88/03/23 

452010M ’ ■” ^ 45201:090- 

sS. " “ n-83.modifyihg btla of one position In organizational 

"i* 4pf4620i^ol3®4^^^^^^^^^ Oirecforate. 88/03/ 

avaloaiion suppon'ng Amend 1 1 to License R.83 
45^|!(W7‘^«201 o^S*^®*®'”^ Regulation, Director (Post 870411)! 68/03/23 2pp 

O. Inspection reports, IE Buifellne 4 correapondence 

Item 8701-03 in Insp Rapt 50-128/87-01 on 

Warffsvs "m*arfrt 4 ?^n«i«i®i^ Vll-C-a. ^•Radioaclivo Liquid 

forl rtP j?P,P'ahned tor submitlai at next meeting. 

25?! 4l't'22:?93TlM"e4".* CHANeTh. floglon 4. 


8S04D60027 Forwards Insp Repi 50 128/88 01 on 880307-09 Enlorcemoni conlororce 
scheduled lor 880405 lo discuss violations A corrective actions por 880323 to-'ern 
CAILAN.L nog.on 4. Ofc ol iho Director. 80/03/30 ftlCHAROSON H H Texas 
ASM Un-V.. Coilgge Slalion. TX 2pp 45034:123 45034; 138 

— 8SD4060031 Insp Rept 50-128/80 01 on 880307-09. Fivo violations noted Major areas 
Inspected licensee radiation protection, emergency planning, nuclear mall saleguards & 
phpical security programs 

° neglon 4. Ole of Iho Director. 80/03/30 I4pp 

8804110137 Nolilicalion ol 880405 moal'ng w/)icensee at Region IV ole lor onlo-'ce 
men I contoienco. Agenda one). 

’''® Oitector 88/03/30 Region 4, Otc Ol the ttiocloi 

3pp. 45077:321 •45077:323. 

H. Periodic operating reports 4 related correapondence 

*^Cin88°7^"W/88l»5'f^ Progress Rept ol Texas AAM Univ Nuclear Science 

DAVIS.J.W.. KnOHN.J.L. Texas AAM Univ.. Colloae Station TX 
Siandaidization & Non-?>owoi Reaclet 
Project Directorate 93pp 45032199 45032 291 

REACTOR^ OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 

F. Security, medical, emergency A lire protection plans 

Requests review ol 880303 changes to Sections 722 1 1 A 054 ol 
Adm.nlatrat,on TRIQA roaciot ©metgency plan attecling ladiaHOn 
accoDia billy roquesled ^ 880520 

14 ui inof I' Slar)dafdiz8lion A Non-Power Reactor Protect Oirecloraio. 88/04/ 
•4- MURhAY.B. Region 4. OJe of iho 0.reciof. 2pp. 45200.?74*45200-275. 

P. Operating license stage documenia 4 correspondence 

8803250248 Informs ol NRC relocation lo slated address Mailing address unchanged A 
onoclic^T^M ^ Michaels bach up project menaget 

IQ ^ Non-Power Roacior Project Oireciorate 88/03/ 

18. Alfiliahon Not Assigned 3pp 44659.060-44859;062 

DOCKET 50-133 HUMBOLDT BAY POWER PUNT. UNIT 3 

I. Financial Information 

8804120409 •'PGAG 1987 Annual Repi " W/88O406 llr 
4^64''w6 ^ ‘ Pacific Gas A Electtlc Co 87/12/31 62pp 46154 003- 

P. Operating Ucanse stage documents 4 correspondence 

V' '® a" reactor licensees & applicants re removal ol 
A r ® *'?"* ^®'^ ®P®® a^himistraUve control raquiremenis Svc list end 
MiHAGLIA.F J^ Associate O-recior for Projects (Post 070411). 88/03/22. Consolidated 
Edison Co, of New York, (rw; 47pp 44972:107-44972:153. 

Forwards updated decommissioning table lor program Imptementaiion 
cf/?Dc standardizanon design reviews has been provided to S Black 
Vn »7.. . ® Non Power Reactor Project Directorate 80/03/ 

Martaoemenl. Policy Devetopmonl & Analysis Stall 
(Post B704 11). 3pp 45158:285-45158 2i97 

Genaric Lir 88-07 to power reactor licensees A applicants re modified on- 
lorcerrient policy concerning 10CFR50.49, "Environ Ouailllcation of Electrical Fqulp- 
'"'pohanl to Safety for Nuclear Power Plants ” Svo list enci 
ci. Ptolocts (Post 870411). 88/04/07. Consolidated 

Edison Co ol New Yoik. Inc 49pp. 45164.237-45164:205 

fowarcls Rev 4 (o •Humbotdl Bay Powet Piani Unit 3 SAFSTOR OA 
r’lao. Revs Ifsido. 

SHIFF£R.J,0 Pacific Gas & Electric Co 88/04/21. Document Control Branch (Docu- 
ment (Control Desk), Ip. 45282:065 45282,075 

"*^A*plan^'^* “PacHtc Gas & EiecUic Cio.Hutnboldl Bay Power PlanLUnll 3 SAFSTOR 
• Pacific Gas & Electric Co 88/04/30. lOpp 45282.066 45202 075. 

O. Inspection reports, 1C Bultellns 4 corrsapondanca 

8803210090 SuppI 1 to NRC Into Notice 87-044. "Thimble Tube Thinning In Westing- 
house Reactors. Svc list end * » <» i a 

ROSSl C.E. (piston ol Operational Events Assessment (Post 670411). 88/03/28 
Consolidated Edison Co. of Now York. Inc. 12ipp. 44995:126-44995:246. 

8803320296 NRC Into Notice SS-OtO, "Matte LIcensees.Lack of Mat Controls Over Li- 
censed Programs Svc list encl. 

^ (^vision of Industrial A Medical Nuclear Safety (Post 870729). 86/ 
03/20. Consolidate Edison Co. ol New York. Inc. 106pp. 44995 247.44995:353. ' 

®®i?jf? j®c®® Loss ol Motor ConVol Cir 4/Of Swltch- 

b^d Funcflon Due to Faulty Tie BoUa." Svc Ksl end 

ROSSl.CE. Kvislon pi Operational Events Assessment (Post 870411), 88/04/07 
Consoiidaied Edison Co of New York. inc. t24pp. 46406:292-45407:05i 



R. Periodic operaline reports ft related correspondence 

8603390392 ' Rept ol Recorded Personnol Whole Oody Exposures lor I0Q7 " W/ 
880324 lU- 

SHIFFEH.J O PacitlcGasft Electric Co 87/12/31. 2pp. 44976 250-44975 251. 

8803290388 “1987 Tabulation Ol Personnel Exposure." W/880324 Ur 
SHIFFER.J.D Pacific Gas 8 Electric Co 87/12/31. 3pp. 44920 024 44020 026 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents ft correspondence 

8803250184 Intorms ol relocailon ol NRR lo Rockvi'lu.MD Ollicial malUng address sNl 
remains same ft projecl managers have now locoHons & phono numbors.TS Michaels 
still load proleci manager lor lecUUy ft A Adams will servo as backup. 

RUBENSTEIN.L S Siandardi^allon ft Non-Powor Roaclor Piojoci Oirectorato 00/03/ 
tB. AdUiatlon Not Assigned. 3pp 44856:322-44856 324 


DOCKET 50-139 UNIV. OF 1VASHINQTON RESEARCH REACTOR 


P. Operating license stage documents ft correspondence 

8803250184 Informs oi rolocalton of NRR to Rockvillo.MO.OIficial mailing eddross sti:| 
remains same ft project managers have now locotlons & phono numbor8.TS Michaola 
still lead projecl manager lor facility ft A Adams will serve as backup. 

RUSENSTECN.L.S StarvJaidtiatton ft NotvPowOf Rooctor Proleci DKOCtorato 88/03/ 
to Alhliallon Not Assigned 3pp. 44856 322-44BS6 324. 


DOCKET 50-142 UCU TRAINING REACTOR 


P. Operating license stage documents ft correspondence 


8803250248 Informs ol NRG reiocafion to Staled aildre as Mailing eddross unchangod.A 
Adams projecl manager ft TS Michaels back up projocl manager. 
nUBEMSTElN.L S. StanCardrration ft Non Powoi Reactor Project Oiroctorato 80/03/ 
18 Aftihatlon Not Assigned 3pp. 44050 060 44850:062. 


W. Decommissioning Stags Documenls ft Correepondencs 


6804190302 Forwards resgonsoa to Quostlona 9-15 & Phase I ot summary ropi dlsman- 
llomoni ol foaclor,par NnC 860312 llr. Phase II plan undor davolopmonl. 

MCLAUGhlIN.J E Caliloinlo. Univ. of. Loa Angolos. CA. 88/04/12. AOAMS.A NflC - 
No Oeiailod Aliiflalion Given. 28pp 45225:266 45225.313 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


J. Insurance ft Indemnity Information 


8804040187 Forwards EndorsomenI 03 lo NELIA Policy NF-107. 

FARRELL.E. Marsh ft McLennan. Inc 08/03/20. OlKllTZ.l. Oftico ot Nuclear Roaclor 
Regulation. Director (Post 8704) I) 3pp. 45058:186-45058:198. 

8804200211 Forwards Endorsemanls 1 & 2 lo NELIA Cortiricete NW-49 & MAELU Cer- 
titicate MW-134. 

HOFFMAN.J. Marsh S McLennan. Inc 68/04/07. DINIT7.L Office of Nuclear Reactor 
Rogulaflon, Dlredor (Post 870411). 41pp. 451 77:206-45 17/-248 


P. Operating license stage documents ft correspondence 

8603250248 Informs of NRC relocation to staled addresa.MpIling address unchanged A 
Adams project manager ft TS MIcIraels back-up project manager. 

RUBENSTEIN.L.S STandardrzahen & Non-Powor Reactor Projocl D roclorete 08/03/ 
16 AIMialion Not Assigned 3pp 44059,O6O-44059:O62. 


S. Reportable occurrences, LERs ft related correspondence 

8804130084 RO on 8d0303.during first guarlorty insp ol lOSS.walor noted to have col- 
lected in containment vessel survp.Radioisatooic an^yala ot water levoatod that cco- 
lamination exceeded 10CFH20 limits for unreslriclod relosso. 

HEWARO.R.W. Saxton Nucloar Experimental Corp. 88/04/05. Documont Control 
Branch (Oocumenl Control Desk) 3pp. 45100 022-46100:024. 


DOCKET 50-148 UHIV, OF KANSAS RESEARCH REACTOR 


P. Operating license stage documente ft correspondence 

8803250248 Informs ot NRC rolocatlon to stated address. Malllixg address unchanged A 
Adams project manager ft TS Michaels back-up project manager. 

RUBENSTEIN.L.S. Slandatdizaiion & Non Power Reactor Project Olrectorala. 88/03/ 
18. Alfiltailon Not Assigned 3pp 44859:060-44059.062. 


6804060466 Ack iece.pt ol 680314 changes to phys-cal security plan for p.'oloclion ol 
SN.M of modo.'aie strateg'c signlLcanco C.hangos consisiod w/provis-uns ot 
lCCFn6064(p) ft accoplahlo oxcopi lor Homs Went lied In onclEnci wilhhotU (ref 
IOCFn2.700). 

MALUETT.B S Raaon 3. Ole ol the Dliocloi. 89/03/31. REOMONO.R F Ohio Stato 
Univ.. Co'umbus. OH 2pp 45007.078 46007 079 


P. Operating license slage documents ft correspondence 

8803260184 Informs of rolocation ol NRR to Rockv>lio,MO Offic-al meii ng address sli'l 
remains same ft project rrranagors have now locaflons ft pirono nu-mbors TS Vicheofa 
sill load project manager for facility ft A Adams will so-nro as backup. 
HUOENSTElN.L.S. Siandofdizallon ft Non Power Roactci Project Oifoctoralo 80/i>3/ 
16. AfMialion Not Ass'gned. 3pp. 44950 322-44656:324. 

0004050421 Forwards ouoslions lo chongo in op oral ng power for research rooctor. 
MlCIfACLS.T S Standardizat-on 8 Non Power Reactor Project Drocloralo 08/03/30 
REOMOND.HF Ohio Slate Univ . Columljus. OH lOpp 44907.313-4490/.330. 


DOCKET 60-161 UMtV. OF ILLINOIS RESEARCH REACTOR 


P. Operating iicenae etage documente ft correspondence 

88 03260248 lidorms of NRC relocation lo elated address veil ng address uncliongod A 
Adams project mnnagor ft TS Michaels back-up projocl menagor. 

RURENSTGIN.L S Standardizoilon ft Non-Powor Rooctor Project Diroclcraie 90/03/ 
18 Affiliation Mol Ase gnad 3pp -14869 060 44950:092 


DOCKET 60-165 BIQ ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency A fire prolocllon plans 

0804060020 Forwards npp to SALP 7 Board Rept 60- 155/87-01 tor Apr 1098 • Aug 
1087 

DAVIS, A 8 Hoo'en 3. OIc ol Iho Diroclor. 00/03/30 HElNS.Q.L Consurwora Power 
Co 2pp 45020:326-46028 344. 

-8804060028 App lo SALP 7 Coord Rent BO-155/87-Ol lor Apr 1086 - Aug 1007 

* Roglon 3. Olo ol iho Oirocior. 88/03/30. 4pp 46028,328-46020 337 

8804280412 Final rosponso lo FOfA request lor cfocumor.ie Forwards App C 
documonta Documonie partially withhold (rol FOIA ExompHons 7,6 ft 3). 

QfllMSlEY.O. Division ol Ruloa ft Records (Post 970413). 80/04/21 MAXVVEIL.O. 
Cosmos Gioadcasling Corp. 3pp. 45260.346-45270 000 

'-8804280437 PailiaUy wilhhold Insp Ropt 87010 rosponso Oofic'onclos ro aocunly dopi 
ft valve tampormg discussod Rotated Info end. 

• Consumoia Power Co. 87/10/08 I2pp. 45209'351-45270.000. 


H- Qsnetal aotrespondenca 

8804260091 Intorma of corporate ft orgenlzaiional changes duo to rosignallon Of JF 
Paquotle OW Buckman replaces JF Poquolto as Prosidonl & Ch ot Oporallpg 
Olllco/.QL Holns Vico Proslifoni ol Enorny Supply. 

OERRV.K VW. Consumors Power Co 00/04/10 Decumem Control Branch (Oocumonl 
Control Desk) 4pp 45261:300 46201 -303, 


P. Operating license stage documente ft correspondence 

9603190002 Forwards tequoal lot add! into lo uW 671100 Toth Spec chongo loqoost 
roilecting foaturoa ft loiminotogy used w/iiov/ eul-of-coro power range nuclear insiru- 
monlation described in OE Tofneal Ropi NEOO'3t390. 

SCOTT.W E. Project Diroctoiale Ilf- 1. 80/03/07. BERRY.K W. Consumers Power Co 
3pp 44861:022-44661:024. 

0003240420 Gonoilc Ltr 88 06 to all power roactci llconsoos ft appUconie >0 removal o) 
organization charts from Toch Spec adminlslrotivo control roqulromonts Sve Ist and 
MfRAGLIA.F.J. Associate Oireclor for Projocta (Post 07041 1 ). 88/03/22. Consolidated 
Edison Co Ol Now York. Inc 47pp 44072:107-44972:I53 

8803300044 Forwards appTcaiion for amond lo License OPR-e.Changmg Tech Spoca re 
Irequency ol reactor depressurization sya riopzossuilzing volvo lest ng by Ollmlnating 
quarterly partial alroke leal. 

BERRY, K.W. Consumers Power Co 88/03/22. Document Conlrol Oinnch (Oocumenl 
Control Desk), 2pp. 44921 281-44021:297. 

-8093300060 ApplicaUon for amond to Licenso opn-o.cltanging Toch Specs ro lio- 
quoncy of reactor depressurlzallon sys doprosaurrzing valve testing 
• Consumors Power Co 90/03/22. 13pp. 44921:283-44921:206. 

-8603300061 Propoaod Tech Specs ro reactor depressurization sys. 

’ Consumers Power Co. 80/03/22. 2pp. 44921:206-44021 207, 

0804250268 Forwards notice of conslderailon ol issuance ol amend to t'conso DPR 6 
& opportunity for hearing ro 671 109 epptlcaUon for amend. 

SCOTT .W.E Project Oifeclorale lll-l. 88/03/26. BERRY.K W Consurrors Power Co 
2pp 45213 164-45213:170. 

-8004250303 Notice ol conskJeialton ol iss«ai>co ol amond lo Ulconso OPR-6 & oppor- 
tunity for hearing Amend revises provlslona In p’oni Tech Specs ra Inaiallation of now 
out of- core power range inatrumenietion. 

WAM8ACH.T.V. Project Oiraclorate lll-l. 06/03/26 6pp. 45213:166-45213:170 



14 DOCKETED ITEMS 


8804050434 Auihonzes partaf e)ie»tif)!.on irom lOCfRl?! F/BB annual lea oar a7mii 

‘o 

STEilO V- OJc ot (ha Ctacirtiva Otfecwi (w Opetaiioiva 8fl/09/29 BERfiY K vj r^in 
sune/B Power Co 4 pp. 44997 354-4499? 357 ^ BtHur.K w Oon- 

8804110288 foiwards atJdl info on 8?H09 app'icaion for amend to ticonse DPR 

!=>«<»»■ 

'o '"OlA feq^asi (o, documems fs (nlo ABsessmonJ Team 
Add 'b lampenng App A documonis avalabta In POflForwatds 

® dooumorts also availfibte Ip POR ® 

LS&Ssfe?SS’’4.SrMMfeT'^^ 

* ^0 Oeifl..'o<j Alfi;*afion G-von 67/04/14 PAWTinw j ^mnAtco 

ERICKSON.B NRC . No Data.lert Alft:(a'4)n Gr.eo 3,5p 45 tO^M 4 %^ 0 ^ 

~ ’A* f CO Wua'cailoo to ba diasammaieiJ only lo NflC emploveos 

.M®' i^m^picaiao Recwda ol S80ft10.0926.l21? 87040^4*1 
OAWD?nM . °' f?®® '0.0703 le a 0939 events end « 

.®. ® ^ Saleguards.D.rectof 87/ to / 15 

AAolo^^Molole'"'® CREEO.JR Aeg.on 3. Otc of the D.fcctor. Upp 

' "• " >»- 
linS »o“s,“oV!?eS?l?l:'M3“““ '«op8™ta.s 8e/o./oe mouE.r. Ho™, 

!So4uj.J?s;., 2!, ■ •*• '>»'•'« ««»««> o»«> IP 


R. Periodic operating reports A related correspondence 

®®?oE^cA?. Sornma/v Repf W/880331 ilr 

JUHNSON.B O Consumers Power Co 87/12/31 7pp 45045 203-45046 209 

'®'*' **1 Mat 1968 W/860405 llr 

45)42^85^''^ Coosomers Power Co 88/03/31 6pp 45142 180 

S fieporlabta occurioncea. LERs & related correspondonce 

^ocumonis ro ir>lo As-sessmenl Tea-?; 

cS"SoS£.?.2^'s^;?^;nt,S2ar«?o5rr 

S£“ p"S?o"j’mM5°1SS'“" *'" ‘■'"PtlK E r Hog«». J. OK o, M 

V. Operator Examlnallotrs 

^Te’efnlJXeSs* oMoirH55^“?--"S^rI“ Smulabor, Facl.iy lo 

tnoeinq w/NHC TOCFH5546. adress-ng resolubon o( Issues from 87i20? 

a--'’ 

“?arVr^em?oWFnS5 45 <>' Simulehon Fad-ry to Meet He- 

po"wrr8B?o':;??^^fpr4%^a°8 2^ 


'^'SCONSIN RESEARCH REACTOR 

»IBO'E<O.MP P,0HC, O,«,»e,o 


r.2S’?.ss?s r*””. KT,2y?,ro"'cSir2fv;“™'“ 
?nS3.Rr(5J2“2.r®r‘"“?'°^ 

CpS'£s«MpiT5MirH»4^l?“(M“''^ Ooewppra Co«„ol 8i.» (OotHPppl 
o. Mspectlon reports, IE Bu«e«n* & correspond ence 

®SoTea«ors'’’ Thinning ir> Westlr^g- 

®®-3/28 

®Sd ••“a.s licensees tach C Mg, Cor„ro.s Over Lr- 

8804M0020 Forwards app .0 SALP 7 Board Rep, SO-lSS/eroi lot Apr i 9B6 - Aug 
45 o"|^ 26.450%%4V'’® 88/03/30. HElNS.Gl, Consumers Power 

Re'aoii^” svc^ils^^ 

ooS&L'gs^: •■«>«' 

‘“1““'“ '"'’ '**“ ■■ 0 .» 9 ..i»ng o( EMclnc MolO, toaing.- .E.c 

I En^a^^menl In HP A 
I CoMfot Bfdncit (0;)cumen( 

consumers Power Co 87/10/03 12 pp. 45289351-45270 006 



P. Operating license stage documents 4 correspondence 

ISSS -SSggSrSfa— 

V. Operator EKamlnaltona 

®Td"ii,!®i'"or8T055aflXa.l^^ ^ 

WHGhTg rReo^'^'t "® 0 " 8’«9 wbHen exlZ^er^? 8803 1 ? Admmlstrai.on 

DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 
P. Operating license stage documents 4 correspondence 
®®Sl®sam^rDm®W Rockv.n8.MO O»lctal malt.ng address swi 

RUOENSTEi^Lrffia'rd’"^ 

18 AiliUailon NO, Afsfgnep ^ D'redorato 88/03/ 

O. lospcctlofi reports. IE Bulletins 4 cotrespoodence 

«i..c^r sraferr.wa Ccai u«. 

®®0’29 »' vlolebons noted in (nso on 87111 /- 
heiSS rX? *'"* by Sfc n( enwron 

MAnTlN.T,T. Reg.on 1. oic ol me 

docket 50-180 GEORGIA INSTITUTE Of TECHNOLOQV RESEARCH REACTOR 

P. Operating license stage documents & correspondence 

"SJtJj'is'ro* WL”'?Ss”'“'' “' 
S"iSK!sr,igf,?pn%%'S« 



DOCKETED ITEMS 15 


6604070144 Foiv»artj3 sumttiaty ol 000321 mgi mooting at Gootgia tnsi o( Technology 
re 1988 aciion planMoaimg bonolical & provided bolter onrforsiandir’g of problems al 
facility S licensee ongoing actions to taciliiaie solution. 

GHACej N Region 2. Ole ot the Diroclof 80/03/28 CREClNEJ R Qoorg.a Inslitule 
cl Technology. Allsnia. GA 4pp. 45044 1 65-45044. 168 


O. Inspection reports, IE Bulletins & correspondence 

6804270256 Forwards • Ropl ot Visil to Gooroia Tech Rosoarch Reactor Facil.ly to In- 
spect Faciiiiios & lo Inlorvlow t^erational Slftll." by W Kotr.Chairmen ot ACRS.Keri 
visited Nooly Nticloar Research Fteacior ori 000324-25 

CREClNEJ. P. Georgia Inslilule ol Technology. Atlanta. GA 08/04/07. GnACE,J.M 
Region 2. Ole ol tho Director ip 45242 016 46242.020 

-8004270267 "Ropl ol Visit to Goorg a Toch Research Reactor Facility lo Inspect Fa- 
c Mies & lo Inleiviow Operabonal Stall " 

KERRW ACRS • Advisory Committee on Roaclor Saloguards 80/03/29 4pp 
45242 01 7-45242:020 


R. Periodic operating reports 6, related correspondence 

8803280126 Annual root lor 1987 Rolaled Inlo.lncluding rovisod Procedure 3800. "Liquid 
Waslo Disposal Sys.'’ Horn Chapter 15 of auwliaiy sys end. 

KARAM.B.A Georgia Inslilule ol Tochnology. Ailania, GA. 00/02/26. Roglon 2, Ofc ot 
thoOiroclor 20pp 44945:073-44945 092 


DOCKET 50-163 GA TECHNOLOGIES 


P. Operating license stage documents & correspondence 

6803250246 intorms ol NRC relocation lo staled address Mailing address unchanged A 
Adams piolocl manager & TS .Micliaels back up projeci manager. 

RUOENSTEIN.L S, Sloodaidi/allon & Non-Power Reactor Projeci Oiracioraia 08/03/ 
16. Allihation Not Assigned 3pp. 44850 060 44059 062. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8603260248 Intorms ol NRC rolocal-on lo slated address Mailing address unchangod A 
Adams proloct manager & TS Michaels back-up project manager 
RUBFNSTEIN.L S sTandotduoUon & Non Power Reactor Projeci Oirocioralo 80/03/ 
16 Alhlialion Nol Assigned. 3pp 44050.060-44059 062 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


J. Insurance A Indemnity Information 

6604130181 Focwaids Endorsement 72 to MAELU Pokey MF.67 A Endorsement 122 to 
NELIA PoIiQ^NF 140 

BRAOLEY.E J- Philadelphia Electric Co 88/04/07 0INIT2.I NRC - No Oatal'ed Allili- 
atlon G.-vert. 5pp 46099 270-45099 203 

8804190088 Forwards Endorsement 12 to NELIA Policy 1 & Endorsement 3 to MAELU 
Policy 1 

BRAOLEY.E J Phiiadelph a Eiecinc Co 00/04/08 DINITZ.I NRC - No OalBlled Alli'i- 
aiion Given. 5pp. 45153 341-45153 345 


P. Operating license stage documents 6 correspondence 


6803240426 Generic Lir 80 00 to a>l power roactor llcenseos & app:icenls ro removal ol 
oiganfralion cherts from Toch Spec administrative control requ remonts Svc list end. 
MinAGllA.F J Assoc'ave Directot lot Pioioos IPosi 07041 1), 08/03/22. Consol'dated 
Ed.son Co ol Now York. Inc. 47pp 44972 107-44972 163 

0004190071 Forwatds updated docoTrimtseionirig table lot ptogram implemenlatlon 
ropl.irtio on slandaidiratlon design rov.ews has bean providod 10 S Black. 
RUQGNSTEIN.L S Slondardizat'on & Non-Power Roactor Projeci OIrecloraie. 80/03/ 
30. VILLAFOANCO.V. Ptogiam Management. PoHcy Oevole^ent & AnaVysla Stoll 
(Post 870411) 3pp. 45160 205-46150 287 

6604130357 Adnses that leinpotary walvei ol compliance not issued in conjunction w/ 
emergency llconsirtg amend granted lor plants lor l.rst ilme.por guldanco Iron) HR 
Oonton 0/0227 morno. Twelve waivers have been issued since Snol-'y rule in olioct 
STELtO.V. Otc ol the Exccutwo 0 tocloi lot Opetatione 00/04/06 RQBERTS.T.M 
Commissenots 2pp. 4611 7;016 451 17.01 7, 

6604060088 Genetic LU 08-07 to power reactor licensees & applicants re modtliod an- 
lorcomoni policy concorn'ng I0CFR50.46, "Environ Qualification ol Electrical Eguip- 
mont Intportani lo Salely Icr Nuclear Powot Plants." Svc list encl. 

MIRAGLIA.F J Aasociala 0- rector lor Projects (Post 87041 tj. 88/04/07. ConsoLdaied 
Edison Co of Now York. Inc 49pp. 45164:237-45164.285. 


U. Congressional/Executive Correspondence 

6804130356 Rosponds to 000212 lit raising number el concerns te plant. Decision lo 
pormit restart wi'l not bo made unt.l Commission conv.nced that previous problems 
corroded & ihai opoiatlon ol iacllily In sale manner assured. 

2EClliYf Commvssloneis 00/04/07. SCHAEFER.V/O Maryland. Stela of 5pp 
45412 351-45412 358 

—8802250090 Discusses issues surioundlng lacihly.Slale Ol MO has no loimal standing 
In review process NRC should Idonllty specil.'c rosiarl cnloifa. 

SCHAEFER. WO Maryland. Stale ol. 88/02/12 ZECH.L.W. Comrnlssionofs, 3pp 
45412 356-45412 350 


P. Operaling license stage documente & correspondence 

6803260248 Inloims ot NRC relucallon lo stalod oddross Moiling address unchongeil A 
Adams project manager & TS M-chaols back-up project manage/ 

RUBENSTEIN.L S Slandardi/allon & Non-Power Roaclor Projoci Directorate. 88/03/ 
10. Allilialion Nol Assigned. 3pp 44859.060-44059.062. 


O. Inspecllon reports, IE Bulletins A correspondence 

6804080069 Forwards Exam Ropt 60-1 70/88-0 lOL ol exam ortministorod on 880224- 
25. 

OALLO.n M Region 1. Ofc of Iho Diiector. 08/04/01. IRVING.G, Armed Forces Hn- 
diobiologicai Rosearch Irisiiluto. 2pp. 45216:230-45216 317. 

-6804080072 Exam Ropl 60-1 70/OO OTOL on 080224-25 Exam rosullsrono senior roac- 
lor operator candidalo passed oporahng exam but failed two soclions ol wrilton exarn. 
NORRIS.B S . ESELGROTH.P.VV. Region 1. Ofc ot lha Diroclor 80/03/30. 77pp 
45216 240 45216:317. 


R. Periodic operating reports A related correepondence 

6604010112 "Roactor Facility Annual Repi Jen-Ooc 1987." 

MOORE M.L , HOGOON.K.M., MUNNO.A M Armod Forces Radiobloiog cal Rosearch 
Inslilule. 07/12/31. 127pp. 45020:035 45020; 161, 


V. Operator EKamlnallone 

8804080069 Forwards Exam Rept 60-t70/88 0IOL ol exam adminislorod on 880224 
26 

GALLQ.RM. Rog'on 1. Ole ol tho Oiroctor 08/04/01 IRVING.G Armod Forces Ra- 
diobiological Research Institute 2pp. 45218:238-45216:317 

-6804080072 Exam Rept SO-17O/08-O1OL on 880224 ^S.Exam rosolfs one senior reac- 
tor operator candidalo passed opeiaiing exam but failed two sechons of wntieo exam. 
NORRIS.BS.. ESELGROTH.P.W. Reg'on 1, Ole of the Director. 88/03/30. 77pp, 
45216:240-45216:317 


DOCKET 60-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


DOCKET 50-102 PURDUE UMIV. RESEARCH REACTOR 


P. Operaling license stage documents A correepondence 

6803260246 Intorms of NRC relocation lo slated address Mai-'ing address unchanged A 
Adams proioci manager & TS Michaels back-up project manager 
RUBENSTEIN.L S, Slanda/d'zation & Non-Power Reactor Projeci Direcioralo 00/03/ 
1 0 Afliiieiion Not Assigned. 3pp. 44859.060-44859.062, 


DOCKET 50-183 VALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


P. Operaling Itoense siege documente A correspondence 

G803260164 Informs ol rolocallon ol NRR lo RocKvi'lo.MO Oflfcial mai'lng address still 
romams same & projeci managers have now locations & phono numbers TS M'chaels 
St'll load piojoci manager lor facility & A Adams will serve as backup. 

RUBENSTEIN.L S, Standardization A Non Power Reactor Project Ouoctorato. 88/03/ 
18. Allil'allon Nol Ass'gnod 3pp 44056:322-44056:324, 


DOCKET 60-184 NATIONAL BUREAU OF STANDARDS REACTOR 


F. S-ecurlty, medical, emergency A fire protection plans 

8804080002 Advises thal 071105 changes to NOS roaclor safeguards plan consisteni 
w/piovlslona ol 1OCFR50 54 A acceptebie.bul rasubrrJsslon of rev taguasled withm 
30 days of lu receipt lo ensure proper plan coniinuily. 

BELLAMY.R.R. Roglon I, Ofc ol tho Oireclof 68/03/31, CAflTER.flS, Commerca, 
Oepl. of. National Bureau ol Standards. 2pp 46l 16:250-451 16 261 


P. Opetatlng license stage documents A cocrespondsnee 

0803250164 Inlo/ms ol rolocallon of NFIR to Rockvillo.MD.OIlicial maiHng addtosa sill 
remains same A project managers have new locations 8 phone nurr,boi8.TS Mtchaals 
still load project manager tor fac-lily A A Adams writ serve as backup. 

BU0ENSTEIN L.S. Standardization A Non Powar Reactor Projeci D reclorate 88/03/ 
18 AWi'iaiion Ndi Aaslgned. 3pp. 44056 322-44055.324 


F. Security, medical, emargency A fire protaotlon plana 


R. Periodic operating teporle A related cotTSspondsnes 


8804140091 Pfovidea schedule of emergency response activities tor remainder ol FY60 
to regional staff for planning purposes 

BEILAMY.R R Region 1. Ofc ot Itie Oirecior. 68/03/02. RUSSELL.W.T. Raglon 1. 
Ofc of tho Oirecior. Ip 46122 268-45122:260. 


8804070152 "Operailons Rapt 40.J8n-Doc 1987." W/880328 Hr. 

CAHTEn.HS. Commerce. Dapi of. National Buraau ot Standards 87/12/31. 11pp. 
46044:170 45044:180. 



88032S0248 in'o(<ns ol NRC ro.'X'Sbon io Staled addross.-Ve-'ing aJdress unshangod A 
Adams projeci manage/ & 7S M.chael3 bacA-up p/ojoct ma'isgef 
RUBENS ft IN. t S Siaiiriarduai'on & NcnPo^vw Reacwt Pfo,ect D..'ectofalo 68/03/ 
18 Afiii' a lion Net Assigned. 3pp AASSS.OSO'aitssg 063 


docket S0'188 UNIV. OF MISSOURI RESEARCH REACTOR'CCLUMBfA 


P. Operating license stage documents & correspondence 


8S03350248 inlorms ol NRC retocabon (o slated address Ma'mg address unchangeii A 
Adams prorficl manegor & TS Michaets back-up projeci manager. 

HUflENSTEiN.L S Slandardizai.on i Non Power Rcajlor Pro, eel Pireclorato 88/03/ 
IB A* l.*‘arion Not Assigned 3pp 44859060 44859.062 


DOCKET S0-1B8 KANSAS STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents A correspondence 

8603250184 In 'orms of iciocai’on Of NRR io DocAvillo. MO Official macing add'oss si ill 
remains same & pro|OCl managers have riow locarons & phone nsmbers TS Michaels 
still lead project manager lor lac lily A A Adams wll set\'o as bacKup 
nuBENSTEiN.L S, Sian<(aftJ‘ration 8 Non-Powor Reactor Project Oirectorale 80/03/ 
18 AH.*>8tion Mot Assigned 3pp 44856 333-44856 324, 


DOCKET 50-193 UNIV. Of TEXAS RESEARCH REACTOR 


F. Seeudty, medical, emergency A the protection plana 


8803310137 Forwards Insp Repis 50 f93/80 01 & 50 602/88 01 on 880209-10 & notice 
ol vo'aiion. 

CALLAN.LJ. Ren-on 4. OJe ol the Director 66/03/24 KLElN.DE, Toxas. Un v ol. 
Aust-n. TX 2pp 44070 120 44976 139. 

-8803310134 Irsp Ropts 50-192/88 01 & 50602/88 01 on 880209-10 Violations 
Doled Nsjer ateas .-nspocted lOiriOiir A eud t. oxporimenis.noaith physics, omorgency 

P 'an orgamzaLcn.'ogs & rocords.procodirras S foqoa.'ifiCOi'on ltain.ng 
ICK.Q a . ViCKREY.R B . GAGLIAROO.J.E Rog-oo 4. OIc ol the Ditoctoi 80/03/14 
Gpp 44676 124 44076.129 


P. Operating license stage documents 8 correspondence 


8853350240 Inloims ol NRC loTocaiion to siaiod adciross Mailing addroas unchanged A 
Adams pioject manager & TS M-chaels back up project manegor, 

RUfiENSTElM.L S. STandeidnation S Non Power Roactoi Pioject Diioctwalo 88/03/ 
18 AlfiiiaLon Nol As&gned 3pp 44869 060-44859 082 


Q. tftspec lion reports, (E adtlsllns & correspondence 


08033 J0127 Forwards Insp Ropis 50-192/08 01 & 60 603/88 01 on 880209-10 & notice 
ol Micfallon 

CALLAN.L J Reg-on 4. dc ol the Diroctoi, 8B/03/34. KLEIN.OE. Texas Unhr. ol 
Aust-n. TX 2pp 44976:120 44976.129. 

led: lallure to 
Slating proce- 


...1,09-10. Violebons 
I phyeics.emargency 
ing. 

ie Diroctor. 68/03/14 


. ... ruiiiuai Hepl o< Univ of Toxas el Atislin Nuclear Engineering reach- 
ing Lab." W/eB0339 Ur. 

KlElN.O.E. BAUER.T.L Toxas. Univ. of. Austin. TX. 87/12/31. 66pp 45031:202- 
45031:287 


V. Operator Examlriatlona 


8803310127 Fonvards Insp Repta 50-192/88-01 A 60-602/88-01 on 680299-10 & notice 
of violation 

CALLAN.L J Region 4. OIc ol ihe Oirsefor. 88/03/24. KlElN.D E Texas Univ ol 
Austin. TX. 2pp 44876:120-44976:129 

-8803310134 Insp Repia 60-192/88-01 « 60-802/88 01 on 680209-10. Violations 
noled.Mg)or areas in8pOcted:revl6iv & audit, experimenls.heailh phyalcs.emeigency 
plan organizaiion.iogs i records, procedures & requalllicaiion iralning. 

PICK, Q A. Region 4. Otc ol tho Orector- 88/03/14. 6pp. 44976.124-44978.129 


380416010$ Advisos lhai iiiciusion ol Cii loi Aimosphanc Chorr.ibiiy Studies m emo 
yorcy plan lo' roaclor unnocassary dvo lo bldg ly.ng outsido of Er2 boundary. Sale: 
ovoluaiion su;wort-ng Lconsea 871 too response anct. 

MICHAEIS.T 5 Siandard'zalion & Non-Power Reactor Projocl Oireciorale. 88/04/1 
0;.VEGtl0.A F. Hhodo Island. Siato ol 6pp 45148 303-45149 310 

•-8604180213 Salely evaluation supporting licensee 871109 submiiial concluding |hj 
char'Qo to EP2 10 include Clr lor Aimospheric Cheinisiry Slud.es bldg unnecessa.*' 
* Olfico ol Nuclear Roacior Regulai-on. Director (Post 870411). 88/04/11. 2pi 
45149309-45U9310 


P. Operating license siege documonts & correspondence 

8803250194 Inlorms ol rolocaiion ol NRR to Rockvrie.MD Olficiol m.i'ling address st 
tente;na same & ptojeci managers have new tocahons & phone numbers TS M.chao' 
sliil load p.'olGcl rnanager for lacility S A Adams will serve as backup 
RUOENSTEIN.L S. Standardization & Non Power Reactor Proieci O-rectoiate 88/03 
18 AHl-alion Not Ass'gnod. 3p(). 44856 322 44856 3?4 

8004210335 fioQuesis concurrence in subj design color la so as not to Interfere w/opa 
ahon of reactor tacil ly exhaust stack. 

DlMEGL\O.AF Flhoaa island. Siaio ot 88/04/12 WiCHAELS.T S Standardization 
Non-Power Roacter Project Direclorate 2pp 45194:259-45194:260 


DOCKET 60-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8803350 IB4 Inlorms ol lotocatipn ol NHB lo Rockv-lle.MO.OHiclal mailing addross si 
remoins some & proieci maneg(>f9 have new locations & phone numbers TS Michael 
still lead project managor lor fac-lily & A Adams wi'l serve as backup. 

HUQENSTEIN.L S Standardization & Non Power Reactor Projecl Oirociorate 88/03 
18 Alli'ialion Not Ass'gned 3pp. 44856 322-44856 324 


DOCKET 50-206 SAN OMOFRE NUCLEAR STATION, UNIT 1 


F. Sacurlty. medical, emergorcy & lire ptoteclion plana 

8804190131 Forwards Insp Ropts 50-206/06 07.50-361/60 07 & 60-362/66O7 o 
860308 1 1 A notice ol violation 

WENSLAWSKI.F A Region 5. Ofc ol the Oirocior 88/04/01 BASKIN K P Souther 
Co'itorrxia Edison Co 2pp 45196:264 45196 277 

-8804190132 Nobce of violation from insp on 660308-11 Violation noted. Independei 
audit ol emergency preparedness program not performed since 861201 
WENSLAWSKl.F A Region 5. OIc Ol the Director. 88/04/01 ip, 45196 26/ 
45196 266, 

-8804190134 Insp Ropis 50-206/88-07.50 361/88-07 S 50-362/88 07 on 880301 
1 1 Violations rvated Mojor areas Inspecterl operational alatue ol cmorgoncy pteparet 
nossprogram S Insp Procedure 82701. 

GOOD.G M Reg.on 5. Ofc of the Otrcclor. 88/03/20 1 1pp 45106 267 45196 277 


I. Financial Information 


8803300384 Forwards annual rept to Secuniios & Excharigo Commission & cash Ho’ 
slaiemeni lor yr end-ng Dec 1987. 

ADAMS.J.B. Southern Caiilornia Edison Co. 88/03/21. Oocumont Control Branc 
(Oocumem Control Desk). 44pp 44079:143-44979:186 

0804250246 Fonwards 1987 annual repts lor Hsied mils & cities ol Anahal.'n , 
RiversWO.CA. 

MEPFORO.M.O. Southern California Edison Co. 66/04/13 Document Control Branc 
(Oocumont Control Desk) tp 45259 001.45259 240 

-8804250248 "San Oiogo Gas & Electric 1987 Annual Rept," 

PAGE.T A. Son Diego Gas & Eloctric Co. 87/12/31 44pp 45259 002-45259 045 

-0004350351 ' CHy ot Anaholm Public L>li!s Oepl 1987 Annual Hepl," 

HOYT.G W Anaheim. CA 87/06/30 56pp 45259 046-45269:100 

—8604250253 ‘'Soulhern Caiilornia Edison Co 1987 Annual Repl " 

ALLEN.H.P Soulhern Calilorn-a Edison Co 87/12/31. 62pp 45259.101-45250 152. 

.-8804250264 ''City ol Rrvorsido.CA Comprohensive Annual Repl for Ey ondc 
870630 • 

BREWEP.H E. Riverside. CA 87/06/30 98pp. 45259:153-45259 249 


J. tnsutance & indemnity Intormatlon 

OSOAlSOSdO Advises ot nuclear property & decontamination liabllily Insurance rrurrenll 
in force at plant 

GOULO.G j. Southern Caiilornia Edison Co. 88/04/01. Oowmetil Control Braoc 
(Oocumenl Control Desk), ip 45154:320 45164:329, 


P. Operating license stage documenia A correspondence 

8803240426 Generic Lir 88-06 10 ail power reactor licensees & applicants re removal < 
organization charts from Tech Spec administrative control roqu;retnonis.Svc list enc 
MIRAGLIA.F.J. Associate Oireclor lor Projocis (Post 870411). 68/03/22. Consolidate 
Edison Co. ot New York. Inc. 47pp. 44972:107-44972.163. 


6803310339 Remits fee for inservice toaliftg program for pumps & valves for lO yr Inter- 
val commenclrig on e8010lj}er 860307 request. 

MEOFORO.M.O. Soutnofft CaMowla Edison Co. 88/03/23. Oocument Control Branch 
(Oocutnenl Control DesK). ip. 4 5020. 002- 45020, 002. 

8603310226 Responds to NRC request for addi Info re coelflclent ol lrictlor> used in 
supporting analyses of steam qetieraiors. RepI of all tubes in svc which have delects 
below uppermost inch of sound tube roll expulsion end. 

MEOFORO.M O. Southern California Edison Co. BB/03/29. Document Control Branch 
(Document (Control Desk). 4pp. 45031 :tOO-4503l; 103. 

B804010217 Submits Info re environ qualification of olectilcal equipment Concludes that 
nsfc associated w/any 10CFR50 49(b)(2) equipment that might exists considered low 
& discrepancies idenlitled will be proi^tiy dispositloned. 

MEOFORD.M O. Southern Calilornia tdfson Co 88/03/30. Document Conlrol Brancti 
(Document Conlrol Desk). 2pp. 45031;I3I-45031:I22. 

8604080237 Forwards public notice ro util 880310 application lor amend to License 
OPR-13.revi8ing steam generator tube plugging criteria to allow lubes w/delecis 
batow oppermosl 1 1nch ol sound roll to remain In svc unMl next relueiing outage. 
TRAMMELL.C M. Project Directorate V. 88/03/30. BASKIN.K P. Souihetr* Calilornia 
Edison Co. 6pp. 45064:346' 45064:356. 

8804070310 Forwards adrfi Into re electrical isotatfon devices (o be used In util SPOS 
design per RF Dudley 670810 request. 

MEOFO^RO.M.O. Southern Calrtornla Edison Co 6B/04/01. Document Conlrol Branch 
(Document Control Desk). ISpp 45021:216-46021:228. 

8804080231 Informs that Alleiration Package ATS RV-88 A 01I being forwarded to util 
lor detailed evaluaiion.investigaiion & response. 

KIRSCH.O.F Region 6. Ofc of the DIroclor 88/04/01. BASKIN.K.P. Soulhom Califor- 
nia Edison Co tp. 45116 184-451 16:184. 

8604110104 Describes util compliance w/l0CFR60.49.Ulit believed all saleiy- related 
equipment was included on environ qualification master list lEQML) & fully qualified 
altar returning to svc from Cycle 9 refueling outaga.EQML encl. 

MEOFORD.M O. Southern CJaMlornla Edison Co. 88/04/01 Document Control Branch 
(Document Conlrol DesK). 64pp. 45073:262-45073:315. 

8804120033 Forwards proposed Tech Spec changes re overpressure mltlgallon sys.for 
review prior lo issuance by Commission. Response requested by 860419. 
TRAMMELL.C M. Protect Directorate V. 88/04/06. 8ASKIN.KP. Southern California 
Edison Co. 22pp. 45101 .008-45 101 .029 

8B04 120341 Forwards Cycle X mods design doscrlpllons loi rediculatlon ays te ESF 
slr^e failure analysis. 

ME^FORD.M.O. Southern California Edison Co. 88/04/05. Document Control Branch 
(Document Control Desk). 3pp. 46089.298 45089:300. 

6604130432 Requeata ul>l submit amend lo Tech Specs to clear up administraUve 
diHeronces.including dllterencea in pagination & ovsrnow form on page to nexl.Olflciel 
version encI.Response requested within 60 days ol Hr recelpl. 

TRAMMELL.CM. Project Okectoraie V 68/04/05. BASKIN.KP. Southern CaMorr^a 
Edison Co 3pp. 46 104:133-46104; 135 

6804190401 Notifies that changes addressed In Change Notice 26 lo Amend 10 lo 
SCE-I-A, "QA Program" reviewed & found acceptable per tOCFRSO.App B. 

KIRSCH.D F. NRC - No Detailed Affiliation Qivan. 68/04/05 BASKIN.K.P. Southern 
California Edison Co. Ip. 45165:170-45165:170. 

6804060068 Oenerio LIr 88-07 to power reector boon sees & applicants re modified en- 
forcement policy concerning l0CFRS0.4d, "Environ Qualitication of Electrical Equlp- 
manl Important to Safety tor Nuclear Power Plants." Svo list encl. 

MIRA(3LtA.F.J. Associate Director for Projects (Post 67041 1). 68/04/07 Consolidated 
Edison Co of Now York. Inc. 49pp. 45l64;237-46l64:285. 

6804160019 Forwards approved NPDES permit rellocting changes In rules & regulations 
made during past five yrs to atd NPDES permit 

MEDFORD, M.O. Soutnern Calilornia Edison Co. 68/04/1 1. Document Conlrol Branch 
(Oocumenl Control Desk). 6pp. 46153.047-45)53:110. 

-6606150102 NPDES Permit CA0001228, "Monilortng A Reporting Program 66-OOt." 
Issued to Southern California Edison Co. 

OELANEY.L.H. Calilornia. Stale ol 88/02/09. 5&pp. 46183.065-46; 53.071. 

8804210039 Forwards response to NRC 871124 Hr re Proposed Change 179 lo License 
DPR-|3.''Pianned shutdown” is shutdown that allows util sufticlent lead timo to plan 
(or lest Max lead Vme loi test lor normaHy ‘‘planf\ed'* outage Is 2 wks. 

MEDFORD, M.O. Southern California Edison Co. 66/04/1S Document Conlrol Branch 
(Document Control Desk). 8pp. 46238:313-46238:318. 

8804220167 Advises that review of 871224 & 880204 lira te Issuo of whether or not 
license amend required for spent fuel tranashlpmenl from plant compieled.Two criteria 
of 10CFR50.66 for unrevlewed safely question met. 

MfRAOLIA.F.J. Associate Director for Prolecia (Post 87041 1). 68/04/14. BASKIN.K.P. 
Southern Calilornia Edison Co. 3pp. 46201 :1 16-46201:1 18. 

6804220199 Fonvards Mpllcsilon for amend to License OPR'IO.consisting ol Proposed 
Change iso.revlsing tech Spec Seotlons 2-4 to reflect replacement of nuclear Inslru- 
mentallon ms detectors, Oebling & signal processing equipment. Fee paid. 

BASKIN.K.P. Southern Calilornia Edison Co. 88/04/15. Document Conlrol Branch 
(Document Control Desk) 2pp. 46247:161-46247:346. 

-8804220202 Applicailon for amend to License OPR-IG.consIsUng of Proposed Change 
iBO.revlsJng Tech Spec Sections 2,3 & 4 for oonslatsncy w/replacemern upgraded nu- 
clear irtstrumenlallon By8.W/Certlflcale of Svc. 

BASKIN,K.P, Soulhern California Edison Co. 88/04/16. 13pp. 46247:183-46247:166. 

-6804220210 Proposed Tech Specs.! elleotlng teptacsmenl o( nuclear insirumenlailon 
sya detectors, cabling & signal processing equipment. 

* Soulhern California Edison Co. 86/04/16. 66pp. 45247! 166-45247:230. 

-6604220238 “Sataty Review RepKor Nuclear lnaUunte(Vta(tqn %«." 

• Waatlnghouse Elecirlo Corp, 88/04/30i Ilipp, 46247:231-46247:345. 

8604280486 Informs (hat date of listed SIMS^rierlo Hems for Implementation complete 
earlier than ImpqsHlon tonipiaie qiie to NUWQ-07a7 post-lmptemanlatlon revlew- 
tramMELL,C.M. Project Dlreclorate V. 68/04/21. Projrcl Oirecloraie V. 2pp. 
46264:104-45284:106. 


8804290114 Summary ol 880316 mealing W/uW re proposed improvemonts to satety 
Injection sys.Agends.l-sl ol sllendess & handouts end 

TRAMMELL.CM. Project Oiroctotete V. 09/04/22. Pro, act 0--tecio<ete V. 20pp. 
45324:260 46324:278 


O. Inspoctiee reports, IE Bullellns A correspondence 


6804120442 Forwards Insp Repis 50-206/e8-06.50-361/e0 06 & 50 362/88 06 on 
880226-0304 A notice of violation 

WENSLAWSKI.F.A Region 5, Oic ol ihe Director 88/03/24 BASKIN.K.P Southern 
California Edison Co 2pp 45132: 135-45132:146 

—8604120446 Nol'co ol violation from Insp on 860229 0304 ViglalPn noted high ledr 
aiion area behind Steam Genoiatoi A w/ teterrsity ol radlai'on ranging up lo 200 m/h 
not barricaded & posted as high radiation aroe 

WENSLAWSKi.F A Region 5. Ofc ol the Director 88/03/24 ip 45132: 137- 
45132.137. 

-6604120466 Insp Repis 60-206/88 -06.60 36 1/68 06 & 50-382/88 06 on 880220- 
0304.V10lai<ons noted Major areas Inspected: maintaining exposures ALARA 8 Unil 1- 
occupatlonsl exposure during outages A lours ol liconsoo laciMties. 

RUSSEll.J E . VUHAS.G P Region 5. Ole ol the Director 88/03/24. Opp 45132:138- 
45132:146 

8803300098 Forwards "1968 Steam Generator Insp Resu'ts." Repi provides info neces- 
sary to laclliiaio NRC roviow ol Insp results A app-'oval ol proposed corieciivo 
acllons Fee paid. 

MEOFORO.M.O. Soulhom Calilornia Edison Co. 88/03/25. Oocumenl Control Branch 
(Oocumenl Conlrol Desk). 2pp. 44916:205-44916:31 1. 

—8603300102 "1988 Steam Ger^erator Insp Results " 

' Southern Calilornia Edison Co. 88/03/31. 25pp. 44016 287 44016 31 1 

8003210090 Suppt 1 to NRC Info Nollco 67-044. "Thimble Tube Thinning in Westing- 
house Reactors " Svc list end 

ROSSI.CE- Division of Operational Events Assessment (Posi 870411) 88/03/28 
Consolidated Edison Co or New York. Inc I21pp 44995:126-44995 246 

6603220296 NRC Info Notice 66-010. "Malls Llconsoos.Lack ol Mgl Controls Over li- 
censed Programs." Svc list encl. 

CUNNINCHAM.R.E Division of Industrial A Medical Nuclear Satety (Post S70720). 80/ 
03/28 Consolidated Edison Co of New York. Inc lOBpp 44095 247.44995:353 

8604190091 Forwards Mgl Meeting Repi SO-206/66-11 on 880324 te listed problems 
w/envlron quaL-hcaiion ol safety- related equ pment. 

MAHTIN.J B Region 6. Ole oi Ihe Oirecior 88/03/29 BASKIN.K P Soulhern Cal-lor- 
nfa Edison Co. 2pp. 45209.136 45209:151. 

-6804190092 Mgl Meeting Rapt 50-206/88-1 1 on ee0324.Ma[or areas 
discussod concerns ro environ quaUilcatlon A transshipment oi spent fuel from Un-t 1 

10 Unit 2 Meeting agenda & related Into encl 

HUEY.F-R, JOTINSON.P.H, Region 5. Ole ol the Director 68/03/29. 14pp 
45209: 1 38-46209: 161. 

8804190131 Forwards Insp Ropis S0-206/8807.50-36t/8807 & 60-362/8807 on 
660309 HA notice of violation. 

WENSLAWSKI.F.A Region 5. Ole ol Ihe Oiroclor. 88/04/01 BASKIN.KP Southern 
Calilornia Edison Co. 2pp 45106 264-46196 277. 

-8604190132 Notice ol violaiten from insp on 680306-1 1. Violation noted Indopondent 
audit of emergency preparedness program not performed since 661201. 
WENSLAWSKI.F, A. Region 6. Ole of the Director. 88/04/01 Ip 46106 266- 
45196:266. 

-8804160134 Insp Repis 50-206/86-07.50-361/68-07 & 50 302/68 07 on 060308- 

1 1 .Violations noted. Major areas inwected.operstlonal status of omergancy preparod- 
noss program & Insp Procedure 8270 1. 

GOOO.G M, FISH.R F. Region 6. Ofc of the Director. 88/03/20 lipp 45196 267- 
45196:277. 

8804210330 Provides repi on condllions Idenillied during Inseiv.co Insp ol steam gener- 
ator tubing. Of total ol 7,426 Inspected, 1 89 tubes were removed from svo by mechani- 
cal plugging Remedial action taken to resolve tube degradation appropriate. 

MORGAN, H E. Soulhern California Ed'Son Co. 68/04/01. MARTIN.J.B. Region 6. Ole 
of Ihe Director. 2pp. 461 03:365-45 193 3 56. 

SBC 4 210004 Forwards status o( aotlons In response NRC Bullotin 68-002, ' Rapidly 
Propagating Fatigue Cracks in Steam Generator Tubes ” Piimary-to-secondary loak 
rate monitoring program to be Implamonled due lo discovery ol ev.dence ol denting 
MEOFORO.M.O. Southern California Edison Co 88/04/06 MART IN. J B. Region 5. 
Ofc of Hie Director. 1 1pp. 45219:107-46219:1 17. 

SBO4O10266 NRC Info Notice 88 01 1 , "Potential Loss of Motor Conlrol Cir &/or Switch- 
board Funclion Due lo Faulty Tie Boils." Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411) 68/04/07. 
Consolidated Edison Co. ol New York, Ino. t24pp. 45406:292-46407.051 

8604060370 NRC Info Notice 88 012, ‘'Overgrassing of Electric Motor Bearings " Svc 
tial end. 

ROSSI.C.E. OivlBlon ol Operational Events Assessment (Post 870411). 66/04/12 
Consolidated Edison Co. of New York, Inc. t23pp. 45165:026 45165:150. 

8804310399 Requests submittal of application lor amend lo License DPR-13 lor NRC 
approval to leave tubes w/defects unplugged within 60 days A details re nonpr ogres- 
afon of Intergranular attacks wilhirt 30 days.per util Feb-Mar 1688 tube insp. 
TRAMMCLL,C.M. Project Directorate V. 88/04/16. BASKIN.K P. Southern Calilornia 
Edison Co. 3pp. 45191:132-45101:134. 

8604310497 Advises lhai 870918 response to NRC Bulletin 87-001 re program lor moni- 
toring thickness ol pipe walls In high energv.slngle-phase A two-phase carbon steel 
piping sya being used to determine extent oi industry participation 
HlCKMAN.D.E. Proleot Directorate V. 88/04/16. BASKIN.K.P. Soulhom California 
Edison Co, COTTON.O,D. San Diego Gas A Electric Co. 3pp, 45192 201-45192 203 



S. Reportable occur fences, LERb & related correspcndence 


6803300191 lEfl 38 004 00 on 8603l5,ctjnng lesiio^ ol isoieiion valves w/Tech Specs 
nielho<l.borinet bleed oil soleno-d valve SV'3000 for salely (njcci>an va've HV-651B 
(aitod to openCaueacj by ciack to s'oove ol d-sc Va’ve SV.3900 replaced W/880325 
Mr. 

WOflGAN.HE Sceihern Caiitornia Eef son Co B8/03/2S. 8pp 44902 119 44962 124 

8804010221 L£R 88 00l-00:an 880225.seye/al components requ ring environ oea'iflca- 
bon round onriHed froiri epiiipmenl qual licai'on msslor list Caused by inadeouain 
moinoOology dunng lisi generation. insiaJed equipmeni reviewed W/860330 Itr. 
MEOPOfiO.MO Soythern Cal.fofr.ia EdiSon Co 08/03/30 0pp 45033 162- 


8804060195 Special repton 880 1 04.02 1 6.02 1 7 & O228.vanoos l.re prolecbon (nslrumen- 
lai'on t fwo suppression sys temoveu Ircm s»c lo pievom spurious aciuabons during 
welding acbvibes or performance ol scheduled malnt work 

MOflGAN.H.e Soulhorn Ca'ilorma Ed-son Co. 88/03/30. Oocumenl Contfol Branch 
lOocumenl Cpniiol Desk) 2pp 45028301.45028:302 

8604300247 LER 68-002 00 on 88031 Z.Tech Spoc continuous bre waicb tor contain 
monl rnleifiipied when equipment haich closed Caused by removing contiguous area 
Ifotn combinalion post when hatch closed Insuuci-ons to be moro explicit W/8804 15 
Hr. 

MORGAN.HE Southern Cal.forn'a Edison Co 89/04/15 Spp 45239 076-45239 080 

8804293407 LER 68-O06-O0.or> 880021 .discovered lhal backup nitrogen syS (BNS) 
design cniena bad not bean tolly implemented in design & insiaHation ol sys Caused 
ptL^ryt llance ol BNS not be ng perioimed Changes Inst luted W/880420 Hr 
MORGAN.H E, Southern CaWornia Ed-son Co 68/Ci/ZO 2pp 45224 06 1 -45224 062 


V. Operator Examlnationa 

9804120360 Forwards Rev 2 lo •Guidance for Devalopmenl ol Simulation Facility to 
Meet Requirements of 10CFR55 45." arfressing resolution ot issues from 871207 
meotng w/WRC. 

KinBV.MJ Stwihorn Ca'ilornia Edison Co 88/04/05 Document Conlrot Rranch 
toocument Control Desk) 2pp 45038 265 45088 345 

-8904120478 Rev 2 to Guidance fci Oevciopmeni of Simulation FatiWy to Meet Re- 
quiremonls of 10CFR55.45." 

• Sou'-hem CsWointa Edison Co ' PuUic Service Co. of Colorado. * Consumers 
Power Co ea/03/31 70pp. 45033 267-46088 345. 


DOCKET 50-213 HAOOAM NECK PLANT 


8803030002 Requests remiaston of lee lor uW 880108 request (or review ot piaiw 
convert from siatoloss steel to Zircaloy fuel cladding for plant 
OIQGS.R.M License Fee Management Branch 88/03/03. MROCZKA,£.J. Conne. 
cut Yankee Atomic Power Co tp. 44633; t61 -44633; I6i . 

8803080503 Requests addi Info to complete review ol util 660019 request lor pern 
nenv exompiion from requiroments ot loCFF150.62(c). ATWS luto.mcluding how pii 
to be matolaified lor remaining lifetime within conditions assumed lor ATvife anaiyS' 
WANQ.A B. Pfolecl Ofrectorate 1-4. 88/03/03 MRQCZKA.EJ. Connechcui Yank 
Atomic Power Co. 3pp 44639 052-44639 054 


8603240426 Ganaric Llr 88-06 to all power leaclOi kcensoes & appl'cants lo removal 
charts from Tech Spoc administrative control requiremonis Sve l-sl er 
MIRAGLIA.F J Associate Director lor Pfo|ecls (Post 87041 1) 88/03/22 Conso'idat 
Edison Co ot New Yoik. Inc. 47pp. 44972;107-44972;153. 

8804010149 Provides |usWica(ion for continued operation w/rodoclion (n EC< 
tiowf8io thdt uniii rsdnslysis comploio.NRC i©v^0w fustificdtio/i lOf 

pPdi^'dn allowir^ up lo 80% power Powof prosenily iim.ted to 40%. 

MROCZKA.E J. Connecticut Yankee Atomic Power Co 88/03/25 Document Com 
Branch (Document Control Desk) epp. 45058; 106-45056-1 13 


68(M0S0274 Forwards Amend 101 to License DPR-Ol & salely eva'uebon Amend i 
Channete’*-^ ^ ^ Frequencies (or Testing Cahbr &/or Chocking Instrumt 

WANG.A.S Pioiecl 0.ieclOfaie IV. 8B/03/28, MROCZKA.E J Northoast Nuclr 
Energy Co (subs of Norlheaai Utilities) 2pp. 44997:181-44997:100 


*8804050276 Amend 101 to License OPfl-ftt.rcviainq Table 4 2-1. • Mm Frequencies i 
Testing Catibr &/oi Checking instrument Channels.” 

STOLZ.J F Pro)0ct OiroctofBte IV. 88/03/28. Spp 44937 163 44997 187 


-8804050279 Safety evaluation si^porling Amend lOt to Ltconso DPR 61 

Oitica ot Nuclear Reactor Regulalion, Director (Post 870411) 88/03/28 3c 
44997;168-44997:190. 


88040602/8 Daily hlghlight.NoWICSHon ol 880330 meoting w/util In nockvillo.MO to d 
cuss hrsiiflcatlon for continued operation tor 80% power operation due lo lower ca’c 
laled ECCS flows 

Directorate 1-4. 88/03/20 MURLEY.TE, ROSSl.Cl 

PARTLOW.J NRC • No OetsUed AfMiatlon Given 3pp 44997: 191 -44997: 1 93 


®8®^* J0207 Fonvards safety ovaiuailon supporting util responses lo NUREG -0737.110 
M p.l, Perfoffnanc6 TesUno of Roliol & oaloty Valves '* Approval basaef on iriii cor 
milment lo provide rosulls ol In-plant tests ot block valves 
WANG.A B. Project Olreclorate 1-4. 08/03/30 MROCZKA.E J Connociicul Yankt 
Atomic Power Co 27pp. 45071:3 14-4 607 1:340 


F. Security, medlcat, emergency & fire protection plans 

**iwlM°*^* Safeguards Insp Rcpl 50-213/08 07 on 800314- 17 No violations 

88/04/04 MROCZKA.E J Connecticut 
Yankee Aiwtnic Power Co 2pp 45142:173 45142:179 

“8804130169 Insp Repi 50 213/60 07 on 6S03l4-i7.No violations noted Major areas 
inspected plan A .‘mplemenimg procedures, organiraiion.progiam audit records & 
mamt. plwscal barriers.protecied & vital areas Alighting 
4*^4? ^7^°” ^ '• of the Director 86/04/01. 5pp. 45142 175- 


H. General corresponrfenca 

Comments 8uppori.ng proposed rule lOCFftSO re leakage leshng of con 
PO‘01 method as aliernahvo mamod lor ce'cu.'atino 
F Mass Doml method more accurate lor calculaimg laies ® 

K MROCZKA.EJ. Noftoeasl Nu 

03/31^ CtfiLK^'J nfiir"^^ MROCZKA.E.J Nonheasl UWrtles. 88/ 

45021- 186 0"'C9 of Ihe Secretary of the Ckimimss-on 3pp. 45021-184- 


t. Ftoencial Inlormatton 

**88040n^ Atomic Fewer Co 19S7 Anniial Financial Repi.- Vi/ 

i2l3ri6p?4|T22,«.il'^22'^fw^ Connecticut YanKoe Atomfc Power Co 87/ 


06114130364 Application for amend lo License DPft.61. adding license condition requint 
ixD/?/' ^ matolBto tntograted imptenieritaiion schedule program plan. 
MROCZKA.E J Connecticut Yankee Atomic Power Co 88/03/31 Oocumenl Contr 
Branch (Document Control Desk). 8pp 45150 338-45150 353 


“8804120376 "Haddam Neck Plani IntMrated (mptemonlal-on Schedule Program Plan 
ConnccHcol Yankee Atomic Power Co. 88/03/31. 8pp, 45160,346 45150 353 


8804110316 Application lor amend to License OPR 61, rovislng Tech Specs Socii 
3.17.1. • Axtot Oltsel Linvite" & SecUon 3.17 2. •LHOn. ' Chanoo required due lo d 
cove^ ol ECCS calculatlonal error.Fee paid. 

•*• Connociicul Yankee Atomic Power Co MROCZKA.E J. Norttieasl U 
rito8^66T04/05. Oocumenl Conuot Branch (Document Control Desk) 8pp 45122 00 


—8804110320 Proposed 
3.17 2. • LHGR.-'^ 

* Northeast Nuclear 
45122018 45122,040 


Tech Specs, revising Section 3 17.1, "Axial Ollsei" A Soclic 
Energy Co. (subs, of Northeast Utilities). 88/04/05. 32pi 


8804000086 Qerwtic Ltr 66-07 to powet teactoi Sconsoes & applicanis le moditiod ei 
iorC0ni6ii1 policy coPCorninQ 10CPfl50.49, "Environ Ouanficdiion of EtecincQf Eouj 
Important to Safely tof Noclear Power Plants •' Sve list end. 

MlflAOLlA.F J. Associate Director tor Projects (Post 870411). 88/04/07, Consolidate 
Edison Co ol New York. Inc. 49pp. 45164:237-45164 285 


8 804 120423 Forwards paymeni on invoice tor costs incurred during NRC review ol Ro> 
8 A 9 to Topical Repl NU-OA-f 

MROCZKA.E J. ConnecUcut Yankee Atomic Power Co. MROCZKA.E i Nonheasl Ni 
cl»®r Energy Co. (subs ot Northeast Utilities). MR(X:ZKA.e J. Northeast Uliliiios 00 
04/08. Document Controi Branch (Document Control Desk) 4op 4509100 


Quarteily insialiment ot 1988 annual lee per 
’^'® transterred on 800429. 

MROCZKA.EJ. Northeast Nu 
?' Northeast Utilities) MROCZKA,E J Northeast Utilities 88/ 
45258-29^'^^*^ Control Branch (Document Control Desk) 2pp 45258 292- 

J. Inturance A indemnily Informallon 

property insu/ancB coveiaoa for facIWy. 
DL^o!r,««i i > 'f e Power Co. 88/03/30 WOOO.R. Policy 

uevaiopmani & Technical Support Branch (Post 870411) 2pp 4S02I;187-45021-188^ 


8804190204 Fonva/ds Amend 102 to License DPR -61 A safety evaluation Amend r 
vises Figures 3,17.1A & B A Seclion 3.17.2 ol Tech Specs lo reduce LHGR by appn 
IkW/ll w/corresponding reduction in axial oHsel limits for tour loop operation 
WANG,AB. Project Oirecioraia 1-4 08/04/08 MROCZKA.E J Connccilcul Yankt 
Atomic Power Co. 3pp 46165:00t.45ie6;0l6. 

to Uconae DPR4t,fevisto9 Tech Spec ftauresS 17-lA A B 
Section 3,17,2 to reduce LHGR by approx IKVV/ft w/conespond/ng roduebon in sxi 
onset limits for lour loop operation. 

STOLZJF. Project Oiroctotato 1-4. B6/O4/O6. Bpp. 46165.004.45165 009 

Safety evaluation si^orfina Amend 102 lo License DPR-ei 
Nuclear Reactor Regulation, Dfreclor (Post 8704 il) 88/04/08 70 
4b1 65:0 10*^45 165:0 16. 


DOCKETED ITEMS 19 


B804200S39 ForwB'ds addi inlo re small break LOCA Model NULAPSS.per 880317 
loicoe Info (tom NunEG-0065.inlo re response ol clad swell A ruplure model In analy- 
sis S info requested in 8803 1 1 conference cell end 

MnOC2KA,EJ . SEAflS.CF Conneclicul Yankee Alom c Power Co MROC2KA.E J 
Northeasi Utilities 88/04/ IS Oocumani Control B/ancIi (Oocumont Control Desk) 
tSpp 45230005 4S23a 103 

8804270231 Submits comments supporting proposed rule to ensure ibal presence of 
NFtC inspectors on power roacior sites should not bo announced to licensee 
personnel Licensee tools rule makes sense but not practicablo 
MflCXZKA.E J . SEAnS.C-F. Northeast Nuclear Energy Co. (subs of NorlhoasI Utili- 
ties) MROCZKA.E J Northeasi Uti'ilios 86/04/ 18 Docketing & Sorvicr)s Stench 3pp 
45244 247 45244 249 


Q. Inspection reports, IE Bulletins A correspondence 

0803310117 Responds to NRC Qulletln 08-002. "Rapidly Propagailng Fatigue Cracks In 
Steam Generator Tubes " Sloam generator eddy currenl losimg dale (or 1987 re- 
viewed (or evidence of denting at uppoirnost tube sopporl.Nombui of lubes denied. 
MROC2KA.EJ Connecticut Yankee Atomic Power Co 08/03/24 RUSSELL.WT 
Region 1. Oic ol Iho D reclor 37pp 44967 264-44967 300 

6803310043 Responds lo NRC Oulloim 88 001, "Defects in Woslinghousn Circuit Break- 
CIS " Two roacior trip breake's 8, Iwo roacior trip bypass breakers sub) lo bulloi-n 
used al Millstone Unit 3. Mein polo shall weliJ insps complolcd by 800225. 
MROCZKA.E j Conneclicul Yankeo Atomic Power Co MROC2KA.E J. Norltioasl Nu- 
clear Energy Co (subs ol Northeast Utilities). MROCZKA.E J Northeast Utilities 88/ 
03/25 RUSSELL.W T Region 1, Ole of iho Director 2pp 44064:136-44864 137 

8803210090 SuppI t to NRC Into Notice 87 044, ■■ThtawWo Tuba Tttinnliig In Westing- 
tiouso Reactors " Sve fist onci 

ROSSI.C E. Division ol Opoialional Evoms Assossmeni (Post 670411). 60/03/20. 
Corisolidaied Edison Co of New York. Inc l21pp 44995:126 44095 246 

0803220296 NRC Info Noilco 88-010. "Malls Liconscos Lack ol Mgl Controls Ovor Ll- 
consod Programs '* Sve lisl one) 

CUNNINGHAM.R E Division ol Industrial A Modical Nuclear Saloly (PosI 870720) 86/ 
03/26. Consohdolod Edison Co ol Now York. Inc. 108pp. 44095.24 /•44005'353 

8804110207 Forwards saloly evaluation supporting ulil responses to NUREG-0737,liem 
not, "Performance Testing of Relief & Saloly Valves." Approval based on uM com- 
mitnteni to piovido results of in plant tests of tilock valvos 

WANG.AB. Pro|ocl O.recioralo 1-4. BQ/03/30. MROCZKA.E. J. Connecticut Yankee 
Atomic Power Co 27pp 45071 314-45071:340 

6804140412 Advises that SEP Topic Vlll-2, "Onsifo Emorgoncy Power Sys" complete 
basod on mods vorihod in 870510 Insp Ropt 87-08. Trip bypass circuitry fnslared lor 
gonoraior lovorao power & generator loss ol Hold trips r/urlng 1904 outage 
WANG.AB. Pto)ecl Oitccloiolo 1-4. 86/03/31. MROCZKA.E. J. Corwcttcul Yankee 
Atomic Powor Co. 2pp 451 10 071-461 16.072 

8804120184 Forwards Insp Ropt 50 213/07-28 on 071116-20 A notice ol violaiion 
JOHNSTON.W.V. Region 1. Ofc ol Iho Olredor. 88/04/01. MROCZKA.E J. Connocti- 
c«l Yankee Atomic Power Co. 2pp 45132.005 45132 037 

-6904120196 Notice ol violation from Insp on 8711 16-20. Violation nolod groaso added 
to motor housing Instead ol gear box by unirainod contract personnel vv/lnodoqiiale 
ditoctfon. wnKon Insirucilons/procedures. 

• Region t. Ofc of the Diioclor, 80/04/01 2pp. 45132 007-45132:008 

-8804120199 Insp Ropt 50-213/07-28 on 071 1 16 20 Violations nolod Mo)oi areas 
Inspocted ticonsee Implomontalion ol environ qualittcaiion program & vortticailon ol 
implomentalion por 10CFR50.49 requlromonis. 

PAOLINO.R.J.. ANDERSON.CJ Region ), Ofc of the Director. 80/03/29. 2Gpp 
45132 009-45132 037. 

8904130162 Forwards Safeguards Insp Rept 50 213/68-07 on 0BO314-I7 No violations 
nolod. 

QELLAMY.R R Reg'on 1. Ofc ol Iho Diroclor 60/04/04 MnoC2KA.E J Conneclicul 
Yankoo Atomic Power Co, 2pp 45142:173 45142 178 

-B604130169 Insp Ropt 50-2)3/68 07 on 880314-17 No violations notod. Major areas 
Inspoctodplan 8 implementing procedures, orgam/alion.piogram oudii.rocords & 
repis.tesling A main), physical barnora.proloclod 8 vital areas Allghling. 

MARTIN.W.G . KeiMIQ.ri n Region l. Ole of Iho Diroclor 86/04/01. 5pp 45142:176- 
45142 179 

8904010258 NRC Info Noilco 08 Oil. "Polential Loss ol Molor Control Cir &/or Switch- 
board Function Due to Foully TIo Bolls " Sve list end, 

ROSSI.C E. Division ol Operational Events Assessment (Post 6704) I). 60/04/07. 
Consolidated Edison Co ol Now York. Inc. I24pp 45406:292-45407:051 

0804060370 NRC Info Notice 80-012. "Ovorgroasing ol Etociric Molor Etoaiinga." Sve 
list Oiicl. 

ROSSI.C E. Division ol OporaHonol Events Assessment (Post 870411) 88/04/12 
Consolidated Edison Co. of Now York, Inc. I23pp 45165:028-45163:150. 

8804280070 Forwards sddi Info m response lo IE Sultontin 05 003 ro rnoier-operatod 
valve common mode lallures.Walor nammoi duo lo valve closure not considered In 
doierminatlon ol pressure dilforenlials. 

MROC2KA.E J., sEAHS.C.F. Connecticut Yankee Atomic Power Co, MROCZKA.E J. 
NoriMsasl Uliliiles. 86/04/18. Document Conliol Branch (Document Conlrol Desk), 
epp 4S2S9 274-45256:281 


R. Periodic operating reports A related correspondence 

6803290219 Forwards revised reactor coolant data repi lor Fob 1986 
MILLER.O.B. Connecticut Yankee Atomic Powei Co. 88/03/21. DocumenI Conlrol 
Branch (DocumenI Control Desk). Ip. 44915:329-44915:330. 

-8803290221 Roacior coolant data lot Fob 1088. 

* Connecticut Yankee Atomic Power Co. 88/02/29. Ip. 44916 330-44915 330. 

8804090058 Forwards bimonthly Progress Rept 9 ro major milestones lor const ol new 
swttch^at bldo.pei 660930 commHnvobl & lOCFRSO.App R. 

MROCzkA.e X Connecticut Yankee Atomio Power Co. 88/03/31. Document Control 
Branch (DocumenI Control Desk). 8pp. 45045; 146-45045; 162. 


8604190130 Mo nihiv operating rept lor Mar 1986 W/66041S Hr. 

WALL.K-C.. MILLER.DB Connociicut Yankee Atomic Power Co 80/03/31. lOpp 
45196 284.45196 293 


3. Reportable occurrences, LERs & related correspondence 

8503280126 LER 68-004.00.on 8B0225.dropped rod C-rculry found Improporly 
wired Caused by fnadoquaio losimg fotowing previous maint or mod activities Rod cir- 
CLiiiry rewired lo conform w/dosign docurttenis W/880318 Ur. 

OALLOWAY.T.J, MILLER.O.B Connecticut Yankee Atomic Power Co 88/03/18, 7pp. 
44921:108-44921:114. 

86033 1G064 Forwards two ropis re oil spill al plant on e803l4.per WG Counsil 830486 
lir ro nonrad ological environ reporting 

MILLER.O.B. Connecticut Yankoo Atomic Power Co. 88/03/22. Ollico of Nuclear Re- 
actor Regu'ation. Oifoctor (Post 870411) 4pp 44964 128 44964:131. 

6804 130056 LER 88.007.00’Ort 8603l0.nHR sys discovered inoperable lot more than I 
h Operations log review revoaiod sim-lar occurrence on 860395.Causod by fai'ure to 
obsorvo operafing procedures Licensod operators counseled. W/880406 Ur. 
MAJEWSKI.J.L . mILLER.D.B Connecticut Yankee Atomic Power Co. 88/04/06. 5pp. 
45131:121-45131:125 

8804220206 LER 68-000 00 on 8803l9.ro-'o power reactor trip due lo spurious high 
startup raio.SuPP/osslon d odo placed across annuciaior relay coil A nuclear instru- 
montaiion sys upgraded durtng 1809 refueling eulage.W/8605lS Ur 
FLYNN.BJ. MlLuER.O.B. Connecticut Yankeo Atomic Power f:o 68/04/15 4pp 
45257:235-45257:230 

8804220209 LEH 80-009 00 on 880322,aulomailc roacior tup occured due to spurious 
h gh slarlup into trip signal caused by olocirical noise Source of noise not 
doiormined.Ooierioralod port on ol Instrumentation cable replaced W/G804 1 5 Ur. 
FLYNN.B J . MILLER.D B Conneclicul Yankee Atomic fmwer Co 60/04/15 4pp, 
46230 201-45236 284 

B80427028S Forwa/da oil spill ropt submltlod lo Sia’e ol CT dept ol environ 

K roiecUon.per 030408 Ur. 

IILLER.D.B ConnocUcul Yankee Atomic Power Co 68/04/16. Olllce ol Nuclear Ro- 
aclor Rogulaiion, Diroclor (Post 87041 1), 4pp 45244 230-45244:233 


DOCKET SO-214 MALIBU POWER REACTOR 


0. Advisory Committee on Reactor Safeguards reports A correspondence 

8804080377 FUral response to FOlA rerniosl Iqr documents Forws/ds App A 
dOCumoni8.App A documents also available in PDR Bill ler foes associalod w/raquesi 
will be son). 

cniMSLEY.DK Division ol Rulos A Records (Post 870413) 68/03/30 

SCHADRACK.M A O MoNony A Myers. 2pp 45019 016-45019:170. 

-0504060404 Oiscusaos questions raised by ASLO during Malibu hearing re seismic 
tloslgn A quotes slaiemonia from rlrall USCAGS rept Otall minutes of ACflS 90th 
meeting on 0607 1 1 - 13 In Washington, DC end. 

FRALEY.R F ACRS - Advisory Commiueo on Reactor Safeguards, 65/09/28 ACRS • 
Advisory Comm it loe on Roacior Safeguards lS4pp 45019.017-45018:170 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Se curtly, medical, emergency A fire protection plans 

8804070258 Approves Revs 23 A 24 to security plan transmitted In 670923 Itr.excopt 
changes concerning now access authorization program which has poionl-al (or policy 
rn^llcetions. 

BbLLAMY.n.R. Region 1. Olc ol Iho Director. 88/03/29 FIEOLER.P.B. General Public 
DlilillOS Corp. • GPU Service Corp. 3pp. 45098:267-45008 269. 

8804060242 Revised omorgoncy plan Implementing procoduros.lndud ng Rev 2 lo 9473- 
I.MP-f300.06. "Addl Assislance A Notilicalion." Rev 2 to 9473-IMP- 1300.25. “Emor- 
goncy Operations Facility (EOF)" A Rev 4 to 94 73-IMP- 1300.41, "Emergency. " W/ 
880330 Itr. 

SULUVAN.R.L.. BAnTON.J J. General Pubic Ukklios Corp. ■ GPU Service Corp 88/ 
03/30 70pp 45099.164-45099:263. 

8804)30252 Forwards response lo SALP ropl.addressing two areas ol NRC concern ro 
plant operations A engineering support A providing adal mlo A clariiyfng otoas on 
omorgoncy preparedness A survo llanco.por 680303 meeling. 

CLAI%,P.H. Oonorel Public Ulilitios Corp - GPU Sorv.ce Corp. 88/04/04. DocumonI 
Conlrol Branch (Document Conlrol Desk). l5pp. 46122:178 45122:162 

8804210438 InlortPs lha) security measures to meet inltus'en alarm requ tomenls will toe 
provided Schedule A scope lor Implemonlallon ol addl work will bo dovoloped within 
conioxi ol lottg range planning program 

MANGANARCJ.F.F. General Public UliMlos Corp. • GPU Service Corp. 88/04/15 
DROMERICK-A W. Division of Reactor Prolocts - l/ll (Post 070411) 2pp. 45226 359- 
45226:360 

5804250301 O.scussos schedule for project lo upgrade prelected area rnirusion doloc- 
Uon sys al faciiily.Deadllne (or comploiion, test A turnover ol new sys rescheduled 
from 8503 3 1 to 080431 due lo unforseon obsleciea requiring he’d changes 
MANGANARO.F.F. General Pubfic Ulihiies Corp • GPU Service Corp. 85/04/15. Doc- 
ument Control Branch (Oocumem Control Desk). 2pp. 45239: 182-45239: 153 


H. General correspondence 

6804260166 Irtlorms ol recent reorganl;ational changes within GPU NuCloar.Elleclive 
680425.PB Fiedler will be reassigned to position ol vice presidenl/d rector of quality A 
training, newly lotmad dki. 

LONG.H.L. General Public Uliliiles Coip. • GPU Service Corp. 88/04/18. Oocumani 
Control Brench (Document Control Desk). 2pp. 49260:001-45260:002. 



08O4t4OOt6 inlotms lhal ptcparty covetaga tn aliecJ (c« p:an» as d Ba040l.pei 
iOCPnSO64(«0(4) 

BARTON. JJ Ganatel Pubhc Ol'iMs Ciitp - OPU Sop^.W CtKp. 88/04C05. Oocumeat 
Contiol Qrgoch (OMvmgnI Conval Oesh) ?pp 45147 33S-45I47'3?6 

8804?(>OS$S Fontiriis Earforsemarils 126 8 1?7 lo NELIA pa'icy NF>164 & Epdor$0* 
maais 103 & t04 to MACIU PoJcy MF'44. 

faPRELL.E. Mafsh fi McLoanan. Inc. 88/04/11. DiNir2.r. OK-cool Nuclear Reacior 
Regu'atiQin. O (ectcv (Post 870411) Oqp 45 1 75:023 4 5 1 75 0 3 1 


P. Operating license stage documents a correapoitdence 

9803090495 Fonvaids hstod Into re se.'sr»’c floor rosponso spectra iiieilio(lo.'ogy in ro- 
spcnsa lo AW Oicmcnck 871216 t'.r foquesi. inlo tocludas vanatons m soil 
pfOperfies.mode''r>g uncortainiies 6 ellact of satiaated soli 

NAGAI.Y General PuWic Utvnijes Corp • GPU Sewtco Ccip 88/02726 
OHOMERiCK.AW NRC ■ No Oeta'Ied AfM.8l.ci) G.ven 4tpp 44636 239-44630.005 

-8603080506 'Pindictive Response Coirpulal'ons lor Vibraion Tests a Eartliquahe ot 
860528 Us-ng Axisymnwioc Fijvie £le<net\t formuiaton Qas«d Compla* Response 
Metliod & Cempanson w/ Measuromonis-Sw'ss Conlnpetion,'* 
aERGEaE . FIEP2.H Basfw & Hofmann. KUUGE.O SwiUctlanO. Go-A ot 88/02/26 
2 5pp 44 636 280-44638 304 

-8803090511 ''So.l'Siruc:ure Inleieckon Analysis ol Quarter Scale Oodel Using Axora 
Code " 

SA70.T . KAKAI.S . VAMA2AKI F Oh-saki Research Instlule. tnc 88/02/26. 62pp 
44638305 44639-005 

9903240426 Generic Ltr 89 06 lo a# po^a/ toaclof t'CQnseos 8 applcants co removal ot 
or^nirai.on charis from Tech Spec adm n.slraiiva control requiremenis.Svc list end 
M/flAGllA F j Assecaia Oirocirjr Jot Projects (Post 870411) 88/03/22 ConsoMatod 
E<f‘son Co ol New York. Inc 47pp 44972 107-44972 163 

8983300084 AppiicalPo for amend lo Hconso OPR-IO.consistmg of Tech ffpec Change 
Regiiesl 16/ re ropiacerront ol organvalion choiis in Tech Specs w/more goneral 
oreani/aiion roqui/emenis Foe pa d 

fitOl.tn.P.0 concral Ptbl-c Ul>lii.es Corp • GPU Service Corp 88/03/22 Oocument 
Convol Branch (Oocomenl Conirol Desk) 7pp. 440? 1 254-44921 260. 

“8803300089 Proposod Tech Specs re reptasomeni ol organUation chans in Tech 
Specs w/more nenerai orgdt:i2atio.n requiromonls 

• General PuMc Ui-'iiies Corp - GPU Service Corp 88/03/22. 20pp. 4492 1-261 • 


8604060223 Forwards fcquosi lor adal into re oM 860421 & 1106 requests lor raUol 
from commitmenl in inioflrated plani safely assessomeni ropi to provide automatic 
water level aauge lor intaKe canal Info requested by 680430 

OROMERiCKAIV Projoct Orrocioral© 1-4 68/03/20. FIEDLER.P.B General Public 
Llli.M.es Corp - GPU Service Corp 3pp 45028:144 45020 146 

9604079004 Noiikes NRG ol oiii plana lo ufili/o seismic oxporlerica data as acceptablo 
a lotnaiive lo owsting anaiyilcal 0.' lasi meihodo.'ogtes to demonstrote seismic adequa- 
cy of Inlure repiaco/nont ccmponenis 8 subcompononis 

Wl.SON.RF Qonoral Public UUitres Corp. - GPU Service Corp. 88/03/29. Documeni 
Con tol Branch (Oocumonl Control Desk) 2pp 45048:280 45048:207 

8804070108 In terms ol olil plans to employ seismic experience data lo show seiamlo 
aaequacy ot replacement recorders & new instrumentation tor control room panels at 
'fcild^oquesis notificahcn il approach onaccoptab'e wilhin 30 days 
WiLSGN.R.F General Public Uliliiies Corp. - GPU Service Corp, 86/03/29 OocumenI 
Control Branch (Oocumeni Conircl Desk) 2pp. 45075.227.450/5 228 

8804970003 Forwards applicaiion for arrond lo License OPR- 16, revising Tech Spec 
support Cycio 12 roloatl Propdolfliy NEDC-31482P withhold (ref 
10CFR2 7e0),Fo8 paid. 

WILSON RF. Goneiat PiJblic Ul'in'ea Corp - GPU Service Corp. 88/03/30. Document 
Ccnlrol Brancfi lOocumoni ConIroJ Desk). 2pp. 46030 106-45030 298 

-8604070005 AcpI'caton lor amend to license OPfl-l8.chana:ng Tech Spec Section 
3.10 to Cycle 12 reload. 

WILSON.fi F. General Public Ulikties Corp. - GPU Son/tee Corp, 68/03/30 6oP 
45030 J07 -45030 112. 

-8004070006 Proposed Tech Spao Section 3.)0 supporting Cycle 12 reload GE alfida- 
wl end 

• Genwal Pubiic UWAies Corp. - GPU Sorv'co Corp. 86/03/30 lipp 45030:113- 


-8804070009 'Oystef Creek Nuclear Generating Siailon SAFEft/CORECOOl/ GESTR- 
LOCA LOCA Analyste '• 

WEI.P . PAUSTIAN.H.H . CONROY.B.F General Electric Co NEDO-31462. 87/09/31. 
1 28sip. 45030-, 1 24-45030.2 5 1 . 

“88040700 11 Rev 0 lo "Retoad Inlo & SAR tor Oyster Creek Cycle 12 Reload." 
ALAMMAR.M.A , D0UGHER,J,O . FUHIA.R V. General Public UUlitiea Corp. - GPU 
Service Cetp. Tfl 049 ROO 88/03/31 48pp. 45030.262-46030:298. 

8804070202 Foowaids fosponsea » oorceins raised EGG NTA 7277. ' Conlwmanco 
lo Reg Guide 1.97.*' tec rvnteat evaluation ropl, per NRC 870904 request. 

FIEOCtR.P B. General PubCte Utikttea Corp - GPU Servica Corn 86/03/30. Oocumeirt 
Control Branch (Document Control Desk). 1 2pp. 45074 287.45074:27e. 

8804190274 Forwards appMcaiten lor amend to License OPR-l6.consl8ting of Tech 
Spec Change Request 184 ra deletion ol Satety Umil 2.I.E. Umtlatipn more appropri- 
ale as kmiling condition lor operation. Fee paid 

FIEDLER.P.B General Public Utilities (Dorp • GPU Service Goto. 98/03/31 Oocument 
Control Branch (Documeni Control Desk). 2pp 45215 250-45215 268. 

-8804180234 AppJIcatlon tor amend to License DPR-l6.consi3ting ol Tech Spec 
Change Reeuosi te4.clerollng Safely Limit 2.1,E. Certificate ol Sve enct 
FlEDLER.P B, General Public Utilities Corp. • GPU Service Corp. 88/03/31. llpp 
45215:262-45215:262. 


ouuvo rriaiJi tta iiiiiiuny conQiwon nr Qporarion 

* Gone/al Public Utilities (Dorp. - GPU Service (Jorp Sfl/03/31. 6pp 45215 
45215 260 

8804190317 Forwards appficaiion for amend to Liconso OPR l6.conslalinq ol Rev 
Tech Spec Change Request t4fl,fovisifjg Tech Specs re RCS fodino activriy lirr 
survoil*ance requlremonts. 

FIEDtER.P B General Public Ulililios Corp. - GPU Service Corp 00/04/05 Oocu 
Control Branch (Document Conirol Desk). 3pp 45215:201-45215 214. 

-8804190287 Application (or atner\d to License OPR-lB.cons'sting ot Rev I fo 
Spec Change Roquosi I4B Amend changes HCS iodine activity littwis. 
FIEOLER.PO, Geoeral ^ubHc UliUHoe Corp - GPU Servtco (Dorp 88/04/85 
45215:204.45216:205. 

-B80419029S Proposed Tech Spocs.rev.slng HCS Iodine activity limits & survoillanc 
ouicemer^tg 

' General Pubic Ulilities Corp - GPU Service (Dorp 80/04/05. lOpp -I52i5 


8804080088 Genetic Llr 88-07 to power reactor hcensoos & applicants re mod.tiei 
lOfcement policy concerning 10CFH60.49. "Environ Ooalilicaiion ol Eloclrlcal E 
rnenl impotlarvl to Safety lor t4uc1ear Power Plants." Sve list one' 

MIRAGLIA.F.J. AssocIalo Orrocior lor Projecls (Posl 8704 1 1) 80/04/07 ConsoK 
Edison Co. of New York, tnc 40pp 45164:237-45184 205. 

88041902BB Forwards Amend I2l to LIcorvse DPR.16 & saloty ovaiuatfon. Amen 
V/SG3 Tech Specs lo eJtow fuel w/highor ennchmenis to be stored In fuel slorag 
otilies on site. 

DROMERICK.A W Transportation Branch, 88/04/11. FIEDLER PQ General Eli 
Co 2pp 45165 235 45105:244. 

“BB04I90314 Amend 121 to License DPR-fS.rovislng Tech Specs lo allow tut 
hteher enrichments lo be stored in luel storage lacdilles on silo. 

STOLZ.J.F. PfoJOCl Oiraclorale 14. 80/04/11 5pp, 45166:237-45I65:241. 

-8804199316 Sslety evaluailon swpotling Amend 121 lo License DPn-t6. 

‘ Ollico ol Nuclear Reactor Regulation, Director (Post 070411). 80/04/11 
45165:242.46165-244. 

0804100015 Forwards significant hazards deiorminalion as supplemerilal Inlo to 
Spec Change RaquesI 166 re cote rotoad.par 800404 request. 

WILSON, R F. General Public UMitles (Dorp - GPU Service Corp 80/04/12 Docu 
Control Branch (Docomont Control Desk), 4pp. 45199 ia0-45199- 101 

8804260299 Forwards Rev 2 to lOOO-PLN 7200.01. "GPU Nuclear Corp Operatlont 
Plan for TMI-i & Oyster Creek." Plan will bo revised lo refieci pla 
roofoanisation Evaluation Of changes associaied w/tev also onci. 

ROCHE.M B General Public Utilriies Corp - GPU Service Corp 88/04/15 Oocu 
Conirol Branch (Oocomant ConUol Desk) 14pp. 45252.t73-45252 307 

“8804280301 Rev 2 to 1000 PLN-7200.01, "GPU Nuclear Corp Opoiaiional QA Pis 
TMI-1 & Oyster Creek." 

Clark, PR. General Public UWiltos Corp, - GPU Service Corp 66/04/06 \i 
45252:187-46252:307. 

6804280201 Advises that util can use seismic adequacy axparlenco daia lo demons 
selsihic artequacy ot fulute teptacement componenis.sub) lo loqu'remenla spectll 
final safely evaiuaiion.NRC requests that reporting requirements apples 
OROMEBlCK.A W Piojecl Oiieclcwale 1-4 86/04/18. FlEDLEH^.B. General P 
Utilities Corp, - GPU Service Corp. 2pp 45276:307-45278:308. 

880428046S Forwards exompiion Irom requirements of App J tOCFRSO Paraj 
111.A.3 le ''PiimBTy Reactor Containment Leakage Testing tor Water-Coglod PowOi 
actors "Mr 880219 Hr. Safety ovalualion also end. 

OROMERICK.A-W. Pjojecl Oitedorale t-4. 86/04/18. FIEDLER.P.B General F 
Uiiliiies Corp. - GPU Service (Dorp. 3pp. 45270:31 1-45270:321. 

-8604280480 Exemption granted re requirements ol App J to 10CFR50. Paiag 
t«,A 3 to allow use ol mass point mattiod as leriuesled in submittal did 800219 
VARGA, S A. Oivialon Ol Reactor Projects • l/ll (Post 870411). 68/04/18. Ga 
Public UtWlies Corp. - GPU Service Corp 5pp 45270:314-45270.3)8. 

—88043805 3 2 Saiely evaluation supporting exemption from App J lor containment 
orated leakage rate test methodology. 

OHlce ot Nuclear Baacloi Beguiallon. Director (Post 870411). 88/04/18 
46270:319-46270:321. 

0804280231 Advises that qualiflcaiion of replacement recorders & new Instrument 
& conirol room panels by seismic experience data allowed by lEEE-344-1967 & 
Reg Guide l.lOo acceptabte.subj to final saiely evaluailon. 

DROMER)CK,A-W. Project Oirocloiaie 1-4. 88/04/20. FIEOLER.PO. General F 
UtliiUes Corp - GPU Service Corp. 2pp. 45266 3 16-46286 317 


Q. inspection reports, tE Bulletins & correspondence 

8804130001 Notification ol Licensee Meeting 88-025 on 000303 w/otil In Parsippar 
to discuss SALP l<H plant 

PELESCHAK.S Region 1. Ote ol the Director. 68/02/17. Region 1. Ole ol the C 
lor. 2pp 46099:323-45099:324 

8804120449 NoBficatioh ol Sigrtffteanl Llcanaee Meeting 86-031 on 6B0308 w/t 
Kina ol Prussla.PA to discuss NRC Bulletir^s 79-02 & 79-14. 

COWGILLpCJ. Regtorx t, Ofo ot the Director. 88/02/25 Reqtot^ i, Olo ot the Okc 
2pp. 4509 1 ;06 1 -4509 1 :062. 

8803210090 SuppI 1 lo NRC Into Notice 87-044. "Thimble Tube Thinning in Wer 
house Reactors." Svc Ual enef. 

ROSSI, C.E. DIvisten ol Operational Events Assessment (Posl 870411). 88/o: 
(Don&olidaled Edison Co. of New York. itHS. 121pp. 44995.126-44905246. 


6803320296 NHC tnfo Notice 60 010, "Molls I iconsoos Lack ol Mgi Controls Over li. 
cetksed Prograrns." Svc list onci 

CUNNINGHAM.H E Divisioii Of Industrial & Mpdical Nuclear Safety (Post 070720). 88/ 
03/28 Consolidated Edison Co ol New York. Inc lOSpp il<J995-247-4>tS05'353 

6804070 1 SB Rosponds lo NRC Itr re violations nolod in Insp Rept SO -219/80 02 Ulil 
does r^ot concur w/ Violation A.Corroctive actions plant operating ptoceduros revised 
as resuli of mod. lech Spues changos & oirors idaniifiod by users 
FlfcOLtH.PB GonctalPubticUhlrtiosCoip • GPU Sorvico Corp 80(03/30 OocurnoM 
Control Breoch tOocumeni Control Desk). 6pp 45075 257-45075 262. 

6804130252 Korwords response to SALP rop1.addrosS‘ng (wo aieas ol NRC concern re 
plant opoiaiions 8 ongnocring support & provid.rig addi into & clarifying D'oas on 
emergency propaiodnoss S surve llance.pnr 000303 meeting 

CLARK.PR General Public UlCitios Corp • GPU Service Corp 88/04/04 Document 
Corrtrol (jranch (Document Control Desk). I5pp 45122 178 45*22 192 

8804130346 Clarities position on Insp plans fo' siantess stool pip-ny wo'ds doting 12R 
outage currently scheduled to start 801001 

WlLSON.n.F. Goncrat Public Ul Wios Corp. ■ GPU Service Coip 88/04/05 Oocurrwnl 
cionirol (iraneP (Document Control Desk). 2pp 45146.339-45 1-16 340. 

6804010256 NRC Into Notice 88 Oil. "Potential Loss ot Motor Control Ctr 8/or Switch 
board Function Duo to Faulty Tio Uolls '■ Svc list enct 

HOSSI.CE. Division ot Oporalional Evoiils Assessment (Post 870411). 80/04/07 
Consolidated Edison Co. ol New York, inc l?4pp. 45406 202 45407 051 

8804200522 Informs ttiot Wosirnghouso DS clrcu.1 broakors not utilved in any IE epp'i- 
cai.'on at plant but usod in non-iE epplicalions & will bo Included m uiil provonlivo 
rra nl program 

FIEOLER.P 0 General Public Utilities Corp. - GPU Sorvico Cotii 86/04/07. Oocumonl 
Control Branch (OocumonI Control Desk). Ip 45175013-45175013 

8804250182 Forwards Vots I 8 II of "Oyslor Crook 87091 1 Safety Limit Violation" Dept 
discussos 87091 1 destruction ol portion ol soquonco ol alarm lecordor data 
CU\Rl<.Pn General Public Uliliiios Corp - GPU Serv<co Corp 88/04/11 
RUSSELL.W 1 Region 1. Ole ol Ihe Diroclor 3pp 45257 244.45258 222 

-8604250191 Vol 1 ol "Oysior Creok 67091 1 Saloly Limit Violation RopI " 

• SUor. E H, 68/03/31 207pp 45257 247-45258 092 

-8B042S0193 Vet 11 ot ■OyslOf CteoK 87091 1 Satoly Limit Violaiion tivdividuol Ropts " 

• Stioi, E H 87/03/31, 128pp 4525B 093 45258:222 

8804060370 NRC Into Notico 88 012. "Ovorgronslng of Eloctiic Motor Roarings " Svc 
lisl end 

HOSSI.C E Division ot Operational Events Assessment (Post 8704 tl). 86/04/12. 
Consolidated Edison Co or Now York, tnc I23pp 45165 026 45165.150. 

8604250309 Responds to NRC 071230 Hr ru violations nototl In Insp Rupt 50 219/87. 
37.tJlil doos not intend to pursuo formal Intorprelet'on ot 10CF'R73.&5(d)(8) from Olc 
of General Counsel 

MAMOANARO.F F. Gonorat Public Ulilitlos Corp • GPU Soivleo Corp 80/04/16 Ooc. 
umont Conirol Oianch (Oocumonl Control Desk). 2pp 45250 200 45258:201 


fl. Periodic operating reports 8 related correspondence 

6604220084 Monthly operating rcpl tor Mar 1 B6B.W/6Q04 1 5 Ur. 

SE0AR.J H . FlEOLEH.P Gonoral Public Utilitlos Corp. - GPU Semico Corp 88/03/31 
7pp 45216 217-45216 22.3 


8. Reporlable occurrences, LERs & related correspondence 

8803290241 LEH 65-005 01. on 85O2I0 .sIk Out of eight isolalion condonsor pipe break 
sensors out ot spec Caused by Instrument drill on sensors Sonsoi IBIIAI had dolec- 
livo switch actuating cam. (^am roplocod Fivo olhor sonsors reset. W/00a3l 7 Hr. 
ROGERS.JJ. FIEOLER.P B Oonoinl Public Uti’itios Corp • GPU Sorvico Corp 08/ 
03/17. 5pp 44916 239 44016 243 

8S0406O237 LER 86 004'00:oii 600229.lso'niion condenser ociuoiion pressuio sensors 
oi(ceadnd solpoini limit Caused by inadoqualo Insirumoni ropoalObilily.Prossuro sen- 
sors adiusied within dosicod solpo(ra.W/0d032Q Itr. 

GAYl eV.R . FlEOLER.P a Gonoral Public Ulilitios Corp - GPU Sorvico Corp 80/03/ 
28 6pp 45046:153.45046:167 

8804260369 LER 80 00e-00on 600325.lour isolation condonsor plpo break sonsors 
trippod-Causod by past mod & switch piobloms Switches adjusted w.ttiln Tech Spue 
limits S tour roacior protection sys digital sonsors lo bo roplacodW/800410 Hr. 
tElTMAN.L W. FlE(iLER.P,B Gonoral Public Utililios Corp - GPU Sorvico Corp 00/ 
04/10 6pp 45281 321-45201:326 


V. Operator ExamtnaKone 

8804250088 Responds to FOlA reauost fO' Into ro scores of reactor operators & sondr 
reactor operators Forwards roriua-iticalion exam summary source sheols listed In end 
app w/peisonai privacy info deiolod. 

QRIMSLEY.OH Division ol Rules & Records (Post 870413) 88/04/ig BOLEY.K. 
Public Citizen's Critical Mass Energy Pro)ect. 2pp. 452t3.003-45213.095. 

-6804250167 Package of NRC odminiaierod roqualiticntlon oxom results summary 
* NRC . No Detailed AtMiatlon Given 87/07/20 Sepp 45213 007-46213 095. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT I 


F. Security, medical, emergency A fire protecllon plans 

6804280415 Revised emergency plan impleitionling procoduios.lndudlng Rev 9 to EPP- 
17, "(DoiinmunicaHon Procedures," Rov 0 to EAP l. "Acllvation & Direction ol Emor. 

g oncy Plans" & Rev 9 to EAP-2, "Ctassillcatlon til Emergency " W/BB0420 Hr 

iORDON.E.C . ROMAN. T.W.. A8BOT.R.B. Niagara Mohawk Power Corp, 88/04/20 
70pp. 45224:109-45224:325 


H. General correspondence 

6894060302 Provides into to pioposed tcoigaiMialionpoi discussion at 800107 
rnoeling Ullimalo organ-zaiion wil relocate vice president nucloa* goreration to 
sito Tech ^ec change request to amend altecied sections w>l> bo submiiied iV/unci 
MANGAN.C V N.agara Mohawk Powor Corp 86/03/21. OoCumsni Co.'iiro? Branch 
(Oocurronl ConirolDosk) 3pp 45007 019 45007:021 

8804270198 Informs Ol oiganizaiionai changos withn laci'ily ellociive 860401. 
MANQAN.CV Niagara Mohawk Powor Corp. 08/04/19. Document Co-iiroi Branch 
(Oocumonl Conirol Desk) Ip. 45244:273-45244 273 


t. FInanctet Information 


8804200253 "Niagara Mohawk Powor Coin Annual RopI 1987." W/860400 Hr. 
HAEHL.JG., DONLON.WJ . PERKINS.t.J N-agara MohOw* Power Corp 87/12/31 
41pp 45I78C61-45I76 101 


P. Operating license stags documents & correspondsnee 


8S03240420 Oonoric Ltr 88-06 (o all power reactor iconscos & appi cants ro removal ol 
organization charts from Tech Spec odminstraiive coniiol lequi-'ornoms Svc list end 
MIhAGliA.F.J. Associate Director for Projecis (Post 870411) 08/03/22 Consolidated 
Edison Co ot Now Voik. me. 47pp 4497?- 107-44072 153 

BS04050289 Forwards Amend 96 lo License DPR 63 & saloly evaluation Amend do 
lotos main steam waimup valves tiom Tech Spec Table 32 7Va'vos lemovod liom 
pinni because ihoy aie nol reqn-'od 

BENEDICT.RA Pro)ocl DfOCtOiato I t 88/03/25 MANGAN.CV Niagara Mohawk 
Powor Corp 2pp. 44997 1 96 44997 203 

-3604050294 Aihond 96 to Llce.^so OPR -03 .revising Tech Spec Table 3 2 7 to doloio 
ma n steam warmup valves. 

CAPRA.n A Project Drroctorolo 1-1 88/03/25 4pp 44997:196 44097:201 

-8804060206 Saloly ovaluai on swporting Amend 06 to License OPn-63 

• Olfico ol Nuclear Reactor Fisguiation. Director (Post 070411) 89/03/25. 2pp 
44997 202-44097:203 

8304060291 Forwards appl-caiion lor amend to License OPR-G3.rovislng Tech Specs by 
making Table 6.2-1. "Win Sh.li Crow ComposlHon” consistent w/min staling requro- 
menis in 10CFR50 54(ni)(2)(i).Fee paid 

MANGAN.CV Niagara Mohawk Power Coip 00/03/20 Ootomenl Conviol Btanch 
(Oocumonl Conirol Desk), ip. 45034: 160-45034: 1 74. 

-8804060364 Application lor amend lo Llconse DPR-63.iovlsleg Toch Specs by mak-ng 
Table 6 2-1 consisioni w/min sialling toqulromonrs ol lOCFn54(ni)(2|{i). 

MANGAN.C V. Niagara Mohawk Power Corp, 08/03/28 2pp 45034 169 45034 1 70 

-8804060297 Proposed Tech Specs revising Table 8.2-1 to tr.in st'ill crew composition 

• Niagara Mohawk Power Corp 88/03/28 4pp 45034 171 45034:174 

8804950181 Forwards safety evaluation g'ani ng rol'ol Irom roquiomenis ol Paragraph 
lWP-3500{b) ot ASME Boifoi & Prossuro Vossol Codo.SecLan XI re Insoivico tost ng 
program, por 870708 roquesi 

CAPnA,H.A Piojoci Dirocloralo I- 1 88/03/29 MANGAN.C V Niagara Mohawk Power 
Corp 6pp. 440Q7;068 44997 074. 

-8804050207 SaloN ovaluaiiOh supporimg ubl 870700 loquesis tor roViot from roquiro- 
monls ol ASME Broiler 8 Pressure Vossol Code. Section Xi re inservIce lost ng pro- 
gram 

' Ollico ol Nuclear Reactor ReguiaHon. Olroctoi (Post 870-111) 09/03/29. 2pp. 
44097.073-44997:0/4 

8804050306 Forwards saloly ova'uailon granting rollol from certain provisions ol Section 
IX ol ASME Boiler 8 Prossuro Vessel Code 8 applicable addonda.por 
lOCFR50 65a(gK6)(i) Roiiol granted will not endanger lifo.proporly or common do- 
lonso. 

CAPRA.n A Pfoloci Oirocloraio l-l. 80/03/29 MANGAN.C V Niagara Mohawk Powor 
Corp 4pp 44907:212-44097:217. 

-8804060309 Soloty evaluatOn granting ui<l rcquosl lor rel el Irom hydrostal c lost pres- 
sure requ-remonis ro main sioam warmup fines. 

• NHC - No Doiailed AIMiation Given 80/03/29 2pp. 44997 216 44997 217. 

8804120230 Requests withdrawal of 870825 applicailon to uso allemaiivo lo 
l0CFR5O55a roqu'romonis ro temporary repair ol leak in svc water discharge 
pipInaPermenont repair will bo mado rturlng curroni roiuelhn outage instead 
MANgaN.C V. Niagara Mohawk Power Corp. 08/04/04 Dccumoni Conirol Branch 
(Oocumonl Control Desk), tp 45000 061-45000 061 

B60413041B Withdraws 880205 appficatiori & forwards appi caiion tor amend to License 
OPR-63 Amend revises Toch Specs adding exception lo DolmiHons t.lo 8 1 lb 8 
adding now Sections 3.7 1 8 4.7.1, Foe paid 

MANGAN.C V. Niagara Mohawk Powor Corp. 88/04/05 Oocumonl Control Brancli 
(Oocumonl Conirol Desk) ip, 45132.325-45132 348 

“6604130421 Application lor amend to Lfcr>ns0 DPR 63 changing Tach Specs table ot 
conlonis by add-ng oxcept'on lo Oeiinilions t.ta & t.tb 8 adding now Soct ons 3.7. 1 
a 4.7.1. 

MANOAN.C. N agato Mohawk Powor Corp. 88/04/0S 3pp. 45132:320-45132.328 

-8604130424 Proposed Tech Spocs.adding exception lo Dolinllions 1.1 a & l.tb 8 
addng now Sections 3.7.1 & 4.7.1 to table ol contents. 

• Niagara Mohawk Power Corp. 68/04/05 20pp. 45132.328 45132 348, 

6804080088 Genetic Ur 88 07 lo power roacior licensoos & appticanis re modified en- 
forcomonl poticy concerning 10CFR50.40, "Environ Oualilicatlon ol Electrical Equ'p- 
menl Important to Safely for Nuclear Power Pianis.” Svc list end. 

MIHAGLIA.F.J. Associate O-rector lor Projocis (Post 870411). 80/04/07. Consolidated 
Edison Co of Now York, Inc. 49pp. 45164:237-45164:286. 



uvrt.ea 

MANGAN.CV N.ag3fa Moftswth Powof Corp. 33/04/08. Oocumeni Control Branch 
(Oocumcni Control Odsk). Spp <ISM5 257 <lSH$2fi9. 

-0604180091 flev.sed NSHC pages io 860405 appiicaton (or amerrd to Ucanso OPR- 
63 

• Niagara Mohawk Power Corp QS/04/08 <ipp 45145 359 45145 262. 

0604300441 Surnirary ci 680329 meetirig w/ul'l re inOitncluat toad scrnm (osling lo bo 
performed dunr^g reslart following Reload 1 1. Lisl of rr.cotmg eiloi)doo 3 & items to bo 
addr-essod fn roscbinitiai o1 amaivcl lor scram timo test ivg eiKl 
HAUGHV.MF. Pro, eel Oirecterato l-t 68/04/08 IVolect Obcctaraio 1-1 4do 
45179 322 45170235. 


amount ol SlOO.DOO.Correclive actions:nucloar OA oporations as&gnoci roaiw 
for performing NOBs required by insorvfce lestirrg progrom 
MANGAN.C.V. Niagara Mohawk Power Corp 85/04/ 13 Ofc ol Enlcrcemon 
8704131. I4pp. 45219 093-452te 106. 

6604310063 Forwards payment of proposed imposition of Civ<l ponaity in amr 
SlOO.OOO.per 680314 notice ol viotabon. 

MANGAN.CV. Niagara Mohawk Power Corp. 88/04/13. Document Control 
(Oc«cun>em Conlrol^sk). Ip 45235.232-4S235.222. 


R. Periodic operating reporle li relaled cotrespondenco 


6804 190327 Advises lhal enci nai.ee ol cor'sida ration ol issuartce of amend lo Lrcenso 
DPR 63 proposed NSKC doierm nalion S opportunty for hearing lorwarrlod to Ole ol 
FR for pubt'cat'On 

BENEDICT .R A Project OHeclotale 1-1 88/04/11 MANGAMC.V. Niagara Mohawk 
Power Corp. 2pp 45185 249 45165 259. 

-8804190333 Notice ol considorabon of lasuanco ol amend to Ucenso OPR-63 & pro- 
posed NShC dotermlnelon & opporiuf'ity for hearing re add‘ng new Tech Sprrea 37.1 
8 4.7.1 to a'low shutdown margin '.ey.ia9 (ri shutdown condition cold. 

OENEOICT.fl A. Projecl Drociorale l-i 88/04.'! t 9pp, 45165 251-45165 259 

6B04320036 f oiwards corrected Rev 0 lo 23A5862. "Soppletr.ental Reload Licensing 
Subnutlat lor 7;‘na Mile Point Nuclear Staion Un.t l.Roload 1 1.*' submilted w/87t2ia 
l-cense amend request Rev I of supplementa) ro'oerl licensing sutwmual also end. 
MANGAN.CV. Niagara Mohawk Power Corp 88/04/13. Oocumoni Control Branch 
(OocumeiM Contiol Desk) Ip 46221 222-45221 259 

-8604220041 Rev i to "Supplemental Reload Licensing Sufcimltal for Nine M.le Point 
Noe'ear Power Station UnM I. Reload 11 " 

LAM0eflr.PA . PENT7I£N,DC . CHARNlEY.j S General Electric Co 2,3A6862 ROI 
00/03/31. I0pp 45221 243 45221 259. 

6604230059 Advises llnai elil wii' pertoirn lsolap.c analysis ol ennehed sodium peniebor- 
ale in support ol 800307 application lor amend lo Tech Specs 3 12 8 4.1.2 re liquid 
po'sorr sya App; -cable site procedures wnl bo revised 

MANGAN.CV. Niagara Mohawk Power Corp 88/04/13 Document Control Brsneh 
(Docomont Control Desk) ip 45220 027-45230 027 


0. Inspection reporta, 1E Sulletine & correapondence 

6804 130109 Notiticeifon ot 860326 meeSfig w/ufit at Rog’on I ofc to discuss reo-onal 
eyatuebon phase ol SAIP. * 

JOHNSON J. fleeion 1. Ofc ol the Onaclor 88/03/22 Region 1. Q.'c ol tho O-recior 
?pp 45122 221-45122 222. 

8803210090 SuppI 1 to NRC into Notice 87-044. “Thimble Tuba rh.nn.ng in Wesi nq- 
bouM Besdors,*' &vc Lsi end. “ 

ROSSl.CE. 0.vlsion ol Operational Events Asaess.'neni (PosI 870411). 88/03/28 
Consoirdalcd Edison Co. o' Now Vork. Inc. i2 1pp. 44995. 126.44995 246. 

0aO322O2W NRC Info Notice 88-OIO. 'Matfs Lfeensees Lack of Mgl Controls Over LI- 
censod Promsma '• Svc hsi end -.r u 

^ Olvis«oti ol Industrial H Medical Nuclear Safely (Post 870729) 86/ 
03/28 CJonsOl-dated Ed-SOh Co ot New York. Inc 108pp 44995 247.44995:353 

6804040)61 Provides response lo NRC Sulietin 88 OOt re defects In Westinghouse OS 
series cncuit breakersNo Westinghouse series OS cvcuit breakers are used in anv 
appliCBliort at Umt l.iherofoio.hullotm not applicable. ^ 

MAnQAN.C^ M-awta Mohawk Power Corp 88/03/28 Docurrtent Control Drench 
(Oocumeni Control Desk). 2pp. 46058.191-45056:192 

'hsp Hept 50-220/88 Ot on 860111-15 No violations noted 
OURn.jrP. Region 1 Ofc ot the Drecior. 88/03/30 MANGAN.C V. Niagara Mohawk 
Power Corp 2pp 45026 254-45026 285 

-&80406W74 liisp Ropi 50-220/88-01 on 08011 1-15 No wotaions or dovmiions 
noted Ma)or areas inspected organ)? atlon & 5lofnng,OA.iraiin.‘a9 & mat support & com- 
criunicdtK)o.s ^ =» rr^ 

2ri0pr«02l2^46a58'^P65'*''^^^^^^ '' 

88C4 126315 forwards Radotogical Coni/ois Insp Ropis £0 220/88 04 S 50 4l0/e« 05 
5 not ICO Ol vio'aNon. 

’• "’® O-fflcior 68/04/04 irlANGAN.CV Niagara 

Mohawk Power Corp 2pp. 45129:123-45129 142 ^ 

o™ 890216-19 Violation ooiorf workors osing 
Dl'a^cotoruU rmfun? (Bollard 77/46 seriee) 8. no approved procedures In 

Region 1. Ofc of the Director. 88/04/04. ip. 45129.125 46129,125. 

50-220/88 04 & 50-410/88 05 on 880215-19 No violafons 
iTOied.Maler eteas inspecled.t^ensee radiological controls during Unit 1 oulaaa & 
operations at Uoii 2.inclu<finQ organizatiori.sialfinQ S ira‘ning 

45^19^2^45 ll9y42'^'"''’“-^ '• 86/^4/01. t7pp 

8804010256 NRG Into Notico 88-011. "Polential Loss ot Motor Control Clr 8 /or Switch- 
board Funclion Due to Faulty Tie 8o'(s " Svc bsi onci 

Operaboira) Events Assessment (Posi 870411) 88/04/07 
Consolidated Edison Co. of New York, Inc. 124pp. 45406 292*45407 051, 

“'•o '® C’»atoai® vatm opetaWily cone-deratlons 
G?FN 7 iNf‘Ffl"F®r '^^ ° responses to bulletin 

68/04/11. MANGAN.C V. N/agara 

Mohswk Power Corp 4pp. 45P26;I43-4S226: 146. 

Noltee 88 012. •(Dvergraasieg ©I Electric Motor Bearings" Svc 

/?* Op«a1tonat Events Assessment (Post 8704)1) 68/04/12 
Consoirdaied Edison Co. or Now York. inc. I23pp 46l65;028-45l6S:lS0. 


8803300346 MonthN aerating repf tor Jan l9e8.W/880205 Hr. 

ROMAN.T.. l.EMPGtS.T.E. Niagara Mohawk Power Corp 00/01. '31 7pp 4491 
44920066. 

6604130158 Monthly operatlno lepl lor Mar 1988 W/BBOaoo tlr 
ROMAN.T.. PERWNS.T J Niagara Mohawk Power Cerp 8fl/03/3l tOpp 451' 


S. Reportable occurrences, LERa & related correspondenco 


6603310040 LER 88-003-00.on 880222,reactor bldg omorgoncy vonti'aiioo sy,s i' 
when power supply housing washer fell Into circuitry Caused by per 
enor.OamMed powar supply repaifod & station work request issued W/ 600321 
MAZZAFEftRO.P A., LEMPGEs.T.E. Niagara Mohawk Power Corp 80/03/21 
44953 255-44953 259. 

6604010002 lEfl 88-006-00.on 680226.m8ln steam Isolation va-'vos failed local loi 
test Caused by vatva packing deterioration. Valves doc'ared inopotaWe.sloiloi 
requests to repair valves gencraled & failures documoniod VV/080323 Hr 
MA22AFERRO.P.A.. LEMPGES.T.E. Niagara Mohawk Power Corp 08/03/2;: 
46028:171-45028:176. 

8804960189 LER 88 004-00 on B80225.8ul0tnatic Initiation ol emorgoncy COoSi 
occurred Caused by personrtel error resulting from procedural defrcfoncy Sys re 
lo normal standby condition.TemporafY change Issued, W/880323 Itr, 
MAZZAFERRO.P.A . LEMPGES.T.E. Ntageia Mottawk Povroi Corp. 06/03/2/ 
45028:345-45020:349. 


6604060363 PNO-(-88-036;on 880222 & 0321, discovered that Lcensee conduct 4 
ntenlaiion ol licensed operator qualificatron training <fid not moot rnqui/omc 
10CFR55 59 & approved tiatrtnQ pioceduiea.Conlirmalory action Itr w.n be issue 
LANGE.O. Region 1. Ofc of the Director. 88/03/28 ip 45034:046 45034 046 

8804190257 Special feption 860301.05 & 2t,lne supprpsslon sys removed tiom '■ 
greater than 14 days to support scheduled work In area Fvo watch patrols & t 
su^rassion wDl be mainta'rted until sys C-2t51 & C-2t I3 loturnod to svc 
PERKINS.T J. Niagara Mohawk Power Corp 88/04/08 RUSSELL W T Rcuon 
of the Director. 2pp. 45209 018-45209 019- 

6804IS00 76 LER 88 C)07-00.on 6803l3,automailc initiation ol reactor bldg emoi 
venwaiton occurred doe to procedural deticlency LPRM assembly lowered Into 
tuet hendllng procedure will be revised to correct d0(«cietv;y W/C8Q4 1 2 iir 
MAZZAFERhO,P.A., PERKINS.T.J. Niagara Mohawk Power Corp. 88/04/12 
45169 263 45169:266. 

6804200303 LER 08-OOI.O1:on 680| 15.0316 & 25.oxanfi8 missed durirrg f-isi 10 
service lt\»p interval (tS!) ldenliit6d.CBusQd by ntgi Ineftectwenoss tn tmploment 
proaram plan Items needed lo complete iniervat Wonlilied W/880414 Hr. 
MAZZAFERRO.P.A . PERKINS.T .J Niagara Mohawk Power Corp 88/04/14 
462l6;001-452ie.007. 


s»uaauoav3 LtH &8-ooo*u0.on SBujIr.containmeni penetration toi'erl local ie 
taat.Cause not determined. Valves & sys declared Inoperable.occurrenco root 
to docuroom failure & work request generated to correct problem W/880415 lir 
MAZZAFERRO.P.A., PERKiNs.T.J. Niagara Mohawk Power Corp. 88/04/1 
46235 167-45235:171. 


DOCKET 60-223 UNIV. OF LOWELL RESEARCH REACTOR 


P. Operating license stags documents A correspondence 

6803260164 informs of ralocatiorr of NRR to flockviite.MO.OIkctal maiLug addroi 
remains seme & profeci managers have new locations & phono oumbrrrs TS Ml< 
sfU t^d pfoioct manager lot taeWty & A Adams vnU servo as backup 
flUBENSTEIN.t.S. Slandardizalton & Non-Power Reactor Project Oirectoralo. 8 
18. AtWlation Not Assigned. 3pp 4486e:322-44e66;324. 


Q. tnspscllon rsporls, IE Rutlsitns A correspondenco 


8604260153 Forwards Safety Insp fiepl SO-223/88-Of on 880314.16 & 22. Three 
tions noiod.Violattons will be discussed at 8B0429 enforcement conference. 
KANE W.f. Region 1. Ofc of the Director. 88/04/18, BEGhIANLE. Lowell, Ur 
Lowell. MA 2pp. 45224:149 45224:160. 


-86042$0164 Insp Rept 60-223/88-01 on 8803 14*16 A 22. Violations noted Major 
inspecled.laciiily organiiption.actton on previous NRC I1nd.ng3.l0g; 
fecord8,proceduro3, surveillances, mgl oyerelgW A looctor eatety subcommittee 
HAVERKAMP.D.R. Region 1, Oto of me Director. 88/04/15 9pp 4522 
45224:159. 


DOCKET 50-224 UNIV. OF CAUFORHIA RESEARCH REACTOR 


DOCKETED ITEMS 23 


P. operating license stage documents & correspondence 

6803080487 Inlorms iltai NRC loquosiod Olc ol FR to publisli and "Notice ol Proposed 
Issuance of Orders Auinorirmg Disposition ol Component Parts & TOimmalion ol Fa- 
C'l'ly License." por 880 1 00 application 

RUOENSTEIN.L S Standardization & Non Power Reactor Proioct Diroctoraio 88/03/ 
04. HtYMAN.IM Caliloinla. Urw ol. Berkeloy, CA 3pp 4463S 025-44630 031 

-6603080494 Notice ol proposed issuance ol cidors auinorizmg disposition of compo- 
nent parts & terminating Liconso R-iOi. 

nUSfcNSTElN.L S Standardization & Non Power Reactor Project Qrectorata. 88/03/ 
04. 4pp 44639 020 44639 031. 

6803250240 Informs ol NHC relocation to Stated address Mai'mg address unchanged A 
Aitams project manoger & TS M.chaels back-up project monoger. 

RUBENSTEIN.L S Standardizaiion & Non Power Reactor Project Diroctorate 69/03/ 
10 Atliiia lion Not Assigned 3pp 44859 060-4 405(< 062 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


P. Operating license stage documents & correspondence 

8803350184 Informs ol roiocallon ol NRR to Flockvili'e.MD.Ollicial mailing address still 
remains same & projocl managers have new locations & phono numbers. TS Michaels 
si II toad project manager for facility & A Adams w<ll servo aa backup. 

RUBENSTEIN.L S Standardization 4 Non-Power Reactor Project Oiroctorato 88/03/ 
18 Atfiliation Not Assigned. 3pp 44056 322-44056,324. 


DOCKET 50-228 AEROTEST BADIOQRAPHY & RESEARCH REACTOR 


P. Operating license stage documents & correspondencs 

8803350184 Inloims ol rofocation ol NRR lo nockvilla.MO.Ofllclal mail-ng address still 
rornains same & projocl managers liavo now locations & phone numbers TS M chaets 
still lead project manager lor tari'ity & A Adams will servo as backup. 

RUBENSTEIN.L S. Standardization S Non-Power Roacior Project Oiroctorato 88/03/ 
IB Afiiliatlon Nol Assignoil 3pp 44B56 322-44856 324 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency & firs protection plans 

8603290341 Forwards Saloty Ir^ap Ropts 50-237/88 04 & 60-249/88-04 on 880226 
0302 No vto'alions ol NRC roqolremenls noted 

SIIAFER.W.O. Region 3. Olc of Itie Director. 88/03/18 REED.C Commonwealth 
Edison Co. 2pp 44975 232-44975 240 

-B603290343 Insp Ropls 60-237/88-04 & 50-240/68 04 on 880229 0302 No violations 
ol NRC requiremoms noted Major nroas inspocled cbsorvallon by lour NRC repre- 
senlakvos ol key luncllons & locations during annual emorgency preparodnoss oxor- 
ciso 

PLOSKI.T . PATTERSON, J . SMITH.W- Rog.on 3, Olc ol the Olroctor. 88/03/16, 16pp. 
44975:234 44975 249, 

BB04250078 Rov 1 lo Safe ShulrJown Procoduro DSSP 010-1. "Sale Shutdown Paths 
lor Exionsivo Plant Damago" & Rev 4 lo Emergoncy Plan Implemonlirtg Procoduro 
EPIP 200-20. "Conirol Room Evacuallon/Salo Shutdowiy Revised tables 4 ind cos 
and 

• Commonwealth Edison Co. 88/04/07. 300pp. 45251:122-45252 097. 


P. Operating license stage documents & correspondence 

6803300255 Application lor amends lo LIconsos OPR- 1 9 & nPR-25, revising Tech Specs 
lo clarify apphcabiliiy ol containment oxygen. Foe paid. 

JOHNSON.I.M. Commonwealih Edison Co. 68/03/16. MURLEY.T.E. OHiceof Nuclear 
Hoactor Rogutaiion, Director (Post 87041 1). 3pp, 44975.337-44975:365. 

-6803300257 Proposed Tech Spocs.clanfying applicability ol containment oxygon con- 
conirallon. 

• Commonwealth Ed-sonCo 88/03/18 16pp. 44975:340 44076:355 

8603240426 Qenonc Lir 88-06 lo all powor roacior liconseos & appl'canis ro removal of 
orqanizailon charts from Tech Spec adm.'ni$lrolivo control roquiramenis.Svc list ancl. 
MlHAGLtA.F,j, Associate Direclor for Pfojocis (Post 87041 1) 86/03/22 Consol-daled 
Edison Co, ol New York, inc 47pp. 44972:107-44972:153. 

88040100BS Advises that current practice ro undervoliago trip adequately meets safety 
intent of Tech Specs Table 3 2 2 & acceptable Temporary waiver of 2 monihs gtam- 
ed 

HOLAHAN.G. Asslsianl Director for Region III & Region V Reactors. 88/03/25 
BUTTERFIELD, D, Commonwealth Edison Co. 2pp. 4492 1:344 -4492 1:355. 

-8604010067 Reouesls tomporarv waiver ol compliance lor Tech Spec 3.2.2 re under- 
voliaga setting lor 4 kV relays Basis lor first level 4 kV untTor-voilago relay soilings 
enci 

SILADY.J A. Commonwealth Edison Co 88/03/23 MURLEY.T.E. Office ol Nuclear 
Reader Regulallon, Direclor (Post 87041 1). 4pp. 44921.346-44921:355. 

8804010204 Forwards addi Info requested lo SEP Topic VIII-3.B.OC power sys monitors 
& annunciators In conirol room at lacilily W/ dc sys monllorlng drawings 
JOHNSON.I.M Commonwealth Ed son Co. 88/03/26 MURLEY.T.E, OHico ol Nuclear 
Reactor Regulation, Direclor (PosI 87041 1). 12pp- 44947:288-44947:304. 

-8804010206 Rev 3 to DOA 902(3)-8 E-0. "Undervollage Alarm lor 250 Volt. 125 Voll & 
40/24 Volt Baiiertes." 

• Commonwealih Edison Co. 87/11/30. ip. 44947:301-44947:301. 

-6804010209 Rev 2 to DOA 6900-1, "DC Elocuical Sys Failure." 

‘ Commonwealih Edison Co. 81/08/31. 3pp. 44947:302-44947:304, 


6S04II0084 App'icailon lor amends lo Licenses DPR-19 & OPR 25, coriocling discrep- 
ancy belwoen Table 3.2 2 value lor 4 kV emergency bus urwiervollege inp (3.082 
volts) & current Inp value (2.930 voltsj.Fee paid. 

SILADY.J.A Commonwealih Edison Co 08/03/28 MURLEY.T.E Otlco ol Nuclear 
Reactor Rogulaiioh. Director (Post 8704ti) 8pp 45142065-45142:076 

-0804ff0086 Proposed Tech Specs.conecting discrepancy between Tah'o 3.2.2 value 
lor 4 KV emergency bus undervollage trip (3.092 volts) & current trip vaTue (2.930 
volts] 

' Commonwealih EdsonCo 88/03/20 6pp 46142,071-45142 076 

6804060524 Documents 880317 lolcon re embodmonl plaie assessmoni program re 
analysis method A acceptance criteria lor computation ol allowable loads lor strip om- 
bodmonl olalos w/ 24-Inch anchor spacing. 

JOHNSON.l M. Commonwoalth Edison Co 88/03/31 MUHLEY.T E Ollice ol Nuclear 
Roacioi Rogulaiion. Director (Post B7041 1) Ip 45010 287-45010 287 

8604070265 Rosponds to 880129 & 0224 Itrs to allogsd hazardous praeVees at 
util Discusses ovdence ol licensee compliance to federal regulailons A nonviolaiion ol 
requirements No further acOon intended 

GREENMAN.E G Region 3. Olc of iho Direclor. 80/03/31 YOUNG.C. Alti iaaon Not 
Assigned 4pp. 45029.281-45029:264 

8804080066 Generic Lir 88-07 to power roacior licensees & applicants re modiliod en- 
lorcomoni po'Icy concornhg 10CFH50.49. "Environ Qualification ol Electrical Equip- 
ment Important to Safely for Nuclear Power Planis." Sve list end. 

MIRAGLIA.F J. Associate Oueclor lor Projects (Post 870411) 60/04/07. Consolidated 
Edison Co. of New York, litc, 49pp. 45164:237-45164:285. 

8804 160098 Confirms 880419 mgi mooting w/utii al Region III olc lo discuss porlorm- 
anco ol plani.por 080407 leicon. 

GREENMAN.E. G Region 2. Olc ol Iho Direclor. 88/04/11, REEO.C Commonwealih 
Gd-son Co, tp 45145 354-45146 354 

6804280039 Forwards Rev 50 to CE-l-A. "QA Program lor Nuclear Gonorallng Sta- 
tions." Revs bolno made to reflect orgamzahonal changes 

MORGAN.WE. Commonwealih Edison Co 88/04/16. Document Control Branch 
(Oocumoni Control Desk) ip 4528t:273-452at;?.Q9 

-8804280069 Rev 50 to "QA Program for Nuclear Generating Stations " 

* Commonwealth Edison Co. CE-l-A R50. 88/04/16. 17pp. 45261:274-45261. 299. 


O. Inspection roporle, IE Bulletins & correspondence 

8803290341 Forwards Saloty Insp Repis 50-237/88-04 & 50-249/88-04 on 800229- 
0302.No violations ol NRC requiremonta noted. 

SHAFER.W.D Region 3. Olc ot the 0.roclor. 88/03/18 REED.C Commonweatth 
Edison Co 2pp 44975 232-44975:249 

-8803298343 Insp Ropls 50-237/86 04 & 50-249/88 04 on 880229 0302 No vlotaiions 
ol NRC (cquiroments noted Major areas inspocled. observol'on by lour NRC repro- 
sentaiivas ol koy luncllons & locations during annual emergency preparedness exor- 
cise. 

PLOSKI.T . PATTERSON.J . SMITH.M Region 3. Olc Of the Director. 06/03/18. I6pp 
44976 234-44975 249 

8804060316 Hospends lo NRC 880218 Itr re violations noted in Iqsp RepI 50 237/87- 
40.Correclivo actions procedure change lo App A Issued lo specitically require chock 
ol Inlorntediaio range monitor & APRM bypass configuration. 

SILADY.J.A Commonwoalth Edison Co 68/03/16 DA VIS. AO Region 3. Olc ol the 
Olroctor. 6pp 45007:324-45007-320. 

6603210090 SuppI 1 lo NRC Into Notice 87 044, “Thimble Tube Thinning In Westing- 
house Roaciors." Sve list encl. 

ROSSI.C.E Division ol Oporelienal Events Assessment (Post 870411) 66/03/28 
Consolidated Edison Co. oi New York. inc. I2lpp. 44995.128-44005 246, 

8803220206 NRC Into Notice 88-010. "Matts Liconseos Lack ol Mgi Controls Over Ll- 
consed Programs.'' Sve l-sl encl 

CUNNING HAM, RE Division ol Indusinal & Medical Nuclear Safety (Post 870729). 86/ 
03/28. Consolidated Edison Co of New York. Inc, 108pp. 44995:247-44995.353. 

8604060486 Ack receipt ot 860315 Hr & payment ol proposed civil pena'iy In amount of 
$50,000. 

LIEBERMAN.J Olc ol Enlorcement (PosI 870413). 88/03/31, O CONNER.JO. Com- 
monwealth Edison Co. Ip. 450l0.343-450t0;343. 

6604060505 Forwards Saloty Insp Hepis 50-237/8 7-30 & 50-249/87-29 on 870903- 
8803 16 No violations neleil 

HAnniSON.J J, negton 3. Olc ol the Director. 88/04/01 REED.C, Commonwealth 
Edison Co tp. 46092 047-45092:100 

-6804060511 Insp Repts 50-237/87-30 & 50-249/07-29 on 870903-88021 1 No viola 
lions notod. Major areas inspocled:previeusly identihed noncompliance A unresolved 
Items & o-hsite loiiowup ol events at operating lacilities 

GAVULA.J A.. HUBER.MP, OANIELSON.DH. Region 3. Olc of the Direclor 88/04/ 
Ot 39pp 45092.048-45092:100 

6604070169 Ack rocoipl of 871 129 & 880315 responses io 8711 13 allegations re radi- 
ation protection A Illness for duty issues at plant Responses adequate & no further 
quasilons or requests at this time. 

NQREUUS.C.E Fleglon 3. Olc of the Oieciei. 88/04/01. REEO.C. Commonwealih 
Edison Co. Ip 45024:354-45024:354. 

8604120366 Forwards Insp Repts 60-237/86-05 & S0-249/B8-05 on 8B0130- 0317 & 
notice of viotaiion.No reply to notice of violation required 

FORNEY, W.L Reg'on 3. Ofc ol the Director. 88/04/05. REED.C. Commonwealth 
Edison Co 2pp. 45142.079-45142.095- 

-8804120970 Notice ol violation from insp on e0Ol3O-O317.Vio<atlon noted CRO £-9 
which had been eiecuicaiiy d-samted found to be electrically armed 8 no o*ii'Ot-8vc 
card posted in area ol hydraullo conirol unit lor E-9. 

FORNEY. W.L. Region 3. Olc ol the Director BB/04/05. Ip. 45142.081-45142001- 



24 DOCKETED ITEMS 


-8804130378 fnsp flepis 50 ?37/88 05 4 50 249/88 05 on 680130 0317- Vio'ations 
fiolod araas ms-pocicd provioi.s msp lindinga.ope/ational saloiy 

vanficaticn.tol-'owvpof evaais, L6R lol'owupiato notice lo'ipwi/p 5 mqt mealinos 
HiNG.MA flegiona. Otc ol iho D/cclOf 88/04/05 14pp 45143 087 4514/? 095 

8804010356 NRC ln*o No'.-co 88-011. "PolenHal loss 01 Moloi Coniiol Cli &/of S*vnch 
board Fonci-on Oua to Taultjt Tio Bolts " Svc list end 

nOSSt.CE Div;sion ol Operational Evertis Assessment (Post 870411) 68/04/07. 
Consolidated Edison Co. ot Mow 'Vork. Ins 124pp 45406 362-46407 05 1. 

8804060370 MRC Into MotrCe 89-012, "Overgr easing ol Etcctr.c Motet SeaficQs '' Svc 
list enci 

ROSSl.CE On/ision ol Operalonat Everts Assossmenl (Posi 87041 1) 88/04/12 
Cooso; dated Edison Co of lion York. :oc. i23pp 40165028-45165 150 

8884200498 Co'itirms plans made between J S-lady ^ OE Jones re 88050? rreoiing at 
plant Site to prosoni Sai.P 7 rept.Appropriaie corporate 8 p'ani mgi requested to bo 
present 

GREEMiIAN.E O Region 3. CIc of the Drcctor 88/04/13 HEEDC. Commonwealth 
Edison Co 2pp 45174 352-45174 353 

8804250326 Contiinvs plans d.stossod on 880414 between II Bliss & G VanSIcMo re 
upco.iTi rg 880506 n-eot ng w/etil to discuss response to lE Bolloin 85 003. 
GHEENMAN.E G. Region 3. Ole ol the Director. 83/04/18. REEO.C Commonwealth 
Edison Co 2pp 45251 120 45251 121 


R. Periodic operating reports A related correspondence 

8804220163 Forwards correchon to 'Ell.'iient & Waste 0.sposal Scrriiannual Rept.Jan 
.tun® 1987.* Estimatod percent ol mejo' nuclide composiiion lot irrsdiaied 
componenis ccntfol rods.elc inadvortenily incladed in reptNo such waste sWopod 
EENiGENBUHG.E Commonwealth Edison Co. 87/12/10 OAviS.A B Region 3 Ofc 
ol Ihe Orociof. ip 45254 136^45254 137. 

-8804220165 Corroded ' Ell'ocnt S Wasio Disposal Semianm/al Ffepl. janjune lSfl7. • 
■ Co.iimonwea*iri Edison Co 87/12/31. ip 45254-137.45254 137 

B804IS0406 Monthly operating r^ts lor War ifl98W/680407 Itr 
MAXWEll.OC.. FFNIGEMBERO.E. Coir.fnonwea'th Edison Co 88/03/31 19oo 
45183 164-45ie3;203 

8804270052 Forwards corrected radioactive etilueni rept lor Jul Doc 1987 Final data lot 
l-sied elements ihc.'i/ded 

EEMGEWauRG.E Commonwealth Edso.** Co 88/04/12 DAVIS A B Ronion 3 Ole 
ol Iho Director ip 45217 241-45217 257 

-8684200110 Correcied 'EHiuont 8 Waste O-.sposail Semiannual Ropt Jul-Oec 1387 “ 

' Commonwealth Ed.son Co 87/12/31 16pp 4521 7 243-452 17;257. 


S. Reponabie occurrences. lERs A related correspondence 

6803280022 EER 68-0O4-00'ori 680221 Jnopo/able CRD E-9 found etectrically arrned 
due to poraonncl errorCRO disarmed A out-of-svc card hong on hydrau-l-c control 
ur.tt.Evom disci/ssed w^ersornel at weaWy meeting W/880314 lir 
FaLC^NE.MA, EENiGEnBORG.E. CommonwoaTll* Edison Co 88/03/ 16 5pp 
44920 010.44920 022 


V. Operator Eliminations 


6604250088 Responds to FOIA reouost lor Into r© scares ol roacior opetators & senlot 
reactor oporalors Foiwa/cJs regualilication eiam summary source sheets isted In and 
am w/parsonal pdvacy Info deleted. 

GhIMSI£Y.OH Division ol Rules & Recryds IPost 870413). 88/04/19 801.EYK 
Public CilizeiVs Cntcal Mass Energy Project 2pp 45213:003-45213:095 



DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


P. Operating license alage documents A correspondence 

ol NRC relocation lo slated address. Maii-ng address unchangad.A 
'agsr & TS Micbaets baCk-up project manager. 

Slendardiral'on A Non-Power Reaclrv Project Directorate 89/03/ 
issigned. 3pp 44859060-44850.062 


DOCKET 50-244 ROBERT EMMET QINNA NUCLEAR PLANT, UNIT I 


F. Security, medical, emergency A tire protection plans 

8804050136 Forwards AmoniJ 26 to LIconso OPR- 18 & saloty ovafuation Amend rrod.- 
ties Paragraph 2.E to require compliance w/omendad ptiyslcal security p'an 
STAHlE.C Ptojeci Oiiociotaie 1-3 68/03/20 KCBERh. Rochesiot Oas & E'c-c^.c 
Carp 4pp 44907:030-44997 040 

-6804050152 Amend 26 lo License DPR- 1 S.rev.sing Paragraph 2E to require cerhpit 
anca w/amended phystcal security plan 

WESSMAN.R tI Projecl OIrectorele 1-3 88/03/28 2pp 44997 035-44997 036 

“8804050381 Sategoards evaluation rept supporting Amend 26 lo License OPR- 18 
• Of/Ice ot Noefeat Reacior Regulation. 0.tectot (Post 870411) 88/03/28 4 m> 
44997:037-44907.040 

8804130018 Inlorms ot upcoming regulatory ellectivonoss review to ovaluate overall at- 
foctwoness of safeguards ptogtam A doletmino whetti©/ existing safeguards roou e- 
tions yiotd level of protection fnlandod by NRC W/encI 

BEL LAMY.R.R Region I. Ofc ol the Drreclor 88/04/07 SNOW BA flocheslor Gas 
& ttoctrlc Cofp 3pp 45154:152-45164 154 

8804200219 Forwards rova lo listed pages A drawing to plant security plan Ends with 
held (ref I0CFH73.21) 

SNOW.BA Hocbestei Gas A Electric Corp 88/04/ 1 5 Document Control Branch 
(Document Control Desk), ip. 45225 353-45225 353 


P. Operating license stag® documents a correspondence 

8803100092 Summarizes 880303 discussions re lac'iity steam goneiator sn;;tber to 
placoment program A plans to replace snubbers w/noid structured 
numbers Compiolion ol technical review requested by B00406 
WESSMAN.R H Project Directorate 1-3 88/03/04 MARSH L. Mechanical EoalnocinH 
Branch. 2pp 44662. 1 1 2-44662: 113. n v 

8803240426 Generic Llr 68 06 lo all power reacior llcenseos A applicants re removal ol 
wgarHzation chads liom Tech Spec edmlrfsiraiive control requirements Svc list end. 
M1RAGLIA.F.J Associate Director lor Pro/ecis (Post 87041 1) 88/03/22 Consolidnted 
Edison Co of Naw York. Inc 47pp 44972.107-44972:153 

8804050138 Forwards Amend 26 to License OPR- 18 A safety eva'uahon Amend rnodr- 
lies Paragraph 2 £ to requ ro compliance w/amendad physical socutity plan 
STAHLE.C Project Direolorate f-3. 88/03/28 K08ER.R Rochester Gas A Elacinc 
Corp 4pp. 44097 030-44697:040 

— 88O40S0 152 Amend 26 lo License DPR-i6.fevislng Paragraph 2.E to require comp'l 
ance w/amended physical security plan. 

WESSMAN.R H. Project Directorate 1-3. 88/03/28 2pp 44097:035 44997:036 

-8804050381 Saleouards evaluation rept supporting Amend 26 lo I .cense OPR-18. 
Office of Nuclear Reactor Regulation, Director (Post 870411) 08/03/28 4pp 
44997:037-44997.040. i » j-j 

8604120173 Forwards addi Into to satisly requirements A tnienl ot Parts 3 A 4 ol Gener- 
ic Hr 03-26.per 670928 commitment. Util to ensure thai ongoing performance testing A 
monilonM urogiam In place by 880531. 

KOBER.FTw. Rochester Gas A Electric Corp 08/04/04 STAHLE C NRC • No Do- 
tailed Aflillalron Given. 3pp. 45079:310-45079 312. 

8804140103 Provides listed info requested in 880225 Hr re operating nuclear power 
units tocaiad at twelve siiea along (^oet Lakes. 

STELLO.V Ofc of the Executive Director tor Operations 68/04/06 HiDGE T House 
ol Rep. 5pp. 45104:138 45104:143. 

8604080086 Generic Llr 88-07 to power reacior licensees A applicants re modified en 
(orcement policy concerning fOCFR50 49. "Enwron Qualificellon ol Electrical Equip- 
ment Important to Safety lor Nuclear Power Plants " Svc list end 
MIflAGLIA.F.J Associate Director lor Projects (Post 870411) 88/04/07. Consotidalod 
Edison Co ot Now York. Inc. 49pp 45164 237 45164 265. 

8804200573 Withdraws 880120 application lor amend to license A roquesis that NRC 
teviow ol amend leouesl be closed oul w/o action 

SNOW,8.A. Rochesfor Gas A Eleclrto Corp 88/04/11. STAHLE C NRC ■ No Oola led 
AlfiflaWoo Given Ip 45175:038-45175038. 

8804180285 Discusses proposed mod to existing steam generatoi upper lateral configu- 
relion A analysis lo damonsirale Bcceptabllltv ot resulting loads from postulated seis- 
mic A other design bases events 

STAHLE.C Pro/oci Directorate 1-3. 88/04/13 KOBEfl.fl W Rochester Gas A Electric 
Corp. 3pp. 45148.357-45148359 


8603250248 Informs 
Adams ptojeci mat 
RUBENSTElN.l.S 
18. Aflifia lion Not / 


H. Periodic operating reports A related cores spondeiwe 

8804010238 Forwards Part 3 ol plant environ radiofogicat A melaoro'ogic&I roonilormQ 
rept.W/o encI ” 

EENIGENBUHG.E, Commonwealih Ed.8on Co 09/03/18. OAVIS.A B Rea'on 3 Ole 
of Iho Dioctor. 2pp 45058 081-45058061. 

DOCKET 69-243 OREGON STATE UNIV. RESEARCH REACTOR 


8804280044 Forwards table listing status ol current licensing actions on plant. Table will 
be levlsed lo telteci changes in dales lor compleiien A/oi new Issues that need li- 
censing reviews. 

STAHLE.C. Project Directorate l-3. 88/04/20 KO0ER.R.W, Rochester Gas A Electric 
Corp 4pp. 45276:090-46276:093. 

8804260214 Forwards table Ifsling facility llceose action Target dales shown lot util A 
NBR.Tables could be revised to roffeot changes In dales lor compiolion A/or Issuns 
that need licensing review. 

STAHLE.C Piojed Olrecloreie 13. 88/04/20. KOBER.R W Rochester Gas A Etecinc 
Corp. 4pp 46276-280-46276-292. 


P. Operating iicenaa alage doeumente A correspondence 

ol NRC relocation to stated address Mailing address unchanged A 
lagei A TSM'chaeis back-up project manager. 

Slandardrzation A Non Power Reactor Projecl Oiteciqtaia. 68/03/ 
issignerf 3pp 44858.080-44859 062. 


O. tnspecllon reporte, IE BiiUetlne A oorrespondence 

8804120407 NoUficatlon of Significant Licensee Meelmg 68 032 on 880323 w/u1il in 
Bochesler.NY lo discuss SALP. 

COWGH.L.C.J. Region 1. (Mo ol the Dlreclor. 88/03/02. Region 1. Ole ol the Oifeoiof 
2pp. 46090:349-4M90;344. 


8803250248 Inlorms 
Adams project mar 
RUBENSTEIN.L S 
18 Aififiation Noi / 
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6603210090 SuppI I 10 NRC Inlo N’olice 87 044. ••Th:mblo Ti/Do Th nnlng ii Wosling- 
tioi/so Reactors " Svc list end 

nOSSl.C E Diviston oJ Oporationat Events Assessment (Post 870411) 88/03/20 
Consoioatod Ed son Co oi New York. Inc i2lpp. 44995- 126-44995 246 

0603220296 NRC Inlo Notice 88 010. "Matts LIconsoos Lack ol Mgt Conlro'S Over Li* 
censed P/oqrams " Svc list end 

CUNNiNCk/AM.R E D.vislon ol Indjstnal & Medical Nuclear Saloty (Post 670729) 88/ 
03/28 Consolidated Edison Co ot Now York. Inc tOSpp 44995 247-44995:353. 

6B040503S5 Forwards Exam RopI 50 244/88 -0201 Ol Oxam admi.ni91ercd on 000212 
GALIO.H.M. Region 1. Ofc ol Ibo Director 88/03/28. KOOER.R W. Roctieslei Gas S 
Eleclitc Corp 2pp 45032 059-45032 080 

•>6804050368 Exam Rapt 50-244/88-02OL on 880212 Exam results reactor operator 
candidalo passed Section 3 ol wntiot) oxam.Waivor ol Sections 1,2 & 4 gianted. 
SILKO ESELGROTH.P Region f. Ole of tho Director 88/03/25 20pp 45032 061 
45032080, 

$804060141 Ack rece.pl ol 880205 Hr inform.ng NRC ol Steps lakon to correct violations 
noted In Insp Ropi 50-244/87-27 

GALLO.n M Region 1. Otc ot the Director 88/03/28 KOBER.n W. Roctioaier Gas 8 
Etaciric Corp ip 45074 069 45074 073 

-8804060144 Rosponds to NRC 880108 Itr to violations noted in Insp Ropt 50-244/87- 
27 Cotroclivo ecilons all PAID discrepancies Idonlilied or to do Idenlillod Irom slotod 
sourcos Will be addressed & task lorco lotmod 

SNOW.fl M Rochostor Gas & Electric Corp 88/02/05. RUSSEL L.W.T. Region i. Ole 
ol the Oiroctor 4pp. 45074 070-45074 073 

8804060130 Forwards Insp Ropi 60-244/88 03 on 880215 18 & notice of 
violation Woaknossos Idoniiiicrl In areas ol posting & laboling.lovel ot mgt oversight & 
■rivonlory sys lor higti radiation area koys. 

8EIA.AMY.H R Region 1. Ole of the Ouedor. 88/03/20 KOOER.R W Rochester Gas 
4 Electric Corp. 2pp, 45046.250-45040:207. 

-6604060135 Noi-ce ol violation from msp on 8002 1 5- f O.Vlo’alions nolod:on 
e802t5.group ol lour individuals noted working on prossurizor inlormodlaio 
p’atlocm.posted hiotk radlatioit area in cocuainmont 
* Region 1. Ole oiihe Director. 88/03/29. 2pp. 45046:252-45046.253. 

-8804060136 Insp RepI 50-244/68 03 on 0802lS-l9.Violalions rioted Ma.or areas 
inspected radiation protection program during oulago. including posiing S laboling.mgl 
organwaiton & controls, walntno & quaWicahons S axiornat exposuio controls. 
WEADOCK.A . LOESCH.R . SHANQAKY.M M Region I. Ole ol the Oiroctor 80/03/ 
24 14pp 45046 254-45046:267 

6604010266 NRC Inlo Notice 66 01 1. "Poiontial Loss ol Motor Control Cir 8/or Switch- 
board Function Duo to Faulty Tie Bolts." Svc list end. 

ROSSI.C.E Division ol Oporational Events Assessment (Post 87041 1). 08/04/07. 
Consolidated Edison Co. ol Now York. Inc 124pp. 45408:202-45407:05l. 

8804140074 Responds lo NRC tiulloLn 88-001. "Ooleda In Wosiinghouse Circuit Oroak- 
ors" Plant does not tiavo Woslinghouso circuit broakors suM lo tiullolin 
SNOW.B A nochosior Gas S Electric Corp 86/04/07. nuSSELL.W.T Hog'on I. Ole 
ol the Oiroctor Ip 45155 027-45155 027 

$$04060370 NRC Into Notice 68-012. "Ovorgroas'ng Of Elocitic Motor Ooarings." SvC 
list oncl. 

ROSSI.C E. Division of Onoraiional Events Assessment (Post 870411). 00/04/12 
Consolidated Edison Co oi Now York. Inc. I23pp. 45165.028-45165: 160. 

8$04280063 Advises that 071023 resnonso lo roquost lor addi info ro US Tool & OiO 
OA/OC of wolds for spent fuel pool rack al plant accoptablo.bnsed on ulil review of 
accoplabiliiy ol racks & disposition ol dollclonclos found In util Insp 
STAHLE.C. Piojoci Oireciorole 1-3 88/04/15, KOBER.R.W. Rochester Gas & Electric 
Corp 2pp, 45276 094 45276.005. 


R. Periodic operating reports & related correspondence 

8604220120 Monthly operating repi lor Mar 1086 W/oe04l5 Hr. 

MCMAMAnA.AE.. 5NOW.B A Rochostor Qas & Etoctrlc Coip. 80/03/31. 6pp. 
45216-211-45216 216. 


S. Reportable occurrences. LERa & related correspondence 

8604140044 LER 8B-002-00:on 880308,lovol Ol boric add slorago tank loss than 2.009 
gallons in violation ol Tech SpoesCausod by partial plugging ol level sensing 
linos Sensing linos cleaned prior lo declaring lank opotable.W/680406 llr. 
8ACKUS.W.H. SNOW.B A, Hochosier Qae & Electric Corp 88/04/06 0pp. 

45152 162-45152:170. 

8804140147 LER 86-003-00 on 8803l0.roaclor trip occurred due 10 low steam ganoratot 
A level coincideni w/sioam How leedwator flow mlsmaich Causod by unanllcpated 
nCS lemp control problems. Plant 8lebliized.W/88040d Hr. 

8ACKUS,W H.. SNOW.QA Rochester Gas & Electric Corp 88/04/08 7pp 

45 152; 1 20-45 162: 128 

8804180442 LER 88-004-00 on 8803l4.tube leak delected in steam gonoiaior B Caused 
by missed call from rocont aleam ganerator edriy currant Insp program Eddy current 
data analysis procedures updated w/8804 1 2 Hr. 

BACKUS,W.H-. SNOW.B A, Rochester Gas a Electric Corn. 88/04/12, t3pp 

45106 248 45196:260 


V. Operator Examinations 

8804050355 Forwards Exam flopi 50 244/S8-02OL ol oxam admlnisletod on 880212. 
GALLO, R.M. Region 1, Ole ol Ihe 0.rector. 88/03/28. KOOER.R.W. Rochester Gas 8 
Elecirlc Corp 2pp. 45032 059-45032 080. 

— 80O4O5O3S8 Exam Repi S0.244/68'02OL on 88021 2-Exam resutls reacior operator 
candidate passed Seclbn 3 of written exam Waiver of Sections 1,2 & 4 granted. 
SILK.D . ESELGROTH.P. Region i. Ole ol the Director. 88/03/25. 20pp 46032.061- 
45032 080. 


8804250088 Responds to FO'A requosi lor inlo to scores oi.reaclor operaio.-s & sencr 
reactor operators. Forwards requaiilicaiian exam suimaary source sheets Lsled in enci 
app w/nersonal p'ivacy mlo deleiod 

GRIMSLEY.DH D.v.s:cn of Ru’os 8 Roco.'ds (Post 870413) 08/04/19 BOLEV.K. 
Public Citizen’s Crntcai Mass Energy Project 2pp. 45213003 45213.035 

••8804250167 Package ol NRC administered requaLl'Cai on oxam resu is sjmmary 
• NRC No Dotailod Allil-at.on Given 07/07/20 08pp 452 1 3 007-45213 095 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F. Security, medical, emerganc/ & tiro proiecllon plans 


BB04060003 Forwards addi i.alo clantyirg proposed Change to N.RC 871223 phys cat se 
curily plan per &70616 (elcon Enel wiltihold (rut 10CFR73 21 & 2 79C(a)) 
MROC2KA.EJ Noitheest Nuclear Energy Co (subs ol Norlnoasi Uii'itios) 
MROC2KA.E.J. Norlhoasi Utihiies 09/03/29. Documo.'it Control Branch (Oocumoni 
Control Desk). 2pp 45047 173-45047 174 

8804060142 Forwards SALP Hepts 50-245/66-99 fi 50-336/86 90 lO' Jure 1988 - Ooc 
l987.U|il Should bo prepared to discuss assessments & any p’ons to impiovo petlor/n- 
anco 

RUSSELL.W.I Reg on 1. Ole ol tho Di.'Octof 80/03/29 UROCZKA.b J Noitheast 
Nuclear Energy Co Isubs ol Nerthoast un’itios) 2pp 45D45 325 45046 C63 

-8804060147 SALP Ropts 50-245/06 99 & 50 336/86-99 lor Juno 1986 • Dec 1907 

• Region l. Ole ol tho D rector. flO/02/25 97pp 45045 327 45046 063 

6004080269 Rev 3 lo emergency plan in^lomonting procedu.'0 (EPIP) form 4211-1. 
"Station Emc.'goncy Organ rat.on Load Oncall Position Managers" Rev 82 to EPIP 
form irrdox & 600331 llr end 

MROCZKA.E J. Norlhoasi Nuc'oar Energy Co (subs ol Northeast Util i es) 
MROCZKA.E J, Norlhoasi Ui-lities 80/03/31 Opp 45123 289 -15123 206 

8804200028 Forwards Resident Insp Rapt 50 245/68 03 o.n 800209-032l.No v-ciaiions 
noted Perlotmanco Haws noted in timely (mplomoniation of Tech Spocs amends & 
continued occurronce of high radiation area doors be ng loll unlocked. 
BEnENHAUSEN.L Reg on 1. Ole ol the 0‘roclor 80/04/ tl MROCZKAE J North- 
oast Nuclear Energy Co. (subs, ol Norlhoasi Uti'iiios) 2pp. 45231 106 45231 1 18 

-8804200033 Rosldcnl Insp Ropt 50 245/08 03 on 880209 0321. No unsalo plant condi 
lions noted Major aroas Inspecied phys cat 8ecurily.8603l2 reactor 
8cramflufvel!lar»ca.ma.nt.unlockod high radiation area doois.LERa 8 comintiou acLvi- 
llos 

MCCABE.E C Region i. Otc ol tho D rector 08/04/07 ilpp 45231 1C6 45231 Il6 

8804220227 Advises that rovised post-Lro sale shutdown methodology conlotms w/ro- 
quiromonts ol Secl ons H1G3- & HIL of App R.tOCFRSO & ecceplab'e.poi 861210 
Kr.Tochrilcal evaluation Ropt SAlC-a7/3084 end 

BOYLE.M L F’roioci Diiociorato 1-4, 88/04/14 MROCZKA.E J Northeast Nuclear 
Energy Co (subs ot Northeast Uirilios). 2pp. 45201 126 45201:148. 

—8710060577 "Toclmlcal Evaluaiicn Ropt Miilstoco Njcloat Power Staticn. Unit i.Posi 
Flfo Shutdown Evaluation.App R." 

• Scionco Applications inlornatOnal Corp (lotmerly Scionco ADp’icailons. Inc ) NRC- 
03 07-029. SAIC-87/3004 87/10/02 NRC • No Ooiai'od Alliliat.on Gvon. I7pp 
4520t-.t30-4520t.t46 


8894260287 Forwards terrporary change lo physical socuMy plan re proleclod area 
boundary Rev withhold (rol 10CFR72. 700(a)). 

MROCZKA.E J.. ROMBEHG.W D. Norlhoasi Nucloai Energy Co (subs ol Nonheosl 
Uinilios). MROCZKA.E. J Norlhoasi Uli'illos. 88/04/22 Documoni Control Branch 
(Oocurneni Control Desk) 2pp 45201 268 45281 207. 


H. General cotroepondence 

8804070291 Commonls support ng proposed rulo lOCFRSO ro loakego lesling ol con 
taipmerxt lo permit use of mass po.nt method as allernalive method tor caicu'aling 
coniainmont leakego rates Mass point method moro accurate fo/ calculating rates 
MROCZKA.E J Connecticut Yankee AlonTc Power Co MROCZKA.E J Nontioast Nu- 
cloar Energy Co. (subs, ol No'llioast Utilities) MROCZKAEj Northeast Uiilii os 88/ 
03/31 CHllK.S J. OHico ol tho Secrotary ol the Commission 3pp <5021 i04- 
45021 186 


I. Financial Informaliait 


6804140014 Forwards Connecticut Ltgtnl & Power Co & Wostoro Massachuseus EloclHc 
Co "Annual Ropt ]937,'' por 10CFR50.7 1(b) Norlhoasi Nuclear Energy Co hnancial 
ropt will riot bo ava-lab!o until on or about 080427. 

GUGLIELMO.F.J. Norlhoasi Utilities. 88/04/07. OHico ot Nuclear Reactor Regu'ation. 
Director (Post 070411) ip. 45122:337-45123 050 

"8604140017 "Annual Ropt 1987.” 

FOX.B M,. ELLIS.VV.B ConnocHcul Light & Power Co. (subs oi Northeast UhLiios). 
37/12/31. 43pp 45122.330 45123 019 

-8804140022 •Annual Repi 1987 " 

FOX.B M . ELLIS. W O Wosiern Massachusetts Electric Co (subs of Nonheasi UiJi- 
tfas) 87/12/31 3lpp 45123:020-45123:050 

8804260249 Informs that payment ol thud quarterly insiallmeni ot 1988 annual fee pet 
f OCFR171 will bo wlro Uanslorrod on 880420. 

MROCZKA.E.J. Connocl cut Vpnkoe Atomic Power Co MROCZKA.E j. Nodhoasi Nu- 
clear Energy Co. (sobs of Northeast Uliiiites). MROCZKA.E J Northeast Utiiiilos 08/ 
04/18 Document Control Branch (Document Control Desk) 2pp. 45258 292- 
45258:203- 
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J. Ijisuranee & intismnliy Inrormailon 

88D40701tS Nollies Coinniiss.ion ot amounl of p/operiy insurance covetaga cuitonil/ In 
lorca lor racilii.8s Types ol coverage & irrarkels listed 

MROCi!KA,t.i Northeast Muclaar Energy Co. (subs ol NoiAbeasi Ullit«s). 
MROC2KAE.J. Nociheasi Unites 88/03/30 WOOD.R Po'icy Dovelopmeni & Tech- 
n-cal Support Branch (Post 8/0411) 2pp 450S2 082.45022.093, 


K. (Jtltil'y Final Safety Anslyala fteporl (fSAR) & amends 


8803220296 NflC lf*lo Notice 68 0)0. "Malls Licanscos LacV o* Mgt Centre's Ovc l'- 
consed Programs “ Sve (isi or^cl 

CUNNlNQKAM.R £ Bjvisiori ol Industrial & Medical Nuclear Saloiy {Post 6/0/29) 88' 
03/28 Consol'daied Edison Co ot Nevv Ycrk, litc t08pp. 44995 24/-440&&;3S3 

8804060142 Forwards SAtP Repis 50.245/66 99 S 50-336/86-S9 tor Juno I9£6 • e'en; 
1987 UM should ho prepared lo dscuss assessmertts & any ptanj to improve peiforri 
art CO. 

flUSSElt..W.T Region i. Ole ol Ihe OJoctor. 88/03/29 MROCZKA.EJ NO’iv'if 
Nuclear Energy Co (subs ot Northeast UtiLl'es) 2pp 45046;325-45046 C63 


8804050005 Rev 2 to updated FSAR tor M Mstorw Unt t W/880329 lit 
.VIROC2KA.E J Northeast Nuclear Energy Co (sohs. ot Northeast Utr'itlee). 
MROC2KA.f J Northeast Ui. '11/03, 88/03/29 725pp 45058 321 45060 325 


P. Operating license stage documents & correspondence 


8603240426 Genonc Ltr 83 06 lo alt power reactor licensees S applicants re retnoval ot 
orgat)i;atiOn charts trom Tech Spec adm.rfsl/alive control requ'temenle.Svc list and 
MinAGUA.FJ Associaie Oitecioi toi Pio|acls (Post 87041 )> 68/03/22 Consolidated 
Edison Co. ol New YorJi. jnc. 47pp. 44972:10 7 44972:163. 

86033)0207 Appticahon for amend lo Licerv&e OPR-2t.Bdtiihg I'cense condition le Inie- 
grated rmplementaiion scnedule "Mi.lsiorte Nuclear Power Slailon.Unit l.lnieg/aied 
rmplemortietion Schedule Piofrrarn Plan" onci Fee paid 

MnOC2l0t.E J ttorttioast Nuclear Energy Co. (subs ol Northeast Unities). 
MflOCZKA.E J Northeast Ufil.iies 66/03/?4. Document Coniro) Branch (Document 
Control Oesk) 7pp 44961 327-44961:342 

*-68(>4040f98 "Millstone Nuctear Power Siaiion.Unil t.inieg/aled Imprementalion Sched- 
u.'e Program Piar* " 

• NortF.eas) NuCteat Energy Co (s-jbs ol Northeast UtCitios) 88/03/3) 9pp 
44061 334 4496), 34? 

88040)0009 Forwards Amend )6 to Ltcenso OPR -21 & safety evaluation Artsend ciat). 
fies faci.'.-ty exclusion area boundary by changi/vg Tech Spec 5.1, "S'le Design Fea- 
lures ” 

BOV1E.MI. Project Oirectofate I-a, 68/03/28. MBOC2KA.E.J Northeast Nuclear 
Energy Co. (subs ot Northeast UUHFes). 2pp 44920 338-44920 347. 

-68040)00)) Atnond )6 lo Ucense OPR-Zt.ctanlying tacvSvy exclusion area boundary 
by chanang Tech Spec 5 1. "Silo Degioo Features " 

SiOlZ.J F. Prefect Directorate 1-4. 88/03/28 Spp, 44920:340-44920.344, 

—8804010013 Safety evaluaton supporting Arnend 16 lo Liconso OPf).2l. 

* Ol/ice of Nucioar Reactor Regulation. Director (Post 870411). 68/03/28 2pp 
44920 345-44920 347. 

8804060262 Forwards nolce ot consideraiion ol issuance ol amend to License DPR- 
21 .changing Tech Specs to provide lor operational llaKib'kty by aHowing s'ngte lo^ 
opprason at roducect power in event ma.-nt of recirculalion pump. 

SOVLE.M.I. P/ojec) Oweciorate 1-4, 88/03/28 MROCZKA.EJ Northeast Nuclear 
Energy Co. (subs, ol Northeast LftiMies) 2pp. 450)7 286-45017,29), 

-8804060287 Nol'ce ot conside/aL-on of Issuance ol amend lo License DPfl.2l & op- 
portunitY lor hearing on 8706)/ request re operatienal (leKib.iity by a'towing single 
loon ope/akon ai reduced power in event ma.-ni ot recircu.'aiion pump 
STOL2.0 F P/o)cct D/ecloraie 1-4 88/03/28. 4pp 4501 7.288-4501 7;291 

8604060066 Generic Lti 88 07 lo power reactor licensees 8 applicants re rnodified en- 
forcement policy concerning )OCFR50 40, "Environ OuaLTicabon ol Electrical Equip- 
ment Importani lo Satety lor Nuclear Power Plants ” Sve list end 
MIRAGLIA.F J Associate Director lor Proiecis (Post 87041 1), 66/04/07 Consolidaied 
Ed-son Co ol New York. Ino 49pp 45)e4;237-46)64:2e5 

8804 (20423 Forwarr/s payment on invoice lor costs Incurred dunr>g NFIC review ol Revs 
B a 9 to Topical Rep) NU-OA-). 

MROCZKA,E.J Conneclrcut Venkee Atomic Power Co MRQC2KA.E J Northeast Nu- 
clear Energy Co (subs ol Northeast Uuiiiies) MROCZKA,£ J Northeast Utitilios. 88/ 
04/08 Oocumeit) Contro) Branch (Oocumeni Coniro) Desk) 4pp 45091 OOi- 
46091004. 

980427023) Submits cornmonts supporting proposed rule lo ensure that presence el 
NflC Inspectors on power reactor sites should not be announced to licensee 
personnel licensoe feels rule makes sense bul not pracfcable 
MflOCZl^.E J. SEAflS.CF. Northeast Nuclear Energy (subs ol Northeast Uli.'i- 
les) MflOCZKA.E.J Nofthoasi Ublibes 89/04/lfi. OocVoCng & Services Branch. 3oo. 
45244 247-45244:249. 


8804299282 Advises that Tech Spec rev re spocitic distance (or lakrng vadiation meas- 
urements m areas where dose rates exceed 1,000 mrem/h will be processed 5 sub- 
mitted to NRC to provide improved & constsient program ori high racTalian areas. 
MflOC2KA,6 J . ROMBERG.W.O. Northeast Nuclear Energy Co (subs, ol Northeast 
Ublii.es) MflOC2KA.EJ Northeast UUtiiifls 86/04/22, Document Control Branch 
(Oocufivent Ccivtiol Desk). 2pp. 45282 tat -45282.182 


Q. Inspection teporta, IE BuUaltns & correspondence 


8803300412 Provides cla/ificaiiorv oi commilntanls re IGSCC & acoustic emission (AE 
teak daiectjon sys Revised overlay design calculftlion using methodology accepiabli 
to NRC provJded. 

MR^ZKA-E.J Northeast Nuclear Energy Co (subs oi Northeast Utilities) 
MttOCZKA.E J. Norllteasi Utilibes 88/03/25. Document Control Branch (Documon 
Control Desk) 2pp. 44979.140-449/9. 14) ' 


88833)0043 Despo-nds to NBC Bulleiin 88-00). "Delects )n Westnghouse Orcuii 810a 
era ' Two reactor trip breakers & two reactor «tp bypess brevets svA! to butlat 
used at MiHslone Urtii S-Mam pole shaft weid insps completed by 860225 
MBCyC2KA.E J. Connecticut 'Tankee Atomic Power cio. MROCZKA,E.J. Northeast N 
Northeast Ubtiboa) MROCZKA.EJ Northeast UViMtoa «( 
03/25 RUSSEtt.W.T. Region (. Ole oi the Oi/ecior. 2pp. 44964; )36-44^-137. 


M032 10090 Suppl 1 lo NflC Into Notice 87 044, "Thimble Tuba Tfwmlng In Westing- 
house Reactors." Sve Jist er>cl 

fiOSSt.CE. Division of Operational Events Assessment (Pos) S7041T). 88/03/28 
Consolidated Edison Co, 01 New York. Inc. 121pp. 44995 128-4499$ 246. 


-8804060147 SALP Ftopls 50-245/86-99 4 50-330/86-99 tor Juno 1906 • Doc 195/ 

* Region I. Oto ot the Di/ocior 88/02/25 97pp 45045 327-45046.063 

8B04070319 Forwards addi into re util 8/0512 rosponso to Generic LIr 07 05 Ue'd'led 
vfsual-frisp ot eight 1-inch dran I nes & ulirason-c thickness measurerr.onis on drywe I 
she)) plaies edfacent to sard cushion conducted during leluol'ng oulago 
MROCZKA,EJ Northeast Nuclear Energy Co (kibs ol Nortt oasi Ct-iiesl 
MROCZKA.E J. Northeast Uti;itins 68/03/31 Oocumeni Control Branch (Oociurcrt 
Control Oesli) 12pp 45048:245 45048 256 

8804130306 Advises thai NRC rev-owed Into provided in oM 860314 Ur. Tech Spe* SM' 
lion 3/4.6 & essocinlert bases. Current insp rnterval ol 16 months plus/m n-s 25% 
ptoper Inleival 

BOVLE.M.l Pro, ‘act Oiroclorato 1 4 88/04/06 MROCZKA.EJ Northeast Nuclca/ 
Energy Co (subs ol Northeast Uti-'ilies) 3pp 45103 163-45103:165 

88040 10256 NflC Into Notice 88 01 1. "Poteniial Loss ol Motor Conirol Clr S/or Sw:": 
beard Function Doe to Faulty Tio Bolts." Sve list oncl. 

ROSSl.CE. Division ot (Relational Events Assessment (Post 870411). 89/04 19/ 
Consolidated Edison Co 01 New York. Inc i24pp 45406 292-45407 05 1 

880420002& Forwards nosldent Insp Ropi 50-245/86-03 on 680206-0321 No vie>a'icAS 
noted Performance Haws noted m timo.'y implementation of Tech Spocs amends 8 
coniioucd occurrence ol h‘gh radiation area doors being tell unlockod 
BETTE NHAUSEN.U. Region 1. Ole ol the 0-rec(or. 86/04/11. MnOC2KA.E J. Nor:T- 
easi Nuclear Energy Co (subs ol Northoaai Utilities) 2pp 4523t:t06 45231 )10 

-8804200033 Resident Insp Repi 50 245/86 03 on 800209 0321 No unsa/e plonl condi 
tions noted Major eiees inspected physical secuitty.OflOT)? icarcr 
scrani.8urvo-l.'ence,malnl.unlockod high radiation area doors.LEfls S cornmiiloo aclv. 
ties 

MCCAOE.EC Region t. Ole ot the Dkottor 88/04/07, tlpp 4523) 108-4523) DO 

6804060370 NflC toto Notice 88 012. "Overgreasing at Electric Motor Bearmgs" Sv: 

nOSSl.C E. OrviSipn ot Operational Events Assessment (Post 870411) 80/04/12 
Consol-dated Edison Co 01 Now York. Inc i23pp 45)65 028-45165 150 

8004200506 Rosponds to NRC 880216 Ur re violations noted in Insp Reot 60-245/8/ 
.33 Util lo ma.'nl8fn Incroased awaronoss & sensitivity ol need to promptly In/c'/n NRC 
of plant conditions having love) of signihcance ol failed leak lest 
MITOCZkA.E.J. Northoast Nuctoei Energy Co. (eubs ol Northeast lll'li"rcs) 
MnOCZKA.C.J. Northeast Ui.lHos 68/04/14 BETTENHAUSEN.L Region 1. 0(c ol 
tno Director. 2pp 45239 059 45239 060 


R. Pertodlc operating reports & related correspondence 

88041300S4 MortWy operating toot tor Mar t966.W/66040B III 
NEWSURGH.G . aCACE.S E. Northeast Nuclear Energy Co (sobs of Northeast U:i’- 
ties) SCACE.se. Northoast utilities 88/03/3t 6pp 45131:053-45131 058 


S. Reportable occurrences, LERs & related correspondence 

B&04Or0O49 LER 87-029 Ol on 670?24.atmosphotlc control sys valve t-AC-tO tagged 
out & rernovod tor rout mo malni Isolating standby gas ireaimenl sys tor prima-y 
containment. Caused by operator lailuro lo recognize Interlock. W/600329 lir. 
YAPCHANYK.OJ.. SCACfc.S.E. Mortheas) Nrittear Energy Co. (subs, ot Northeast U’-il 
Ities) SCACE.S E. Northeast UtrUles 88/03/29. 4pp 45030:347-45030 350 

8804140036 LER 80OO3-OO:on 8903l2.ffe8clor scram on low walot !ov«f 
occurred.Caused by (eed pump trip Feedwater pump A low suction prossure switch 
replacod.recnlibf & tested satisr8clorily,W/880407 ltr 

LlNOSAY.E J . SCA(iF.S£, Northeas) Nuclear Energy Co (sobs, ol NorlTiessl VJi't'' 
I'os). SCACE.S E. Northoast Utihties 80/04/07. 4pp 45142 26 1 45142 264 

8804)40042 LER 98 002-00.on 80O3lO.dlscovor6d that SP 1060, “tnservice insp Pro 
gram Pomp Vibrabon 6 Hydraulic Test" lor sve water pump C missed.Caused toy per- 
sonnel error.Methods (or surveiiiance scheduLng changed W/a80407 ltr. 

BIQIARELD.M J.. SCACE.S E. Northeast Nuclear Energy Co (subs, ol Noriheasi Uiilr 
lies) SCACE.S B. Northeast Utilities 86/04/07 3pp, 45 1 33:001-45133 003 

88041900)9 LER 88 004-00 on 8803)8,discoverod potential to/ ECCS pump sudo-n 
strainers to tout vr/iibrous insutation debns.Ceused by insullicSont area ol axis'ing 
strainers Strainers repleced W/8804t2 ltr. 

KANE.S.E.. SCACE.S.E Nortneasi Nuclear Energy Cto. (subs, ol Northeast Uhlii'es). 
SCACE.S e Northeatl Utilities 80/04/12 4pp, 46197 0)0 45 19?. 043. 


DOCKET 50-247 INOIAH POINT STATION, UNIT 2 


F. Security, ntetUcs), ernergency & lire protection plane 

0804120337 Forwards tevtsert page lo 871214 proposed amend lo security plan Page 
withheld (rel 10CFn2.790(d) i 73 21) 

BRaM,S. 8. Consrrfidaled Edison Co. of New York. Inc 88/03/30 Document Ctorlio' 
Branch (Document Conirol Desk). 2pp 45135 :33e.45135 337. 

680439007) Forwards notice o) wAhdrawa) ol 8)0907 appticaiton to emerid License 
DPR-26 & supersedes 850802 application re (.re proiecbon reouiremems 
SLOSSON.M.M. Project Oirectorala 1-1. 80/04/21. BRAM.SB Consolidated Edison 
Co. oi New York. Inc. 2pp, 45322 288-45322:288 



DOCKETED ITEMS 27 


— 88042900SI Notice ol withdrawal ol 010807 application lor amend 10 Liconsa OPH- 
26irivising Tech Specs lo incorporate roquiramcnis ior alterr>ate safe shutdown sys 
Sl OSSON.M Project Oiiocioraio I- 1 08/04/21 1 p 45322 208 45322 208 


O. Advisory Commiitee on Reactor Safegusrefs reports ft correspondence 

8804140215 Subm-is summa^ ol aciiorts d.scussed at ACR5 335lh mooting on 880310- 
12 In Washinylon.OC.including ACRS repis/ recommondat.ons.othor 
aciions.agrocmonis.asslgnmenls & requests S tuiure agenda 

KEnn.W. ACRS ■ Advisory Cornmittoe on rtoaclor Saieguards. 88/03/24 2ECH.LW 
Cominissionofs. 4pp 451 IB'l72 451 16 175 


P. Operating license stage documents ft correspondence 

8804190020 "Heaclor Conianmoni Uldg Iniogralod Leakage Rolo Test Types A.B & C 
Periodic Tost ■■ W/8a0408 Itr 

ORAM.S D ConsoLdalod Edison Co ol New York, Inc 87/12/31, Hepp 45198 267- 
45199 051 

8803240426 Generic Lir 08 00 to a'l power reactor licensees S applicants re romoval ol 
organiration chans (rom Tech Spec adm n sirativo control requIremonts.Svc list enci 
MIHAGLIA.F J Associate P rector lor Projects (Post 87041 1) 60/03/22. Consolidated 
Edison Co. ot New York. Inc 47pp. 44972: 107-44972 153. 

8804130266 Notification ol 880413 meeting w/ull In Rockville.MO to diSCuss util pro- 
posod containment hoot removal Tech Spec tor plant 

SLOSSON.MM Protect D rocloraie 1-1 88/04/06 CAPRA.R A, Project D roctorolo I 
1 3pp 45102 357-45 102 359 

8804080088 Generic Hr 88 07 10 powol roacloi liconsoos & applicants re modiiiod on- 
lorcomonl pokey concerning iaCFR50.49. "Environ Ouallhcadon of Electrical Equip- 
moni Important to Saloiy lor Nuclear Power Plants." Sve list end 
MIRAGI.IA.F J Associate Oiroclor lor Projects (Post 8704 ll> 08/04/07. Conso'idalod 
Edison Co ol Now York. Inc 49pp 45164 237-45164:285 

8804220220 Requests teo lor 880122 application lor approval of proposed sloam gen- 
eiatof tube o^em schedulo (ot leci'ity. 

OIGGS.R M. Liconso Foe Management Qranch 88/04/15. DRAM.S. Consolidated 
Ed son Co of Now York. Inc Ip 45200 283 45200 263 

8604260085 Forwards apphcaiion for amend to Licenses OPR-5 & OPn-26. incorporat- 
ing administrative changes lo organization cliarts Foo paid 

DRAM.S 0. ConsoLdaied Edison Co. of Now York, Inc. 68/04/15 Document Control 
Ufonch (Oocumont Cooirol Desk) ip 45282 052-45282 06 1. 

-8604260090 Applicalion tor amends to Llcensos OPH-5 & OPR 26.841000109 Toch 
Spec Figures 3.1,3 2.6 2.1 & 622 lo rolled adminisiraiivo changas to organization 
cnane 

BRAM.S. Consolidaiod Edison Co. ol Now York, Inc 08/04/15. 2pp 45282.053- 
45262 054. 

-8804280093 Proposed Toch Specs Figures 3,1.32.8 2.1 ft 822 leriocting sdminisifs- 
tivo changes to organization charts 

' Cortsolidaiod Edison Co of Now York. Inc 08/04/15. 7pp. 45282.055-45202.06i 

6604260292 Roquosis schodular extension ol l‘mo porm llod lor completion of implo- 
mentation of safety assessmont sys/SPOS until 880331. Extension noodad lo com- 

S lote 2.200 h availability tost ft associated documonlelion 
RAM.SB. Consol-dated Edison Co. ol Now York, inc 88/04/19 Document Control 
Branch (Document Control Desk). 3pp. 46251:070 45251:072. 

6804290071 Forwards rvoUco Of wifhdrawel of 010607 eppllcefion to emond License 
OPR-26 ft supersedes 050802 app'icatlon 10 lire prelection roqulromanls. 
SLOSSON.MM Project Diioclerato l-t 86/04/21 BRAM.S.O Consol dated Edison 
Co ol Now Yolk. Inc 2pp 45322 286-45322 288 

-8804290081 Notice of wilhdrawol of 810807 applcatlon for amend to License OPR- 
26.revislng Tech Specs lo incorporate roqulremonls lor allornale safo ehuidown sys 
SLOSSON.M. pto-oct OifOClorata 1-1 88/04/21. ip 45322 280-45322:208, 


O. Inspection reports, lE Bultelins ft correspondence 

8804130407 Notification ol 880317 SALP Board Mooling 08-033 w/uhl In King ol 
Prussia. PA to discuss inglonal evaluation phase ol SALP. 

SWETLAND.P.O Reoton 1. Ole of Iho O-toefer. 06/03/03. Region f, Olcot tho Duec- 
tor. 2pp 451 16:357.451 16 368 

8803280066 Forwards Insp RopI 50-247/88 04 on 87020 f>29.NoviO'laiions noted. 
WEN2INGER.EC Region 1. Ole ol the Director 80/03/17, BRAM.S Consolidated 
Ed son Co. ol New Vorx. Inc. 2pp 44961:209 44961.219 

-0803280066 Insp Rapt 50 247/86 04 otf 8(i02Qt -20 No vlolattons nolod Maiof aroas 
inspected oporailons.m8inl,8urve.-llance.roviow ot periodic ft special repts.LER 
lollowup.allegaiion re security ft IE Bulletin 67-001 rol'awup. 

SWETlANO.P Reg'on 1. Ole ol the Oirectoi 88/03/16 9pp 44961:21 1-44961:219 

8803290123 Forwards Insp Ropi 50-247/87-37 on Dec 1987 - Jan 1988 & nolico ol 
violalfon.Ack receipt ol response to violations noted In insp Repts 50-247/87-25 ft 67- 
32 ft util 860126 Ur responding Id ailegalloiis of Improper valve malnl. 

WENZINGER.B C, Region I. Ole ol tho Director. 88/03/22. BRAM.S. Consolidated 
Edison Co ol New York, Inc. 2pp 4492 1:166-44921: 169 

— &8032'9O127 Noltco ot vfotatibn from insp Itom Ooc 1087 - Jan 1@0S. Viotaffon 
noted. OAO- 23 Condition I trip ropi lor 880125 trip not revlowed at rogutarly scheduled 
Station nuclear safety committee meeting on 680126 
* Region I. Ole ol the Director 88/03/22 Ip. 44921:167-44921:107 

-8803290132 Insp Rept 50 247/87-37 during Doc 1987 . Jan 1988.Vioiaiions 
noted Major areas inspected implomeniellon of correctivo acl-ons lolfowing 880103 
steam generator dryout event & l-ceneae actions on ptevioualy Wonlitied Insp lindings 
SWETLANO.P. Region I. Ole ol the Direciot. 88/03/22. 22pp. 44021:168-44921:189, 


6804080139 Forwards response lo NBC Suroin 68-002. "Rapidly Propagating Fat Qua 
Cracks In Steam Ceneraicr Tubes " Response summa'izes actions taken by util 
beloro issuanco ot buiiohn ft Into prev-ded in 871 123,1217 ft 1223 lira 
BASILE.J A Consol tfatod E<Jfeci> Co ol New York, inc 86/03/25. RUSSELL. W 
Reg on 1. Ofc ol the Oiroctor. I24pp 45C64 064 46064 187. 

8803210090 Suppi 1 to NRC Into Notice 87-044. "Thimble Tube Th narg in Wesi-ng- 
house Readers •• Sve list end 

ROSSI.C.E Division ot Oporat-cnai Events Assessment <Post 870411) 08/03/28 
Conso’idated Edison Co oINow York. Inc 121 pp. 44995.128 44095 246. 

8803220296 NRC Into No‘'ce 88 010. "Mat-'s Liconsoos Lack of Mgl Controls Over Li- 
censed Pfogianns " Sve I st oncl. 

CUNNINGHAM.R E Division ol Industrial ft Mod cot Nue'ear Saloty (Post 870729) 88/ 
03/28 Consolidated EOiso.n Co ol Now York, inc lOBpp 44095 247-44995 353 

8004120227 Notiticalion ot Mgt Moeimg 88 050 w/uli! on 600412 in Heglon 1 to discuss 
SALP 

SWETLANO.P D, Reg'on 1. Ole cl the Direc’oi 00/04/01 Region 1. Ofc ol tho Oirec- 
101. 2pp 45080 059 45080 060 

8804120210 Forwards Insp Rcpl 50-247/68 02 on BB0ttl-f5 ft nolico ol 
deviation Apparent deviation from 860814 comn-iimonl consists ot not fov.sing motor- 
oporatod valve maini procedures lo inc'udo mtg speciliod sw.lch sellings 
JOHNSrON.WV Region 1. Ole ol the Director 08/04/06 BRAM.S ConsoLdaied 
Edison Co pl Now York, inc 2pp 45128 297-45128 306 

-8804120219 Notice of doviaton horn 'nsp on 8601 11-15 Deviation noted, motor-oper- 
ated valve malm Procedure MP- 16 44 not revised to Incljdo rtienulaciuer speciiled 
avviich suitings as ol 6801 12. contrary to 060614 commiltmont. 

■ Region l. Ole of the Director 06/04/05. ip 45128 299 45128 299 

-8804120223 Insp Rept 50 247/80-02 on 880f 11-15 Ouviailon Idemiiiod. MaiDt eioas 
Inspoctod co'teciivo actions resullng born lE Bul'oiin 85 003.enginoering ft mairtl acti- 
viies ro operaHonai read noss ol motor -operated valves 

KOSHY.T.. ANDERSON.CJ Region 1. Ole ol the Director 08/03/31- 9pp 
45126:300-45128 300 

8804010266 NRC Info Notice OB Ol 1. "Potential Loss ol Motor Control Cir &/or Sw.tch 
board Function Ojo to Faulty Tie Bolts " -Sve Lst enci 

ROSSI.C 6. D.vision ot Oporeiional Evonls As30ssmo.nt (Post 870411). 60/04/07. 
Consolidatcrl Edison Co of New York. Inc I24pp 45406 292-45407 051 

6304130052 Forwards lequosi tot adol into 10 uU 060513 ft 08i4 lesponsesto lE Oullo 
tin 85-003. "Motor Oporatod Valve Switch Settings " Response requested within 30 
days 

WENZINGER.E.C Region I. Ofc ot the Oioctor 00/04/07 BRAM.S Consoldated 
Edison Co. of Now York. Inc 3pp 45t37:109-45137:11 1. 

0004200648 Forwa'ds oddi info le (aclity second lO-yr insoivico insp piogram.pef 
030209 roqueat, 

BRAM.S B Consol dated Edison Co ol New York. Inc 68/04/09. Oocumoni Control 
Branch (Oocunnont Control Desk) I3pp 45226 172 45226:184 

8804200022 Ack rocoipt Ot 07091 1 response lo BuTolin 87-001 . "Ttiinnlnp Ol Pipe Walls 
at Nuclear Powor Plants " Into provided used lo doterm'no extent ot iniJusiry particlpa 
lion ft imp'emoniatlon ol orosion/co'toslon Insp program. 

SLOSSON.MM. Project Dirocloralo 1-1. 86/04/11. GHAM.S6 Consoldated Edison 
Co. of Now Yoih. Inc 2pp 45179 176 45170 177 

9S04060370 NRC Into Notice 08 012, "Ovorgreasing ol Elocinc Motor Bearings." Sve 

list OTiCl, 

ROSSI.C.E (kvlson ol Operational Events Assessment (Post 870411). 88/04/12. 
Consolidated Ediso.n Co. ol New York. Inc 123pp. 45165:038-45166:150 

6004200466 Responds to NRC Bulotin 80 00) re dofecls m Wesimghouso circu>l 
breakers Burotm not applicable to plant Wosimghouse Senas OS circuit breakers not 
used in any saloty tolaiad appi’eat on 

BRAM.S.B. Consolidaiod Ed son Co ol New York, Inc 08/04/12. Dor:umont Control 
Branch (Document Control Desk). Ip. 45226 207-45226 207. 

8804260133 Forwards results of sloam genarolor insetvico insp ro fol owup activity on 
g'rlh wolOs.pof 000324 tc/con. Wostinghouso WCAP w/dataViBd phoioQiaphs wH bo 
availabio if> May lOOO Cnioila lor conclusion ot piogram met. 

BRAM.S.B. Consoldated Ed.son Co. of New York. Inc 68/04/12. Document Control 
Qranch (Oocumoni Control Desk) 7pp 45239 042-45239 048 


R. Periodic opera ling reports ft related correspondence 

8803300333 Monthly operating rept lor Feb I986.W/860219 Itr. 

KRIEGER.K . DRAM.S 8. Consolidaiod Edison Co. ol New York. Inc 08/02/20. 7pp 
44945.277-44045 203 

88041 10063 Forwards cover lirs iransmilt ng monthly tnci'ily discharge moc Coring ropis 
lor All Ooc 1907. Each cover ilr accompanied by excerpis from ropis which detail ex- 
ciii&lons tiom SPQES poimit elHueiil tun is. 

BRONS.J.C Now York Power Aullioriiy (lomierly Power Aulhonly of tho Slslo of New 
York) 88/04/05. Oocumsni Control Branch (Document Conircl Desk), 3pp. 
45170:001-45170 020 

.-8804 1 1009 1 Discharge monitonng ropt lot SPOES Perirll NY0004472 (of Jut 1987. 
OASILE.J.A, Consolidated Edison Co. ol Now York, Inc. 87/07/31. 3pp. 45170 004- 
45170 006. 

-8804 1 10093 Discharge monlionng ropi lor SPPES Permit NY0004472 lor Aug 1987. 
BASILE.J.A. Consofdalod Edison Co ol Now York. Inc. 87/08/3 1 2pp 45I70 C07. 
45170008. 

-8804110097 Discharge monitoring rept lor SPOES Permit NY'0004472 lor Aug 1987. 
QASH-E.J.A. Ccnsolidaled Edison Co. ol New York. Inc. 87/09/30. 3pp 461/0009- 
45 170 on. 

"8804110127 D-SCha/ge moniloring rept for SPOES Pefm4 NY0004 4 72 lot Oct 1987. 
BASILEJ A Consolidated Ed-son Co of Now York, Inc 67/10/3 1. 3pp. 45170:012- 
46170 014. 



S. Reportable occurrences. LERs & relaleO correspondence 


Reaclot Regu'ation. Director (Post S70411). ip 46010 207-45010.287. 


661)4180374 Summary ol Operating Reactors Gvenis Meeting B8-13 on 830329. List ol 
eltendees.discussion ol events & summary ot reactor scrams end 
LANN'NC.W. Events Assessment Srancii 36/03/31. BOSSl.C.E Division of Oper- 
atiopa I Events Assessment ( Post 6704 11) i app. 45149 205-4 5 T 49 222 

6604110093 Forwa’tfs cover Itrs transmitting monthly faci'iiy discharge monitoring repts 
lot Jut'Doc 1967 Eech cover i|i accompaniod by extetpis liom lepls vrti'ch daVal ex- 
cursions from S POES permit effluent fimiis 

BRONS.JC. New VorK Powor Authority (lo'merly Power Authority of the State of New 
Yo'h) 68/04/05. Oocumcni Control Branch (Document Control Desk). 3pp. 
45170.001-45170020 


6604070206 Responds to 680129 & 0224 Itrs re allegnd hazardous practices 
u)-i Discusses evidenco ol licensoo compliance to iedoral leguiailons & nonviQrai-oi 
requirements No further action Intended. 

G.REENMAN.E.G Region 3. Ofc ol ilio Director. 68/03/31. YOUNQ.C Afhliationi 
Assigned 4pp 45029.261-45029 264. 

560406008& Generic btr 68.07 to power reactor licensoos & afitrltcents ro modfied 
torcernent po'icy concerning t0CFR50.49. "Environ QuahlicaVon ol Elecltlcel Eq' 
n^ent Important to Safety for Nuclear Power Plants " Sve list encl. 

MfRAGLiA.F J. Associate Uiroclor lor Projocis (Post 67041 1) 80/04/07. ConsoMa 
Edison Co. of New York. Inc 49pp 45164:237-45 164-205. 


-8804 110091 Discharge moRifottng ropt lor SPDES Perm It NYQ004472 lot Jul 1987. 
OASlLE.J A Consohdaied Edison Co. ol New York. Ir»c 87/97/31. 3pp 45170 004- 
451/0:006 

-8804110093 O.scharge momtorinQ rept lor SPDES Potmil NY0004472 lor Aug 1997 
BAS'LEJA. Consoiidatotl Edison Co. ot New York, Inc 67/08/31. 2pp 45170 007- 
45170 008. 

-8604110097 Oschargo monitoring ropt for SPDES Permit NY0004472 tor Aug 1987. 
BASiLE,J.A. Consotidaled Edison Co ol New York, inc 67/09/30. 3pp. 45170009- 
45176011. 

-8804110127 Discharge mon-toring rept for SPOFS Permit Ny0004472 tor Oct 1987. 
RASILL'.JA. Consotidaled Edison Co ol New York, inc 87/10/31. 3pp. 45170.012- 
45170014. 

-8804110141 Discharge monitoring tepi lor SPUES Permit NY0004472 lor Nov 1037 
6AS11E.J.A Consolidated Edison Co. ol Now York. Inc. 87/11/30 2pp. 45170.015- 
46179016 

—8804110145 Oi'scharoc monitoring rept tor Dec 1937 
BASIIE.J.A Conso’idated Edison Co. of Now York. Inc. 87/12/31. 2pp 45170:017- 
451 70.016. 


DOCKET 50-249 ORESOEM NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, e merge ncy & tire protection plana 

88D329'034l Forwards Safety Inap Repts £0-237/88 04 8 50-249/88-04 on 880229- 
0302.No vio’ations ol NRC requirements noted. 

ShaFER.W.O. Region 3. 0!c ot the Direclof. 88/03/18. REEO.C. Commonwealth 
Edison Co. 2pp. 44976 232-44975.24a 

-8803290343 tnsp Repts 50-237/38 94 & 59 240/88 04 on 880229-O302.Mo violal ons 
Ol NRC requKoments noted.Major areas inspected observation by four NRC repre- 
sentatives ol key funci'Ons 8 locations during annual emergency preparedness esor- 
CISC. 

PLOSKl.T.. SNELL.W. Region 3. Ofc Ol the Ofrectoi. 68/03/16. 16pp. 44975234- 
44975 249. 

0804260078 Rev 1 to Sale Shutdown Procedure OSSP 010- 1. "Sate Shutdown Paths 
lor Exiensivs Plant Damage" A flew 4 to Emergency Plan Implementing Procedure 
EPIP 209-20, "Control Room Evacuallon/Safe Shutdown .." Revised tables & indices 
encl 

• Convnonwoafth Edison Co. 39/04/07. 000pp. 45251:122-45252.097. 


P. Operating license stage documents A correspondence 


8804180098 Confirms 6804 tB mgi menling w/ulil at Region Ml ofc lo d<scuss perte 
ance of plant.per 880407 teicon 

CREENMAN.E G. Region 2. Otc ol Iho Director. 88/04/1 1. REEO.C Commonwo. 
Edison Co. Ip 45145 354-45145:354. 

B8042S0039 Forwards Rev 50 10 CE-1-A, "OA Program lor Nucfoar Oonoral;ng ! 
tio/is." Revs being made to reflect organizational changes. 

MORGAN. W E (Sommonweolih Edison Co. 08/04/ 1 8 DocumonI Control Oroi 
(Documenl Control Desk), ip. 46261.273 4526 1 299. 

“88042B0069 Rev 50 to "OA Program lor Nuclear Generating Stations." 

’ Commonwealth Edison Co Ct-1-A R50 88/04/18. irpp 45261:274-46261.299 


0. Inspection reports, IE Bulletins A correspondence 


8803299341 Forwards Safety Insp Repts 60-237/88 04 & 60-249/88 04 on 8802 
0302 No Violations of NRC requirements noted. 

SHAFER.WD. Regon 3. Otc ol the Oiiecior. 88/03/16 REEO.C. Commonwo, 
EdiSOtvCo. 2pp 44975 232 •4497S.a4a. 

-8803290343 Insp Repts 60-237/86-04 & SO 249/68-04 on 680220.0302 No violatl 
Of NRC requirements noted Major aroas Inspected: observation by lour NRC re| 
sentalives ol key luncl ons 8 locations during annual emergoncy preparedness o: 

PLOSKl.T, PAn£RSON.J.. SMITH.M. Region 3, Ofc of the Director. 86/03/16 1( 
44975-234-449 75:249. 

8603210090 SuppI 1 to NRC Info Notice 87-044. "Thlmblo Tube Thinning in West 
house Reactors." Svc list encl. 

HOSSl.C.E. Division ol Operational Events Assessment (Post 870411). 60/03i 
Consolidated Ed son Co. oi New York, inc l21pp. 44995:126-44905:248 

8B03230296 NRC Into Notice 88 OlO. "Mails Licensees Lack of Mgl Conirola Over 
censed Programs " Svc list oncl. 

CUNNINOIMM.R.E Division of Industrlei A Medical Nuclear Safety (Post 670720}- 
03/28. ConsoLdaled Edison Co of New York. Inc. 106pp. 44995 247-44995'353. 

8804060423 Forwards Safety insp Rapt 50-246/68-06 on 680216-0316 No violal.- 
noted 

HARR1SON.JJ. Region 3, Ofc ol the Director. 88/04/01. REEO.C Commonwo 
Edison Co. 2pp 45072.082-45072:100. 

-B804060432 Insp Rapt 60-249/88 06 on 88021 6- 18, 22-26,030 1-04. 10 & 14-16 Fins 
stallaiians deviated from original specs roanalyzed.approvod A coriecii 
iniHalod.Major areas Inspected previous Insp findings Irom safety eys mod repts. 
GAVULA.JA. SCHAPKtR.j.F.. SMITH.J.F^ Region 3. Olc of the Director. 68/04, 
I7pp, 45072 084 45072:100. 


8803300265 Appttcatioc^ tot amends to Lfcensas OPR- 19 A OPR -95.1 ev&ng Tech Specs 
10 clarity ejpplicabiiity ol conlainmenl oxygen. Fea paid 

JOHNSON.! M CommonwealUi Edson Co 8B/03/t8. MUHLEY.T.E OiCce oi Nuclear 
Reactor Roguiatiorj. Oireclor (Post 87041 1). 3pp. 44975 337-44975.355 


8804060505 Forwards Safely insp Repts SO 237/87-30 A 50 249/87-29 on 070£ 
880316 No violations noted. 

HARRISON.J.J. Region 3. Olc ot the Director. 68/04/01. REEO.C. Commonwo 
Ed. son Co. Ip. 4S092.04 7-45092; 100 


-8803300257 Proposed Tech Specs.clan lying applicabi'ity ol conUtomaiH oxygen con- 
centration. 

* Ccmmonweallh Edison Co. 88/03/16. 16pp. 44975340-44975355 

6603240426 Geneitc Ur 88-06 to all povvor reactor licensees A applicants re removal ol 
organization charts Item Tech Spec admin sirsUvo conirot requirements.Svc list encl. 
MIHAGUA.F J. Associate Oiiecior lot Projocis (Post 870411) 88/03/22. ConsoMdalsd 
Edison Co. of Now York. Inc. 47pp. 44972:107-44072.153. 


8804018085 Advises that currenl practice re undervoltage trip adequately meets safety 
Intent ol Tech Specs Table 3 2.2 A aocoptable. Temporary waiver ol 2 months grant- 


HOLAHAN.O. Assistant Oireclor for Ragion III A Region V Reactors. 88/03/25. 
flUTTERFlEtO.O Commonwealth Edison Co. 2pp. 44921:344-44921:355. 


-8884010087 Requesis lemporary waiver ol complianco for Tech Spec 3.2 2 re under- 
voUage selling Iq/' 4 kV retays.Basts lot Ikst level 4 kV onder-votlage relay seMmQS 

SI LADY. J A. Commonwealth Edison Co 88/03/23. MURlEY.T.E. OHico of Nuclear 
Reader Regulation. Director (Post 870411) 4pp. 44921.346-44921:365. 

8804110064 Applicaiion lor amends to ticensaa OPR-19 & DPR-25. correcfcng d-scrap- 
ancy betwoen Table 3 2.2 value lor 4 w emergency bus underwoHage trip (3002 
volts) A current trip value (2,930 vo!i8).Fee paki. 

SIIADY.J A. Commonwealth Edison Co. 88/03/28. MURLEY.T.E. Office ol Nuclear 
Reactor Regulalio.n. Director (Post 8704 1 1). 6pp. 45142066 45142.078 


-8804080511 insp Repts 50-237/87-30 A 50 249/87-29 on 870903-86021 1. No vi 
Cons noted Major areas Inspected previously identilred noncompliance A unrosoi 
items A onsite followup ol events at operating lecilibcs 

GAVULA,J.A . HU8EB.M P.. DANIELSON.D.H. Region 3. Olc ol the Director. 80/ 
01. 30pp 45092.048-45092. 1 00. 

8804070169 Ack toceipl ol 871129 A 860315 responses to 871113 allegations le t 
anon protection A Illness for duly issues al plant. Responses adequate A no fui 
questions or requests at this lime. 

NORELIUS.C.E. Region 3. Olc of the Director. 88/04/01. REED.C. Commonwo 
Edison Co. Ip. 45024:354-45024:354. 

8804120368 Forwards Insp Repts 50-237/66 05 A 50-249/88-05 on 880130- 03t 
notice ol viOlaiion.No reply to notice of violation required 

FORNEY.W.L Region 3. Ofc of the Director. 88/04/06 REEO.C. Commonwc 
Edison Co. 2pp 451 42.079-45142.095. 

-8804130376 Insp Repts 50-237/88-05 A 50-240/88-05 on 880130-0317. Vioiat 
noiod.Major areas inspected pro^ous insp findings. operational se 

vQillicaifon.loMowup ol events, LER loUawup.Inlo notice followup A mgi meolings. 
RING.M A Reg’on 3, Olc ol the Director. 88/04/05. t4pp. 45142:082-45142.095 

680401035$ NRC Into Notice 88-011. "Potential Loss of Motor Control CM A/or Sw 
board Function Due lo Faulty Tie Bolts." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/04 
Consolidated Edison Co. ol New York. Inc. 124pp 45406 292-45407 051. 
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8804060370 NHC Into Not.ce 00 012. ‘Overgresslng o* Erecinc Motof Boa'Ings " Svc 
list end 

ROSSI.CE Oivison of Opetai.onal Events Assossmcnl (Post 070411) 80/04/12 
Conso'idBiod Edison Co of Now York. Inc 123pp 45 165 020-45165 150 

8604200498 Conlirms plans made bolween J Silady & OE Jonos to 600502 rnooi-ng ai 
plant silo to pioscni SALP 7 ropi Appiopnate co/porato & plant mgl rnquested to be 
piosenl 

QREENMAN.EG Region 3. Ofc of the D.focio/ 68/04/13 HEED.C Commonwealth 
Edison Co 2pp 45174 352 45174 353 

8004250326 Confirms p’ans discussed on 080414 between H 8l.ss & G VaiiSickle re 
upcoming 880506 mooting w/util to discuss response to IE Oullet n 65-003. 
GREENMAN.E G Region 3, Otc o( Iho Director. 08/04/18 REED.C Commonwealth 
Edison Co 2pp 45251 120 45251:121 


R. Periodic operating reports & related correspondence 

B804220163 Forwards conocipn to "Elfluont S Waste D.$posel Somannual RepuJan- 
Juno 1087" Estimated percent ot major nuclide composition tor Irradiated 
componenis.conwot tods.olc modvortoritly vncludod in icpt.No such waste shipped 
EENIGENBURG.E Commonwealth Edison Co 87/12/10 DAVIS.AQ Regon 3. Ofc 
of Iho Oifoctor Ip. 45254.136-45254 137 

-8804220185 Coireclod "Ellluent & Wasto Disposal Somlonnual Rept. Jan-Juno 1907 " 

• CommonwoBith Edison Co 87/12/31 Ip 45254:137-45254 137 

8804010238 Forwards Pari 3 ol plant environ radiological A motoorological monitoring 
rept W/o onci 

EENIGFNOURG.C Commonweatth Edison Co. 88/03/10 DAVIS.AQ Region 3. Otc 
ol Iho Uiroclor ?pp 45050 061-45058 061. 

3804150406 Monthly opuratmg roots lor Mar 1688.W/880407 Hr. 

MAXWELL.OC. EENIGENDEHG.E Commonwoallh Edison Co 80/03/31 lOpp 
45103 104-45183 203 

8804270062 Forwards corroctod radioaclivo elfluont rept for Jul-Oec 1 987. Final data lor 
listed ulomonis Included 

EENlGENQUnG.E Commonwealth Edison Co 88/04/12 DAVIS.AQ Region 3. Ofc 
ol the Director Ip 45217:241.45217:257 

-6804200110 Corroded "01110001 & Waste Disposal Semiannual Ropi.Jul-Ooc 1987.” 

• Commonwoallh Edison Co 87/12/31 16pp 45217:243 45217 257 


V. Operator Examinations 

6604250068 Rosponds lo FOIA request lor Into re scores ol reactor cipcraiors & sonior 
reactor operators. Forwards roqua'ilicailon exam summary source sheets l.sied in onci 
app w/personal privacy Into dololod. 

GRIMSlEY.D H Division ol Rules & Rocoids (Post 870413) 80/04/19. BOLEY.K 
Public Cihron's Crtllcal Mass Energy Project 2pp, 46213 003-45213:095 

-8604250167 Package ol NRC administered roqualiliCHlion oxam results summary 
• NRC No Oelailod Afli'ial on Given 87/07/20. 08pp 45213 007-46213 095. 
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F. Security, medical, emergency & lire protecllon plans 

6803250291 Forwards Insp Rapis 50 250/87-54 & 60-251/B7-54 on 871228 860110 8 
notice of Vi'olalion Evaluation should bo performed to ensure ihat root causes lu<ly 
Idonlifiod & corrected, corroded. 

REYES.L.A. Region 2. Otc ol the Director. 88/03/18. CONWAY.W.F. Florida Powo/ & 
Llgm Co 2pp 4492 1 :00 1 4402 1 .028 

—8603260292 Notice ol vlolailon from insp on 871228-8801 l8.Vlolal-ons noted Plant 
Change Mods 85-175 & 85-176 not corroclly translated into operating procoduies A 
sys doscripiion A Halon sys not reeslabllshoa within 60 a time iniorvai. 

REYES.L A Region 2. Ole of the Dirocior. 88/03/18. 4pp, 44921 003 4492 1:006. 

6604010005 Discusses 080302 mooting w/ulil on silo ro util Indepondeni mgl appra sal 
plan A mgl on-shill program. Plant status repi, update on plant work order bacldog A 

S ualily Improvement program loam ropi also Included In meoling agenda. 
iRA(iE.J N Region 2. Ole ol iho Director. 88/03/22 WOODY.C O Ftorlda Power A 
Light Co epp 45010 068-45010:073. 

8803290363 Revised emergency plan implomonling procodures.including Emergency 
Procedure 20109. "Crdorle For A Conduct of Local Evacuations," 20110. "Criteria For 
A Conduct of Owner Area Evacuation" A 20201, “Maintaining. ..." W/0BO323 Mr. 
CONWAY.W F Florida Power A Light Co 88/03/23 22pp. 44978:242-44978 263 

88 040600 10 Forwards revised response lo nolico ol violation A proposed Imposition ol 
civil por^alty noted In Insp Repta 50-260/67-38 A 50-261 /87-47.per Enloicomont 
Aollon BA-87.179 Ends withheld (ref 10CFH2.700(d) A 73 21) 

CONWAY.WF Florida Power A Light Co. 68/03/29. Olo ol Enforcement (Posi 
B70413) 3pp. 46048:076-45048:077. 

6604200199 Emergency Plan Implemeniing Procedure EP 20105, "Emorgoncy Ro 
sponge Facilities W/8004 11 Hr. 

CONWAY.W F Florida Power A Light Co, 88/03/29. 13pp. 451 77:195-451 77:207. 

8604070179 Forwards response lo NflC 880225 Itf re viotaiiona noted In Insp Repis 50- 
250/66-03 A 50-251/00 03 Interlace between enginoering A const w/aecurity being 
inwoved Response wlthha'iCHiet 10CFR2.790 A 73 21). 

CCjNWAY.W F- Florida Power A Light Co 88/04/04. Oocumeni Control Branch (Oocu- 
mont Control Doak). 2pp 451 15:031-451 16:032. 

8804200278 Conlirms 880421 enforcement conference to discuss emergency prepared- 
ness i8Su8S.per 880325 lelcon. 

GnACE.J N. Region 2, Olc of the Director. 88/04/08 CONWAY.W.F. Florida Power A 
Light Ck) 2pp. 45177.294-45177:297. 


-8804200286 Nolificalion ol 830421 enfcrcomcni conloie.'ice w/u!l in Homeslead.FL ro 
ememency preparedness issues. 

CRLfNJAK.R V. Rogo-n 2. Olc ol the Dirocior. 80/04/08. Regon 2, Ofc ol Iho Diroc- 
ior. 2pp 45177 296 45177 297 

68Q4IS0270 Forwards Rev 13 to physical socu/ily p*an Rev withheld (ret IOCFR2.790fd) 
A 73 21) 

CO.NWAV.O.F Florida Power A Light Co 88/04/11. Oocumoni Control Branch (Oocu- 
mon! Control Desk) 2pp 45198 261-45108 262 

8904250009 Forwards Insp Ropts 50 250/88 01 A 50-251/e8 01 on 800222 25 Viola- 
tions noted :n rept u.sder cens'derailon for escaieled onforcemeni act on.Enfcrcemont 
conloronco scheduled for BB0421 No notice issued currently 
GRACE.J N Regon 2, Olc ol the O.recior 08/04/12 WOODY CO Florida Power A 
Light Co. 2pp 45247 346 45248 012 

-86042S0011 Emergency Response Facilities Appraisal Insp Hepis 50 250/06-01 A 50 
25 1 /G8 01 on 880222-25 Violations noted Me, or areas Injected seteded procedures 
A ropreson’aiivD records A omorgency response lacil.iies A related oquipmeni 
TESTA.E O . CUN.NINGHAM A L . DECKER.T fl Regon 2. Olc ol the Oireclor 88/04/ 
08 25pp 45247 348 45248 012 

8904 160242 Forwards corroded page changes to proposed rev to physical aecurtiy 
pfan.por 880322 lolconRov inccrporaios m scollaneous amend A search requirements 
rufe change. Rev withheld (>ol I0CFR73 21) 

CONWAY,W F Florida Powor A light Co. 08/04/13 Document Control Branch (Oocu- 
moni Control Desk) tp 4520B 203-45208 293 

0604200473 Partial responso to FOIA roquest ro fire proioclion Forwards App E 
(focumonis App DAE documonis avai'ablo In POR.App F documoni compfoiofy wiih- 
hold (rot FOIA Exompllcn 5) 

GRIMSLEY.D H Division of Hu'es A Records (Post 870413) 08/04/14 JONES.C R. 
Allil-ation Not Assigned 5pp. 45208.037-45206 043 

"8804200579 AdviSes ihai Fire Proloct on Steering Commillee has rocommondod Ihat 
each region make one lOCFRSO.App R-lype Insp lor each lacility lo assess status ol 
compTanco w/ 10CFR50 48.Pfogfom lisiod 

CONlON.T E fleglon 2. Olc ol the Dirocior. 84/11/06 HEHOT,A n Reg on 2. Olc of 
Iho Director 3pp 46200 178-45206 176 


Q. Adjudicatory correspondence 

6804280143 Inil'al decision (spent tuol pool expansion).* Arr.onds ill A 105 lo Li- 
censes OPn-3l A OPR-4l.rospecbvoly.is3uod by NRC on 841121 shall remain in lull 
force A ollocl w/o rnod. 

LAZO.R M . COLE.H.F , LUEBKE.E A Atomic Safety and Licensing Board Panel /7208 
Bin 88/04/19 53pp 45209 265 45209 317. 


H. General correspondence 

6003310206 Comment o.n proposed ru'e l0CFR50.App J ro primary roacior containment 
lodkogo lasting lor waler-coolod power icaciora Util endorses add lion of mass poini 
meihodology to accopiablo loakego rate ca'cu'alional methods 
CONWAY.W F. Florida Power A Light Co. 88/03/25. Oockoiing A Services Branch 
ip. 44964 0 74-44984:074 


J. Insurance A Indemnity Irrtormallon 

9803310268 Forwards Endorsomonis 1.2 A 3 to MAEl U Polcy MW-29 A NELIA Polcy 
NW-93 

8UCKLES.J A Marsh A McLennan. Inc 08/03/21. DINIT2.I Olllce ol Nucioar Reac- 
tor Regulation. Oireclor (Post 670-1 If) 2Spp 44904:308-44984:332 

8603300400 Discusses nuclear property Insurance programs ior ensile property 
damage 

CO.NWAY,W F Florida Power A Light Co 88/03/25 Documenl Control Brarch (Docu- 
mersl Control Oosk). 2pp. 44967:243-44967:244. 


P. Operating license stage documents A correspondence 

8803080286 Noiificalon ol 880315 meeting w/uiil in Rockvilfu.MD lo discuss operability 
A Tech Specs lor compone-nt cooling water A intake cooling water sys 
EDISON.G E. Project Dirocloraio 11-2. 80/03/02. BERKOW.H N. Projocl OirDclotote 11- 
2 3pp 44633 364-44633 356 

6804040096 Noiif-cailon ol change ol moaling dale from 880405 lo 0-108 w/ull In 
Rockvii'o.MO to d-scuss survellence Tech Specs lor containment vessel 
tendons Agenda end 

EDISON.Q.E Pro eel Difociorato 11-2 88/03/21. BERKOW.H N Project O iociotale II- 
2. 2pp 44972 213-44972 216. 

68041 10218 Nolificalion of cancofed 660408 meeting w/uti In RockvFlo.MO lo dscuss 
surveillance Tech Specs lor coniainmenl vessel tendons. 

EDISON.G E. Prejocl Dlrocloraie II 2 88/03/21 BERKOW.H N Project D recioraie II- 
2 2pp 4SO70:33(>-45O7O331. 

8803240426 Generio LIr 68-08 to alt power reactor hconsees A appllcanis re removal of 
organUallon charts from Toch Spec adminisl'allvo control roquiremonts Svc list end 
MIRAGLIA,F.J. Assodalo Okoctor lor Projects (Post 87041 1 ) 88/03/22. Consolidated 
Edison Co. ol New Yoik, Inc. 4 7pp. 44972.107-44072:163. 

66040 10006 Discusses 660302 fnealmg w/uHt on site re util independent mgl appraisal 
plan A mgi-on shift prograrn Pfani status rapt, update on plant work order backlog A 
quabw Improvement ptoQtatn teem rept &%o itvcluded In meevng agenda. 

QRACiE.J.N flogion 2. Olc of iho Director. 80/03/22. WOODY.C O. Florida Power A 
Light Co. epp. 45010.068-45010:073- 

6804130011 Summary ol 880315 meeting w/ulll In Rockviile,M0 re Toch Specs A opor- 
abil.ly of Intake cooling water A component cooling water sys. 

EDISON.Q.E. Pro, act Dlrocloraie 11-2 88/03/29. Project Directorate 11-2. 24pp 
45101:117-45101:149. 



30 DOCKETED ITEMS 


ft60‘(070176 Fofwafds fe USl A 46.Gene<vc Lit 67-02. "Vetii ca>-on c,i 

Scisn^'C Adequacy of Meehan cd! tqb prnenl ii Opo'atiRg Reactors " Rosuits of s.te- 
specii.'C val-jo/itnpacl analyses m hand & meet vnii ho sche^'uied 
CONWAV.W F- Fionda Power & tigni Co 89/03 73 1 Oocomeni Coonol firarvetv (Oocu- 
fnoni Contiot Desk) Ip, 45024 355-45024;355 

S304 110074 AppLcaton for amarids tO L cer.ses OPR-31 & DPR-J 1 .tevis tig Tech Spec 
3 .4.4 to require appi^cabihly In Modes 1.2.3 & 4 & ei.o'w one CCW HX to be out of sve 
fw 72 h AC'..on requ-'err.e.nis rev.sert lor consistency. 

CONWAV.W F. Florida Po^er S Light Co 88/04/04 Oocumani Convot Biar.cn (Docu 
mem Conlrol Oaskj. Opp 45131 089 45131 lOO 

~8604110878 Proposed Toch Specs.requ''nng appl-cabi-'ty ol Sedon 34.4 in Modes 
1.2,3 & A.atow-rg one CC\V HX to be O0I ol Sve tor 72 h & revis ng action require- 
ments to be cons.s'ont w/modes speci'.ed n Table t.i 
■ Florida Power & Light Co 88/04/04 3pp. 45131 098-45131:100 

8604120257 Forwards desenpton ol 8701 16 request to amend Licenses 0PR-3t S 
CPfl 41 to allow reipe;.ng shu’down margm of 5% & basis for proposed change.per 
fJflC rawest 

CONWAV.W F. Flondfl Power & Light Co flB/04/05 Oocu-nent Control prench (Docu- 
ir.em Control Oesk). lOpp 45135.298-45135 311 

-8S04I28272 Proposed Tech Specs ro reactor subcr-tical ma.'g n 
‘ Ftorioa Power S Light Co 88/04/05 5pp. 45135 508 45135 31 1 

8804120422 Forwards summaiy repi ot ir.ioyreted schedulo geneia'od for Feb 
1988 Changes to schedules discussed in sumirary reviewed w/mombers ol NRC in 
accordancn w/iniegraled schedule c'an. 

CO-S'VVAY,w F. Florida Power & Ligni Co 68/04/05. Oocomont Control Branch fOocu- 
ment Conbcl Ooskl 3pp 45096,3!>7-46030 359 

880408098 8 Generic Lir 88-07 lo power reactor I censees & epplicanis re mod'Led en- 
lorcemeni pol-cy concenTng 10GFR50 49. Enviioo QuaW-caWn of ElecWcal Cqj-p- 
mem important lo Safety (or Nuclear Power Plmis " Sve list enci 
WfRAOLlA.F i Associate Director lor PrOjOCls IPost 070411) 88r04/07 Conso'ideiod 
ed-son Co, ol New York. Inc 49pp 45164 237-45164 285 

8884180204 Forwards onviion assessment a 1-001.19 ot no s-gmlcanl impact re oti) 
871222 Tech Spec ebango request lo rev sod dc power sources lo make closer to 
SIS 

EOISON.GE Prt^t O-reclotalQ 11-2 B8/04/07 CONWAV.W F Honda Power S Liqtit 
Co. 2pp 45149 298 45149 302. 


-8804180227 Environ assessment & find no ol no s gniLcani impact to B71222 Toch 
Spec cfiange/OQuosI.es supplemenind by 630317. revising surveillance & last requ ra- 
ments lor oc power sou'ces.por STS. 

B£flKOlV.»tN Pfoioci Oirectorata 11-2 86/04/07. 3pp 45149300-45149 302, 

B604220I91 Forwards notice ol considetaticin ol issuance ol emends lo Licenses DPR 
31 8 CPn-41 & proposed NSHC tlotermuiaiion A opportunity for hear.nn on 880404 
request re componeril cooimg water HXs. 

EOiSON.G E Projwl Chrectoraio « 2 68/04/08 CONWAV.W F Florida Power a Llqhl 
Co. 2pp 45200.338 452f)0 340. 


-8804220293 Noheo ol consideration ol issuance ol amends to Licenses DPfl-3i & 
DPR 41 & proposed NSHC deiermmalion S opporlunty lor hearing Amends change 
Tatb Specs re componeni coo’-ng water HXe 

EDISON G E. Project Dirccioraie 11-2 69/04/08. 9pp 45200-340 45200 348 


Forwards 3omraa.-v tepi ol integrated schedote genetaied tor monlti of Mar 
1988 Schedules discussed in rapt relied into as ol issuance dale ol 860315 Firsi inlo- 
graled schedc'le regu-'aloty ropi will be Issued In May 1966. 

CONWAY.W.F. f Uytda Powei & Light Co 88/04/ 13 Oocumcm Contiol Branch iDocu 
mem Control Desk) 2pp 45236:205-45235 206 


8604270172 Forwards sumaiarv ol mg(-on-shili lepis including initial tept? ol shill 
Si^ervisors.par 671010 order. 

CONWAV.W F Florida Power & ilghl Co 88/04/ 13. GRACE. J N RogJon 2 Ofc ot lbs 
Ouecior 40pp, 45244:302-4624 4:350. 

6804220245 Foiwaids Encrcon Svcs.lnc "Indepandent l/gt Appraisal," per NRC 871019 
order Analysis ol repl lecommendations underway. Oorails ot & schedules lor implo- 
rrentalon wri be lorlhcoming.per order. 

HUDiBUHGJJ Florida Power A Lichl Co 88/04/16 GRACE 3 N. Region 2 Ofc i>l 
ikeOioctor 2pp 46247028-45247 144 

—8804220247 'Tndfipendenl Mgl Appraisal." 

• Enercon Services 88/04/18 I15pp 4524 7 030-45247; 144, 

FNERCOV Sves Inc. ' Independeni Mgt Appraisal. ' per EA-a7- 
086.did 67lOI9Rocemtrondations curienily ba ng enplyzed A details of 8 schedules 
for iitip'em'!Ma'..on wi'l be lodhcan-.ihg m accotdance w/'ordet.W/o encl 
HllDIBllRG.J J Florida Power A light Co 88/04/18 GRACE JN Region 2 Ofc ol 
Ino Drecior 2cp, 45344 234-45244 235 

6804280239 FoAwards achedufe for rov-owol revised Tech Specs rev project lor Un-ts I 
S J.Ptoposed changes extensive A absoibed cdnsiderabfe resources Uom oW A NRC 
A enjecled lo Itivolve ©xlens.vo discuss'ons In future. 

EOISON.G e. Project Directorate ti-2 68/04/18 CONWAY, Wf Florida Power A Liqhi 
Co 3pp 45266 318-45266:320 

8804280470 Forworda Amends 127 A 12 1 to licenses OPn-31 A OPR-Jl. 

evaluation A noi'ca ol issuance Amends re-rlse dc povvof sources 
Toch Spec# towards STS by opgradi.ig baifory A battery chargor surveiilaoco A lesi 
requirements. 

EOlSON.G e Projecl Oirectoraia (1-2. 88/04/19 CONWAV.W F Florida Powai A Liohl 
Co. 2pp 452/0322 45270340. 


-8B0428049B Noiico of issuance & avai'ab.ity cl Amends 12-/ A 121 10 Licenses DPR- 
31 S DPR -41. respect, vely. 

tOISCN.G E. Pro.-eci Oteciorale 11-2 88/04/18 2pp 45270 339 45270 340 

8804290070 Forwards safoly Bvaiuaion suppo't-ng approval 01 iccr>seo Tropical flcpl 
NrH G-6 A accepting proposed rneihodoiogy oesentod in l-cunsco lop-cal rep; on 
PWR lattice phys.es iTreihodolDgy. 

LAiNAS.GC Assistani O.recior for Rogo-o ii Readers 88/04/19 CONWAV.W F 
Flo/ida Power A light Co 6pp 45324 216 45324 245 

-8804290076 Safoly ovalusbcn supporti/'g licensee use Ol RETHAN con-puler cods lOi 
sys transient analyses A approwlng licensee iopicei ropt on PWB latbce phys-cs moth- 
odo'pgy 

■ Assistant 0.roclO' Icr Rog-on II Reactors 88/04/19 7pp 45324 221 45324:245 


0. Inspsclion reports, IE Bulletins A correspondence 


8803260178 Forwards Exam Ropt 50250/01 8301 admimsiorerl cn 88012628 Ic.' 
Units 3 A 4 

JULIAN.CA Hcgcn 2. Otc ol the 0.reclor 88/03/14 WOODY CO F'onaa Power A 
light Co 2pp 44914 267-44915:163 

“8803250181 Exam Repl 5O-25O/OL-80 01 on 880126 28 lor Umis 3 A 4 Exam 
resuHs eighi son.or roaclor operators passod oxaois 

ARiLOSEN,J. MUNRO.JF Roqon 2. Ole ol Iho O rector 88/03/10 150pp 

44914 269 44915 001 

8803290323 Fcnwaids >nB,r> Reels 50 250/BB-04 A 50-251/88 04 cn 880222 26 No v-O- 
lai-o-is or deviaiio-hs noted.Un'eco.'vocI iierjis idoniiiied <n repl wi'i be pursued dur.ng 
luiL'io fnsps 

HEROT.AR Recion 2. 0(c ol Iho Cicctof 88/03/U WOOOY.CO Tlonda PoAOi A 
IrghI Co 2pp 44975 258 44975 277 

-8003290325 Insp Ropls 50-250/88 04 A 50 251/83 04 cn 880222-26 No violations or 
dev‘alions notod.Ma)or areas inspociod liceosen actions cn previous Dnlorcorno-n; 
matters, housekcop-ng A mail rdeniilication A conliof 

KLElNSCRGE.W.P . NEWSOME,R W . BLAKE.JJ Region 2 Olc Ot the 0.ieCtO>* 88f 
03/09 18pp. 44975 260-44975 277, 

6803260005 O-SCosses Insp Hepts 50 250/87-44 A £0-251/87 44 on 87i010 1112 8 
proposed vio'ai on re man-pulabon ot rcaciiv.iY controls by non beensed shiit lecn.n- 
Cian on 870913.contrary to lOCFRSO 54M 

GRACe.JN Reg-on 2. Olc ol Ihe CWectot 88103/17 WOODY CO F'onda Power A 
LighiCo. 2pp 44912 001-44912 002 

8903250291 ror«8«dS Insp Hepls 50-250/87 54 A 50 251/a/.54 on 07l?20- 8801 18 & 
notice of violai'onEvaluat'on should be pailormed to ensure that root causes fuMy 
identified A corrected corroded 

REYES.l A Region 2. Olc ol iho Oitecio: 98/03/18 CONWAV W F flot da Powei A 
Light Co 2pp, 44021 001-44921 028 

-6903260292 tlotice ol violation fio.Ti msp cn 87i228-8dt)il8 Vco'al-o.ns r.oiod.Riani 
Change Mods 85-175 A 65-176 not correctly translated mio eperat-og procedures A 
sys descript-on A Halon sys noi roesiab’isheo with-n 60 s time interval 
REYES.l A Regio.n 2. Olc ol Iho Oueciof 88/03/18 4pp 44921 003 44921 006 

-8003260294 insp Repis 50-250/87-54 & 50 251/87-54 on 071220 880118 Violations 
noted Major areas inspected d-teci tr»sp al s-ie ol annual 8 monthly surveitianco.rr-ainl 
observations A reviews.opo/ahonal selety.faci'-ty mods A pfam ovents 
6HEWER.OR , MCELHINNEY.T F . SCHNEBLI.G A Reg on 2 Olc ol Urn D-rocter 88/ 
03/18 ?2pp 44921 007-44921 028 

8804010226 Ack rocoipl Ol 880309 Hr inlo-'ming NRC ol steps taken 10 co'rcci vio'alicms 
noted in insp Bepis 50-250197-06 & 50-251/87-08 Impletneniation ol cciioctivo ac- 
tions wi.'i be exarnined du/mg future Insp. 

HERD7.A R RoQ-on 2. Olc Of the Oiroclor 80/03/23 CONWAV.W F Florida Powci A 
L/ghiCo Ip 45031 123-4503t 123 

89032IOOSO SuppI 1 lo NBC Info Notice 07 044. 'Thiirb'e Tube Thinning in Wesbng- 
house Heaciois " Sve list onci 

flOSSl.CE Division ol Operational Events Assessment iPosi 8704 11). 88/03/28 
Consa'idaied Ed son Co ol New York. Inc 121pp 44995 I26 44995 246 

8803220296 NRC inlo Nobce 88-010. "Malls Licensees Lack of Mgl Contro's Ovc-' li- 
censed Progiams." Sve bsl encl 

CUNNINGHAM. R E O.visionol induftlfial 8 Medical Nucieat Saloly {Post 070729) 86/ 
03/28 Consol doted Edison Co ol New York. Inc. lOfipp 44995 247 44995 353 

8804010183 Forwards salety ovRtutttion to 880203 reqoesl Icr teiiel Item visual tVT-2) 
oxam ol ropa-red CRD housing. Hole! granted 

BERkOW.HN Project D.rectOtaie tl-2 88/03/28 CONWAV.W F Flonda Power A 
LighiCo 2pp. 44921) 314.44920 321 

-8804010198 Safety ova'ualion re request lor rel'ef iiom visual exam oi repa red CRO 
housing Rofiel grsnted 

• Pioject Directorate fl-2 88/03/26 5pp 44920 3l6 44920 321 

8804060010 Fonwards revised rosponsd to notice ql vioiaticn & proposed wposition oi 
Civil penally noled in insp Repis 50-250/67-3B A 50-25 1/87-4 7 per Enforcement 
Action EA-87. 179 Ends w.ihhe10 (rel 10CFFt2.7&0(o) A 73 21) 

CONWAV.W F Florida Power A LIghi Co 09/03/29 Olc Ol Enlorcemoiil (Posi 
870413) 3pp 45048 075-45048 077 


-8604260484 Amerris 127 A 121 lo Liceases OPR-31 A OPfl-41.fespoctivoiy. lovis-no 
do power sources Tech Spec towards STS by upgrading station ballenes A batleiv 
charceie sutvoiliance & last tequirnments. 

aERROW.K.N Projeci Diiactorole 11-2 88/04/16 12pp 45270 324-46270,335 

Safely evalinVon suppo-ttna Amends 127 & 121 to Licenses OPR-31 A 
D?H-4 i.rospeci.vely. 

^Ice ol Nuctear Reactor neyuiahon. Diroewr <Poal 870411) 88/04/18 3dp 
45270:336 45270338 


8804080238 Forwards Insp Hepts 50-250/88 06 A 50-251/88 06 on 88030/- 1 i No v.o- 
lat-ons or deviations noted 

COLUNS.OM, Reg. on 2. Olc ol iho O.-tedor. 83/03/3 1. CONWAY.W.F Flonda Povin' 
A Light Co 2pp 45100 078-45100 091. 

-8804080240 Irusp Hepls 50-250/88 06 A 50 251/88 06 on 880307-11. No vioiai-ons or 
devmiions noteid Mdor areas inspociod plan I chemisiry A corrosion 
nOSS.W-J. ADAMOVIT2.S.S . KAHLE.J.B Region 2. Olc Of the Director 08/03/23 
11 pp 46100061-45100.031. 
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8804070179 Foovards losponss lo NRC 600235 Itr re violations noiod In Jnsp Ropis 50 
250/08 03 & 50 251/08 03 Intoitaco boiwooi) enannon/iQ & cons) w/seciyii[y being 
improved Responso withheld (lel 10CFR2 /90 & 73.21). 

CONWAY.W F Florida Power & Light Co 0B/OA/O4. Oocumont Conlrol Branch (Docu 
ment Control Desk) 2pp 45 1 1 5 03 1 -45 1 1 5 032 

060 4120345 Fonvards rosuiis el nonradiologicat conlirmatory measuromoni samples 
analy70d during tnsp Rqpis 50-350/88 06 & 50-251/60 06 

CONWAY.W F- Flonda Power & Light Co 88/04/05 Document Control Branch lOocu- 
rnonl Control Desk) 2pp 45089 301-45000 302. 

8804010258 NRC Into Notice 88 Oil. "PotenUal Loss ot Motor Controt Ctr &/ot Switch- 
board Function Duo to Faulty T lo Bolls " Sve hsi onci 

noS5l.CE. Division ot Operational Evorris Assossmonl (Post 870411). 86/04/07 
Const>i'daied Edison Co ot Now York. Inc 124 pp. 45406 202 45407051. 

8804158254 Ack receipt ol 860314 Hr Inlornnng NRC of steps lakon to correct v.'Olai.ons 
noiod in Insp Bopis 50-250/87-51 & 50-251^7-51 

Wn SON.B A Region 2. Ole ot tho Oiroctoi. oa/t)4/07. CONWAY.W F. Florida Povvoi 
& Light Co ip 45138 214-45138 214 

8804200276 Contitms 880421 onlorcoment contoronco io discuss emergoncy preparod 
ness issuos.pcr 880325 tolcpn 

GRACE.JN Region 2. Ole ol iho Director 80/04/08 COMWAY.WF Florida Power & 
tight Co Ppp 45177 294-45177:297 

-8B042OO286 Notification of 000421 cntorcemoni conforonco w/ulil In Homesioad.FL ro 
oniergcncy preparodnoss Issues 

CntEfNJAK.n V Region 2. Qtc ol Itio Ouoclor 08/04/08 Rog-on 2. OlC ot the O;ioc- 
tor Ppp 45177:296 45177 297 

6004200552 Conlitms 680422 mat mooting to discuss stawa ot SALP HnproYcmonte & 
ottrer issues.por 860325 lelcon Proposed agenda enct, 

CRACE.J.N Region ?. Otc ol ttia D-roctor. 86/04/08. CONWAY.W.F. Florida Power & 
Light Co 2pp 45175 020 45175 022 

-6604200S56 Nolilicalion ol 800422 mgt mooting w/uiit onsite to discuss SALP Im- 
proventonis & mgi on shift program 

CRLENJAK.R V. Rog-on 2. Otc ol Iho Oirocior. 88/04/06. Rogion 2. Otc ol ihe Diroc- 
tor. ip 45175 022-45175 022 

8804200359 Responds lo IE Bulletin 88-OOt re dolocts in Wostlnghouse circuit 
breakers Sub) tiroakors not used in any Class IE sys at plant. 

CONWAY.W F Florida Power S Light Co 80704/11 GRACE.J N Region 2. Otc ol itto 
Director 2pp 45170 330-45179 337 

6B04060370 NRC Into Noilco 86 012, "Overgroasing ot Electric Motor Dearlngs." Sve 
list one! 

ROSSI.CE Division of Oporaiionol Events Assossmonl (Post 070411). 80/04/12. 
Consol'datod Edison Co of Now York. Inc I23pp 45165 028 45165 160 

8B04250009 Forwards tn$p RoplS 50-250/88-01 & 50-251708 01 on 800222-25 Viola- 
lions noted in ropi under consldoralion lor oscalalod onlorcomonl action Enforcomoni 
conlorence sctiodulod (or 880421. No nollce issued curronll/. 

GRACE.J N Region 2. Otc ol iho Oiioclor 88/04/12 WOODY .C O Flottdo Powet & 
UgM Co 2pp 45247,346-45248 012, 

-8604250011 Eihorgoncy Rosponso FaCililios Approlsal Insp Ropts 50-250/86 01 & 50- 
251/80 Ol on 800222-25 Violations noted. Major aroas Inspociod solociod procoduros 
& ropresentailvo locoids & omorgoncy rosponso lecil;lios & rololod aqu>pmoiil 
TESTA.E O. CUNNINGHAM.A L.. DECKER.! fl. Region 2. Olc o( tho OIroclor 80/04/ 
00. 25pp 45247:348-45248:012. 

8604200473 PaiHal rosponso lo FOlA roquosi ro hro proleclion Forwards App E 
documoiils App O 8. E tiocumonis availablo in POR App F documonl comptotoly with- 
hold (rot FOlA Exempilon 5). 

GRIMSLEY.DH Division of Rolos & Records (Posl 870413) 88/04/14. JONES.CR 
APiliallQn Not Assigned. Spp 45206.037-45206:043 

-6004200S79 Advises ihai Fire Pioloction Sleeting Committoo has rocommondod lhal 
i>ach region make one lOCFR50.App R-lypo Insp (or each facility lo assess status of 
complianco w/ I0CFR5O.46 Program llsiotf. 

CONLON.T C Region 2. Olc ol Iho Oirocior. 04/1 1/00. HEROT.A fl Rog'on 2. Olc of 
Iho Oirocior 3pp 45306 176 45206.178. 

6804260202 Forwards Insp Ropts 50-250/80-02 & 50-251/88 02 ort 080118-0325 & 
notice ol violation 

WILSON.O A. Rogioo 2. Olc o( iho OdeckK. 88/04/15. CONWAY.W F Florldo Power 
& Light Co 2pp. 45268:230-45268:260 

-8804260211 Notice ol violation from insp on 6801 l8-0225.Violaiion noted valvo found 
closed A Intake cooling water slrainor nol cleaned. 

VVILSON.B A Region 2, Olc ol Iho Oireclor 88/04/t5. 2pp. 45288 240-45268 241 

-8804260218 Insp Ropis 50-250/88 02 A 50-251/8& 02 on 8&0n6 0225. Violaiions 
noted Majors aroas inspoctod diroci Insp at silo, including backshIM insp, annual & 
monrhly suivoilianco.mginl maini observations & loviow. 

OREWER.O.n , MCELlllNNEY.T F.. SCHNEBLI.G A Region 2. Olc oi iho Owccior 88/ 
04/13 lOpp 45288:242-46268 269 

8804260399 Ack roceipl ol 080404 Hr inlorming NRC of steps taken to correci vioiailons 
noted In Insp Ropts 50-260/88 03 and 50-251/00 03 

CLINE.W.E Region 2. Olc of Ihe Dlroclor. 86/04/15 CONWAY.W F. Florida Powor & 
UgtUCo ip 45223 201-45223 281. 

8804250094 Responds lo violations noiod in Insp Repls &0-250/87-S4 & 50-25I/B7. 
54.Corroctlve ackons Survo-llanco Procoduros 3/4-OSP-075.6 & 3/4 OSP-076.7 ro- 
visoft to coriect disctopanclos In consumption latos. 

CONWAY.W.F. Florida Powor & Light Co 88/04/ IB. Oocumont Conlrol Branch (Oocu- 
rront Conlrol Desk) 8pp. 45230 219 45239 226 


n. Periodic operaling reports & related correspondence 

88D4010049 "Annual Nonradioiogical Environ Monitoring Ropt for 1987." 
CONWAY.W.F. Ftofida Power & LIghI Co. 86/03/23. 2pp. 45006:1 00-45000; 1 10. 


8804070273 Forwards summary ot mgl on-sliKl weekly repls per NRC 871019 order. 
CONWAY.W F. Flonda Powor & Light Co 88/03/21 GRACE.J N Reg on 2. Ofc ol re 
Dvoctor. 37pp 45021 130 46021 166 

8804070076 Forwards biweekly siolus ropt on leCilily.d sciissi^'Q recent cperaiicg events 
& porformance trends 

GRACE.J N Hog on 2. 0!c ol the Director 00/03/28 MURLEY.T E Ollicd ol Nucloer 
Reactor Regulation. Oirocior (Post 87041 1) 4pp 45024 263 45024 266 

8804120447 Forwards nagt onsliJI weekly ropi for wk starting 860321 
CONWAY.W F Florida Powor & Light Co 80/04/08 GRACE.N Region 2. Olc of the 
Dirocioi 30pp 45091.031 -45001 060 

880420000S Forwards mol on shifl weekly summary repis.por 6710 19 NRC order. 
CONWAY.W F Ftoiida Power S Light Co 88/04/06 GRACE.JN Reg on 2. Ofc oHhe 
OJecfor. 30pp 46171 084-45171:113 

8804220027 Forwards biweekly status ropi on faci'ity Unit 3 shut down duo to noise 
coming from '30 ' molsiirro soperator rofieator on 880316 Moisture separator rehoaior 
baffle plalos had cracked wo.'ds Repairs made & un i returned to sve on 600323. 
GRACE.J N Rogion 2, Ofc ol tho Diroctor 08/04/08 MURLEY.T E Oflicrs ol Nuclear 
Roaclo/ RogulaUon. Director (Posl 8704 1 1) 4pp. 45199 207-45193 ?|0 

8804200372 Forwards $o!ecl sys assessment progress summa.-y lor Mar 1988 
CONWAY .WF. Florida Power (L LIghI Co. 88/04/11. Documeni Control Branch (Docu- 
mom Control Oosk) 3pp 45170 330 45179 340 

8SO422O10B Forwards monthly operating ropis lor Mat 1988 & cotincted Fab 1988 un>l 
shutdowns & power toduciions ropt lor Un.t 4 . Corroded repi provrdes into on outage 
that was omiltocJ from original rep I 

CONWAY.W.F. Flonda Powor & light Co 60/04/16 Document Co-Htol Branch (Docu- 
ment Control DosM ip 45218 102-45216 210 

-8804220111 Revisod lepl Of un i shutdowns & power reductions lor Fob 1608 
GRANT.N.W Florida Powor & Light Co, 88/02/29 2pp 45216.103-45216 1 04 

-8604220074 MonlMly oporating ropts lor Mar 1068 
GRANT.N.W Florida Powor A li^I Co 88/03/31 IBpp 45218 105-45216 210 


S. Reportable occurrences, LEBa A related correspondence 

8804130144 LER 00-003-00 On ceO308.conia nment ventilation & conlrol room voniila- 
lion Isolation occutrod Caused by m':nor olocirical Irerrsleni upon tailu'O oi ono light 
litameni Failed dual hlamont bulb replaced W/e804 07 llr 

SALAMON.Q . CONWAY.W.F. Florida POwor & LIghI Co 88/04/07 4pp 45142 P39- 
45142;242. 

6604130177 Special root non(unciior>al hro barrier ponoitallon nol roturned to functional 
status Within 7 daysCauacrf by mods being perlormod A equpment maHui'xson Plant 
continues to impiomeni componsaioiy moe&uros as applicable. 

CONWAY.W F Florida Powor & Linhl Co. 88/04/07 Document Control Branch (Oocu- 
monl Conlrol Desk). Spp 45132.349 45132 353 

8804260303 UER 88 004 00 on 8e03l8.au>(i.'iary Icodwalor pumps actuated due to drop 
in sloam gonoralor levol.Causod by roector conlrol operaio.' failuro lo rromtor steam 
goneratof lovol Operator counseled ro awaroncss ot actions W/ 8804 1 5 Hr 
SALAMON.G . CCJnWAY.WF Florida Power & Light Co, 66/04/15 4pp 45261 291- 
45281:294 


V. Operator Cxamlnallons 


8603250170 Forwards Exam Ropt 50 250/OL-88'01 adn-ir-fsiored on 680126 26 for 
Units 3 & 4. 

JULIAN.C A Rogloa 2. Olc ol iho Ovockh 88/03/14 WOOOY.C O Florida Powor A 
Light Co 2pp. 44014 267 44015 163 

-6803250181 Exam Repi 50-250/OL-e6 01 on 860126-20 lor Unlls 3 & 4 Exam 
resulls;eighl somor roaclor operators passed oxams 

ARILDS^J . MUNRO.J.F Rogion 2. Olc ol tho Director 88/03/10 f50pp 
44914:260 44915 081, 

-8804010181 Forwards commonis on quoseons m 660126 oxam (or NRC roviow A con- 
sidorailon prior to g.'ading e>ams 

WOODY .CO Florida Power & Light Co BB/02/01 GHACE.J.tJ Rogion 2. Olc ol the 
Diroctor. 62pp 44915:082-44915 1 63 

9804250066 Flosponds lo fO'A toqjosi lot mio re scores ol roaclor opeielois A sorvoi 
roaclor oporaiors Forwards roqua'ilicabon oxam summary source shoots Lsirid in end 
app w/ personal prrvocy inlo doJoiorJ 

GRIMSLEY.O II. Divis'on ol Rules A Records {Posl 670413) 86/04/19 DOlEY.K 
Pub'io Cilizen's Cnllcal Mass Enorpy Pro)eci 2pp 45213 003-45213:095. 

-8804250167 Package ol NRC adminisioiod roqua'iHcation oxam resulls summaiy. 

* NRC - No Dolailod Alll.lailon Given 07/07/20 88pp 45213 007-45213 095 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F, Sacutliy, macitcat, amatgency & Ilia ptolecilon plans 

8a032St)29l Porwarrts Insp Repls 50-250/67-54 A 50 251/87 54 on 871228- 080118 A 
notice of viol ation.E valuation should be poriormed lo ensure thai root causes lully 
IdanlilfaJ A corteciod. cortaclod 

REYES.L A Region 2, Ofc ol iho 0.rocior 86/03/18 CONWAY.W.F Flonda Power A 
LigiM Co 2pp. 4462I -001-44921 028 

-0803250292 NoHca Of vioiaiion from Insp on 67 1 220-8801 iQ.Vloiaiions noted Plant 
Change Mods 85-176 A 85-176 nol correctly Itans'aied mto operating procoduros A 
sys (foscriplion A Haion sys not roosiablishea within 60 s lime Interval. 

REYES.L A. Reg on 2. Olc ol tho DIfOCIor 68/03/16 4pp 44921 003-4492 TCOe 
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66040 tOOOS Oiscussds 66030? meeting w/bti.' on site re ulil independent ntgt apptasal 
plan & «ng! on-s)>i*i p/ograin.P)dnt sieius rept, update on plant woik order bacMog & 

S ua'ity imprevDinent procram team repi also included In meolmg agenda 
iflAC£.JN Region 2. Olc ct ihe Oitoclor 86/03/92 WOODV.CO flonda Power & 
110*11 Co 6r4) <5010 068 450*0 0/3 

6603290363 Rev.sed emorgoncy plan rmpieir-eni ng proced'jres.tnctud.ng Emoraency 
Procedure 20100, ' Cntena Fpf & Conduci ol local Evacoaiions*’ 20 HO, “Cntena For 
£ Conduci cl Owner Area Evacuation" i 20201. "Matnla-ning " W/fl80323 |ii 
CONWAY.WF. Florida Power & Light Co 88/03/23 22pp 449/8 242-44976 263 

660406QOt0 Forv/ards revised response to notice ot violation & proposed imposition o( 
civrl penalty noied in Insp Ftepts 5(>250/87-38 & 50-25l/fi7*47,pef Enlorcarr-enI 
Action Ea S7-l79Encla willihold(rel IClCFn2.760(d) a 73 21) 

CONWAY.VV.F Florida Power a Light Co 68/03/J9 0(c ol Entorcemenl (Post 
870413) 3pp 4504e;0?S-45048 077 


8804200193 Ertiergericv Plari Impiomenting Procedure EP 20105. "EmeiQcivcy Re- 
sponse Facillies lV/8804 1 1 Hr 

CO.%WAY.WF FIOiHJa Power a Light Co. 88/03/29 I3pp 45177:t95-45177 207 

6664070179 Fo-'vrards responso to NRC 833225 lit ro virlatione noted in Insp Repis 50- 
250/68-03 a 50-251/80-03 Interface between enpinoenng & const w/secirnty bo.ng 
inwoyedBeyxOTso wiinhe'd (tel 10CFR2 790 £ 73 21) 

(liONWAV.W.F. F.'onda Power 8 Light Co 88/04/04. Document Conirof Branch (Oocu 
treni Conuol Desk). 2pp 4511.5 031-451 15032 

8304200376 Cionhrms 660421 en-’orcemont conierence to discuss emergency prepa/ed- 
t'ess is8uos.per 680325 Ic.'cdn 

ORACe.J H, Reg^n 3. Olc ol the Onector 88/04/0B CONWAY .W F FionOa Power & 
Light Co. 2pp 45177 294-45177 297 

•'8&043iyi>388 Noiii-caiion o) 060421 meeting w/olt m Homesioad.FL tor enlorcomeni 
conference re enter gciicy p/eparodnoss issues. 

CPLENjak.H V. Region 2. Ofc ol the Ditoclof 89/04/08 Region 2. Ofc ot the Direc- 
to: 2pp. <5177 296 45177 297. 


6304150270 Forwards Rev 13 to physical security plan. Rev w.lhho'd (rel 10CFB2, 790(d) 
a 73 21) 

CONWAY.OF. Florida Power a tfaht Co. 88/04/(1 Oocumeni f^ntiot Qranch (OoCu- 
mc.-il Cortfol Desk) ?pp. 4519B 261-45198 262 


6604250009 Forwards insp Repts 50-250768 01 & 50-25 1/88-01 on 660222-25 VioJa 
tions noted in repi under consideration (or esca'aied cnlorcemeni action Eniorcemenl 
con’ere.nce scheduled lor B80421 .No nolrce issued currently 

GRACE ,JN Region 2, 0(c ol the O.iector 88/04/12 WQQOY.C O, Ftonda Power & 
LIgM Co 2pp. 45247 346-45246.012 


-8804266011 Cmetgenc-y Response Faciki-es Appraisal livsp Repis 60-250/68 01 & 60- 
25I/S8 Ol on 680222-25.ViclaiJons nd'ed. Ma;or aroas Inspeciod selectod procedures 
& reprosentaiivo records S emergency responso laciiities £ related oouipmenl 
TESTA.E O ftogion 2. Ofc of the Oitectot 88/04/08 25pp 45247 248 45240012 

6604166242 Forwards coiiecled page changes lo proposed rev io physical sccunty 
plan.per 680322 tottonRe-r Incoipoialse mistewaneous amend & search leouiiemanls 
rvlo change Rav withhold (rel 1 0CFft73 21). 

CON'«VAy.lV F. Florida Power 3 Lighl Co 88/04/13. Document Control Branch (Docir 
mool ContiolOesk) tp 45209 293-45209203 


8804200473 Parl-ai response lo FOJA request ro f.re protect-on.Forwards App E 
decomcnls Aep O & E documeois availatto m POR.App F document complotety with- 
held (ral FOlA Ejcomption 5). 

GR'MSLEY.OH Oiv.slon oi Rules S Records (Post 870413) 88/04/14 -fONESC.R 
Aif.'iatlon Not Assigned. 6pp. 45206 037 45206 043, 

-6304200579 Advises lhat f ira Proicchon Steering C-ommiliee has recommended that 
each legiCn ir.ake or.e l0CFn50.App H-typ-e insp lor each faciSty to assess status ol 
comp.''ance w/ 10CFR50.48 Program lislod 

(XJ-NLON.T.E. Region 2. Ofc ol the Oiteclor. 84/1 i/C6. HER0T.A H Region 2 Olc ot 
Iho0itector 3pp 45206.1/6-45206:178 


O. Ad)udlcatorv coriespondence 


6B04200143 Ijt-hal dadsioA (spenl fuel pool ovpansionl,* Amends ill 3 105 to Li- 
censes DPR-31 & 0PR-4l,resp«ciiv0!y.is8ued by NRC on 841 121 shaK remain in toll 
(wee fit eiiectw/o mod. 

I-A20.fl M., COIE.R.F., LUEBKE.E A. Alomrc Saloty an-d licensing Boaid Panei ^2fi8 
6)11 86/04/19. 53pp 45200;265-45209 317 


H. General correspondence 


8803310306 Comment on piopos-ad ru'e lOCFRSO.App J re ptimary reacloi containment 
leakage testing tor waicf-cooled power reactors Ull endorses addition of mass point 
methodoiom lo accoptab.'e laakaqe rale calculalonat methods 
CONWAY.W F. Ffotida Power & light Co. 8B/00/25. Oockolng & Services Branch 
Ip. 44964:074-44964:074. 


J. Insurance ft Indemnity InformaMon 

0803310256 Forwards Endoisemanls 1.2 ft 3 lo MAELU Pol-cv Mw-29 ft NEUA Poticv 
MW-93. ' 

BUCKLES. J A. Marsh 4 McLennan. Inc. 86/03/21. DINITZ.I. OfScs Ol Nuclear Reac- 
tor Ragu'alion, Oirficior (Post 870411). 25pp. 44884 308-44984 332. 

3303300400 Discusses nuclear property fcsi/taote pfogtemg (or onsite progeny 
damage. 

CONWAY .W.F.fionda Powet & Ughl Co, 88/03/26. Oocumern Control Branch {Docu- 
mem Ckjntiol Desk). 2pp. 44967:243 44967:244. 


P. Operating license atage documents ft correspondence 


860308D288 NotiFication ol B8031S meeting w/uti) in Rockvltto.MO lo discuss opo/abil'y 
8 Tech Specs (or componenl cooling water ft Intako cooling water svs 
EDISON.G E Project Directoraia II 2. 88/03/02 BERKOW.H N Proleci Uircctoiale I- 
3 3pp. 44603 354-44633 358 

8804040096 NotiHcsbon of Change of meeting dale from 880405 to 0408 w/ufi m 
Rochviile.MO to discuss surveiftance lech Specs lor conialnmonl vsjsol 
tendons Agenda end. 

EDISON.G E Project Oireciorate tl-2 88/03/21. BERKOW.H N Project Dlrectoralo II 

2 2pp. 44072 213 44972:215. 

8804110213 Notification ol canceled 880406 meeting w/uhl In Rockville.MD to discuss 
suwoiitanco Tech 3f>eca for containment vessel tendons 

EOlSON.G E. Projoci Oireciorate lt-2. 88/03/21. BERKOW.H.N Project Oirocloraio tl- 
2, 2pp. 46076 33(5 450 78 331 

8803240426 Generic Lir 88-06 to all power reactor iicansees ft applicants re removal ot 
orga/riration charts from Tech Spec administrative control requiromonIs.Svc list onci 
MtHAGLlA.F J. Assotlato Oireclot lot Projods (Post 870411) 88/03/22, Consolidate 
Edison Co of Now York. Inc. 47pp, 44972: 107-44972 153. 

6604010005 Discusses 800302 meeting w/uiil on site re ulil Independent mgl apptnisa) 
plan ft mgt-on-stilfi program.PJani status rept. update on plant work order backlegft 
qualiW Improvemont program team rept also Included In meeting agenda. 

GRACE.J,N. Oegton 2. Ofc ol the Oiredor 88/03/22 WOODV.C O. Florida Powet & 
Light Co 6pp. 45010 068.46010073, 

8804130011 Summary ol 880315 moeiing w/ulil in Rockville, MO ro Tech Specs ft opor- 
abikly ol Intake cooling water ft componenl cooling water sys 
EOfSON.GE. Proleci Dtreclorale 11-2. 88/03/29 Project Directorate |l-2 24pp 
45101:117-45101:149. 

8804070175 Forwards further progress re USI A-46.G8norlc Lir 87-02. "Verilicalion cl 
SelsmAc Adequacy ol Mechanical Equipment in Operating Reactors.'' Rasutts ol sito- 
speclflc value/fmpaci analyses in hand ft meet will be scheduled. 

CONWAY. W.F. Florida Power ft lighl Co. 88703/31. Document Control Branch (Docu- 
ment Conlioi Desk) ip. 45024-355 45024:355. 

8804110074 Applicalton lor amends lo Licenses OPR-31 ft OPfl-4 1. revising Tech Spec 

3 4.4 to teqiBiB applicalbilrty In Modes 1.2.3 ft 4 ft allow one CCW HX lo be out of svt 
tot 72 h Action requirements revised (or consistency. 

CONWAY.W F. Florida Powor & Lighl Co. 88/04/04. OocumonI Control Branch (Docu- 
ment C^iol Desk). 0pp. 45131.089 46131.100 

—8804110076 Proposed Tech Specs, requinng applrcabihty of Seciton 3.4 4 In Modes 
1.2,3 & A.aflowinn one CCW HX lo be out ol sve lor 72 h ft revising acHOh requite- 
monts lo bo consTslent w/modes specified In Table 1.1. 

' Florida Power ft Lighl Co 88/04/04. 3pp. 45131,098 46131:100. 

S804120257 Forwards description ol 870116 request to amend Licenses OPR-31 & 
OPR 41 to allow reluelirtg shutdown margin of 5% ft basis for proposed change,por 
NRC rerwast. 

CONWAY.W F. Florida Power ft Light Co. 88/04/06. Document Control Branch (Oocu 
ment Control Desk). 10pp. 45135 298-45135:311. 

—8804120272 Proposed Tech Specs re reactor aubcritical margin. 

• Florida Powor ft Light Co. 8B/04/05 5pp. 45135.308 45135:31 1. 

6604120422 Forwards summary rept ol integrated schedule generated (or Fob 
tdSS.Changos io schedules discussed in sumrnary reviewed w/rnembers of NRC In 
accordatveew /Integrated schedule plan. 

CONWAY.W.F. Florida Power ft Lighl Co. 88/<M/05 Document Control Branch (Oocu- 
meni Conlrol Desk). 3pp. 46090:357.45090:369 

8804080009 Qenerfc Ltr 88-07 to power reactor licensees ft applicants re modified en- 
forcemeht policy concerning 10CFR50,49, "Environ OuailficaHor* o( Electrical Equip- 
mei*t Important to Satety for Nuclear Powor Plents." Sve list enct. 

MIRAGLIA.F.J Associate Director for Projects (Post 87041 f). 88/04/07. Consolidated 
Edison Co. ol New York, Inc 49pp. 45164:237-45184;286. 


8804180204 Forwards environ assessrpent ft finding of no signtficartt impact re ulil 
871222 Tech Spec change request to revised do power sources lo make closer to 



-8004160227 Environ assessment ft finding of no significant Impact le 871222 Tech 
Spec change request.as supplemented by 680317, revising surveillance ft teat require- 
ments lor dc (lower sources, per STS. 

eERKOW.H N. Project Direeforato II-2. 68/04/07. 3pp 45149:300-46149.302 

8804220291 Forwards notice of conatderaUon o( Issuance o( amends to Licenses DPR 
31 ft DPR-41 ft proposed NSHC determination & opporlunfty for hearing on 880404 
tequasi (0 componenl cooling water HXs. 

EDISON.G E. Proleci Directorate H-2 88/04/08. CONWAY.W.F. Florida Power ft Light 
Co. 2pp. 45200:338-45200:348. 

-6804220203 Notice of corisfderaUori ot Issuance of amertos to Licenses DPR-3f & 
OPR-41 ft proposed NSHC determination ft opportunity for hearirrg. Amends change 
Tech Specs re cf^mponant cooling water HXb. 

EDISON.G E. Project Directoraia 11-2. 88/04708. 6pp. 45200.340-45200.348. 

6604210135 Forwanls summary tept ol integrated schedule generated lor month of Mar 
1988.Schedules discussed (n rept reflect jhlo as of issuance date of 8a03l5.Flrsl Inte- 
grated schedule regulatory rept will be Issued In May 1088. 

CONWAY.W.F. F)0(1da Power & Ltaht Co. 88/047)3. Oocumen) Cortiol Branch (Oocu 
ment Ck>nt/ol Desk). 2pp. 45235:20^45235:206 

6604370)72 Forwatda summary o) tog'-on-eWK repts IncSvKting Snttial repis o( sWIt 
sup«fvl3ora,pet 0710)9 order. 

CONWAY.W.F. ^Odda power A jMl Coi W/04/ia. QpACI£,J.Nv Region 2,.Ofo ol toe 
Otrectar. 49pp, 45244^i^S2-44BMr 



DOCKETED ITEMS 33 


8B0422024S Forwards Enorcon Svcs.mc "Inctopondoni Mgl Appraisal," par NRC 871019 
ordor. Analysis ol lept rocommondallons undorway. Oola Is ol & schedu'es lor implo- 
rr^aniairon will bo lodhcommg.por ordw. 

MUDIBUnC.JJ. Fioocia Power a Light Co 00/04/ IB GRACEJN Region 2, Oir; ol 
tho O'feclor 2pp 45247 02 B-4 5247 t *14 

-8804220247 "Indepondonl Mgt Appraisal " 

* Enorcon Sorvtcos 88/04/18 IISpp 45247 030 45247; 144 

8004270258 Forwards ENERCOV Svc3 lr»c. "Indopendanl Mgl Appraisal." por EA 07- 
035. did 87l0l9Rocomnier)dai-ons currently being analyzed & details ol & schedules 
for implomenlaiiort wmi bo lorihcoming Irt accordance w/order W/o end 
HUDIQUHG.J J Fiorrda Power & Light Co 08/04/18 GHACE.JN Region 2. Ole ol 
the Director 2pp 45244 234-45244 235 

6S04260239 Forwards schedule lor rovlow ol rovised Toch Spocs lOv project (or Units 1 
& 2,Proposod ctianges oxionsivo & absorbed considerable resources from ui I & NRC 
& enpecled lo involve oxiortsive discussions in luturo. 

EDISON.G E Project Directorate li -2 80/04/18 CONWAY.W F Florida Power & Light 
Co 3pp 45268 318-45266 320 

8804280470 Forwards Amends 127 & 121 to Licenses DPR-Ot & OPR-41. 
rospecitveiy.salety ovaluation & nolrco ol Issuanco Amends rov-se dc power sources 
Tech Specs towards STS by upgtad-ng battery & battery chargor survc-Uance & tost 
reriuiremcnts 

EOlSON.G E Project Dirocloiale 11-2 00/04/18 CONWAY.VV F Florida Power S Light 
Co 2pp 45270 322-45270 340 

-8B04280484 Amends 127 & 121 lo Licenses OPR-Gt & DPr)-4i. respectively, ruvising 
dc power sources Tech Spec towards STS by upgrading station baticriua & baiiory 
chaioeis survoiltanco & lost iwjuVrernems 

UERKOW.H N Project Oiroctorato tl-2. 88/04/10. 12pp 45270 324-45270 335 

-8804280491 Safely evn'uation supporting Amends 127 & 121 to Licenses DPR-31 & 
DPR-4 1 .rospectivoly. 

* Ollico 01 Nuclear Reactor Rogulailon. Director (Post 870411). 88/04/18. 3pp. 
4S270 336-46270 338 

-e6'04260496 Notice ol issuanco & availability of Amends 127 & i2t to Licenses OPR- 
31 & OPR-4t. rospectivoly. 

EOlSON.G E Piojocl Oiroctorato 11-2 88/04/16 2pp. 45270 339 46270 340. 

8304290070 Forwards safely evaluation supporling approval ol Icensoo Topical Rept 
NTH-G-6 & accepting proposed methodology described in licensno topical ropi on 
PWR lattice physics moihodology. 

LAINAS.GC Assistant Director lor Region II Reactors 88/04/19 CONWAY.W F. 
Florida Power & Light Co 5pp 45324:2 16-45324:245 

-8B04290076 Safety evaluation supporling Hconsoo use ol RETRAN computer code lor 
sys Iransloni anolysos & approving licen&oo topical lopi on PWR lalUco pliysics math- 
odoiogy 

* Assistant Director lor flogion It RoaCtors 00/04/10. 7pp, 45324:22 1-46324;245, 


Q. inapectlon reports, IE Bulletins & correspondence 

8B032S0I78 Forwards F.xem Ropt 50-250/OL'88-0t adminislorod on 000126-20 lor 
Unite 3& 4 

JULIAN.C A. flogion 2. Ofc of the Oitoclor 80/03/14. WOODY.C.O, Flonda Power & 
Light Co 2pp 44914 267-44915:163 

-88032SOI81 Exam Rept S0-250/OL-B8-0I on 080126-20 for Units 3 & 4 Exam 
results:olghi senior reactor operators passed oxams 

ARILOS^.J Region 2. Ole ol the OVoclor 88/03/10 150pp 44914:209-4*I9I5:001 

8803290323 Forwards Insp Repts 50-250/68 04 & 60 251/88-04 on 880222- 26.No vrO 
lations or devialtons notod.Unresolved items Identiliod In rept will bo pursued during 
(uluro insps. 

uenOT.AR Rogton 2. Ole ol Lho Ouoctoi. 88/03/(4, WOODY .CO FtoiMa Power 8. 
Light Co 2pp 44975 258-44075:277. 

-8803290325 Insp Repts 60-250/88-04 & 50-251/08 04 on e00222-26.No violations or 
dovlations noted. Major areas Inapected: licensee actions on previous onforcomonl 
matters, housekeeping & moll ideniiflcalion & control. 

KLEINSORGE.W P.. NEWSOME.R.W , OLAKE.J J Region 2. Ofc ot the Director 08/ 
03/09 lepp 44975:260 44975:277. 

8803250201 Fonvards Insp Repts 50-250/87-54 i 50-251/87-64 on 871228- 8801 18 & 
notico ol violation. Evalualron should be periormod to onsure that root causes fully 
ideniifled 8> coirocied. coiieciod. 

REVES.L A Region 2. Ole ol Ihe Director 88/03/18 CONWAY.W F Florida Power & 
Light Co. 2pp 44021 001-44921:028 

-8803250292 Notico ol violation from insp on 071228-6801 16 Violations notod-Planl 
Chango Mods 86-175 A 65-176 rtoi corroctly translated into operating procedures & 
^s description & Halon sya not reeslabflshod within 60 a time interval. 

REVeS.L A. Region 2. Ofc of the Director 08/03/18. 4pp 44021 003-44921:008 

-8803250294 In&p Repis 60-250/87-54 & 50-251/67-64 on 871228-860118 Violations 
noted Major areas Inspected direct Insp al silo of annual & monthly surveillance, malnl 
observations & revtews.opeiahonal aaTety.tacillly mods & plant ovonis. 
eneWER.O R , MCELHINNEY.T.F., SCHNEBLI.G a Region 2. Ole of Ihe Director. 89/ 
03/18 22pp. 44921:007-44921:028. 

8804010226 Ack receipt ol 880309 Itr Informing NRC of stops taken to correct violations 
noted In Insp flopls 5O-25O/07-O8 S 50-251/87-08 Implomontaliori of corrociivo ac- 
tions will be examined durirtg future Insp. 

HERDT.A R. Region 2. Ofc ol Ihe Director. 68/03/23. CONWAY.W F. Florida Powor & 
Light Co. Ip. 46031:123 45031:123. 

6803210090 Siippt 1 to NRC Info Notico 67-044, “Thimble Tuba Thmning In Westing- 
house Reactors." Sve list end. 

ROSSI.C.E Division ol Operational Events Assesamenl (Post 870411). 88/03/20. 
Consolidated Edison Co. of New York. Inc. 12lpp. 44005:126-44995-246 

8803220206 NRC Into Notice 88 010, "Malls Lfcensecs:Lack ol Mgl Controls Over Li- 
censed Pfoorams.” Sve Hi end. 

CUNNINCHAM.R.E Oivisioti of Indusidat & Medical Nuclear Safety (Post 870729). 86/ 
03/28, Consolidated Edison Co. ol Now York. Ino. 108pp. 44906-247.449e5;353. 


B604050010 Fcrw8-'ds revised rospenso lo nol'ce Ol v.o'alion A proposed unposihon ol 
Civil penalty noted m Insp Ropts 50-250/87.38 S 50- 251/87 -47.001 Enforcement 
Action EA-07-l79 Encl3 w.:h.^.elrt (rel lOCFH2.790(d) 8 73 21) 

CONWAY.WF Flcrida Power & Light Co 88/03/23. Ole ol Enfctcoine.ni (Post 
870413) 3pp 45048 075-45048 077 

B604080238 Forwards Insp Repts SO 250/88 06 & 50-251/80-06 on 880307-1 1 No vio 
lal orss or deviations noted 

COLLtNS.D M nog on 2. Ofc ol (ho Di.-6Ctor fift/03/31 CCNWAY.W F Ftcr da Power 
& Light Co 2pp. 45100 079 45 ICO 001 

-8804080240 Insp Repts 50 259/88 06 & 50 25l /8S C6 on 880307-t1 No violations or 
doviations noted Major areas 'nspected ptani chom-slty S corros-cn. 

ROSS.WJ.. AOAMGVtTZ.SS. KAHLE.JB Reg on 2. 0«c ol ifo Owecwi 88/03/23 
ttpp 451 00 C8I 45100 091 

8004070179 Fo-wards responso to NRC 800225 lit re vto'at-ons noted is Insp Repts 50- 
250/08.03 & SO 251/88 03 Interlace hotweeri oncneor r.g & const w/secuMy bo ng 
improved nosponsa withhold (rul 10CFR2,790 & 7321) 

CONWAY.W.F. Florida Power & Light Co 88/04/04. Dorumeni Co-sirci Sre.sch (Oocu 
meni Ccnirol Cask) 2pp 45115 031-45115 032 

880412034$ Forwards results of nonradio'ogcal conN/rratory meesu.-omo.'U samples 
ana'yzod du'-ng insp R^ls 50 250/66-06 & 50 251/06-06 

CONWAY.W F. Florida Power & Light Co 88/04/05 Oocumoni Control Brarch {Docu- 
ment Contra! Dosk) 2pp 45089 301-45089 302 

8804010256 NRC Into Notico 06 01 1. "Poleni al Loss ol Motor Control Ctr &/cf Switch- 
board Functio-n Duo to Facity Tie Cells " Sve I si onci 

noSSl.C.E. U.vision ol Oporalonal Events Assossn'ord (Post 870411) 86/04/07. 
CensoLdalcrt Edison Co ol New York, inc i24pp 45't06 292-45407 051 

8804150254 Ack roco pi of 080314 Itr intermingNRC of steps taken lo CO'rocI viOlal ons 
noled In insp Ropts 50-250/87-61 & 50-251/07-51 

WILSON.Q A nog on 2. Ole ol tno &'octOt 00/04/07 CO.NV/AV.W F Flo-r.la Power 
a Light Co Ip 45130 214 45138 214 

8804200276 Confirms 660421 enforcement corrfotonco to discuss omergoncy proparod- 
noss is6uos,per 800325 lo'con 

GRACE J N Reg on 2. Ole of the Di'odo' 88/04/08. CONWAY.W F Flonda Power a 
Light Co 2pp 45177:204 45177 297 

-6804200286 Nolil.caliOrt ol 880421 o.nfcrcem6nl confer onco w/uiil in Homosload.FL re 
emorgoncy preparedness issues 

CHLENJAK.R.V, Region 2. Ofc ol the Director 68/04/08 Region 2. Cic ol the Oirec- 
lor 2pp 45177 206-45177 297 

6B04200SS2 Co.nfirms 890422 mgl mooting to discuss status ol SALP i.-nprovert'enls S 
other Issues per 080325 leicon Proposed agenda oncl. 

GnAC£.J.N. Reg on 2, Ole ol the (J-rocior. 88/04/08 CONWAY.W F Florida Powoi a 
Lighl Co 2pp 45175 020-45175:022 

—8804200556 Noidical on ol 880422 mgt moo'. ng w/ut I onsite to discuss SALP Im 
provomonts a mgt on shill program 

CRLENJAK.n.V. Region 2. Ole ol the Oirocto-' 80/04/00 Region 2. 0/c of Ike Ouec 
(Of Ip. 45176 022-45(75022 

6804200359 Responds lo (E Bul'etin 88 001 re defects in Wostinghouse circuit 
broflkors Subi breakers not used Ln any Class IE sys at plant. 

CONWAY.W F Florida Power a Light Co 88/04/11 GRACE.JN Region 2, Ole ol iho 
Oiraclot app. 46179 330 45170 337 

8804060370 NRC Into Notice 66 012, "Ovorgrpaslng ol Elociric Motor Bearings." Sve 
list oncl 

ROS-Sl.C.E- OiviSlon ol Operational Evonta Assessment (Post 870411) 68/04/12. 
Consolidated Edison Co. oi New York. Inc 123pp 45165 028 45165 1 50 

8604250009 Forwards Insp Repis 50-250/08 01 a 50 261/00-01 on 660222-25 Viola 
dons noted in lopl under cons deraion lor escalated cniorcomoni action Er.lotcomeni 
conlorencu scheduled lor 890421 No notico Issued currontly. 

GRACE.J N. Region 2. Ole ol Iho Director. 88/04/12. WOOOY.CO. Florida Powor a 
Ughi Co, 2pp 45247:346-45248 012 

—8804260011 Emergency Responso Fac lilies Appraisal Insp Ropts &0-250/60-01 a 50- 
251/00 Ot on 800222-25 Vio'aiions noted Ma'or areas Injected selected procedures 
a roprosentaiivo records a omorgoncy rosponso lacrillas & related equomonl. 
1ESTA.E O., CUNNINGHAM.A L , DECKER.T fl Region 2. Ofc ol fc.o Otectet 80/04/ 
08. 25pp 45247 348-45248 012 

8804200473 Pertiol rosponso lo FOIA request re hro protection Forwards App E 
documonls App 0 a £ documents available In POR App F document comptotety with- 
hold (raf FOIA Eromption 5) 

ORIMSLEY,O.H Oivrslon ol Rules a Records (Post 870413) 8B/04/t4. JONES.CR 
AHiliation Not Assigned 6pp, 45206 037-46206043 

—8804290579 Advises Ihol Fire Protection Steering Commllloo has rocom.'nended that 
each reg on mako one l0CFR50,App R-lype Insp lor oach lecilly lo assess status of 
comp'lance w/ t0CFR5O.46 Program listed 

CONLON.T E Reg on 2. Ole ol The O.rector. 04/1 1/00 HEROT.AR flegron 2, Ole ol 
Ihe Oiroclor. 3pp 45206:176 45206:170. 

8804280202 Foiwards insp Ropts 60-250/86 02 a 50-251/88-02 on 889116-0225 a 
notico ol violation. 

WILSON.BA. Region 2. Ole Ol Ihe Director. 83/04/15 CONWAY.WF Florida Power 
a Light Co. 2pp 46268 238 45268:259. 

"8604260211 Nol’co ol violation from Insp on 8801 IB 0225. Violation nolodvalvo found 
clesod & irtiatie cooling waioi sdalnet not cleaned 

WILSON.B A. Region 2, Ofc ol Ihe Director. 88/04/15 2pp. 45268:240-45288 24 1 

-8804260210 Insp flopta 60-250/B8-02 a 50-251/88.02 on 880118-0225. Violations 
noted Majors areas fnspecled-direci insp al site, includ ng backshift insp.annual a 
montWy 8u(voU/ancQ,main( malnl observations a rovlow 

BREWER.D.R., MCELHINNEY,T.F.. SCHNEBLI.Q.A Region 2, Ofc Ol Ihe Director. 08/ 
04/13. 18pp. 45266:242-45288:269. 



CIINE.W E. flegion S. Ofc o( the Oirecto/ 66/04/15 CONWAV.Wf. Florida Power & 
LighiCo Ip 45233Sei-l52?3r20l. 

88IM?5009'« Responds 10 viotations noted in (nsp Ropts 50 250/07 54 S 50-251/a7- 
StCoirective act-ons Survetiance Procedures 3/4.0SP (l75 6 fi 3/4 0SP-07S7 re- 
vised to correct discrepancies .n consumpi on rates 

CONWAY.W F- Florida Power & Light Co 88704/18 Oocuntent Corttrol Btatwh tOocu- 
mem Co n trot Dos k) 8pp. 4 5239 2 1 0 4523 9 220 


o” facility Ucense R.102.i;niv ol Now Mexico AGN-201M Reic- 
ior.860 701-870630 ’■ W/e8032a Itr. 

^LI/^S.F.L. New Mexico, Orthr ot. Albuqoerquo, NM. 87/06/30 3pp 4602 LO/l- 


DOCKET 50-254 QUAO-CITIES STATION, UNIT 1 


R. Periodic operellirg reports A related correspondence 


F. Security, medical, emergency A fire protection plane 


0804010049 •'Annual No/i/addicjgical Ertviron Monitorirrg Rept for 1987 ’• 

CONWAY,W f . Florwla Power & L>$jM CO S8/03/23 2pp. 45008 109-45008 1 10. 

8804070278 Forwards summarv of mgl on-sh li weekly rept5.per NRC 871010 order 
CONWAY.W.F. Florida Power A Hclit Co 68/03/23 GRACE. J N Rooion 2. Olc ol the 
atCCIOt. 3 7pp 4502 1 1 30 4 502 1 ; 1^ 

8804070075 Forwofds biweekly status repi on lac hty.discussing recent operating events 
A po/lorinanco trends 

GHACE.J.N. Region 2. Olc of the Oircctor 88/03/28. MUHLEY.TE, Oif.co Ol Nuclear 
Reactor Rog-.i;aiion. Director (Post 870411). 4pp 45024 263-45024 266 

8804120447 Forwards mgt onstiift weekly ropt tci wk slatting 880321 
CONWAY .WF. Ftorida Power A UgM Co 88/04/06. GRACE N, Reolon 2 Olc ot the 
Director 30pp 45091 031-45091 060 


6804050061 Forwards FoBowup Insp Repts 60-254/68-06 A 50-265/88 07 on B803I5 
17.No ot NRC t&o^ofnonls noiod. 

SHAFER.WO. Region 3. Olc Of the Director. 88/03/31. REED.C Commonweavi 
Edison Co 2pp. 45028 278.45028 291 

-8804060064 Insp Repis 50-254/80-06 A 50-265/88 07 on 880315-17 No wolaiwis 
noiao Me)or areas inspeciedjiconsee actions on previously identified ilems.arrergoncy 
activations, review of licensee inilialives to improve program 
45n?n^?ai'^'’ ® Region 3. Otc ol the Dnecloi. 88/03/31. Itpp 45026 ?M. 


8804260270 Forwards leviaod safety 
request lor exemption from lOCFR 
ROSS.T. Projeci Oirectorale ltt-2 
3pp, 45322 347-46322 354, 


ovalualion re interim compensalory moasc'es i 
SO.Apn R.Seclion III. 0.1, re hot shutdown ropa-'S 
88/04/20. 0HSS.H. Commonweallh Edison Co 


8804200005 Forwards mgt.en-shih weekly summary repts.per 871016 NRC order 
CONWAY.W F Florida Power A Light Co 86/04/06. GRACE.J N fleolon 2. Ofc ol the 
Ouectoi. 30pp 45171:064 45171 1 13 ^ 

8804220C27 Forwards biweekly siaius reel on facdity.Urvt 3 shui down d>io lo noise 
Mrtiing from ‘OD " moisture separator reKeater on 880316 Moisture separator fehoaler 
baff'o plates had cracked we.‘ds Repairs mado A irml returned to sve on 880323 
r>nACE.j.N, Region 2, Ofc ol the Director. 66/04/06. M.dRLEY T.6 Olfico of Nuclear 
Reaclof Regulatioi>. Director (Post 8704 1 1 ). 4pp 45199207 45109 210 

6804200372 Feiwards select sys assessment progress som.Tiary tor Mar 1988 
CONWAY.W F. Florida Power A I ight Co. 88/04/ 1 1 Oocumont Control Otanch (Docu 
mont Control Desk) 3pp 45178 338 45170 340 

8804220104 Forweids moniWy opereltifi lepis tor Mat 1988 A coirocied Feb 1086 unit 
shutdowns A power reductions rept for Unrt 4. Cor/eclod rept provides info on oulaoe 
mat was omitted from original reel 

CON'.VAY.W F Florida Powei A l.'gfit Co 86/04/15. OocumenI Control Branch (Docu- 
ment Conliol Desk) Ip, 45216,102 45216 210, ' 


—8804290265 Revised safety evaluation accepting util interim compensalory maasu'es 
A request lor exemption from 10CFR50. App R.^cMon III.G requirernam te hot shut, 
down repair lor lire event in plant 

• Plant Systoma Brarych 88/04/20 5pp 45322 360 46322 354 


J. Insurance A indemnity Information 


Endorsement 20 lo NELIA Policy NF-294.Endof6on\afH 15 to 
MF-l28.Endorsement 30 to NELlA Policy NF.27 /.Endorsement 22 to 
MF-tl4 A Endorsement 194 lo NELIA Policy NF-43 
OSTER J. Commonwoatm Edison Co 88/04/06 DlNITZ.L Ollice of Nuclear Reaclor 
Regulation. Director (Post 870411). lapp. 45090 030-45090 042 


88042S0042 Forwards Endorsemenia 107 A 108 to NELIA Policy NF-187 A Endoise- 
ments 90 A 9t lo MAELU Policy MF-54. 

OSTERJ. Commonwoairn Edison Co. 88/04/15 DINITZ.I, Ollice ol Nuclear Reacior 
Regulation. Director (Post 870411) 5pp. 45281 27 7-4528 1:281 


I rept ot unit shutdowns A power reduebons tor Feb 1988 

GRaNT.N W Florida Power A Light Co QB/02/29. 2pp 45216; 1Q3-45216'.194. 


“8894220074 Monthly i^erafng ropts lor Mar 1988. 

GRANT.N W Florida Power a light Co 38/03/31 16pp 45216:195.45216 210 


8. Reportable occurrences, LEfls A retatad correspondence 


8804130177 Special rMiinonfunciional fire barret penetration not returned lo functional 
siaiirs wiihin 7 days Caused by mods boir.g performed A equipment malfunction Plant 
conlmt'es toiirplemenl compensatory meatures as applicable 
CONWAY.W P '■londa Power A Hgt.t Co 08/04/07. Document Control Branch (Oocu- 
meni Conuol Desk) 5pp. 45132 349.45132353. ' 


V. Operator Examlnallona 

R®pt 60.250/0168 -0 1 aitminslered on 660126-28 for 
"«>t>V.C.O. F,o«, |.o»« S 

4’r9^?|^'4e9l5 D rector. 88/03/10, 150pp 

Foiwards comments on qoosiions In 890126 exam (or NRC review A con- 
sideration prior lo grading exams. 

SSr’f&'SjS.&Jlia'* 2. 01< Ol 

elcmr® Operators A senior 
'®<\9alificat*on exam summary sootc® sheets kstod in end 

a(y w/personaf privacy info deleted 

®' r®'®® S Records (Post 870413). 88/04/19. BOLEYK 
Pobte Ciuren S Cntica) k4ass Energy Project, rpp 452)3 003 452)3 095 

admtrxldwed lequatrhcation exam results summary. 

NrL • No O6ta>t0d Airil.8(iOn Given 67/07/20 Sapp. 45213 007*45213 095. ^ 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 
P. Operating license stage documents A cottespondence 

n90«vilie.MO Olfical mailing address s 
stTwad locations A phono number TS MIchat 

f ^ A<7ams Will serve as backup. 

Atiif $ Noi PPwef Reactor Projecl Directorate 88/0 

All. liation Net Assigned 3pp 44856:322-44856 324. 


P. Operallrtg license stage documents A correspondence 


9/09300402 Responds to request for review A commer^ts on wheihet or not techntca'iy 
acceptable inerted conlalrxmeni sys could satisfy provisions of I0CFR50 44(g) NRC 
MWing plant-specHic submittals on complianco,por 870120 meelmg. 

Gsoeral Counsel lor Rulemaking A Fuel Cycle 87/08/31 
463^^5 * Group JANECEK.R.F. CommonweaHh Edison (^. 2pp 


-8804290168 Requests review A comment re scope of Paragraph 50/14(g). whether 
iMhnlcally acceptable inerted containment sys could satisfy provision of Paragraph 
50.44 m). 

Owners Gioup. JANECEK.R F. Commonwealth Edison Co. 87/ 
00/23. DORIAN. T. Office ol the General Counsel. 4pp. 45322 357-45322.360 


6603150061 Fonwards "Reactor Containment Bldg Integrated Leak Rale Test.'* Next 
Type A tost lor unit scheduled for Summer 1989. 

BAX.R.L. CommonweaMh Edison Co, 88/02/22. OENTON.H.R. Office of Nuclear He- 
ector Regulation, Director (Post 870411) Ip. 44715:327-44716058 


—8809180044 "Reacior Containment Bldg Integrated Leak Rate Test’’ 

Commonwealth Edison Co. 87/12/06. 91pp. 44715:328-44716058 

8803240426 Generic Ltr 88-06 10 all power reactor licensees A applicants re removal el 
SpM administrative control requIrements.Svc list encl. 
MiHAGyA.F.J. Associate Director tor Projecto (Post 670411). 88/03/22 Consolidated 
Edison Co ot New York. Inc. 47pp. 44972:107-44972:153. 


8804050)27 Forwards Amend 106 to Ucense DPR.29 A safety evaluaiion. Amend Inooi 
poraies changes to fimiUng conditions lor operattons.surveillance roqulremenis 4 
oases of 3 4/4.4 Tech Specs tor standby liquid control sys per 10CFR50 62, 

RO^.T Piolacl Oiracloiate tH-2. 68/03/29 BUTTERFtEtD.L. Commonwealth Edison 
Co, 2pp. 44997.016-44997 020 


—8804060133 Amend 106 lo Ucense DPR-29,lncorpor8ling changes to limiting condf- 
Hons lor operaltons.8uiv«illance requirements A bases of Tech Specs 3 4/4.4 for 
sland^ liquid control m )n compliance w/t0CFR60 62. 

MULLER.O.R. Project Diroclorala (112. 88/03/28 7pp. 44g97;O2O-44097.O26 

-8a04OS0}38 Saloly evaluation supporting Atpend t06 to License DPR-20 
Projecl Directorate III-2. 88/03/20. 2pp. 44997:027-44997.029. 

8804060524 Documents 860317 telcon re embedment plate assessment program le 
analysis method A acceplertce criteria for compulation ol allowable loads for strip am- 
b^mem plates w/ 24-ioch anchor spacing. 

.JOHN80N,l.M. Commonweallh Edison Co. 88/03/31. MUPIey.T.E. Ottioe of Nuciear 
Reactor Regwiebon, Director (Post 070411). ip. 45010:287-45010:267, 

Responds w 880)29 A 0224 Mrs re qlleged ha2ardou3 practices at 
util.oiscusses evIdaiKe of licensee compliance to federal regulattorts A nonviolsiion oi 
requirementa No turthoi aotton intended 

GREENMAN.E.Q Region 3. Ofc of the C5irect0f. 88/03/81. YOUNQ.C. APiallon Not 
Assigned. 4pp. 45029:28 1-45029.'2e4, 


S8042I03S3 Forwards lisirg ol IPSIS, changes & experiments lor March IOBB in cojitph- 
lanco with lOCFRSO 59 

ROBEY.RA Commoowea’ih Ed son Co 88/04/01 SNiEZEK.JH Olfice of Nuclear 
Roaclor Hosi'lafoii. Oiroctor (Post a?04 1 1 ) lOpp 45235 320 45235 329. 

88040800BB Goner.c I ir 88 0/ to power tonclor (iconsees & applicants ro modilictf en- 
foicomenl po'.cy concerning l0tFn5O49. ‘ Cnwion Oua'ificol on Of Etochical Equ'p- 
rneni Important to Safety lor NVcioar Power Plants.'' Sve i.si onci 
MIRAGLIA.F J Associate Oirecicr tor Projects (Post 8/041 1) 89/04/07. Consol datcd 
Edison Co Ol New York. Inc. 4!)pp 45l64;237'45IC4 265 

8804280039 Forwards Hov 50 to CE-1 A. "OA Program tor Nuclear Generating Sta- 
tions " Revs be.ng n^ade to retloci organizet.onal changes. 

MORGAN.WE Comrnonwoalin Edison Co 09/04/16. Oocumeni Con'iol Sionch 
(Oocumeni Conlrol Onsh) ip 45261 273-45261.299 

-88042S0069 Rev 50 to "OA Program lor Nuclear Goneraling Slal'ons " 

• Commonwealth Edison Co CE I AR50 86/04/16 I7pp 45261 274-45261 299 

8804390297 inloims that steam void lormolion & suOSOqu-ont water hammer ollocts 
doling sys Startup wit not occur m ECCS as result ot reactor coolant leatisge into 
sys.per concerns raised by NRC 

JOHNSON.IM Commonwealth Erl son Co 80/04/19 MURLEY.T E Ollice Ol Nuclear 
Roaclci Hogulalion o.roclor (Post B/04I1) 2pp 45263 073 45283 074 


Q. Inspection reports, lE Bulletins & correspondence 

8603210090 Suppl 1 to NRC Into Notice 07 044, "Th-mbio Tube Thinn'ng -n Westing- 
tiouso Reactors ' Sve list end 

HOSSl.C.E. Divison ol Oporatonai Events Assessment (Post 6704(1). 88/03/26 
Conso'idatorl Edison Co ol New Yoik. Inc I2lpp 44905 (26 44995 246 

8603220296 NRC Info Not co 86 010. "Matls Licensees l ack ol Mgl Controls Over Li- 
censed PioQfams ■ Sve list end 

CONNINGI-/AM.R E 0. vision ot Industrial & Medical Nuclear Salniy (Post 0 /0739). 86/ 
03/28 Consoridated Edison Co ol Now York. Pne 1 08pp 44995 247-44005 353. 

8604140004 Responds to NHC 600225 Itr ro violations noicrJ in Insp Ropis 50 254/67- 
33 S 50 265/87-33 Coifoct-vQ actionn instnimenl mocban-c & (oroman made aware ot 
roqu-rements ol Station Procorfure OIP 5700-2 & procedure discussod ai mani moot- 
ing 

TURBAK.M.S Commonweallh Edson Co 88/03/29. OAViS.A B. Region 3. Ole of the 
Dredor lOpp 45147 300 45147 315. 

8804060441 Forwards roquosl for addi into to ull responses to IE Bu'lonn 05 003. 
"Molor-Operiiled Valve Common Mode Failures Ouriiiy Plant Trtinslonis Due to Im- 
proper Switch Settings " Addi into roQuosioct within 1 month of itr elate 
GREENMAN.E.G Reg on 3. Ole ol liio Qirocior. 60/03/30 RGEO.C. Commonwealth 
Edison Co 5p(» 45007 059 45007 060 

BS040S006I Forwards FoUowup Insj) Ropts S0-2S4/80 06 & 50'265/0B'07 on 660316- 
1 7.No violations ol NHC reqii romonis noted 

SHAFER.W.D Region 3. Ole ol iho O-reclor. 00/03/31 REEO.C Commonwealth 
Ed son Co 2pp 45028 276 45028 201 

-8804050064 insp Ropts 50 254/08 06 & 60 265/88 07 on 880315-17 No violations 
noted Major areas mspociod Iconseo actions on piovicusly rdonlifiod iloms.omorgoncy 
Ian activations, roviow of liconseo rniliahvos lo Improve program 
LOSKI.r J . SNELL.WG Region 3. Ole of Iho Diroclor 80/03/31. I Ipp 40028 200 
45028291. 

6604010266 NRC Info Noheo 08-01 1. '‘Polonllal Loss ol Motor Control Ctr &/or Switch- 
board Funciion Duo lo Faulty Tio Bolts " Sve I sl onci 

nOSSI.C.E Division ot Opornlional Events /Vssossmonl (Post 070411). 08/04/07. 
Consolidated Edison Co. ol Now York. Inc. I24pp 45406:202-45407.051. 

8604060370 NRC Into Notice 88-012, "Ovorgrenslng ol Electric Motor Bearings." Sve 
hsi end 

ROSSI.CE Division of Operational Evonta Assessment (Post 870411) 08/04/12 
Conso’idatod Edison Co of Now York. Inc l23pp 45105:028 45185:150 

8804 190013 Forwards Safety Insp RopIs 50-254/88-04 & 50-265/’ee-04 on 860207- 
O-t02 Violation noted but nouco o( violation v»Tl not bo issued. 

rORNEY.WL Reg'on 3. Ole of tho Director 88/04/12 HEED.C Commonweallh 
Edison Co 2pp 45107 026-45187 038. 

-8804190017 Insp Ropts 50-254/80-04 & 50-265/80 04 on 800207.0402. Violations 
noted Major ateas inspected operattons.maini. survcillanco.LER Tovtew.rciutlno 
ropl8.iempora(Y Insirucl'ons & administralivo controls allecling quality. 

RING.M A Region 3. Otc ol tho Director 88/04/12 12pp. 45107 O20-45ie7:O3a. 

8804310436 Forwards tequesi lor addI fnlo ro results ol expanded msp plan for piping 
suscopliblo to ICSCC at plant Uiit proposed aliernolivo not acceptable w/o turlhor jus* 
tilioaiion 

ROSS.T. Project O.TOcloraie 1(1-2 00/04/13. BUTTERFlELO.L. Commonwealth Edison 
Co 5pp 45192:183-45192 t67 

8604250326 Cont.rms plans discussed on 800414 between It Bliss & Q VanSicWe re 
^coming 080506 mooting w/ulil to discuss response lo IE Bulletin 65-003 
GREENMAN.E G. Region 3. Ole ol the Dirocior. 88/04/18 HEED.C. Commonweallh 
Edison Co 2pp 4525I :I20-45P61;12I. 


R. Pertodio operating reporls & related correspondence 

8804220070 Monihly operating ropts lor Mar I988.W/660401 Hr. 

OEELSMYOEn.L.. ROaEY.RA Commonwoatth Edisori Co 80/03/31 22pp 
45221:260-45221 281. 


S. Reportable occurrences, LERs A related correspondence 

68040S0283 LER 88-007-00.ori 800301, 1 niako boll of standby gas Iroatment sys cov- 
ered w/plasiic-Caused by personnel oner duo to lack ol communicationPlastic re- 
moved lo prevent blocka^ & painting crow counseled. W/8803 1 8 Itr. 

CASTRO.B. 8AX.R.L. Commonwealth Edison Co. 08/03/16 5pp 45028 298- 
45026 300 


6604300393 LER 86-025 Ot.on 06O8?7.smelJ boro toms attached piping nol meeting 
FSAR roquremenis discovered Caused by Inadequaie design roview.Mod issued lo 
correct remain ng Mark I issues lor small boro piping. W/880323 Hr 
KRONICH.C.. BAX.n L Commonwealth Edison Co 88/03/23. 7pp. 45239 069- 
45239075 

6804270163 Forwards addi into ro LER 87-025 concerning control room 
habilabi'iiy Agfoos to suppl LER 87.02 & provide safety s:gn>licance assessment by 
880422. 

JOHNSON.I M Commonwealth Edison Co 88/04/15 DAVIS.A B Region 3. Ole ol 
tho D rector 35pp 45245 286 45245 320. 


V. Operator Examinations 


8804260066 Responds to FOIA request lor info re scores ot reactor operators & sonpr 
roactor operators Forwards requalilicat-on oxam surrmary source sheets listed in end 
SW w/porsonal privacy Info deleted 

GRIMSLEY.DFI Oivison of Boles S Records (Post 6704131- 00/04/19 BO LEY K 
Public Ciiiron'3 Critical Mass Energy Piojoct 2pp. 45213 C03-45213 095 

-BB042S0167 Package ol NRC adminislered requa'illcation exam results summary 
' NHC - No Ooiailod Alfihalion Given, 87/07/20. eOpp 45213 007-45213 095 


DOCKET 60.265 PALISADES NUCLEAR PLANT 


F. Security, medical, emergency A lire protection plane 


8804120064 Confirms dalos of 080509-13 lor insp ol plant tor compliance w/ 
tOCFRSO.Apn R.por 060405 tolcon Latest rov to l-stod addi Into lequasted by QQQ426. 
ItAnmsON.J J. Region 3. Olc ol Iho Director. 88/04/06 HEINS.G L Consume/s 
Power Co. 3pp 45135-P85-45135 287 

6804200171 Withdraws 040423.as revised on 8407t6.oxcmption roquosi re charging 
pumps becausQ.on tav ol Oil HOimal Piocodure ONP-25 2 to indudo P-54G & p.b8B 
use. Sub] exemption no longer required lo meal iCCFRSO.App R roquiremonis. 
S.MEDLEY.n.W. Consumers Power (io. 88/04/12. Document Control Branch (Docu- 
monl Control Desk) 2pp 45174 086 45174.009. 


H. General correspondence 


6804280091 Informs ol corporate A organizational chongos due lo ros-gnetion ol JF 
Paquolio.DW Ouckman replaces JF Paquette as President & Chiol Operating 
Olficor.GL I loins Vice President ol Energy Su^ly 

DERRY.K W. Consumers Power Co 88/04/197 Document Control Branch (Oocumeni 
Control ooek) 4pp 45261 300 45201:303 


K. Ullllty Final Safely Analysis Report (FSARj A emends 


8804260397 Rov 4 to updated FSAR (or Palisades Plant.W/060420 Ur. 
MOFFMAN.DP Consumers Power Co 88/04/20. 77pp 45281 056 45261.132 


P. Operating license stage docuniente A correspondence 

8803060149 Forwards Amend tti to License DPn.2d & safety evaluation. Amend re- 
vises Tech Specs for movomont ol heavy loads, cortsol-daios all specs In Soclion 
(3 211 & expands scope beyond sh pp ng cash. 

VJAMOACt-i.T V. Proioct Oiiottotote Hl-1 Ofi/03/01 BEHRY.K V/. Consumers Power 
Co 2pp 44634:329 -14634 345. 

-BB03060161 Amend 1 1 1 to License OPn-20,rovlBlng Tech Specs (or movement of 
heavy loads. consolidating ail specs In one Soclfon (3 21) & expand ng scope beyond 
shipprng cask 

ViRGiLfo.M.J, Pro.ecl Directorate lll-l 00/03/01. tOpp 44634:331-44634:340 

-6803080168 Safely evaluation suppoiting Amend 1 1 1 to License DPn-20. 

• Piojoct Otroctoiate IH-V 88/03/01. 5pp 44934-341-44634 345 

8803240420 Generic Lir 88 08 lo all power reactor licensees A app3cents re removal of 
organization charts irom Toch Spec administrative control roqu'remenis Sve l-st encl. 
MIRAGLIA.F J Associate Director lor Projocls (Post 6704 1 1). 88/03/22. Consolidated 
Ed-son Co ol Now York, Inc 47pp 44972 1 07-44972 163, 

8604060120 Forwards corrected Amend It2 lo License OPn-20 A safely evaluaiion. 
Amend revises Tech ^ec lo modify inservice (nsp program (or steam generators lo 
bo more consistonv vr/STS & piovWe add! insp requiiemehts 
WAMHACH.T.V. Project Direcioraio lll-l. 88/03/24. BEHRY.K.W. Consumers Power 
Co 10pp. 45064:281-45064 298 

880406006S Forwards corrected Amend Il9 to License OPR-20.Amond doletes loot- 
notes from Tech Spec Table 4.2. t Involving sampling frequency ol safely injection 
lank 18 Cycle 5 operaUon only A now out of oeto. 

WAMBACH.T.V. Project Directorate lll-l 88/03/25 0ERRY.K W. Consumers Power 
Co. 4pp. 46029 035 46020:042 

-8B04060104 Corrected Amend |I3 to License DFR 20.deioling lootnole Tech Spec 
Table 4 2 1 Involving sampling frequency of safely injection tank re Cycle S opeiaLon 
only A now out of date. 

VIHGILLIO.M J. Project Directorate lll-t. 88/03/26. 4pp 45029 039 4 5028 042 

0604130031 Application for amend to License OPR-20.ieyising Tech Specs re reactor 
protaclion sys Changes re Generic Llr 86-13 A removal of steam genotalor irans'ent 
dillerentlat pressure hmil discussed.Proprfetary rents withheld (rel 1OCFR2.790) 
BERRY ,K W. Consumers Power Co. 98/03/25 Oocumeni Control Branch (Oocumeni 
Control Desk), /pp. 46 146:087-45146: 182 
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-uoatioail P-.C-; K J 7f ;n ?ce-: J 5J «e ihenrai ra;gn»l5<> pressufo mod 
* '■. r Cc C3 ^0 jEt'C 45072 321 '45072 355 
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M(M1W*33 F';v0.i uj-od ."j >e<;jey?c /O 6b02?5 m »© opciaimg njcleai powr.i 
j'.'\ i‘. -Mi .e s.'r3 a eng GjcJI laves 

5’t,iO • C''J c* "e Eic-jc'-te Ofec'jf (of Optfai-ons 88/04/06 RiDGE.T. House 
Ji'-l' -^C 45' :4 '3345' 34 143 

MC4C400(4 .Vniic v.'j 68 C7 O 'eacloi licensees & appi cants to mod.fied en- 
jy-cy csf'Cetn.ng 'OCFfiSOdg Enwon Oualificaion ol Flecincal Equip- 
r^j-i ■'fyra'i to 5a*£V Kuc-ea/ Power Plants " Sve I SI eocl 
MRAjt'.aPJ Ajst'Cwj'e £)««:;/ for P'0??cis (Post 87041 1) 88/04/07 Consolidaled 
EOitnCc :i f<«w r jf* inc a.iipp 45164 237-45164 285 


M04190047 Forwards appi-ca'co (ar intend to License OPR 20,opdat.ng low temp 
c»«Ti«rtSi,re (4d‘e;;'i;n Fech Spec leq-d-renwrtis 

cEFSr I. rt Ccesumers Power Co 63/04/12 Oocumer-t Control Branch (Oocurnent 
Cor' tM Diesvj 2pp 45235 23!-4S229 259 


-M(M2S0t94 Appocaven (or a"wod to License OPR 20,chang ng Tech Specs (0 update 
L-w te~p cver^essiire protection reomfemonts 

FnXFMANOP (icnSJiners Power Co 68/04/1? 6pp 45209 233-45209 238 


CtOUaUDU-jru innv 

Ut end 

ROSSI.e e Division 
Co-nso'idaiod Edison 


o( Opotaionnl Evo.Hs Assossniunt (I’o**! li/oil 
Co o( Now Yorh. Inc 133p() 45165 0?0 40 Hil) l..t) 


I). I»n/0<571 


88042801 to Requests addi mfo in rospcnso lo IE Bul'riim 80-1 1 /•> 
deals w/spocit c issu©s.Ef«l 2 ptov.dos bosw (o; Ouusl.on 3 A Lm 1 .1 suiiob Uosls (' 
Question 4 Requoste response w.lhin 00 days 
wauhaCH TV PfoiocI Cirecicralo lll-t 88/0“' 


•8804280144 ' Toch Hept on Use Ol Joint ncmtiircrtmoni ‘ii 
HAIt/'DAA HARRiS.IIG OioxoI Univ . Ph ladpiphia. PA 
lute 63/03/31 14pp 4526? 315 45262 320 


n'oek Mnsoniv VVa’lsi 
lUtfilQA.iJ Crni'Mln Ins 


R. Periodic operating reports & related correspondence 


6804050311 “Pohsadea Plant Annual Ropi to NRC lor iCQI Jll>i> UuvIowP Vl 
089331 Ilf 

JOhNSON.OD Consumots Power Co 87/i 2/3I 26pp 45032 I i> 7 4503? 151. 

8804050348 1987 Range Summary nopV W/800331 tii 
JOHNSON.B D ConsiifTters Power Co 07/1P/31 7):p -1504S ?0:l 45045 ?(;'> 

8804150398 Mo.nihly oporaling ropt lor Mar 1088 W/OfiO-lO/ Itr. 

PACKARO.GC GORALSKI.G Consumora Power Co 08/0.1/31 5p(>. 46 1 7.5 ?6t 
45175 260 

8804220026 Forwards ccrroclive work order oackion fii cpott coiiifol tonni itol'ciofictc 
tqpl lor Feb & Mar 1908 Next ropt w.ll bo submillorl In m d Juno t DUO 
JOHNSQ.Vl.B O Consumers Power Co 08/04/15 Oocumon' Control (IrorlrJ' (IJor.1 
meni Centro! Desk) 2pp 45226 311-4522G3I2 


S Reportable occurrences, LERa & related correapondonco 


8803290270 LER 88 003-00 on 880221.23 & 24.socondarv sirto nontD/its ol »1(toni (jei 
eraiors E-50A R E-SOB dscharged to Lake Micli-gan ns cnnlmiiciub relenao.Sti-nrvic 
d.sposcd ol prior to rcqu'red analyses Caused by procedure dollciency W/080322 II 
K02UP.es. JOHNSCN.0O Cans-jaiQis Power Co 08/03722 4pp 44921: IOC 
44921 193 

8604070034 LER 88 005 03 on 880304.s1roklng ol Sve water crjfitolnmnni laolcilio 
valves occu.'red dunng piohibicd conditions Cousod by (irocodiir; 

delictcnc-os Admnlstraitvo Piocodure 9 21 lovksod & Tech Snt/c lesls rovuwoitW 
880404 l!i 

K02uP.es. JCHNSON.B D Consumers Power Co 80/04/04 .5np 45072:21)1; 
45072 287 


-<404190049 Ff.:pcsed Tech Specs upda'-.Tq lew temp cverpressu'c preteciion tecyrre- 
' Ccej,^-^»»ri Pcwer Co Bdr04'12 2lpp 45209239-45209 259 

4404200t7t A dtdraws 84-3423 as revsed on 8407f6 e«empl.on lequosl re charging 
pu'VS tecause on rev cl Or1 Norrrjl Ptocedure ONP 25 2 to include P-540 4 P 668 
re<3u4£d to meet l0CFn50>lpp R requirements 
wcL*it’^ n w wOfis<>r^ 0 fs Powef Co 68 '04/12. Cont/ol Branch fOocii* 

i*-ad uyc 3t Oeskl 2nj 45174066 45174 069 

4404220049 Fk^yidea c<jr‘ca*JOO cl Sve water pump operabif iv determination re inter- 
prewvn el Tech Spec 3 4 suOrrurted on 680406 

'• P<7*ef Co 88/04/13 Docu'renl ConL'ol Branch (Documeol 

Con»DtOesii) t? 45236056-45236056 

•404210394 Forwards request .*or addi in»o re review ol lespor^se to Genenc lb B6-06 
t^enitfiQ reaevy cocani pump inp Resporxse requested wittun 60 days ol ib le- 

' BtRRy.KW Cor^sumers Power 


8804070041 LER 83 G04-00ori 800303.roqiJ-rod dissolved oxypun Oiirilysia ni 
completed Caused by personnel orror.Oaia sMoots rov.sod to cloorly identity nnrtlyao 
tecyjircd by Tech Specs & required l>mo lo bo compleiod W/OCOdOA lb 
K02UP.es. JOhNSON.B D Consumers Power Co 08/04/04 4()p. 45072.207 

45072 270 

6804130125 Partial response to FQIA roq-.iOSI loi documonis ro Into Asscmirnonl To.lc 
noi>l>caiion & altegod valve tampering App A documents fivallobtri in POn FoAViird 
App G documents App B documonis also available In POR 

GRIMSLEY.D H Division ol Rules S Records (Posi 870413) 88/04704 MAXWtltli 
Cosmos Bfoadcasing Corp 3pp 45102 031-45102 040 

-8804130165 Forwards FBI communication lo bo disaeminaiod only lo NRC nn'oloyoo 
w/need to know VV/o FBI communication Records ol 8C0010,0020 I212 070404 / 
let^ns & Region III lepts ol 880010.870318 & 0929 ovonts onct 

Nuclear Matorial Saleiy & Snloguarda.Oiroctor 07/10715 
HAYtS.B Office of Investigations. CREEO.J.n HoQion 3. Otc of flio Oi'OCtor I Ipp 


0. Inspocuon rtport*. IE BuMtlni 4 coriMpondMct 

873910 response lo NRC Sutletin 874)01 re th/nn-nq Ol 
^ plant specific action roofed 
Consumers >o«er 

mi^e «wp program tor siea.-n generators to 
reqoaements 

' W Consumers Power 

’s^ •« Wesbng 

•'»« «' M9t ConUots Over I ,- 

^ Mb ,i:esriT8®0425 

•wee 3P^ M'W/O? HEINS.GI. Consumers 


V. Operator Examlnallons 

I'S'otJ in end be prov.dod (or licensing ovnms.sclioauK 
during Wks ol 860620 6 27.60 days piioi to oxam daie Facitiiy cngl losporssiblo 1 
® ®P®C0 * accommodations tor cooduebnn wntton oxom. 

A O.rector 88/03/29 hEINS.G L Consumora Pow 

Co. llpp 45076,120 45076 130 

request lor Into le scores ol roactor ciporators & soni 
repoe'ilication exam summary sourcu shoots l‘stoc} In on 
™^P®rsonal privacy mfo deleted 

D hi> r^. * Records (Post 870413) OB/04/10 OOLUY 

Public Citiron s Critical Mass Energy Pro)0ct 2pp. 452 1 3:C03 46213. 005 

No Oata.tarf admirtslored reqoa'iltcaiion exam rosulls summoiy 
NHL • Ho Qeiaiied AtHiaivoty Given 87/07/20 88pp 45213 007-45213 005. 

DOCKET 50 259 BROWNS FERRY NUCLEAR POWER STATION. UNIT t 

F. Security, medical, emergency & lire protection plans 

®*cnunKA®;^v\cufC^^^ EPIP-S. -Porsonnol A 

GRIDLEY.H Tennossea Valley Authonty 88/03/25 20pp 44916 340-44916.359 

- wTia,?*" 

HIUV.EY.H Tennessee Valley Authority 80/03/30. I2pp 44970 244.44070 265 


6BO4O6020S Forwards "Frre Proleclion nopi" as ti'si stop (n approach to replace etist- 
lO'g Ixorkso condition Repl includes fire protection pianJOCFHSO App fl safo shutdown 
anal/SOS & lire hazards analyses lor fire areas & zones 

GntO) EV.ft Tennosseo Valley Authonty BQ/QiltOA. Docunterit Control Branch IDocu- 
mani Conirol Desk). 9pp 46067 065-<l 5070 179 

—8604060290 "Fire Proioclion Fopt " 

MEHBICK.O. WIMBHOW.R T.. ANOERSON.CE Tonnosseo Val'oy Authority 80/04/ 
04- t.iacpp 45067.074 45070 179. 

8804210023 Forwards supplemontal lesponso to NRC 671 118 Itr re vio'alions noted in 
Insp Ropis 50 359/fi7 a3.50-280/67-33 8 50-296/07-33-Correclivo actions ma:nt re- 
quest issued to rosoai junction Poxos & panols fue proloction sys area. 

GRtnUEV.n Tennessno Valley Authority. 80/04/13. Document Control Branch (Docu 
merit Control Dosk). 7pp 45219;1?6 45219 132 

0804180257 Forwards Rev 14 10 security personnot train no & qjal f'eation plan Rev 
wilhhold 

GRlOLtV.RL Tennessee Velloy Auttionlv 08/04/14 Oocoment Conho’ Branch 
iOocu/nent Control Desk). 2pp 45 195.330-45 1 95 339 

8804200473 Partial response to FOIA request re l.re protection Forwards App E 
documents App 0 & E documents avai.'ab'o In PDR App F document complotoly with- 
held (rol FOlA Exemption 5). 

GHIMSlEY.OH Division of Rules 8 Records (Post 070413) 80/04/14 JONBS.C.R 
Afliiiation Not Assignod Spp 45206 037-45206.043 

-8804200579 Advises ihai Fire Prolockon Steering Commilloa has tocomm-ondod ihai 
each rogon make one iPCFRSO.App R-type msp lot each laci'ity lo assess status ol 
compliance w/ lOCFRSO 48. Program istod 

CONLON.T E Region 2. Otc ol Iho D.iecioi 84/i i/C6 hERDT.AR Hogion 2. Otc of 
the Diroclor 3pp 45206 176 45206:178 

8804220250 Revised emorgoncy plan tmplQmontinu proccdaresjnclud ng Rev 0 to 
CE(bC-CPiP-l. "Emorgency Duly Ollicor Procoefuro lor Nolilicobon ol Unusual 
Evont.Alori.Siie Area ^cigoncy & General Emorgoncy." W/600420 Itr. 

GRIDLEY.HL Tennessee Valley Authonly 80/04/20 400pp 45229 300-45230 322 


J. Insurance & Indemnlly Information 

8804050067 Forwards slalus & doialls of property insurance coverage for lac litio3.por 
lOCFROO 54 lor into 

GHIDLEY.R Tonnossoe Valley Authority. 00/03/30. Document Control Branch (Docu- 
moni Control Desk). 3pp. 44095 350-44005.368. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

0604040111 Forwards util response lo ACRS questions from 880212 mooting w/lull 
ACHS committoo in Washinglon.OC.Ulil will begin screening ot LERs of sister plants 
lo Soquoyah & Browns Ferry Nuclear Plants to doiormlno if any actions required. 
OniOLGr.R. Tonnossoe Valley Authority. 88/03/30. Document Control Branch (Oocu- 
moril Control Desk) 4pp. 44970.232-44970 235. 


P. Operating license stage documents & correspondence 

8803240420 Oonoric Ltr 06 06 to all powor reactor licensees & appi cants lo removal ot 
organlzalion chads from Tech Spec administrative control roqu romonts Sve I'St cnc( 
MIHAGLIA.F J Associate Director for Projects (Post 070411) 88/03/22 Consolidated 
Edison Co ol New Yoik, Inc 47pp 44972:107-44972 163 

B8840100S2 Forwards satoty oveluaiion to util losponsos to Generic Ltr 83-20,ltems 
3 1.1.3 1 2.3 2.1 & 3 2.2. ‘ Post Main! Testing of Reactor Trip Sys & All Other Safety- 
Rolalod Con^ononts." Responses occoptabTo. 

ZECH.G G CjIc ol Special Projocls 88/03/23 WHITE.S A. Tonnossoe Valloy Author- 
try 3pp 44920 348 44920 356. 

-8804010057 Safely evaluation suppoding util responses to Generic Ltr 83-26, Items 
3 1.1.3 1 2.3 2,1 & 3 2 2 . • Posl-MaliW Tosiing ol Roncior Tilp Sys 6 AW Olhor Safely- 
Related Components." 

• Otc ol Special Projocls 88/03/23 Spp. 44020 352-44920 356 

8B033 10129 Forwards Rev 4 to "Design Oasolino & Vonllcalion Program." Rev provides 
detailed explanation ol plan essential calculation ellort specifica'Iy d scussed tn Rov 2 
Section 4 1.4. 

GRIOLEY.R. Tennossoo Valloy Authority. 88/03/25. Document Conirol Branch (Docu 
mom Control Desk) 2pp. 44962:325-44002:350. 

-8803310132 Rov 4 to “Ooslgn Oasolino & Veiilication Program " 

* Tennessee Valley Authority. 08/02/22 24pp. 44992 327-44902 350 

8804070199 Forwards TVA employee concerns task group subcatogory repis 
RUSSElL.J.R. Tonnossoe W((w Authority. 60/03/26. Document Control Branch 
(Document Control Desk), Spp 45022 145-46024 267 

“8804070203 Rov 3 to Employee Concerns Special Program Subcetegory Enginooring 
Ropi 26000. "Civil/ Structural Design (21500) & Pipe Whip Rosiralnl Design (22700).” 
aeNKEnr.JW. nU8SELL.jn. ^nnossoe Valloy AulhorKy. 88/03/21. 89pp 
45022:150 45022:230 

—8604070217 Rev 5 lo Emptoyoo Concerns Special Program Repl 80100. "OA Mgt & 
Policy." 

MCCALLUM.N . (JROWN.W R., KARR.J E. Tonnosseo Valley Aulhority 88/03/18 
96pp 45022 239-45022:334 

••8804070324 Rov 6 lo Employee Concerns Special Program Subcaiegory Rept 80200, 
■Insp." 

KENZIE.L.Q., WOfiTHy.j.E.. JOYCE. J.W Tonnassoo Valley Aulborily. 86/03/18. 
I52pp 45022:335 45023:126 

-8604070234 Rev 6 to Employee Concerns Special Program Subcatogory Repl 60400, 
"Nonconformance Conirol S Corrective Action." 

HALVERSON.n.O., JOYCE. J.W . BflOWN.W R Tennossoo Valley Authority. 88/03/ 
14 401 pp 45023:127-45024:257. 


8904010260 Inter ms Ihai schedufe lor response to request lor adcll mio re human fac- 
tors proof oni & solalion devices for SPOS wi i be provided by 860922 
GRIOLEY.R Tennessee Val'oy Authority 06/03/29. Document Conirol Branch (Oocu- 
mem Ccniiol Desk) 7pp 45958 118 45056.124. 

8004060067 Requests exomplion from bmo roq-i foments in 1CCFR706l(d) to perform 
physical inventory ol S.NM by 880331 duo to ul 1 tosloang equipment necessary to os- 
tab is h secondary coniainrr.ent.pof 10CFR70 14 

GHiOLEY.n Tennossoo Val.ey Authority. 30/03/30. Docume-ct Coritro' Branch (Docu- 
ment ConifO* Desk) 3pp 45073 338 45073 3-tO 

66041 10261 Fonwards safety trvaluaiion accoplic-g third vent pelh ol C04i8 nrr.ent atmos- 
phoric d;lu|ion sys lo satisfy roqui'orncms of NUREG O737.(lom II E,4 I. 

ZECH.G G Ole ol Spocia' Projocls 88/03/31 WHITE.S /i Tennessee Valloy Author- 
ity Spp 45079 001-45079 035 

6B040700S7 Foiwards listing o! employee concord numbers shown on utl data base as 
NRC respcnsibi'ity lor evduaton not Included m 861231 submittal Requesls ack ol rn- 
sporisibi'ity 

flUSSELL.J M Tennossoo Vai'ey Autho-sty. 80/04/01 Document Conirol Branch 
(Oociimcnl Co.strol Dosk) 7pp 4D075 036 45075 042 

6004080178 Informs that MjIU Plant Acllo.n E-04, ' BWR Sisnio Loop Operation" 
closed TAC numbers Icr Lsied plants should be closed & sis^o loop operal-on re- 
viowB should bo tracked as plant specil c acuo-is (n future 

THAOANi.MC Prelect Diroctcialo 11-2 80/04/0 1, GEARS G Die of Special Projects 
2pp 45064:311-45084 315 

0004080008 Generic Ltr 80 07 10 power rooctor icensens & appi cants re modiliod en- 
lorcotnanl po'icy concnrnrg lOCFRSO 49. "t’nv.ron Qua'ilicalion ol Elecl'ical Equip- 
muni Impoitoni jo Safety lor Nuclear Power Plants " Sve list one* 

MIRAGLIA.F J Associoto Di'Oclor lor Projects (Post 870411) 89/04/07. Consolidated 
Ellison Co ol Niy« Yoik, in: 49pp 45164 237-45104 285 

8004130310 Nolilicaiion of 060413 mooting w/u>il >n Decatur. AL lo discuss plant restart 
lost prograra 

MOnAN!(5lt. Otc ol Special Piojocls 80/04/07. ZECH.G G Ole of Special Projects. 
3pp 45103 172-45103 174 

8004200366 Nol'ficohon ol cancolod 0U0413 meoUng w/ulil in Ootttlm.AL to bifet-ng on 
plant restart tost program. 

MORAN.OII. Ofc ol Special Projects 88/04/07. ZECH.G G Ole ol Special Projocls. 
3pp. 45179 275 45179 2/7 

0804 130184 Nolilicalicn ol 800414 mooting w/uli< In Dccalur.AL lo discuss ampacity • 
cable doraling ca'culalions & cah'o scroonlng.Phaso 1.2 & 3 
MORAN.OH Ole ol Special Pro,GCts 08/04/09. ZECH.G G Ole ol Specie! Projects 
3pp 45101:199-45101 201 

6B042I0026 Supp'emcnial appicalion lor amend lo L'consos DPR-33. DPfl-52 & DPR- 
60.lrnplomoriling recommendations in Gonoric Ltr 04-16. 'Proposod Stall Actions lo 
Irnprovo & Mainlom Diesel Gonctator RoliablliW " Foe paid 

QRlDI.EY.n Tonnossoe Valloy Auiheriiy. 88/04/13. Document Conirol Branch (Docu- 
ment Control Desk) Spp 45219 133 45219 140 

-6804210027 Proposed revised Tech Spocs.>mplomoniing rocommcrKfailons ol Qoneric 
Ltr 84-15. "Proposod Sloll Actions to improve & Maintain Diesel Genorelor Ralfebil- 
iiy" 

* Tonnassoo Valley Authority. 88/04/13 t2pp 45216:130-45219 140 

8S04260032 Applicoiion for amends lo Liconsos DPR-33.0PR-52 A OPR'66. revising 
Toch Spoca 3.4/4 4 re standby Lquid control sys Fee paid. 

GRIOLEY.R. Tennessee Valioy Aulhority. 88/04/20. Document Control Branch (Docu- 
moot Control Desk) Spp 45204:222-45254 239. 

-0804260039 Proposed Tech Spec 3 4/4.4 re standby liquid conirel sys. 

• Tonnosseo Valloy Authority. 08/04/20. I3pp. 45 2 6 4 2 27-45254 2 39 

80O42BO616 NotiLcat on ol 800-126 mooling w/ull) onsiio lo discuss ampacity • cable de- 
raling calculations & cable screen ng. Phases 1 .2 & 3 

MORAN.O H. Ole ol Special Projocls 88/04/21 AULUCK.R Ole ol Speoal Projects 
3pp 45264 077-45264:079. 

8804280479 Notification ol 080427 maoting w/util In Oecaiur.AL to discuss rostari lost 
proQiom 

MQRAN.D H. Otc ol Special Ptojects 86/04/22 AULUCK.R Otc of Special Prolocts. 
3pp 45264:101-45264:103 


Q. Inspection reports, IE Buliallna & correspondence 

8803290368 Fonvards Insp Ropla SO 26O/O7.38,6O-26O/07-3O.5O-286/87-36 50-327/ 
67 -68.OO-32C/87-60.5O 390/67.18.50-391167-16, 60 436/07-06 & 00-439/07-06 on 
871005-16 8 notlco of wolalion 

BARiT.K.P. Region 2. Ole ol ihe Oireclor. 80/03/09. WHITE.S.A. TennossoQ Volley 
Authorlly, 3pj) 44075: 195-44975 208 

-6003290390 Notice ol violation from Insp on 871005 1 8 Vfolaions noled: Inadequate 
div ot nuclear onglnoorlng Ireinfeg & records. In-eltoclivo loMowup on audit Imd-ngs & 
Improper correction ol OA records 

BARR.K P. Region 2. Ole ol the Director. 00/03/00 3pp 44975 198-44975 200. 

-0003290393 Insp Ropis 50-259/07-38.60-260/87.38.60-296/07 38. 50-327/87 68.60- 
328/67-60.60-390/87-18.50.391/87-18. 50-438/87-00 & 50-439/87.08 Violations 
notod.Major areas Inspected. ailagaiions & licensee action on Identified Items. 
WALTON.G.A.. POWELL.T.B . ELROD.SA Rog-on 2. Olc Ol the Director. 80/03/08 
8pp. 4 4076:20 1-4 4976-208. 

6804010026 Ack receipt ol 88031 1 1tr intormino NRC of stops taken to correct violations 
noled In Insp Repla 50-269/87-20, 50 280/87-20 A 60-296/07-20. 

BARR.K.P. QIC of Special Projecis. 68/03/22. WHITE, S A Tennessee Valley Author- 
ily Ip. 46058:094.45058.094 



36 DOCKETED ITEMS 


6804010030 Ack foce^pl of 880301 supp'&fnenial respo/is© infor/ni/va NflC of Slaps 
lakan lo cwieci oeviai-ons r.&itO in U.sp Oepts 50- 259/8? -30, 50 fBO/ 67-30 & iO- 
296/87-30 

BARR,K.P. Ofc ol Special Pfoiocis 88/03/22. WMiie.S-A Tennessee Val.'ey Auiho/- 
rty. Ip 45031 179 4503 V 170. 

6003310267 Poiwards Insp Oepls 50-259/89-04,50 260/88 04 a 50-290 /88-04 on 
660201 29 & no'.ico ol wiOia'.>on 

BARP.KP. Region 2, 01c ol ine D-reclor. 88/03/24. WHITE. S A Tennessee Vel.'ey 
Aulhonty 2pp 45011:083-45011 100 

-8803310291 Notice of v-olauo-n Irom ir.sp on e8020l-29.Vieialon no led: design bas's 
toJ Class 1 fcujicd pipTiQ nol tor/eciy iranslaled into specs & drawings a Sid Praclice 
8 3 not adhered lo lor Work Plan VVPOOI 7 66. 

BARfl.K P. Reg'on 2. Otc of Ifie D'rcctor. 88/03/24 3pp. 45011 085-4501 1 087. 

-8803310292 Insp Ropls 50- 259 /OS- 04, 50-260/83-04 a 50296/9804. Violations 
noted Major aroas inspected opera lion at sately, ma'nl obssArai-on.survoiilance testing 
observauon. ROe.ptovioiJS enlorcement acton 4 rasiart lost ptofliam 
PAULK.G.L , BROOKS.CFI,, CHHISINQT.E F. Regiorj 2 O'C of Iho Director. 88/03/ 
22. 23pp 450) 1 038 46011:109, 

8604010031 Forwards Insp flepis 50-259/88 t)2.50-260/a6- 02 4 SO-296/8e-02 on 
eeOlOI-31 a noV'Ce ol violatiOn.Concsm ekpressed i© implementaVon of ongineehr-g 
chaneps A mod programs. 

BARR.K P. Region 2, Ole of the Director. 68/03/24 WHITE S A Tennessee Valley 
Aulhonty. 3pp. 45028 061-45026.126 

-88040 10032 Notice ol wo'ai'on from msp on 890101 -3 l.Violation noted. acirvUiss at- 
fee tine quat.iy no! being accomp'iahod per documeniod ptocedinos & drawings in ihat 
insp of one tjC accepiM p’pe fiuppori revea'ed deviai'Ons from requiramonfs 
BAnH,K P. Regfon 2, Ofc ol the Wrecior. 38/03/24. 3pp 45028 0B4-4 5020.08 B, 

-8604|>tl>033 Insp Re pis 50-260/68 02,50 260/68 02 8 50-256/68 02 On 680101- 
31 Viol a tons noied.Major aiass in spec led: open insp Hem foi'pwup.opsiailonal 
aately.maml oPservaliOn.foslari tost pr o gram, main i trrproveme.'il & mnl moellngs. 
PAUIK.G L.. IGNATONIS.A.J. HegiOn 2, O-'c ot Ifie Director. 86/03/24. 40pn 
45028 087-45028 126. 


8804200473 Partial response 10 FOIA request r© (-re proloclion. Forwards App E 
docwments.App D & E documents svai'aDie m PDR App F document comp'ciely w I’v 
held (ro( FOIA EkempHois 5j. 

GRIWSlEY.D.H, Orvfeton of Rules & Recorrls (Post 870413) 88/04/14 JOA'ES.CR 
Atiiiiahen Not Assigned 5pp. 45206.037-45206 0-13 

-8604200679 Advises that Fire Protoci'on Steering Commiiioo has recom.Tic.ndod Ihal 
each region make one 10CFR50,App R-type msp for each laci'iiy lo assess siaMsOf 
compliance w/ 10CFR50.48.ProQiam i.sioo 

CONlON.T.E. Region 2. Ofc of The Oirocior 04/n/D6 HEROT A H Region 2. O:: o' 
the Direclor, Opp 45206:1 76-452O8:f70 

8804220032 Forwards response lo NRC Bulletin 87 002, ■■pastener Teeing to CeJe.'- 
mine Conformance W/Applicablo Tech Specs." Enci 4 idenlilics fasteners trans'e-'/td 
from-siorao© & Enel 5 contains (isi ol commtmenis bo.ng made by TVA n rospesse 
GRIOLEY.R, Tennessee Valley Authoniy 80/Q-i/i5 Oocurnam Control Rranch (OocJ- 
manl Control Desk). 165pp. 45219:172-45220.026 

8804280524 Notification of 860427 mealing w/l'cetvseo m Rcckvillo MO lo discuss i.".da 
pendonl design insp for facilit-es 

GEARS.G.E. Otc of Special Projects. 88/04/22. AULUCK R, Otc ol Spocial Pro ocis 
3pp 45271 064 -15271:056. 

8S0438063S Responds lo NRC 680309 Hr ro violations noted m i-sied Insp 
fepl5,lf>cludln9 £0 43&/67-08,50-439/87-08 & 50-327/87 68 CotracUve ati cnsdata 
base constructed lor tra.'nino. 

GRIOLEY.R. Tenn a sseo Valley Authority 80/04/22. Document Control Drench (Occu- 
menlCenirol OasK). lOpp. 45331:341-45331:350 


R. Periodic operating reports A related correspondence 

8804060383 "Personnol Whale Body Exposure Rapts lot 1097.'' W/6804O1 itr. 
ORIDLEY.R. Tennessee Valley Auinortty. 87/12/31 7pp 4504 7 060-4504 7:066. 


8803210090 Suppt 1 lo NHC Into Notice 87-044, 'Tnimblo Tube Thinning iri iVest-no- 
houso Reaciora ” Sve list anci 

ROSSf.C.E. Division ot Oporai.ona) Events Assessment (Post 670411) 68/03/26 
ConsoktjBlBd Edison Co ol New Ypik, Inc I2lpp. 44995: 126-44995 S4 6. 

6803220296 NRC Info Nolice 68 010, ' Mal.'s Ircansoos Lack ol Mgi Controls Over Lf- 
consed Piowams " Svc tsi end 

CUNNINGFIAM.R.E Div.slon of Industrial 8 Medical Nuclear Sately (Post 870729) 08/ 
03/28. Consc'idaled Edison Co ol New York, Inc lOflpp, 44995 247.44995 353. 

8004060224 Ack reco'pl ol G6P3I6 supplemental response to requesf for add) fnfo re 
piB'^s ccriiecuvB oci.ons lo Violeiion 3 nolBd In insp Hepi 50-259/84- 12,50 260/04- 
12 a 50 296/64-12 Exlo/ision ol corrective acion conipieficn data ac-capt^le 
BARR.K P. Otc Of SpeciOl Projecls. 88/03/29. WHfTE.SA Tenne.tsae Vai'ev Aulhor- 
tty. ?pp. 45007 314-45007:315. ^ 


' correct viola- 


8804080528 Ack receipt ol 880514 (ir inlofmrng NRC ol acl.ons taken lo 
uons noted in Insp Repis 50 259/87-41, 5Q £Wr87-4t & 50.296/87-4) 

BAflR,K P. Otc ol Special Projects 80/03/30, WHiTfc'.S.A. Tennessee Valley Auihor- 
iVy.Spp 450)0277-45010278. 


8804080207 Forwards fequesi tor add) mfo re util 660513,0930 & 870501 responses to 
ifc Bullatm 85-CC3, "Molor-Oparaied Vatvo Corrmon Mode Failures During Plant Tran- 
sients Due lo Improper Switch Selt.-ngs. ’ lor response with n 30 days 
8AflR.K.P. Ofc ol Specifai Prolecia 88/04/01. IVHITE.S A Tennessee Valley Au'hor- 
ity. App. 45098.100-45099:163 


Pupptomenial ro^nse lo violations noted in insp Repts 50-250/87.14,50- 
200/87- 14 & 50-296/07-14 CarrecbvQ acuons work in proorass must be compteioti to 
demensPato conl/ol btdg pressun^el'on.Complelian scheduled for 861 1 15 
GRIOlEY,n. Tennessee Vallny Auinority. 88/04/05, Document Controt Branch (Docu- 
meni Controt Oosk). 4pp 45146 016-45146:019 

88040)0256 NRC Into NWica 88 01 1, ' Poior.iial Loss of Motor Control Cir &/of Switch- 
board Foncl.ori Due lo Faulty Tie Bolls." Svc list enef. 

ROSSt.C E. C^jSion ol Operational Events Assossmeni (Posf 870411) 86/04/07 
Consoldalad Edison Co. of New Yotk, tec 12dpp, 45406 292-46407 051 

880226 Hr re vio-'atio.Ts noted In (nsp Repis 50-259/87- 
4650-260/67-40 A 50-296/0 7-46.Cofrecilv© acLons. siendoy gas tresimen) sys Train 
B declared inoperable 5 Technical instrucuon 17B rovised. 

ORIOLEY.R. Tennessee Val'ey Auihority, 88/04/06. Document Control Branch (Docu- 
ment (tonifol Desk). 6pp. 46146322-45146:327 

6604M0370 NRC Into Notice 88-0)2, "OvergioasTig oi Elecliio Wolor Bearings.” Svc 

iiSi 

flOSSl.C.E. f^ision ol Operahonal Events Assessment {Post 870411) 80/04/12 
Consof.dated Edisrrn Co. ol New York, tno. 123pp. 45 1 65.028 -4Si 65: ISO. 

Fonwwds Insp Repis 50 259/88 -OB.50-260/8a 08 & 50-296/80-06 on 
800322-24 No V-olaiiOns or daviations noted 

BARR.K.P. Region 2, 0/c of the Dirocioi, 88/04/13. WHITE.SA Tennessee Vai.'ey 
Aulhonty 2pp. 45235 037-45235 043. ^ 

-8804200556 insp Ropts 50-25 9/a8 Oe,5O-2aO/80.Oa & 50 296/88-00 on 860322- 
24 No viotabons noted Major areas inspecled, coimpotBnca ol opetaiors In Group 4 
a^eieraled requalificailon uaining course to perform license duties 

04/??, sTSs WWasloi.’ Beg, on 2, Ofc of the Oiredor. 08/ 

86042)00)7 Su^anies review ol NRC Bulletin 88 001, ’■Defects in Weslinghousd Cir 
n applicable to Browns Feriv nuclear plan) BuHoiin epplica- 

* Bol.'ofpni® nuclear plants. List ol commitments encl. 

GBiaLEY.R. Tennessee VaKoir Aulhonty. 68/04/13. Document Control Branch (Docu 
mem Control Desk) 3pp. 45219:150-45219; IS2. 

rasponSQ ip NRC 671)19 Hr re viofailons noted In 
^ ^ 50-298/8 7-33. CorractiVB actions: maini re- 

i? ^©56al luociion box6$ & pane^9 proieccion s/s area. 

QfllDtEY.R ^nnass^ee Valley AuUwwty. 88/04/11 Oocumeni Control Branch (Docu- 
ment Control Desk) 7pp. 45219:l26-452l9:f32. 


8804070254 “Browns Foity Nuclear Power Plant Annual Ope'aii'iq nepl lo 
NflC.87010l-1231.“ W/880405 Hr. 

WALKER.J, GRIOLEY.R. Tennessee Valley Autnority 87/12/31 I08pp 45074 279- 


6004050210 Forwards weekly schedule of TVA activrties for wks of 800328 & 0404 
KELEY.J.U. Ofc ot Special Projects. 88/03/24. 2ECH G G dc oi Spec-e) Pre eels 
4pp. 45029.088-45029 091 

6604140525 Submits weekly schedule ol TVA activities lor wk cl 880404- 1 l.Schec-le 
wKl bs updated & tesuad aach FfKiay to lonhcorrMno poticd 

KELLY, J.t. Ofc of SpeciBl Proi'ecls. 80/03/31. ZECH.G G Ofc of Special Pro.eds 
App 45130-205 45t30;208. 

6004 190140 Monthly oparaiing repis lor Mar f908.W/e8O4 M Itr 
CRAWFORD,J.D., WALKER.J.G, Tennessee Valley Authority 88/03/31. 84pp 
45206:070- 45208:1 53. 

6604130358 Forwards week fy schedule ol TVA acilvilies for wks ol 8804 it 8 18. 
KELL'V.J.L Otc ol Special Projects. 88/04/08. 2ECH G G Otc of Spocai Prcjocts 
4pp. 45103:2)6-45103 218 


S. Reportable occurrences, LERs & letated correspondence 

8604060487 LER 88-0H-00;on 860304, throe emergency equipmoni coo'mg waK-i 
pumps inadvertently slaned due lo pressure drop in raw cooling water sysCeuscif by 
perstwinel error in noljyerlorming valve lineop.Por sonnet counseled W/ 880404 lli. 
BAKEH,fl.L. WALKER,J,G. Tennessee Valley Authoniy, 88/04/01, Spp 45034 1 02- 


0804070001 LER 86 -01 2-00 on 8&0303/Jiscove(ed that battery lailure coticurtenl w/tajs 
of offsile power/LOCA prevents automatic start ol RHR removal pump.Caused by 
©rf©r, Design control process revised & criteria issued W/undaied Hr. 
JONES.S.B.. WAlKEfij.G. Tennessee Valtoy Authority. 68/04/0). 4on. 45072-288 


66040702)9 Informs that LER wlH not be prepared undei CFHO-5O.259/06-O4.lnlo Ic: 
LER will be Included in Special Repi 88-00 f. 

WALKER. J G. Tennessee Vai/ey Authoniy. 88/04/01. Document Control Branch (Doc- 
ument Control desk). Ip. 450 74;) 49-45074 ) 49. 


U. Congreasional/Cxecutlve Correspondence 

8604260317 Forwards NRR responses to Questions 1 A 3 ro Commission stds for per- 
mitting rastarl of power plant after shutdown for sately reasons & Commission require- 
merus (or docunvanting Deenstng basts for leslah decision .respectively. 

THOMAS.C.O. Policy Do velopmerit & Technical Support Branch (Post 8704 U) 88/ 
04/19. REHM.T A. Ofc of the Executive Direefor lor Operations 7pp. 45269 208 


V. Operator Exarntnatlona 


8604200S65 Forwards Inap Repis 60-269/88-Oa. 50- 260/88-08 & 50-296/88 08 O© 
6603 22- 24. No viola Mona or deviations noted. 

BARB.K-P. Region 2, Otc ol the Olreclof. 88/04/13 WHITE. S A Tennessee Valley 
Authorfly. 2pp. 45236.037-45235:043. 

-6804200S56 Insp Fapis 60-269/06-08,50-260/88-08 & 50-298/60-08 ori 880022- 
24 No violations noted Major areas kispscted: compeience of opeiators in Group 4 
accaierated requaiiflcation training course lo perform license duties 
BROCKMAN, K, 6., tQNATONtS.A.j. Region 2, Ofc of the Director. 83/04/1 f 6pp 
45236:039-45236:043. " 



8804240471 Confirms 000413 lolcon w/NRC rv ullizalion of Group 4 opuralors for 'i- 
cnns^cl dutios Forwards l>st of Group 4 ticonsoas to wtiom NFIC will acfminisfer requs’i- 
|:calion oxsms prior to Unit ? teaian 

BAnn.KP. Region 2. Ofc ol tPe Droctof fl0/O4/t3 WHITE.S A Tonnessoe Vailoy 
Auflionly 3pp 4S227 214-45227 21G 

8804250088 Responds lo FOiA lOQuesi lot into le scnius of toactci opeiafots & son-o.* 
reaclof operators Forwards roqu8''l:caiion oxam summary source sheois 'istod m end 
app w/petsonai privacy info doiofod 

CniMSl EY.OH Division of Rules 8 Records fPosf 870413) 08/04/10 0OLEY.K. 
F>ubl.c Citizen's Critical Mass Energy Project 2pp 45213:003-462 1 3 09S 

-8804250167 Package ol NRC adin.nistercd requa'ilicat on exam resu'is summary. 

* NRC ■ No Detailed Affiliation Given 87/07/20. 80pp 45213 007 45213 095 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


F. Seciiflty, medfeat, emergency & fite protection pfans 

8604010212 Rev 2 lo Emorgcncy Plan Implemonlmg Procodute EPIP 8. "Porsonnol Ac- 
cOunlabiMy & Evacuation W/Bfl0326 Ur 

GRIOLEY.h Tonnossco Vailoy Aultiunly 08/03/25 20pp 44916:340-44916 359 

8804040124 Tomporacy Cliango Ui Hov 0 lo Emergoncy Plan impromerviing Procedure 
EPIP-14. "Rad'Olog-cal Control Procedure ” W/ 860330 Ur 
GRIDLEY.n Tennessee Valley Aulfiorily 88/03/30 1?pp 44970 244-44970 255 

8604060285 Forwards "Firo ProtocUon Ropt " as li'sl step ;n approach to replace exist- 
ing license condition Ropl includes lire proicciion plan.lOCFRSO App R sale shutdown 
anal y SOS & hro hazards analyses for lire aroas A zonos 

GRiDLEY.R Tennesseu Vasey Authority. 08/04/04 Document Control Orar^ch (Docu- 
ment Control Desk) 9pp 45067 065.450/0 170. 

-8804060290 Fuo Protoclion Ropl ' 

MEHHICK.D . WIMOROW.n T . ANOERSON.C E Tonnosseo Vol'oy Auihonty 60/04/ 
04 l.l06pp 45087 074 45070 170 

6804210023 Forwards supplemontal losponso to NRC 871119 Ur ro violations noted In 
Insp Ropis 50-259/87-33.50 260/67-33 A 50-296/0 7-33. Co.'reciivo acllonsmalnl lo- 
q^uesl issued lo roseal junction boxes & panels luo proiocbon sys a'ea 
QRIDLGY.R Tonnossoo Vailoy Auihonty 86/04/13. Oocumoni Control Branch (Oocu 
motit Control Desk) 7pp 45210 126 45219 132 

8604160257 Forwards Rov 14 to socurity porsor’no) tra ang A qua'ihcaiion plan Rev 
withheld. 

GRIOLEY.H L. Tennosseo Vailoy Auihonty. 68/04/14 Document Control Branch 
(Document Control Desk) 2pp 45195:338-45105 339. 

8804200473 Parllal tesponso to FOIA reqiiesi to (.ro ptolccUon Forwards App E 
docutponts App 0 6i E documonis avai'ahlo in POR /Vpp F dooumenl -r^mpleiQly with- 
hold pel FOIA Exempi'on 5). 

GRIMSLEY.Otl Division of Rules & Records (Post 870413) 08/04/14 JCNES.CR 
Allilialion Nol Assigned 6pp. 45206 037-45206.043. 

-8804200579 Advises that Firo ProtocUon Slooring Commiueo has locomirundod that 
each region make one l0CFR50.App n iyno msp lor each laci'iiy lo assess status ol 
compliancu w/ lOCFRSO.aO. Program listed 

CONLON.T E Region 2. Ole ol mo Director 84/11/06 HEROT.A H Region 2. Ole of 
Iho Oiroclor, 3pp 45206: 176-45206: 170 

6804220250 Rovisod omorgoncy plan implomoning procoduros.including Ro-v 0 lo 
CECC-EPIP-I. "Emomency Duty Olhcer Procooure lor Noiilicailon of Unusual 
Evof»t,AUjit.Site Aioa Gmoroency 6. Qonciol Emorucncy.” W/600420 lU. 

GRIDLEY.R L Tennessee Valley Auihonty 68/04/20 400pp 45229 308-45230 322, 


J. Insurance & Indemnity information 

6604050067 Forwariia status & dotai’a ol property insurance coverage lor laciiit es.por 
10C^FH50.54 lor Info. 

GRlOl.EY.n. Tennessee Vatley Authofily. 68/03/30. Document Conliol Branch (Docu- 
ment Control Desk) 3pp 44995 356-44995 350. 


0. Advisory Commitiee on Reactor Safeguards reports A correspondence 

8804040111 Forwards ulil response lo ACRS tjuosirons from 880212 moeling w/lull 
ACRS commilloo in VYasliinglon.OC Ubl will bog'n screening ol LERs ol S'Sier plants 
to Sequoyah A Browns Forty Nuclear Plants to tleteimino il any actions required 
GRinilEY.R. Tonnossoo Valley Authority. 68/03/30 Document Control Branch (Docu- 
ment Control Desk) 4pp 44970 232-44970,235 


P. Operating license stage documents A correspondence 

8003240426 Generic Lir 08-06 to ail power reactor licensees A applicants re removal ol 
or^nizaiion chans from Tech Spec odminisirabve control roqu romonls Svc I si encl. 
MlnAGlIA.F.J. Associate Oirectot for Piojccts (Post 870411) 66/03/22. Coosoivdated 
Edison Co ol Now York. Inc 47pp 44972 107.4-1972 153. 

8804010052 Forwards saleiy n valuation ro ulil responses to Oonoric Lir 83 26.llems 

3.1.1.3.1 2.3 2 1 & 3 2 2. "Post-Maini Testing of Rooctot Trip Sys A All Other Saloty- 
Roialed Conwononis " Rosponsos sccoplabTe. 

ZECH.G.G Ole ol Special Proiects 86/03/23. WHITE.S A Tonnosseo Valley Author- 
Jly. 3pp 44920 346-44020:356. 

-8604010057 Saioly evaluation supporting uN rosponses lo Gonoric Lir 03-2B.Uems 

3.1. 1.3.1 2.3. 2.1 & 32 2. "Poat-Maint Tesitng ol Keaclor Trip Sya A All Olher Safely- 
Related Components " 

* Ole ol Special Pro)ocls 88/03/23 6pp 44920:352-44920 356 

6803310128 Forwards Rov 4 lo "Design Basel no A Vonlicalion Program." Rov provides 
dateiled explanation ol plan essential calculailon eltort spocllico'ly diSCussoJ In Rev 2 
Saciion 4.1.4. 

GRIDLEY.n. Tennessee Vailoy Authority. 60/03/25. Oocumoni Control Branch (Docu- 
ment Control Desk). 2pp. 44082.325-44982.350. 


-8803310132 Rev 4 lo 'Design Dasclino & Veriiicalion Program." 

' Tonnossoo Val'ey Authority 88/02/22 24pp 44062.327-44982 350. 

0604070199 Forwards TVA employee concorns task group subcalegory repis 
RUSSEiL.JR. Tannnssco Vol'oy Auihority 86/03/20. Oocumoni Control Branch 
(Oocumoni Control Dosk). 5pp. 45022 145-46024 257. 

••8804070203 Rov 3 10 Emp'oyoo Concerns Special Program Subcalogory Engincoring 
Runt 25000. •Civ.l/Struciural Oosign (21600) a P.po Whip flosiraini Oes gn (22700) 
DENKERT.J W.. RUSSELL.J B. Tonnossoo Vailoy Aulhorily. 88/03/21. 89pp 
45022 150 45022 238 

-8804070224 R-ov 6 to Emp’oyoo Concerns Spociat PiograTi Subcalegory Ropl 80200. 
"Insp ■■ 

KENZIE.L.G. WORTHY.JE. JOYCE.J.W Tornossoe Valley Auihonty. 88/03/18 
I52pp 46022 335-45023:126. 

-8804070234 Rev 6 lo Employoo Concorns Spocial Program Subcalegory Rept 80400. 

■ Noncontormanco Control A Conociwo Actlcn " 

UALVERSON.ro, JOYCE JW. BROWN.WR Tonnossoo Vafey Auihonty 60/03/ 
14. 491pp. 45023.127 45024:267 

8804010260 Informs |hai schoUuto lor response to requost lor addi into ro human lac- 
lore program & isolation dovicos lor SPOS will bo prov.dod by 680922 
GRIDLEY.R Tennessee Va'ioy Authority 08/03/29 Documonl Control aranch (Docu- 
ment Control Desk) 7pp 45056 118-45050 1 24 

6B040 10285 Forwards revs 10 doscripiion of uiU program for ensuring that any seismic 
Class II itom dons nol dograde Iniognty ol any Beisni.c Cass I ilom Wnllon sialemoni 
documonong accoplability ol program roquosiod. 

GRIDLEY.R. Tornossco valioy Aulho-nty. 80/03/29. Documonl Control Branch (Docu- 
monl Control Dosk). 8pp. 44046 005-44946 012 

8604060067 Requests oxompUon from iirr.o requiromonis in t0CFR70Sl(d) lo perform 
physical Invonlory of SNM by 800331 duO lo ulil restoring oqulprnenl necessary lo os- 
lablish socondary contal.nmonl per 10CFH70 H 

GRIDLEY.R Tennessee Valley Aullionly. 88/03/30. Oocumont Control Branch lOocu 
mom Control Dubk) 3pp 45073 338-45073 340 

66041 10261 Forwards safety evaluation accepling thud vent path of conla nmeni atmos- 
horic diiulion sys lo sailsty roquirements ol NLlREG-0737.Uum II.E.4.1. 

ECH.G.G. Ole of Special Proiocls 88/03/31 WHITE.S A. Tonnosseo Va'ioy Author- 
Ity 5pp 45079:001-45079 005 

8804070057 Forwards lisl-ng ol employoo concern numbers shown on ulil data base as 
NHC rosponsiblity for ova^ailon noi included m 061231 submlllal Requests ack ol re- 
sponsih-l ly 

HIJSSELL.JR. Tonnossoo Vol'oy Authority. 88/04/01 Documonl Control Branch 
(Oocumont Control Desk). 7pp. 45075 036 45075 042. 

8804060176 Informs that Multi-Plant AcHati E-04. "BWR Single Loop Oporailon" 
closed. TAC numbers lor listed plants should bo closed 6 S'n^o loop operation re- 
views should be tracked as pianl-spociiic eefons in luiuro 

TMAOANI.M C Proleci Diroctoraie 11-2. 68/04/01. GF.ARS.O Ole ol Special Projects 
2pp 45064 311 45064 315. 

88 0 4060088 Generic Lir 88-07 lo power ronctor ficonsoos A applicanis ro modified en- 
(orcomonl policy concerning lOCFRSOAO. "Env.ron Qua'ilicahon ol Elocincal Equip- 
moni imporiani to Solely for Nuclear Power Pianis " Svc I si oncl. 

MinA6LIA.F J. Assoclalo Director lor ProjocLs (Post 870411) 08/04/07 ConsoUdalod 
Edison Co. ol New York. Inc. 49pp 45164:237-45164 285. 

8804130310 Noiikcaiier) o> 660413 meeting w/uhl In Oecatur.AL to discuss plant rosian 
last prog/am. 

MOhAN. 0 H Ofc of Special Projects. 89/04/07. ZECfl.Q.G. Ofc ol Special Projects 
3pp 45103.t72-45l03 1/4 

8804200366 NoMication ol canceled 890413 me-oiing w/util In Docaiut.AL ro briefing on 
am rostort tost piogtam 

ORAN.O H Ofc of Spoc sl Projects 80/04/07. ZECH.Q Q Ofc ol Special Proiects. 
3pp 45170:2/5-46179 277. 

8804130164 Notification ol 000414 mooting w/uM in Docalur.AL 10 discuss ampacity ■ 
cable derating calcu'at'ons A cab'e screening. Phase 1,2 & 3 
MORAN.O H Ofc of Special Projects 88/04/08. ZECH.GQ. Ofc of Spoc-'al Projects 
3pp. 45101:199-4610l 201 

6804210026 Supple rrenial appl-callon lor amend lo Licenses OPR-33, DPR-S2 & OPR- 
60.lfr.plomening rocommendailons In Genonc Lir 84-15. "Proposed Stafl Actions to 
Improve A Ma nlaln Diesel Gonoralor Rol abi'ity " Foe paid. 

GRIOLEY.R. Tannogsoo Valley Aothonly 90/04/13 Document Control Branch (Oocu- 
moni Conirol Desk) 5pp 45219:133-45219:149 

-6604210027 Proposed revised Toch Specs.implomonling recommendations ol Generic 
Lir 84-15. "Proposed Stall Actions lo Improve & Mai man Olesel Generator Ro'labil- 
Ity" 

• Tennessee Va’ioy Authority. 00/04/13 12pp 45219 138 45219:149 

6604260032 Applical'on lor amends lo Licenses DPR-33,OPn-52 & OPR-GB. revising 
Tech Space 3.4/4 4 re standby l.qud control sye Foe paid 

GRIDLEY.R. Tonnossoo Valley Authority. 88/04/20. Document C-onlrol Branch (Docu- 
ment Control Deck). 5pp. 45254;222-45254:239 

-8604260039 Pioposort Totit Spec 3 4/4 4 ro stoneby kouW control sys 

• Tennosseo Vailoy Authority 88/04/20 13pp. 45264-227-45254:239 

6604280618 Notilicallon ol 880420 mealing w/ulil onsilo lo discuss arnpacity • cable do- 
talirig calculations A cable screoning. Phases 1.2 & 3. 

MORAN, D.H. Olc of Spocial ProjecFs. 88/04/21. AULUCK.R Olc ol Special Pfo;octs 
3pp 45264 077-45264 0/9, 

8804260479 Notification of 680427 mooFng vv/ulH In Oecatur,AL lo discuss restart test 
program. 

MOnAN.O.H Ofc ol Special Projecla 66/04/22 AULUCK.R. Olc of Special Projods 
3pp. 46204:101-45284:103 



40 DOCKETED ITEMS 


0. Inspection reports. f£ Ouliellns & corresponctenco 

8803290366 Fcrwa/ds (nsp Rcpts 50 259/a?-3a50-260/tl7.a8.50-20ti/87-3Q 50 327/ 
87 66.50 328/fl7-68.50 360/87-18.50 391/07- 18. 50-538/87 08 & 50 439/87-00 on 
671005-16 S notice o< -no'aticn. 

BAPR,f<P flejt.on 2. Ofc ol iho Orecior 39/03/01) WHIT£.S/\ Tennessee VaVoy 
Autr-C/iiy. 3pp 44975 ISS 44975 208. 

~66037)0390 Notice o1 violation liom nfp on 871005 18 Violations noted insdeqoale 
(Jiv cf noctear oi'e-naoring training & reccMls. inoHecHva (ofowup on aud-i l-nfl-ngs & 
■nmrpcer coneciio.'i ol OA recoids 

0ftRH.K.P. ftegori 2. Ole ot the Diiectoi. 88/03/09. 3pp 44975 108-44975 200. 

-8803290383 insp flopts 60-259/87-36.50-250/87 36.50-206/87-38 50 327/97.68 50- 
328/67-68.50-390/87-18.50 361/87 18, 50-438/87-00 & 50-439/87 08 ViO'a' Qns 

noted Ma, or aroas mscocled a laeaiions & l■censaa action on identilied items 
WAITON.GA. POWetL.TB.. eLROO.S A neoon 2. 0(c ol the O.ioctot 66/03/08 
8pp 44976.201-44975208 

9804010028 AcK receipt ot 68031 1 Itr informind NRC ot stops taKon to ccneci violations 
noted .0 (nsp Repis 50 259/87-20. 50 280/e7-20 & 60- 296/6 7 20 
SAFtR.KP Olc ot Spaciaf Piolocts, 88/03/22 WHifES.A Tornesseo Va'.'oy Aulhoi- 
ity. ip 45058 094-45056 094 

8894010030 Ack rece-pt ot 880301 sucplomanial response Inloininp NRC ol steps 
taken to cotieci doviaiV>ns noted in 1n$p Rcpts 50 259/87-30 50-260/87 30 & M- 
290/67-30 

BARfl.KP. O/col Special Proi'ocia 88/03/22 WtllTE.S A Tennossoe Vai'ey Author- 
ily ip 45031 170 45031 170 

8803310287 FtxvranJS Insp Ropts 50 259/88 04.50-280/88-04 8. 50-296/88 04 on 
880201 29 5 noi'ce of violation 

BARR.K P Region 2, Olc ol Itm Director 89/03/24 WRITE.SA, Tonnosseo Valley 
Aultio.*ily, 2pp 4501 1.083 4501 1: 109 

-8803310291 NoUcq oI viQ'ai'on iront inap on 880201-29 Vvola*. on noted: design bas s 
for Class I buned piping nol corroclly lians'ated into spocs S drawings S Std Practice 
8 3 nol edheied to Ipi Work Plan WP0017.66 

DAnRKP. Region 2. Olc ol «l a Director 86/03/24. 3pp 4501 l;065-450lf 087. 

-8803310292 frtsp Ropis 60-259/88 04.50 260/88 04 & S0-296/&a 04 Violations 
noled.Ua,'or aroas mspectert operatlonal safety, ma ni observalion.svivei'lance testing 
observation. ROs.iMevtous enfprcentenl action & resiait tost program 
PAUtK.G.L.. BROOKS.CR, CftfllSTNOr.E F, Rogicn 2. Olc ol the Oirociof. 88/03/ 
22 23pp 45011098-45011:109 

8804010031 Fonvards Insp Repis 50-259/88-02.50 260/86 02 S 60-296/68-02 On 
680101-31 8 roicQ of violation Concern ekpressed re imptemonlation ol engincetino 
Changes A mod programs. 

0AnH.KP Region 2, Olc ol the Director, 88/03/24 WHITF.S A Tennessee Valley 
Awltioirty. 3pp 45028 Oftt -45028 128. 

-6804010032 Wot'eo ot violation from Insp on 800101-31 V-oJalion noted: acuv.bos al- 
iGCling quality nol be mg accomplished per documenred procedures & draw-ngs in that 
r.'sp ol one QC accepted pipe suppon revealed deviationa Irom tcgulfemems 
SARfl.K.P Region 2. Olc oi the D.ioctor 88/03/24. 3pp 45028 084-45028 096 

-8804010033 (nsp Ropts 60-259/88-02.50-260/88 02 & 50-298/88 02 on 880101.- 

01. Vioiations noted Ma,<)r areas inspecied;opon iasp Item lo-'lovirup.operational 
salelv,nnaini cbsnivailon.rosta/t test progfarT».main( imptevemenl & mot meetings 
PAULK.Q L. IQNAT0N(S.AJ Reg on 2. O.'c of the Onectoi. 88/03/24 40po 
45028 037 45028326 

8603210090 SirppJ 1 to NRC Into Notice 87-044. -Th.mbre Tube Thinnng in Westing- 
house Reactors.” Sve hsi onct 

ROSSI.CE D-vision ol Oporaiional Events Assossment (Post 870411) 88/03/28 
ConsQlirlaied Edison C^o. of Now YocE. tnc t2lpp 44095:126 44995 246 

8803320296 NRC Into Notice 66 010. 'Matts l.tcensoe5.l.acH ol Mgt Coniro-ls Over li- 
censed Progranis,” Sve list oaci 

CUNNlNGMAVl.fl.B Division ol Industrial & Medical Nuclear Safety (Post 6 70729) 88/ 
03/20 Consolidated Ediaon Co. of New York. Inc. P08pp 44995:247-44995 353. 

4804080224 Ack lecoipi ol 680318 supplemenlal response to teguesi loi eddl into le 
preYovs corrective actions to Violation 3 noted In insp Rept 60-259/fi4-IP.50-260/84- 
12 ft 5O-290/&4-12. Exiension ol correcuve act-on comptai/on dale acceptable 
BARR.K P Olc ol Special Projects. 83/03/29 WHITE.SA Tonnesseo Valley Author- 
ity. 2pp. 46007 314-45007:315 

8804080528 Ack receipt ol 880-314 Hr intorming NRC of actions taken to correct viola- 
tions noted Id tftsp Bepls 50-259/67-41. 50-200/87-41 & 60-296/87-41 
BARR.K P. Olc ol Special Projects 88/03/30 WHUE.S A Tennessee Valley Aothor- 
lly 2PP 45010-277-45010278 

8804000207 Forwards request to/ addi Inlo re util 860513.0930 & 670501 responses to 
IE Bulletin 85 003. •'Motor-Operateri Valve Common Mode Fa-lutos Outing Plant Tian- 
s'ents Due to Improper Switch Settings,*' for response wilhm 30 days 
eAflP.K.P. Olc ol Special Ptojccia. 88/04/01, VtfHlTE.S.A Tennessee Valiey Authcn- 
ily. 4pp. 45099:180 45099.183. 

6804110131 Sjppleninntal response to violations noted In Insp Repis 50.259/07-14.50- 
260/07-14 & 5o-296/87-l4,(jOfrectfv0 actions, work in progress rnust bo completed to 
damonsiraie coovoi bldg pteasurliattenCcmplebod scheduled lor B6i 1 15. 

GRlOLEy.R. Tennessee Valley Authority. 83/04/05. Document Control Branch lOocv- 
raent Conliol Desk). 4pp 4S146:018-45U8019 

8804010258 NRC Inlo Not-co 68-011. ''Potential loss of Motor Control Ctr 4/or Swilch- 
txiatd Funckon Due to Faulty Tfe fioHs ■' Sve list encl, 

ROSSI.CE DM’Sion ol Operational Evenia Assessmont JPosi 870411) 88/04/07 
Consolidated Edison Co cf New York. Inc. 124pp. 45406 292-45407:051. 

$604130246 Responds lo NRC 880226 Itr re i^olahons noted in Insp Rapts 59 259/87- 
48,50-260/87-4e 8 50-296/87-46.Corrcctiva aci'ons; standby gas troalntenl ays Train 
B declared inopeiah'o & Technical Instruction fTB revised, 

GfllOLEV,H. Tennessee Valley Authority 68/04/08. Oocument Cortlrol BiarKh (Docu- 
ment Ckjntrol 0esH).6pp 45l46:322-4SI4e 3?7. 


6804060370 NRC Into NoiiCe 88-012. ' Ovcrgroasing ol Electric Motor Bearings '■ Sve 
l-sl end 

ROSSI.CE Div.s'on ot Oporaionai Events Assessment (Post 870411) 80/04/12. 
Conso'i-daied Edison Co of Now York, tnc i23pp 45165 028-45165 160. 

8804200556 Fonvards Insp Repis 60-259/88 00.50 260/88 08 & 50 296/80 08 on 
B89322-24 No v-olalions or dovial-ons noted 

BARR.KP Rog-on 2. Ofc of the D.reciof 88/04/13. WHITE.SA Tennessee Valley 
Authority 2pp 45235 03/ 45235 043 

-8B042006S8 (nsp Hepts 50 259/68 08.50 260/08 08 S 50-296/08-08 on 860372- 
24 No violaiiCns noted Major areas inspected, competence ol operators lo Group 4 
accelerated reqtial-ficat on ira'ning course to perform license duties 
BROCKMAN.K E,. JOHNSON.A H . HOPPER.G T Region 2 Ofc of the Director 88/ 
04/11 5pp 452-T5 039 45235.043 

0904210017 Summarizes review ol NRC BuHet n 80-001. '0010018 in Wesi nghouso Or- 
eo 1 Breakers '■ Bu latin nol appl-cPble to Browns Forty nuclear plant Bulletin app'ca- 
h.'o to Watts Bar 8 Beiielonle nuctoar plants l ist ol commitments onct 
GRi'DlEY.R Tennessee Val'ay Aulhouty. 88/04/t3 Oocument Control Brancti llTocu- 
rnonl Control Desk) 3pp 45219 t50-452ig 152 

8604210023 Forwards supplemental response to NRC 87i 119 Hr re violations noted « 
Insp Ropts 50-259/87 33.50 260/07-33 a 50-296/87-33 Corrective actions ma'nl re- 
quest iss-jed to lesoai {unchon boxos a panels hm pioiocbon sys area 
(jfllDLEY.R Tonp.essoo Valley Authority 88/04/13 Document Control Branch lOocu- 
menl Control Desk) Tpp 45219:126-46219 132 

8804200473 Partial response! to FOlA request re fire protection Forwards Apf> E 
documents App D & E documents averlabte -'n POH App F rlocumeni compteiciy w.ih- 
held (ref FOIA Exempt-on 51. 

GRIMSlEY.OH Ov.islon oi Rules & Records iPosl 870413) 88/04/14 JONES C.n 
A fli'iation Nol Assigned 5pp 45206 037-45206 043 

“8804200579 Advises that Frro Protection Steenng CommiWeo has iccommendcd dial 
each reg-o-n make ono lOCFRSO.App R type insp tor each facility lo assoss status el 
compWanco vr/ lOCFRSO 40 Program listed 

CONlON.T E Region 2. Olc ot the Director 04/1 1/06 HEHDT A R Region 2, Olc of 
lhe0.rocl£>r 3pp 45200 176-45206 178. 

8804220032 Forwards response to NRC Builoi.n 87-002. "Fastener Testing lo Ooter- 
nilne Conlonuance W/AppHcable Tech Specs" Encl 4 idonlilios lastoners itansletfed 
Irom storage & Encl 5 contains Irsi of commitments being made by TVA in response 
GniOuEV.H. Tennossoe Veiley Authohly 88/04/15. Document Control Branch (Docu- 
ment Control Oosk) I56pp 4521 9 1 72 45220.026 

6804280524 NoMltaltofi Ol 6B0427 meeting w/l.-censoe In flockinlle.MO to discuss Indo- 
pondeni design msp for facl.'iU03. 

OEARS.G E Olc ol Special Projocis. 88/04/22 AUlUCK.H Ofc ol Special Projects 
3pp. 45271:054-45271:050 

8804260836 Responds to NRC 880309 Hi lo violations noted in l.-sied Insp 
ropi5.including 5O-43B/87 O8.5O-43O/87.O0 & 50-327/87-68 Correciivo actions data 
base constructed lor training. 

GRJDlEY.R Tennessee Velfey Auihonly 09/04/22 Document Controi Branch (Oocu- 
ment Control Desk) tOpp 45331-341-45331-350 


R. Pei’todtc operating reports 8 related correspondence 


8804060363 "Personnel Whole Body Exposure Repis lor 1087. " W/a0O4O1 Itr 
GRIDIEY.R Tennessee Valley Authority 87/12/31. 7pp 45047 060-45047:066 

8804070254 "Browns Ferry Nuclear Power Plant Annual Operating Rept to 
NRC.B7O101-123V" W/8B0405 lU, 

WALKER.J . GRIDIEY.R Tennessee Valley Authority 87/12/31 108pp. 45074 2'/9- 
45075 026 

8804050210 Forwards weekly schedule ol TVA activities for wks ol 080328 & 0404, 
KE1.LY.J L. Otc ol Special Prolecls 89/03/24. 2ECH.G.G. Olc ol Special Projects. 
4pp, 45029 088-45029 09 1 . 

6604140625 Subnets weekly schedule ol TVA activities let -wk ol 880404- 1i . Schedule 
will be updated & issued each Friday to refiect activilios for forthcoming 2 wk period 
KEH.Y.JL. Olc ol Special Piojetis 80/03/31. 7ECH.G.G Olc ot Spncial Ptojetls 
4pp, 45130 205 45130.208. 

8804190140 Monthly operating lepls lor Mar l988.W/8804t4 lU. 

CRAWFOHO.J 0.. VVALK6H.J G Tennessee Valley Aulhorily 08/03/31 04pp 
45203070 45206:153. 

680413O3S6 Foiwards weekly schedule ol TVA odivilres lor wks ol 860411 ft 18 
KELLY.J.I. Olc of Speciei Projects 88/04/08 ZECH.G.G Ofc of Special Prolocis 
4pp. 45103 216 45103 219. 


If. Congressional/Executive Correspondence 

8804260317 Forwards NRR responses lo Questions 1 ft 3 re Commission stds lor per- 
mitting reslan ol power olant after shutdown lor safely reasons ft Clommisslon require- 
ments for documenting licens-'ng basis for restart decisfon.respechvciy 
THOMAS.C.O. Policy Development & Technical Support Branch (Post 870411) 66/ 
04/10. REIiM.T-A Ofc of iha Executive Oirettot lot Operations. 7pp. 45269209 
45269:216. 


V. Operator Examlnailons 


8804200555 Forwards Insp Roots 50-259/68-08.50 260/88 00 ft 50 296/88 08 on 
880322-24 No violations or deviations noted 

SARR.K.P- Region 2. Olc ol the Oweetor, 66/04/13. WHITE.SA. Tonfiassee VaMoy 
Aulhodly. 2pp, 45235:037-45235:043. 



~a804300&58 Insp Repls S0 2&9/&a 08.S0 260/&8 00 & 50 296/00 00 on 080322- 
24 No violations noiod Major a/oas inspected compoience of operators in Group 4 
accelorated requalilicat'on training course to perform license duties 
CBOCKMAN.K E.. IGNATONISAJ Region 2. Ofc ol «ve Director- BBrO<t/ti- 6pp 
45235 039 46235 043 

66042(047 1 Cottfwms 8004(3 telcoix vv/NRC ro utilization ol Group 4 operators lor it- 
censert duties Torwards lisl of Group 4 l-ccnsoes to wliom NRC will artminlsler requall- 
(icption exams prior 1o Lfnil 2 roslart 

RARR.Kf* Roflion 2. Ole of the Oiroctor. flO/04/13 WHITE.SA Tennessee Vailoy 
Aulhonty 3pp 45227:214 45227 216 

6804250069 Responds to FOIA rcouesi for Into re scoros of reactor operators & senior 
reactor operators Forwards requalilicatlon exam summary source sheets listed In end 
app w/porsonal privacy into dolotod. 

GRIMSLEY.OH Division of Roles 8 Records (Post B70413). 08/04/ 19. BOLEY.K 
Public Ciiizon'a Critical Mass Energy Project. 2pp 45213 003 45213 095. 

-6604250107 Package ol NRC arfminislerod roqua’incailon exam results summary. 

* NRC • No Dolailed Allillalion Given 07/07/20 86pp. 4520:007-45213 095 


DOCK£T 50-261 H.B. ROBtNSOH PLANT. UNIT 2 


F. SecurBy, medical, emergency (> lira proiecdort plane 

8604200473 Partial response lo FOIA roguesi re hro protection Forwart/s App e 
documentS-App D & E documents availablo in POR.App F document comploioly wilti 
held (rot FOIA Exdinpiloe 5) 

GRIMSLEY.OK Division of Rulos a Records (Post 870413). 68/04/14 JONES.CR 
Athliatlon Not Asstgnod. 5pp. 45200.037-4S206.043 

-6604200579 Advises ttiai Fire Proloclion Slooring Commilloe has rocommondod that 
oach region mako otto (0CFRS0.App B-tyno insp tor each teciKty lo assess status o( 
compliance w/ I0CFH50.46 Program hstoa. 

CONLON.T.E. Region 2. Ofc of the Director. 84/1 1/06. HEHOT.A R. Rogion 2. Ole t>f 
(ho Director 3pp. 45206 176-45206:t7a 


J. Insurance & Indemnity Inlormation 

0804070174 Submits inlo ro prosent level & source ol onsite properly damage Insur- 
antn 

LOFLIN.LI Carolina Power fi MghI Co 88/03/31 Document Control Branch (Docu- 
monl Control Desk), ip. 45075 256 45075.250. 

6604250217 Forwards Endorsement 76 lo MAELU Policy MF-40. 

OARflAM.C D Carolina Power & Light Co 08/04/04. NASH.D NRC • No DeJaiied Al- 
Mlalion Given 2pp 45212 226 45212 227 

6604250218 Forwards Endorsomont 05 to NEI.IA Pol'cy NF-160. 

BARHAM.CO Carokria Power & Light Co 68/04/04 NASH.D. NRC • No Ootallod Ah 
litinlion Given 2pp 45212 228 45212:229 


P. Operating license stage documents & correspondence 

6803100023 Summary ol 080216 mooimg w/util ro LOCA analysos for safely Injeclion 
w/singlo failure Altontlanco list.vlowgreplis & Woslinghouso ovaluslien, "Justiticallon 
(or Startup of HQ Robison W/Alto<oa High Hoad Safety Injection...” oncl. 

LO.R. Project Oirecloralo 11-1 80/02/23 Projocl Dirocleralo 11-1. 24pp 44681:266- 
44601 341. 

-8603100104 ‘‘Justihcallon for Slertup & Oporallon ot H8 Robinson Unit 2 Nuclear 
Power Plant W/1S X IS Advanced Nucloat Fuels Co Fuel in Conlormance W/ 
10CFB50 46 Accopianco Cfitoria." 

* Woetinghouse Electric Carp 80/02/29. 52pp 44661 280-44661;34l, 

66032S0307 Approves actions ro commiimonis Idontiliod In 880211 confirmatory action 
Itr re (a lure Of onsite electrical disinbuUon ays lo meol single failure cnlorie under cor- 
lain cheurnstaivcos loi avD<tabiiltY Ol in)eclion sys 

GRACE,J.N Rogion 2. Olc of iho Oiroclor. 86/03/06 UTLEY.E E Carolina Power 4 
tight Co Ip. 44945 224-44945:224. 

0603240428 Goneric Lh 88-06 lo all power reactor licensees 4 app.'icanls re removal of 
organization charts from Tech Spoc admlnislraHvo conirol tequiramonis.SvC list oncl. 
MiR/tGLIA.F J. Associate Oltocioc (or Projecta (Peal 87041 1), 88/03/22. ConsolWalod 
ed.SOn Co o( Now York. Inc. 47pp. 44072:107-44972:163 

8604070089 Responds lo 880113 Mr ro adequacy of alation elociric disiribulion ays 
voilages Analysis demonsitaios that plant olocirial ac disiribuUon sya capablo ol sup- 
plying auxiliary power to salo^ rolalod equipmoni w/o vlotailng ratings. 

LOFlIN.L I. Carolina Power 4 Light Co. 88/03/20. Document Control Branch (Oocu- 
marti Control Desk) 6pp, 45024 338 45024 342. 

6604060392 Confirms 680324 tetcon between LJ Lollin & PE Fredrickson ro mgt meal- 
ing scheduled lor 880405 at Region It ofc in Allanla.OA to discuss status ol reconsll- 
iufion ol plant design. 

REYES.L A Region 2. Olc of Iho Director 80/03/30. UTLEY.E.E Carolina Power 4 
UghlCO Ip. 45008:357-45008:357, 

6804080088 Generic LIr 88 07 to powor reactor licensees & applicants re moddied en- 
10/cement policy concerning 10CFR50.49. "Environ Ouatitication ol Eloclrical Equip- 
monl Important to Safety for Nuclear Power Planis." Sve list end. 

MIRAQLIA,F.J. Associate Director for Projects (Post 87041 1). 68/04/07. Consolidated 
tdvson Co ol Now Y«k, Inc 49pp. 45164:237-46164:286. 

6604150117 Fonvards Amend 1t6 to License DPR-23 4 safety ovaloailon Amend to 
make nMt\ot or editorial changes lo Tech Specs to delete unnecessary re) to number 
ol flux thimbles available (or movable incoro Insirumentallon. 

LO.R H. Project Directorate ll-t. 88/04/1 1. UTLEY.E.E. Carolina Power 4 Light Co. 
3pp. 4St33 316-45133.320. 

—6604150123 Amend It6 lo License DPR-23, revising Tech Specs lo delete unneces- 
sary refs to number of Auk tWmhles available (or movable Incoro Insuumenlotion 
ADENSAM.E.G. Piojoct Oirecloralo II- 1 . 80/04/11. 8pp 46133:318-45133:325 


•6604 150 126 Solely eva'uaiion si^poriing Amend 1 16 lo License DPR-23- 
' Odico of Nuclear Reactor Rogu'ation. Director (Post 870411) 88/04/11. 3pp- 
45133:326-45 1 33.32 9 


8804210033 Discusses NUREG'0737,llom HE t 2. “Automatic Bus Transfer Feature of 
Adxillary Feedwater Sys Testing of Molded Case Ci/ciilt Breakers" UH continues to 
have resenvaiions re impact ol instantaneous trip testing on circuit breaker 
RiCHEY.R B Carotna Power 4 Light Co. 60/04/11. Document Control Branch (Oocu- 
monl Control Desk) 2pp. 451 94; 165 45194:166 

8804200300 Summary of 880322 meeting w/ulil re IntroddcLon oi key mgl personnel & 
sialua of facility, lnc.'ud>ng programs for equipment onhancemoni 4 mgl actions lo im- 
provo performance. 1/iewgrapns & agenda ol lour end. 

LO.R Projocl Direcloiate ll-l. 88/04/14 Proieci 0.reclorelo 11-1 22pp 45179287- 
45179 308 


8604260019 Oiscussoa 660405 rnooitng in Region II olc re scope 4 status of plant 
desl^ basis reconslitulion project List ol meeting atiendbos 4 viewgrgphs oncl 
nEYtS.L.A, Reg'on 2, Olc of the Oireclor. 88/04/14 UTLEY E.E. Carolina Powor & 
Light Co 25pp. 45251:073 45251 097. 


Q. Inapecllort reports, |E Buliellna 4 correspondence 


6604060247 Informs that IE Oullotin 08 002. "Rap'dly Propagating Fai'guo Cracks in 
Steam Qenoralor Tubos." not app'iceblo lo planl.Ccntiims that two S'gnlicani coninb- 
ulora to high tlu d elastic stability ratio atso not ovidam at p'ant. 
niCHEY.R.B Carolina Power 4 Light Co 88/03/24 GnACE.JN Region 2. Ofc of the 
Oiroctor. Ip. 45007 317-45007;317. 

8803210090 SuppI 1 to NRC Info Notice 67-044, "Thimble Tubo Thinning in Westing- 
house Reactors" Sve Hsl oncl 

nOSSl.CE. Division ol Oporailonal Events Assessment (Post 870411). 88/03/28 
Consolidated Edison Co. ol Naw York. Inc I2lpp, 44995: 126 44995 246 

6603220296 NRC Info Notice 88-010, "Malls LIconsoos.Lack Ol Mgl Controls Over Li- 
censed Programs." Sve lisl end. 

CUNNINOHAM.R.E Division ol Indusinal & Mod'eal Nuclear Salely (Post 870720). 68/ 
03/28. Consotidalod Edison Co of New York. Inc lOapp 44905 247-44995 353 

0004060445 Forwards summary response lo IE Qullebns 79-02.Rov 2 4 79-l4.Rev 
l.SiippI 2 did 791 108 & 700D07 respecllvely Seismic Category I base p’aies evaluat- 
ed 10 Include oifocis ol ffoxib lily In dolermlning anchor bolt loads 
LOFLIN.L.I. Carolina Power 4 llghi Co 88/03/31. Document Conirol Branch (Oecu 
men! Control Desk) 6pp 45007:064-45007:071 

8804010256 NRC Wo Notice 86 011, "Polenbal Loss o! Motor Control Clr &/ot Switch- 
board Function Duo to Faulty Tie Bolls " Sve list enct 

ROSSI.C E. Division ol Oporailonal Evonts Assessmeni fPosi 870411). 88/04/07 
Consolidated Edison Co oi New York. Inc. t24pp 45406 202-45407.051. 

8804210006 Responds to NRC Qijlielin 88-001, "Oalecis in Wosnnghouso C-rcuil Break- 
ets." Util detesmlrioti that V/osUnghouse DS series ckcuit breakers not used In Class 
IE sys at Unit 2 

EURV.L.W. Carolina Power 4 Light Co. 88/04/08. QRACE.J N. Region 2. Otc ol Iho 
Olrectoi. tp 45235 200-45235 2Q9. 

0604060370 NRC Into Molico 88-0 12, "Ovorgreasing of Electric Motor Beatings " Sve 
list oncl 

ROSSI.C E. Division of Oporalionat Events Assossmoni (Post 670411). 66/04/12. 
Consol-'dalod Edison Co, of Now York, Inc l23pp, 46165 028-45165 ISO 

8804200473 Partial response to FOlA request ro tiro proiection Forwards App E 
docurnanls App D 4 E documents available in PORApp F documeni complolely with- 
held frel FOfA Exampilon b). 

ORIMSLEY.O.H. Onrislon of Rules 4 Records (Post 870413) 08/04/14. JONES.CR 
Alliliatlon Not Assigned 6pp 45206 037-45207.042. 

-8804200576 Provides slafua ol Region II safe shutdown Insp program. 

GRACE.J.N. Region 2. Ofc ol ihoOroctor. 85/05/13. TAYLOR.JM, Olc ol Inspocllon 
& EnlOfCOmenl. Director (820201-870413). 2pp 45200.1 74 45206:175. 

"0804200579 Advises that Fire Proloclion Steering Commilieo has recommended that 
oach rogion make one l0CFR50,App R-lypo Insp (or each facility lo assess status oi 
compliance w/ 10CFR50.48 Program Ilsteo. 

CONLON.T.E. Region 2, Olc ol the Oireclor. 84/t 1/00 HEfIDT.AR. Region 2. Olc ol 
Ihe Director. 3pp. 45206:176 45208 178. 

8004260004 Forwards leap Rept 60 261/68-01 on 88011 1-1S 4 0125-29 4 notice ol 
violation. 

JULIAN.C.A. Rogion 2. Olc of Ihe Oireclor. 68/04/14. UTLEY.E.E Carolina Powor 4 
LIghI Co. 2pp. 45248:058-46248,094. 

-9604280111 Notice of vlofaiion from insp on 880111-16 & 0125-29. VIolallcn naied on 
lout occesiona licet\eee reported ItvopetabiKty ol eat diesol goneiators while opeieting 
at too percent power under Incorrect rogulallon. 

JULIAN.C A. Region 2. Ofc of Iho Director, 88/04/14 3pp. 45248 058-45246 060 

-8804260114 Insp Rept 50 -26l/a8 01 on 880111-15 4 01 25-20. Violallons nolod.Major 
areas inspect ed:ma.-nl .design cdniroi, opera lions, commercial grade procuremeni 4 
QA/QC. 

MELLEN.L., BELISLE.G. Region 2. Ofc ol the Dlrecior 66/03/21 34pp. 45248 061. 
46248:094. 


H. Perlodio operating reports 4 related correspondence 


8604160139 Monthly oparaifng rept lor Mar 1968.W/e604t 1 Itr 
HAYNESWORTH.V., MORGaNR E. Carolina Power 4 Ught CO. 88/03/31. 4pp. 
46153-233-45153:236. 



e804C40088 Forwards applicaticns tor *er.owa! o! roaclor oporelor & senior reactor op- 
eraiof licenses lor nt Ha’oy.JA Leone, LL Wiagand.HA w.nQen.JH Cox.RL Miior.JM 
Moon & TC priiciio/d W/o one Is. 

nEATTV.G.P. Cato«n.i Power & Lis'!! Co. 68/02/26 GRACE.J.N. Region 2. Ole ol me 
Diroclor Ip 44009 070-44969 0/0 


V. Dry Cask Independent Spent Fuel Storage Inslallatlans 

9804136328 Foiwaids Amond 3 to "ISPSI SAFt " Josilicai on lor each change also 
end. 

LOFIIN.LI Carolna Power S Light Co 88/03/15, HO0GRTS.J P. Ollice ol Nuc'oar 
Malarial Saloiy 6 Saloguarcis.OireciO'r. 8pp 45103:190 45103:197. 


DOCKET 60-262 BRIGHAM VOUNO UNIV. RESEMtCH REACTOR 


P. Operating license stage documents A correspondence 

9803250248 Inloirns Ol NRC refocai'on lo Staled address Ma ling address unchanged A 
Adams propel manoger & TS MIcliaols back-up proieci managor. 

RUOEtJSTtlN.l S. STandardiraUon & Non-Power Roacior Pro;Gct Directorate. 88/03/ 
10 Alhlialio I) Not Assigned 3pp 44859 060 4/.B59 C82. 


O Inspection reports. IE Bulletins & correspondence 

8004130039 Forwards Into in respo.nso lo request lor msp ol UFA type latching relays 
mig by GE,per NRC Rullotin OQ-OOS.Liconsoo has na subj laich'ngs Reactor fuel re- 
moved & 3li ppod oil site white licensee pursues M.' decommissio.sing 
JACKSON.EF Or.ghom Young Umv . Prove. UT 88/04/01. Region 4, oic ol me Di- 
rector. Ip 45090 360 46099 360 


DOCKET 50-263 MONTICELLO NUCLEAR OENERATINQ PLANT 


f. Security, medical, emergency & tire protection plans 

8604180244 forwards Rev 2 to selog-jatds ccmtmgcncv pian.Cnanges do not decrease 
olleclvonoss ol saloguords conlingoncy plan & may be implemented w/o prior NRC 
rev-ow & approval. Ho V wilhhold (rof lOCFn/O). 

LARSON.C.E. Norilicrn Stelos Power Co. 86/04/12 Document Conirel Branch (Docu- 
ment Control Desk) |p 45195.340-45195:340 

8S04 160248 Forwards Rov 34 lo security plan, per l0CFn$0 64(pVRov withheld (rol 
10CFn73) 

LARSON.C.E. Nenhorn Status Power Co. 68/04/12. Oocumoni Control Branch (Oocu- 
ironl Control Desk) Ip. 45195:341-45195 341. 

8804180262 Forwards Rev 8 to security foico Ira ning & qual-llcat on plan per 
10CFfl60 64(pJ Rev wilhhold (rot iaCFR73) 

LARSON.C.E. Nprtltorn Slalos Power Co. 68/04/12. Oocument Control Branch (Oocu- 
ironl Control Desk), ip 45108 260-45198 268 


P. Operating license stage documents A correspondence 

6803240435 Gonoiio Lli 68-06 to a'l porvrot loaclot llcenseos & appl cants to lemcwal ol 
organl/ation charts Irom Tech Spec ad-m nielrat vo control requ remonts.Svc list onci 
M-^AGLIA.F.jT Associate Director Icr Projects (Post 6704 1|) 88/03/22. Consolidated 
Edison Co. ol Now York, Inc 47pp. 44972 107.44972:163. 

66041 10334 Forwards com-monis on proposed Tech Specs lor plant control room venti- 
lation syspor TMl /Vclion Item III.0.3 4 Response to tisiod lindiogs needed to enable 
NRC lo conclude llial sub] ays continues lo moot provisions ol Item III. 0.3 4 
6TGrAN0,JJ Project Droclorata lll-t. 88/04/04 MUSOLF.D.M Northern Stales 
Power Co 2?pp 45076 276-45076 200. 

6604938088 Gonoric Lir 88-07 Co powot roaclor licensees & applicanls re mod Fed erv- 
lorcemont pcticy concerning 10CFR5040. "Environ Ouatd-cabon ol Eloclrrcal Equip- 
ment Imporiarii to Saloly lor Nuclear Powot Plants " Sve list end. 

MinAQLlA,F j Aesecialo Director Icr Projects (Post 870411). 86/04/07, Consolidated 
Edison Co ol New York. Inc 46pp 46 1 64'237.45 164-285. 

8804150170 Noblication ol 880426 mool-ng w/util S SNL in Rochvi’le.MO lo discuss ubl 
topical ropt on reload salety ovaluallon molhodo'ogy Meeiing agenda end 
YrWGKT.R j. protect Oitoclorate Hl-1. 85/04/1 1 VIHGILIO.M.J Project Ouecterate Ul- 
1. 3pp 45134 000 46134 010 

6804220133 Ronuests that Util remit too lor 680220 appl canon lor approval ol alternate 
motliod uf satisfying NUREU-0737, Item II 0.3 ro Criterion 4 by removal of dissolved 

g as monilotinq portion of posl-acc.donl sampling sys. 

IGGS.R.M Uconso Fee Manegemoni Branch. 88/04/15. MUSOLF.D.M Northern 
Stales Power Co Ip 45201:022-45201022. 


Q. Inspection reports, IE Bullellns & correspondence 

6803100123 Advsos that no lorther plant- spec it -c acilen required based on review of ulil 
870900 response lo NRC Bulletin 67 001, "Thifiring ol Pipe Wa'Is al Nuclear Power 
Plants."’ 

STEFAN0,J j Piolaci Oirectoralo lll-l. 68/03/08 MUSOIF.DM Northern Stales 
Power Co Ip 44681 367 44661 357. 

8804010219 Responds lo NRC 68021 1 Hr ro violal'ons noted In Insp Reel 60-263/87- 
21 CoHociivo actions -ndivldual involved m example tounso'ed lo naisinlerpielanwi of 
procedural stop. 

LARSON.C.E NOflhern Slates Power Co 83/03/14. NOREHUS.C.F. Region 3. Ole ol 
mo Oi/Odcr. 4pp 44947:305-44947:308 

8803210090 SuppI 1 to NRC ln*o Nobco 87-044, ••Thimble Tube Thinn'ng in Westing- 
house Raaciors." Sve ttsl oncl 

ROSSl.C E DiviS'on ol Oporatonai Events Assessment (Post 870411). 88/03/28. 
Consolidated E-dison Co ol New Vetk, fnc 12lpp. 44995. 126-44995 246. 


censed Programs. Sve list er.ci. 

CUNNINC^HAM.R E Oarision of Industrial & Medical Nuclear Satoly (Post 870729) 68/ 
03/28 ConsoTdaied Edison Co ol Now York. Inc. lOBpp 44995:247-44935 353 

B6Q4010266 Informs ol plan lo cancel Kewaunee mid-SAlP team msp.due lo i.censne 
coniinued excellent portormance in all areas Region III intent Is lo loliow core program 
at all plants In region 

DAVIS.A.B Region 3, QIC ol the Director 88/03/26 MURlEY.T E. Olfico of Nuclear 
Reactor Regulation. Director (Post 67041 1). Ip 44945'346-44945.346. 

0804060498 Responds lo NRC Compliance Bullei-n BB-003 All QE lalctrng- type ltr=A 
relays Inspected & found lo bo Iroe of delect & demonstrated to have salistaciaiy 
latch cngngemeni 

LARSON.CE Northern Stales Power Co 88/03/28 Olfico ol Nuclear Reactor Regu- 
lation. Oirocior (Post 67041 1) 3pp 45011 001-45011 003. 

8004060338 Forwards request lor addi into re review oi rosponsos to Action tiem e ol 
IE Bulletin 85-003 to assure valve operoblity can be approved into requested in 30 
days 

GHEENMAN.EG Region 3. Otc ol Iho Director 08/03/30 LARSON.CE Northern 
Slates Power Co 4pp 450 10 265-45010 268 

8604110174 Responds to BB0225 SALP 7 Board Repl 50 263/87-01 ior June tOOd 
Nov 1687. Strongly supports NRC SALP process.as noted at 880304 meeiing 
LARSON.C E Northern States Power Co 88/04/04 OAVIS.A 0 Reg.on 3. Ole ol the 
Director Ip. 45135 277-45135 277 

8804010266 NRC Info Notice 86 OH. "Potential Loss ol Motor Control Cti &/or Switch 
board Function Duo to Faulty Tio Bolts *' Sve list one) 

ROSSt.CE. Divison ol Operational Events Assessment (Post 870411) 88/04/07 
Consolidated Edison Co of New York. Inc 124pp. 45406 292-4540'/ 051. 

8804080370 NRC Into Notico 66 012. "Overgreasing of Electric Motor Beatings ' Sve 
I SI end. 

ROSSl.C E Division ol Operational Events Assessment (Post 670411) 88/04/12 
Conso’idaied Edison Co. of Now York. Inc t23pp. 45165:028-45165:150. 


R. Periodic operating reports & related correspondence 


8604150115 Monthly opeialmg rcpl for Mar 1988 W/e604l 1 Ur 
MYRA80.AL. MUSOLF.O Northern Siaiea Power Co. 88/03/31 5pp 46170 039 
45170,042 


S. Repoflabte occurrences, LERe & related correspondence 

8004200189 LER 88-002 00 on 8B04l3.lire watch not osiab’ishod.por Tech Spec 
3.13.Q.2.for lire door found In open position due lo Inoporable sell closing 
mechanism Caused by inadequate procedures & training Procoduro revised W/e904 13 
Hr 

IVERSON.ON, MUSOLF.O Northern Slalos Power Co 88/04/13 4pp 45220 274- 
45220:277. 


V. Operator Examinations 

6803300236 Informs of rov to commitment mado re licensed oporator training & roqvaii 
lication programs. Util will conduct future operator training using program accrodiied by 
INPO In Dec 1987. Program available lor NRC reviow. 

MUSOLF.O. Northern Slalos Power Co. 88/03/21. Ollice ol Nuclear Reactor Rogula 
lion. Director (Post 8704 0). Ip 44979:142-44979:142 

8804160328 Informs ol rev to shift lochnical advisor (STA) training program ongmaily 
provided to NRC in util 810130 llr.Rov due lo completion ot STA task list lor accredit- 
ed STA program 

MUSOLF.O. Northern Stales Power Co 88/04/08. Oocumont Control Branch (Docu- 
ment Control Desk). Ip 45138 204-46138-204. 


DOCKET 50-264 DOW CHEMICAL CO. 


P. Operating lloenae stage documents A correspondence 


08O32SO246 Informs ol NRC relocation to slated addross.Maikng address unchanged. A 
Adams project managor A TS Michaels back up project manager 
RUBENSTEtN.L.S. Standardisation & Non- Power Reactor Project Directorate. 88/03/ 
18. AlliHaiion Not Assigned. 3pp. 44859 060-44859 062. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency A lire protection plans 


8804050061 Forwards Followup Insp Repis 50 264/88-06 8 50-265/88-07 on 880316- 
1 7.No violations oi NRC requirements noted. 

SHAFEfi.W.D Region 3. Ole ol ihe Director. 88/03/31, REEO.C. Commonwaallli 
Edison Co. 2pp 4502B 278-45028 29 1 

-8804050064 Insp Repis 50-254/86-06 A SO 265/88 07 on 880315-17.No violations 
noled.Major areas lnspeciod:llcensee actions on previously Identified lloms.omergonC) 
Ian activations, review ot licenseo Irvibalives to Improve program 
LOSKI.T J. Region 3. Ofe of the Oirocior. BB/03/31. 1 1pp. 45028:280-45028 291 

8804380270 Forwards revised safely evaluation re interim compensatory measures & 
request loi exemption from 10CFR50APP R.Seclton iH.G.i.re ht»t shutdown repairs 
ROSS.T. Project Oirectoiato III-2 88/04/20 BLISS,H. Commonwealth Edison Co 
3pp 46322:347-45322:354. 


DOCKETED ITEMS 43 


-8604290265 Revised saloly evaluation accept ng ui I interim comportsato/y rnoasuros 
& reguesi tpr exempt on Irom lOCFnso. App R.Seclicr) III G roq<jiromonl re Fiat shut- 
down teps r lor lire event m plant 

* Plani Systems Branch 89/04/20 5pp 45322 350 45322 354 


P. Opefallng license stage documenie i correspondence 

3709300402 Responds to request lor rov.ow & comments on whether or not techn.ca‘ly 
accoplehie meried contanmont sys cou'd satisly provisions of l0CFnS0.44(9).NnC 
awaiting p'ant spocilic suhmdtals on comptionco.per B70120 meeting 
DOHIAN.T F Assistant Goneral Counsel lor Rulemaking & Fuel Cycle 97/08/31 
JANECEK.n F. flwn Owners Group JANECEK.R F Commonwealth Ed-son Co 2pp. 
45322 355 45322 360 

8803240426 Generic Lir 86 06 to an power reactor licensees & app'icanis ro removal of 
orgamrotion chans from Tech Spec administrative control roquitomonis SvC I st oncl. 
MIRAGLIA.F J Associaie Oireclor lor Pro|ecl9 (Post 07041 1 ) 80/03/22 Consolidated 
Edison Co Ol Now York, loc 47pp 44972 107-44972 153. 

8004060497 Application lor amond to License OPR-SO.changinq Tech Specs to support 
oporai-on dcrrrra Cycle 10 reload. Changes concern MAPLHGn limit for reload fuol.GE 
proprietary lOGa analysis oncl Proprioiary analysis withheld Foe paid. 

Sfl ADY.JA Commonwoalih Edson Co 06/03/28 MURLEY.T E OHice ol Nuclear 
Reactor Regulation. Diieclor (Post 87041 1). I6pp 45007 337-45000:108 

-BB04070035 Proposed Tech Spocs.support nq operation ol una during Cycio 10 by 
changing MAPLhQR limits for reload luol & aojuslment ol min crillcal ratio. 

* Commonweallh Ed son Co. 80/03/20 26pp 45007.355 45008 020. 

-6804060506 Rev 0 to. "Supplemental Reload Licensing Submitlal lor Quad Cit es Nu- 
c’oar Power Slat on Unit 2.Roload S.Cycio 10." 

LAMOERT.P A. ELLIOTT.P E . CHAHNLEY.JS Gonoiei Electric Co 23A5846 ROO 
83/01/31 20pp 45008 021-45008 108 

6804060524 Oocumenis 880317 lolcon to ombodmont plate assessment program re 
analysis method & acceptance cnlona lor compulation ol allowablo loads for strip em 
bodineni plates w/ 24-inch anchor spacing 

jOHNSON.i M Commonwealth Edison Co B8/03/31. MURLEY.T.E Ollico of Nuclear 
Hoactor Hogulatlon. Director (Post 87041 1), ip. 45010 287-45010:287. 

6804070265 Responds to 800129 & 0224 lirs to allogod harerdous practices at 
util Discusses evidence ol licensee compliance In federal togulelions ^ nonviolation of 
requiiemonis No lurther action inlondod. 

GREENMAN.EG Kog on 3. Ole ol the Oueclor. BO/03/31 YOUNQ.C Attil-alion Not 
Assigned 4pp 45029 261-45029 264 

8604210353 Forwards Using of tests, changes & oxponmenis for March 1888 In comp'i- 
ance with 10CFH50.59. 

nOBEY.RA Commonwealth Edison Co 88/04/01. SNIEZEK.JII Ollico of Nuclear 
Hoactor Regulation. Diroclor (Post 8/04111- lOpp 45235 320-45235 329 

8604080088 Generic Llr 68 -07 to power reactor liconscos & applicants ro modi hod on- 
lotcomont policy concerning 10CFR50 40. Environ Qualdication ol Elocltlcal Equip 
mani imporienl to Saloly lor Nuclear Power Plants " Sve lisl oncl. 

M5HAGLIA.F j Associate Oliectoi lor Ptolocls IPost 8704111 80/04/07 Coi%soWatod 
Edison Co of Now York. Inc. 49pp 45164 237-45164 285. 

6804280039 Forwards Rov 50 lo CE-1-A. "OA Program for Nucloar Goneraling Sla- 
ions " Revs being made lo telleci organizational changes. 

MORGAN.W.E. Commonweallh Edison Co. 66/04/18 Document Control Branch 
(Document Control Oosk) Ip 45261273-45261-299 

—8804280089 Rev 50 lo *'QA Program tor Nucloor Generating Stations. " 

• Commonwoalih Edison Co CE-l-A RSO 06/04/18 I7pp 45261 274-45261 299. 

6804290297 Informs that Steam void formation & subsequent water hammer offocis 
during sys startup will not occur in ECCS as re.su'-t ol loaclor coolant leakage into 
sys.por concorns raised by NHC 

JOHNSON.I M. Commonwealth Edison Co 06/04/10. MURLEY.T.E Ollico ol Nuclear 
Reactor Regulation. 0-rocior (Post 070411) 2pp 45283 073-45283 074 


Q. Inspection reports, IE Bulletins & correspondence 

8803210090 SuppI I lo NRC Into Notice 87-044. "Thimblo Tubo Thinning in Wosl-ng- 
Tiouso Reactors " Sve list oncl 

ROSSI.C.E. Division of Uporalional Events Assessment (Post 870411) 08/03/26. 
Consolidated Edison Co of Now York. Inc i2lpp 44995:126 44995 240 

8803220296 NRC Info Notice 88-OtO. "Metis Licensees Lack of Mgl Controls Over Li- 
censed Programs." Sve list encl. 

CUNMiNGtiAM.R.E Division ot Indusinal & Medical Nuclear Safety (Post 870729). 68/ 
03/28 Consolidated Edison Co. ol Now York, Inc. 108pp. 44995:247-44995:353. 

8804140004 Responds to NRC 880225 Itr ro violations noted in In&p Repis 50-254/87- 
33 & 50'265/87-33.Coriociive actions instrument mechanic & loroman made awaro ol 
requirements ol Station Procedure DIP 5700-2 & procedure discussed at mainl moei- 
ino 

TURBAK.M S. Commonwealth Edison Co 08/03/29 DAVIS.A.B Rog-on 3. Ole of the 
Director tOpp 45147:306 4514/ 315. 

6804060441 Forwards rocmosl for addi Info ro util responses to IE Bulletin 85-003, 
"Motor Operated Valve Common Mode Failures During Plant Transients Duo lo Im- 
proper Switch Settings-" Addi Into requested within I month ol Ur date 
GREENMAN.E-G. Region 3. Ole of tno Oueclor 88/03/30. REED.C. Commonweallh 
Ed son Co 5pp 45007 059-45007 063 

6804050081 Forwards Folfowup Insp Kepis 50-254/88-06 & 50 265/86-07 on 680315- 
17. No violations ol NRC requirements noted 

SHAFEH.W.D Region 3. Ofc of the Dlfoclor. 88/03/31. REED.C. Commonweallh 
Ed son Co. 2pp. 45028 276-4502e:29l. 

-6804050064 Insp Rcpls 50-254/88 06 a 60-265/88-07 on 880315-l7.No violations 
noied-Major areas inspeclod.iicensee actions on previously idoniilied items. emergency 
plan aclivahons. review ol licensee Inilialivos lo Improve prograrn 
PLOSKI.T J.. SNELL.WG. Region 3. Ofc of the Oueclor 88/03/31 I ipp. 45028:280- 
46029 291. 


8804010256 NRC Into Not-co 88 01 1. •Rotontial Loss ol Motor Control Ctr 8/oi Switch- 
board Function Duo to Faulty Tio Bolls." Sve l si encl 

ROSSI.C.E Division ol Onerallonal Gvenis Assessment (Post 670411) 66/04/07 
Consolidaied Edison Co ol New York. Inc 124pp 45406 232 45407 051. 

8804060370 NRC Into Notice 88-012. "Overgroasing of Electric Motor Oear-ngs." Sve 
1st end 

ROSSI.C E Division oi Operational Events Aasessrnonl (Post 870411) 69/04/12. 
Consol dated Ed.son Co of Now York, inc t23pp 45165 028 45165 150 

8804190013 Forwards Safely Insp Ropts 50 254/80-04 a 50-265/88-04 on 880207- 
0402.Vioiation noted bui notice ol vioiai on wiP nel bo issued 

FOHNEY.WL. Rogion 3. Ofc oi the DL'octor. 08/04/12 REED.C Comfronweallh 
EdsorrCo 2pp 45197.026 45197 039 

-8804190017 insp Ropts 50-264/88-04 a 50 265/88-04 on 880207-0402 Violaiions 
roled Major areas inspected oporaiions.meint- survo.l'ance,L£R iov.ow.iouiin8 
ropis.temporafy instructions a adminislrative ccnirols allecUng quality. 

RING.M A Rogon 3. Ole of Iho Oi.'OCIOt. 88/04/12 12pp 45197:028-45197 039 

8804210438 Forwards request for addi mio ro results of expanded Insp plan lor pip-r'g 
suscoplibto lo IGSCC at plant. Lllil proposed allernaiivo not acceptable w/o further |us 
l-licallon 

R05S.T. Projeci Oirecloralo III 2. 80/04/13. GUTTER FI ELD.L. Commonweal ih Edison 
Co 5pp 45192103-45192 107 

8804260328 Conlums plans discussed on 880414 between H Bliss a G VanS ckle re 
upcom r)g 080506 mooting w/uld lo discuss response to IE GcHeiin 85-003. 
GREENMAN.E G Hoqion 3. (!)fc of Iho Diroclor 06/04/18 REED.C. Commonweallh 
£d.S0nCo 2pp 45251:120 45251:121 


R. Periodic oparating reporls a related correspondence 


8804220070 Monihly operating ropts lor Mar 1988 W/8&0401 Itr 
OEELSNYOER.L.. ROGEY.R.A. Commonweallh Edison Co 80/03/31. 22pp 
45221 260-45221 281 


S. Reportable occurrencas, LERs a related correspondence 

880330018S LER 07-000-l}0on 070801. reactor scram occurred liom luibno goreraior 
toad mlGmalcIi due to gonoiaior Inp as rosull ol lault in ma n iranslormer Cause undor 
Invosl-QBllon Main iransformor replaced W/070 024 Itr. 

WALTtRS.S.M.. OAX.R L Commonwoalih Edison Co 87/08/24 Gpp. 44975 290- 
44975:305. 

6803300204 LER 80-002-00 on 800223.HPCI inopd'ab’e duo lo room cooler loss from 
short circuit of control lelBy Cnueod by short circuit In control roliw causng transform- 
er to overheat & shotl.ConIrol relay & Iransformor roplacod.W/68()3iO llr. 
PACILIO.J.D.. BAX.R.L. Commonwealth Edison Co. 88/03/ 10. 5pp. 44081.070- 
44961 083 

8804200307 lER 87-002 0l:on 870t22.nCIC isolated & declared Inoperable d-jo to oil 
liood-ng outboard beanr^g Caused by mod dosign deficiency insialled during roluol 
oulage Roaring replaced & oil orifice cleaned & lelnsiallod W/e80322 llr. 

HILL.K J . OAX.R L Comiconwoo'th Ed.son Co 80/03/22. 6pp 45221:133-45221 130 

8804130047 LED 88 004 OO on SBOSOd.insiilllcionl number ol operabto reactor protec- 
tion sys channels providod. Caused by personnel orror. Incident discussod w/ individuals 
involved & Tocb Spec change drallod t-o o'lmmaie requiremenl.W/880324 Hr 
LECIIMAIER.J., (3AX.R.L Commonwoolth Ed.son Co 88/03/24. 7pp 45151020- 
45151 034. 

8804270168 Forwards addi Into ro lER 87-026 concern ng control room 
habitability Agrees to auppi LER 87-02 & provide safoly signlLcance assessment by 
800422 

JOHNSON.I M Commonweallh Edison Co 00/04/15 DAVIS.A8 Region 3. Ole Ol 
thoO:toclM 35pp 45245 286 45245 320 


DOCKET 50-288 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, modical, emergency s fire protection plane 


8804050260 Forwards droll technical evaluation ropl (TER) ro lire protection Tech 
Specs change lor roviow & response to noted dolicioncios 

WAGNEH.D H. Projoci Oifectoiato III-3 00/03/25. FAY.C w W.sconsin Elocinc Power 
Co 7pp. 45020 008-46020 105. 

8B040B0059 Forwards Saloly Insp Ropts 50-266/88-07 & 50 301/88-07 on 870307- 
1 t.No violations noted. 

SHAFeR,W,0 Ro^on 3. Otc of the D rectot. 88/03/30 FAY.CW Wisconsn F.lectrtc 
Power Co 2pp 4^34:107-45034 118 

-8804060064 Insp Hepls 50-266/68 07 fi 50-301/08 07 on 880307-1 1.No 
violal’ona.doficlenclos or deviations noted Major areas inspocied emergency prepaiod- 
ness piogrem,includng ocl-on on previous open Homs & aclivat-ons of nmergoncy 
plan 

FOSTEfi.J.E, PATI ERSON.J.P., SNELL.W. Region 3. Ole ol the Oroctor 88/03/29 
lOpp 40034:109 45034 1 10 

8604110333 Forwards onviron assessment & Imdng ol no signilicanl impact re 66061 1 
opplicaUon lor exemption from roquiromonts ol lOCFRSO.App R. Section 
lll.GO.b. Assessment also forwarded lo Ofc ol FR for publication 
WAGNER.D H- Projoct Directorate HI 3 66/04/04. FAY.C W Wisco-nsm Eloctnc Powoi 
Co Ppp. 45078:180 450 78 184 

-BB0411033S Environ assessment 8 Imdng ol no significant impact re 860611 
applicaiion.as supple menied by 86fOIO llr, tor exemption Irom requiromonis ol 
10CFR50.APP R.Seciion IILG 3.b- 

PERKINS.K E. Projoct Directorate llt-3 88/04/04. 3pp- 45078 162-45078 184 



S6042l}051t For»<a!rf9 Safety fnsp Ropls 50-268/8Q06 & S0'30l/fl8 06 on B80201' 
03l8.No vio'ai'ons notcfl. _ . _ ■ 

KNOPHC ftegion 3. 0!c of the Dfccto' 68/04/05 TaY.CW. Wisconsin Efecii>c 
Powoi' Co. 2pp 4523 1 It 9-462 3 1 : 1 28 


-8804200519 Insp flcpla 50-266/68 06 i 50-301/85-06 on 800201-03 15 No violations 
or rfeviallons notetf Major aieas inspecloct action on previous msp lindngs.tempoiaiy 
mslructorrs.operaiional salotv.maip.i.survo ilanco. physical security & LER lpliovna> 
DEFAVETTE R Rogion 3. OJc of Iho Oireclor 88/04/05. 8pp 45231 121-45231.126 


8804210245 Forwards Satogoaids Insp Pepis 50-266/68-08 & 50-301/88-08 on 
600321-31 Apparent violations noted. .. .... 

MALLEI T 0 S Recion 3 Ole oi tho Oticclor. 06/04/13 FAY.C.W. Wisconsin Electric 
Power Co' 2pp 45226 343 46228 348 

-8804210246 Partially withheld Insp Repts SO 266/88 08 A 50-301/80 08 on 880321-31 

n noted Ma{oi areas inspecledmgl 
repts & losing 8 maim 
>n 3, Otc ol the O recior 08/04/1 1 2pp. 


(rel lOCFn73 2l)Violal^n * open 
0lloctNOrvass.3ecunty otsaniiauon.rscoids & 
(IRO'JIN.B QALAnHo. CREED. J R flegi 
45226 34545226 346, 


H. General correspondence 


8804220252 Responds to uM 880323 Ilf leaffirmlnQ commitmanl to check auxiliary feed 
water piping temp onca per shifi.per Generic Ltr es-OS-Commitments 
acceptaWa.Genertc Issue 93 consldorad resolved. 

WAGNER, DH. Prolect Direclofaie III-3. 88/04/12. FAY.C.W. Wisconsin Electnc Power 
Co 2pp 46200 331-45200:332 


8804210366 Responds to 660125 request tor relief from ASME Section XI Code roqu re- 
fpont dalerinloed fo be ImpraClical to perform during second lO-yr Insp Inien/al at 
plant Util shou'd consider hsled comments & revise proposed roliet request. 

WAGNER O.H, Project Direciofato 111-3. 88/04/14. FAY.C.W. Wisconsin Electric Power 
Co 3pp 45191 291 46191:203 


8804220048 Forwards Amends 113 6 116 to Licenses OPfl-24 & DPR-27. rospeciivoly 
S safety evaluation Amends revise asterisked notes to Tech Spec Table I5.4.1.1.licm 
25 "Steam Generator Pressure.'' which clarities requirements. 

WAGNER D H Projecl'Directoralo 111-3. 88/04/ 14. FAY.C W Wisconsin Eiecltic Power 
Co 2pp 45201 :06i45201;080 


-8804220067 Amends 113 & 116 to LIcensea DPR-24 & OPR-27.fespoclively. revising 
Toch Spec Table 15 4. 1-1. Hem 25. "Sleam Generator Pressure. " which clanl es re- 

3 iiiremenis for testing ol steam generator prossuro channels during relueling shut 
owns. 

PERKINS.K E. project Olracloraie III-3. 80/04/14, 7pp 45201.089-45201:077 


6803310195 Comment supporting proposed rule lOCFHSO.App J re mass point method 
el -data ai>alys s Recommends lesi rfuratioo criteria m ANst/ANS-56 8-l087.Sect'on 

5 4 bo accepted in revised regulations . , „ 

FAY.C.W. Wisconsin Eioclnc Power Co. 86/03/18 CHiLK.S Office ol the Secretary ol 
the Oom-Ti ssion. 2pp 44964 061-44964.062 


I. Financial Iniormallon 

8804150278 Forwards 1987 annual repl to siocktioldors.inctuding certified financial 
slateircnis Repl included as app to dofinilive into stalomont. 

FLEIS'^NER Jw Wisconsin Electnc Power Co. 88/04/11 Olfice of Nuclear Reactor 
Pegulalion. bi/eclor (Post 870411) 25pp 45139 123 46138:147 


-8604220060 Safety evaluallon supporting Amends 113 & 116 to Licenses DPR-24 & 
DPR-2 7.ro8p0C lively. 

* Office ol Nuclear Hoactor Regulation. Oiroctor (Post 870411). 88/04/14, 3pp. 
4520l;076-4520t:080 

8004260540 Forwards AmenrJs 114 & 117 lo Licenses OPfl-24 & OPfl-27. respectively 
& safely evaluation Amends make administrative changes to & clariNes Tech Specs. 
WAGNEfl.O H ProJocI Directorate III -3 88/04/ 18, FAY.C W Wisconsin Electric Power 
Co. 2pp 46269 058-45269 082 

-6804280551 Amends 114 & 1 1/ lo Llcensos DPR-24 & OPR-27.rospoclivo1y. clarifying 
& making adm'nlslrattve changes to Tech Spec. 

PERKINS.K E project OIreclorate III-3. 80/04/18 aipp 45269:060-45269 080, 


J. Insurance & inderntilly Infermallorr 

8804140009 Forwards Endorsemenl 90 lo WEIIA Po'icy NF-178 & Endorsemom 74 to 
MAELU Policy MF-53 

OUNDAS.WJ Wisconsm Efectric Power Co 88/03/31 D;niT 2.I, NHC - No Oetailod 
Atlilialion Given 3pp 45163 3i5 45l63;3t7. 


-8804280SSS Safety evaluallon supporting Amends 114 & 117 to Licenses DPR-24 8 
DPR 27.ro8p0c1iv0ly. „ 

• ONica of Nuclear Reactor Hegulallon. Oirecior (Post 8/0411). 88/04/18. 2pp. 
45269 081-45269.082, 

O. Inspection reports, IE Bullelins & correspondence 


O. Advisory Committee on Reactor Sateguerds reports & correspondence 

8B94130266 Corn-menls on 871021 final rept NSAC-113. ' EPfll/Westinghousa Owners 
Group Analysis ol OHR Bisk ai Po ni Bench," per NRC request Resources did not 
permit exam of planLiewiew ot tram ng procedures & emergency guldelinos. 

DAVIS.PR Athl ation Not Assigned 88/01/1 1. BOF.HNERT.P ACflS • Advisory Com- 
.-.vliee on Reactor Sateguards i4pp. 451 17:326-461 17:339. 


P. Operating license stage dpcumonls & correspondence 

0803240428 Generic Llr 88 06 lo a I power roaclor Feenseas 8 applicants re removal ot 
oiganiraLon charts (rom Tech Spec administrative control lequ romonts.Svc iiai end 
MtHAGLlA.F J. AssoclBle Ouecloi tor Projects (Post 870411) 68/03/22. Conso’^Iated 
Edison Co ol New York. Inc. 47pp 44072:107-44972: 153. 

86940S0280 Forwards draft lachnical evaluation repl (TER) re lire protection Toch 
Specs change for review & response to noted deficiencies 

WAGNER DH. Project Oireclorate III-3 88/93/25 FAY.C.W Wisconsin Electric Power 
Co 7pp 45029 098-45629:105 

8604080371 Forwards Into package re backround in'o lor Commissioner Carr 880404 & 
05 visits to Kewaunee & Point Roach sites, respectively 

OAVfS.A B. Region 3. Ole ol the 0.tector. 88/03/26 JOHNSON, M Region 3. Otc ol 
the Director, ip 45078:173-46070 173. 

8004050080 Forwards response to NRC 870224 request lor addi Into re 871204 audit ol 
OCnon project & SPDSSei of human eng'neortng discrepancies (HEOs) that have 
changed since summary rept submilled & sei ot ponding HEOs end. 

FAY.C.W. Wisconsin Elcclnc Power Co. 88/03/29, Document Control Branch (Oocu- 
meni Control Oosk). 26opp. 44996:123-44906:331. 


8803210090 SuppI 1 to NRC Into NotIco 87-044. "Thimble Tube Thinning In Westing 
houso RaectofS " Svo list end. 

HOSSI.C.E. Division ot Operational Events Assessment (Post 870411). 88/03/28 
Consolidated Edison Co. of New York. fnc. l21pp. 44995:126 44905:246. 

8803220298 NRC Into Notice 86-010, "Malls Ltcansoos Lack ol Mgt Controls Over Li- 
censed Programs " Svo Hat end . 

CUNNiNGiCkM.R E Division ol Induslrlat & Medical Nuclear Safely (Post 870729) 08/ 
03/28 Consolidated Edison Co ol New York. Inc. tOSpp. 44995:247-44095:353. 

8804060059 Forwards Safety Insp Ropls 60-268/88-0/ & 60 301/88-07 on 870307- 
n.No violations noted .. 

SHAFER.WO Beglon 3. Ofc of the Director- 86/03/30 FAY.C.W. Wisconsin Electric 
Power Co. 2pp 45034: )07-45034: 118. 

-8804060064 Insp Repls 50-286/88-07 & 50-301/88-07 on 880307-1 1.No 

vIolBtions.dsficiencles or rtevietlons itoled-Malor areas Inspected. emergency preparod- 
nflss progf8m.lncluding action on previous open items A activations ol emergency 

p0STER.J E.. PATTERSON.j p . SNELL.W Region 3, Otc ol the Oiroctor. 88/03/20. 
tOpp 45034:109-45034:1 te. 

8804200611 Forwards Safely Insp Ropls 60-266/88-08 & 50-301/88-06 on 880201- 
03 15 No violations noted. . r. ... 

KNOPR.C Region 3, Otc ot the Director. 88/04/05. FAY.C.W. Wisconsin Electric 
power Co. 2pp 45231:1 19-45231.128. 

-8804200619 Insp Repls 50-266/88 06 A 60-301/88-06 on 880201-0316 No violations 
ot deviations not^.Malor areas inspected action on previous Insp findings, temporary 
Instructlons.operallonal aafety.maint.sutveillsncejthysical security a LER followup. 
DEFAYETTE.R. Region 3. Ole Ol the Director. 88/04/05. 8pp. 45231:121-46231:128. 


8894080238 AcK receipt ol ui-t 980321 Hr re requested exception lo Wei mo sloiage ol 
radiographs conta ned In ANSI N4S.2.9. Revised program acceptable. 

WRIGHT GC Reg on 3, Ofc of the Oireclor. 88/03/29. FAY.C.W. Wisconsin Electric 
Power Co 2pp 45007.299-45007:300. 


8804010256 NRC Into Notice 88-011. •'Poierkttal Eos% ol Molw Conitol Cti Afot Switch 
board Function Duo to Faulty Tie Bolls." Svo Hat end. 

ROSSI.C.E Division ol Operational Evenis Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co. of Now York, Inc, 124pp. 46406:292-46407:061. 


8804140193 Provides fisted Info requested in 830225 llr re operating nuclear power 
uit'is located at twelve sites along Great Lakes. 

STELLO,V. Ole ol the Executive Oiroctor tor Operations. 88/04/06. RIDGE.T. House 
ot Rep. 5pp. 45104:130-45104:143. 


8B04210032 Responds lo NRC Bulletin 88-003. ■’Inadoqusle Latch Engagement In HFA 
Type talching Belays Mlo by GE." Relays not employed el plant 
FaYC-W. Wisconsin Elootrio Power Co. 8B/04/tl. DAVIS.A.8. Region 3. Otc ol the 
Director, ip. 45216:116-46210:118 


8804009088 Generic Llr 88 07 to power reador licensees & applicants re moditlod en- 
iorcemeni policy concerning 10CFR5049, "Etrviron Qualilicatlon of Eloclncal Equip- 
ment Important to Saleiy lor Nucleai Power Plants.'* Sve list end. 

MIRAGLIA.F J. Associate Director tor Projects (Post 670411). 68/04/07. Consolidated 
Edison Co. ot New York. Inc, 49pp 45184:237-45164:285. 


8804060370 NRC Into Notice 86-012, "Overgroaslng ot Electric Motor Bearings." SvC 

list 0f1Cl 

ROSSt.C E. Dtviston ot Operallonat Events Assessment (Post 870411). 88/04/12 
ConsoMdaled Edison Co. of New York. Ino. I23pp. 46166;028-46t85;150. 


88042C><>314 Forwards two page sel of graphs pertaining te plant extracted from repl on 
performance indicators for operating commercial r^uefoa' power reaclors.sel ot defini- 
tions for Mstsd indicators A 7-yr history. 

V#AQNER,O.H. Project Oirectoiate t1t-3, 68/0A/C8. FAY.C.W. Wisconain Eiecltic Powoi 
Co. 33pp 45178.178-45176 210. 

8804200178 Informs that startup tor Cytia 16 expected lo occur fn May 1988 following 
6 wks refueling & maml outage. 

FAY.C W. Wisconsin Electric Power Co. 88/04/1) Document Control Qranch (Docu- 
ment Control Desk). 2pp 45177.185 45177 166. 


8804210246 Forwards Safeguards Insp Hepl* 6O-2e6/80-O8 4 60-301/88-08 on 
00032 1 -3 1 .Apparent violallons noted. 

krlALLETT.B.S. Region 3, Ofc of the (Oireclor. 88/04/13. FAY.C.W. Wisconsin Electric 
Power Co. 2pp 4622e-343-46226;346. 


-8804210248 I 
(ref 10CPR73.1 . 

DnOUW?l.!*OAUN\iyD""CRWD!iRrRdgTon OK 08/04/11. 2pp 

46226:346-45226:346. 


DOCKETED ITEMS 45 


8604210366 Responds to 680125 foooost for refiof from ASMS Section XI Code require- 
ment determined to be impiaclical to poilorm during second 10-yr insp interval ai 
plant.Uiil should consider listed comments & revise jiioposod reset request 
WAGNER.O H Proloci Directorate III 3 80/04/14 FAY.C W. Wiscons n Etocirtc Power 
Co 3pp 45191 :29l-4Sl9l;2a3 


R. Periodic operating reports & related correspondence 


P. Operating license stage documents & correspondence 


880330D063 Forwards saloty evaluation ro core support floor casing leak Tahte depicl- 
ottoB^fs concentraiions S refeasa rates on 

Proieci Droctorate 


8804120416 Monthly Operating ropis lor Mat 1980.W/08040B Hr. 

KRAUSE.C W., FAY.C W Wisconsin Elecitic Power Co 88/03/31 9pp, 45129 143- 
45129 151. 


S. Reportable occurrences, LEHs 8t related correspondence 

8803300427 LER 68 003 00 on 000228.di3covorod that piocodures that dollnoate test- 
ing ol undervoliago channels ol 4.160 volt saloguards power supplies did not ensure 
adequate testing of channols.Causod by personnel orror.W/88032o Hr. 

FAY.C W W/scoosIr) Etoctrlc Powoi Co 80/03/28 5pp 44981 074.44981 078 

8804200684 Requests lhal Oiv ol Roacior Saloty lako load In regional followup ro prob- 
lem at plant & potontial generic implicellons 

GREENMAN.E G Region 3. Ofc ol Ihg Diroclor 08/04/12 MitLEfl.Hj, Region 3. 
Ole ol the Oirocior. ip. 45t75;039-45t76 039 


DOCKET 60-287 FORT ST. VRAJN NUCLEAR OENERATINO STATION 


F. Security, medical, emergency A lire protection plans 

6804110324 Roquusis NRC Support in oblaining FCC nuihorlration (or oddi radio Iro- 
, quencies lor two major cornmunicatfon Impravomont pro|ocis Projects involve both 
emergoniw response & rtotmol plant operations. 

W«.tMM,S.RO PubVc Se/v:co Co of Co.'orarto 88/03/09. MARTlN.no. Region 4. 
Ole ol Iho Director 3pp. 45120.354-45129:357. 

-6804110327 Requests Hr supporting roquosi to FCC.stating nocossily to conduct re 
med-ol drill es soon possible eltot oqiWpmont InslallaPon s operator (ralnIng.Speclal 
ten^rary authorlraiion needed until llcenso la rocoivod 

BymNE.J.P. Colorado. Sialo of. 88/03/01. MARTIN.R.D. Region 4, Ole ol Iho Direc- 
tor tp 45129:357-45t29:357. 

8803300359 Provides update on status of omorgoncy rosponso lacllily upgrades ro for- 
ward commend post & lochnical support cir. Upgrades inllialod as part of improvo- 
mant project in area of Inlorface moltiods during emergoncy rosponso. 

8R£r,H 1. Public Service Co. of Colorado. 80/03/18 Document Conlret Srancli (Doc- 
ument Control Desk). 2pp 44962 345 44962:346 

6804040230 Forwards Insp Ropt 50-267/88 03 on 88020 1 -20. Violations noted Actions 
token In tssponse to previously Irfenldiud wotoHorts also examined £ discussed In 
Paragraph 2 ol ropl. 

CAILAN.L J Region 4. Ole ol Ihe Diroclor 88/03/31. WILLIAMS.R O Public Soivico 
Co. ol Colorado. 2pp 45075 323 46075-330. 

-6604040236 Insp Ropl 60.267/60 03 on 8B0201 -29.^01811009 notod Major areas 
inspecled.liconseo action on previously idonliliod (indings.operatlonsi saloty 
vorilication.followup ol unusual ovonls.ESF waikdown & physical security obsoivatlon. 
FARREll.n e . MICMAUD.P W.. WESTERMAN.T.F Region 4. Ote of Ihe DKecior. 88/ 
03/25 12pp. 45075-327 45075:336 

68040602B1 Informs lhal util roqunos roprosontaiivas to conduct door- to door survey & 
sUcker /epIacemenl Siuvey reschedulod behvoen third wk of May S Juno 1988 due to 
schoduiing conllici.Rev to commllmoni dale to 880630 submilioj. 

WILllAMS,R.O. Public Service Co. of Colorado. 80/03/31. Document Control Branch 
(Document Control Desk). 2pp, 45006 317-46006.316. 

8804110102 Forwards supplomontat salely ovatuatlon ro util compliance w/ 
iOCFRSO.App R concerning lire protection & ability Ol DHR sys to achieve sale shut- 
down after liie.DHR capacity ol both trains adoqualo. 

HElTNEfl.K.L. Pfolocl breciorate IV 80/04/01. WILLIAMS.R O. Public Service Co. Of 
Colorado 4pp. 45071:140 45071:155 

-8804110106 Supplemental salely evaluation supporting util compliance w/ 
tOCFRSO App n re sale shuldoivn OUR capacity. 

• Office ot Nuclear Roacior Regulation. Director (Post 870411). 86/04/01. 3pp. 
45071:144-46071:155. 

8804120128 Fo/warOs Insp Ropl 50-287/88 04 on 880222-28 No vtotofions or ctevf- 
aiions noted. 

CALLAN.L J Region 4. Ole of Iho Director. 88/04/05. WILLIAMS.R O Public Service 
Co of Colorado. 2pp 45128:288-45128:296 

-8804120134 Insp Ropl 60-267/86-04 on 880222-2e.No violations or deviations 
noied.Major areas Inspected.lire protection/ prevention program & Implementation. 
SINGH.A.. HILDEBhAND.E P . IRELAND.H.E Region 4. Ofc ol the Director. 08/03/ 
30 7pp. 46128 290 45128 286. 


1. Financial inlormallon 

8804200079 "Annual flept 1687.Stategic Planning " W/880416 Hr. 

WALKEfl.R F.. HOCK.D.O.. BREY.U.L. Public Service Co. ol Colorado 87/12/31 
S2pp. 45226 038-45226.093 


“ Reitrl's & Da/y Temp Repi lor 

t-eb 198^ per interim Toch Specs requiring ropt once every 31 days when one or 
more CRD motor temp exceeds 215 F ' 

^'^*■44952 223-«95223o“ ^ 88/03/21. CALVO.J A Project Oirociorale IV 


44952 2M-4495F23^^^^'^'^ Service Co ol Colorado 88/03/2t 6pp 


8803240426 Generic Ur 88-06 (o elf power reactor licensees & applicants le removal ol 
Tec>^ Spoc dcfmioislrahve conirol f^aufcmen^s Sve lisi enci 
Associate Director tor Projects (Post 87041 1) 88/03/22 Consolidated 
Edison Co. ol Now York. Inc 47pp. 44972: 107*44972; 153 

8804070 ^0 Provides lov to planned const activities discussed in 860829 Hr to 
Martin Const ol new main! A training facJily not oconomica'iy prudent & const post- 
poned Indofinilely.Mods to shift supervisor ole postponed 

WILLIAMS.R O. Public Sorvico Co ol Colorado 88/03/23 Document Conirol Branch 
(Document Conirol Desk) 2pp. 45044:155 45044 156 


B804060400 Forwards eppllcat-ort for amend lo Deertso OPfl.34.delefrjg requifement to 
monitor ambient temp In Inslrumeni penetrations housing flow sensors tor dewpoint 
moistufo monitoring sys Fee paid. 

WILLIAMS.R O PuD'-lc Service Co ol Colorado 88/03/29 CALVO J A Project Diroc- 
loraie IV 3pp. 45047 251-45047264 


-SB040B0414 Appticat-on lor amend lo License OPR-34,deiet»n9 requirement to monitor 
ambient temp in inslrumeni penetrations housing flow sensors lor dewpoint moisture 
monitor sys. 

WILLIAMS.RO. Public Service Co ot Colorado 88/03/29 4pD 45047 254- 
45047:257 


-8804080419 Proposed Tech Specs.delaiing requirement to monitor ambioni temp in in- 
strument penetrations housirtg How sortsors for dewpoint moisture monitoring sys 
' Public Service Co. ol Colorado. 88/03/29 7pp 45047:258-45047:264 

8804110034 Forwards proposed changes to m>daiod FSAR.App B involving reduction of 
commitmonis In OA piogram desenption. cquivaleni OA controfs provided lo satisfy 
lOCFHSOjApp B cnieria Reasons (or change included. 

WILLIAMS.R O. Public Service Co ol Colomdo. 88/03/29 Documenl Control Branch 
(Document Control Desk) Itpp 45073 185 45073: 195 

B8041t0l02 Forwards supplemental safety evaluation re utii compliance w/ 
lOCFRSO.Anp R coricernirig toe protection i etokly of OHR sys to achieve safe shut- 
down after fire.OHR capecity ol both trains adequate. 

HEITNER.K L. Prelect Directorate IV. 88/04/01 WILLIAMS.R.O Publ.c Service Co of 
Colorado. 4pp 45071;t 40 45071:155 

-B8041 10106 Supplemental safety evaluation supporting uM compliance w/ 
lOCFRSO.App R re sale shutdown DHR capacity. 

' Oftico 01 Nuclear Reactor Regulation. Director (Post 870411) 88/04/01. 3pp 
46071:144 45071:155 

8804080088 Qonoric Lir 88-07 to power reactor licensees 8 applicants re modified en- 
forcement policy concerning 10CFR50 49, "Environ Qualification of Electrical Equip- 
ment Impodanl lo Safety lor Nuclear Power Plants " Sve fist encI 
MIRAGLIA.F.J. Associate Director for Projects (Post 8704 U) 88/04/07, Consolidated 
Edison Co. ol New York. Inc. 49pp 45164.237-45164:285, 

8S04130327 Provides proposed plan lor requalificalion ol CRD mechanisms lor elevated 
lemps.llems lor consideration in temp requalificalion plan lor CRD mechanisms listed. 
WAREM80URG.0 W. Public Sonrico Co. ol Colorado. 68/04/07 CALVO.J A Piejecl 
Dirsetorate IV. 9pp 45163.281.45163:289 

8804190089 Forwards Amend 59 10 License OPR -34 & salety evaluation. Amend do- 
leios tabular listing ol salely related snubbers Irem uM Tech Specs 
HeiTN£R.K.L. Proieci Dreeforafe IV. 68/04/07. WILLIAMS.R O Pubhc Sonrice Co ol 
Colorado 3pp. 45i65;174-45t55 229. 

-8804190098 Amend 59 to License OPR-34,dolBiing tabular listing ol salely-'Olated 
snubbets from Tech Specs. 

CALVO.J A. Project Oirociorale IV. 88/04/07. 8pp. 45155.177-45155:185. 

-8BD4160106 Safely evaluation supporting Amend 69 to Llcenso DPR-34. 

' OHice of Nuclear Reactor Regulation. Director (Post 8704) i). 86/04/07 2pp 
45165:188-45155:229. 

8804220182 Discusses revised hefium circulator oulaga schedule.psr NRC 880304 
meeting Schedule lor 12 wk outage for refurbishmeni of helium circulators will start on 
880705 instead ol 880502. 

WiLtlAMS.B O Public Service Co. ol Colorado. 66/04/14 Document (kintiol Branch 
(Oocumenl Coni/oj Desk;. 2pp. 45257.215-45257-216, 


J. Insurance A Indemnity Information 

Submits Info lopropeny damage Insurance for planl.per 10CFR50.54(w)(2) 
oHEY,H-L. Public Service Co. of Colorado. 80/04/01. Oocumem Conirol Branch {(Doc- 
ument Control Desk). 2pp. 45080.017-45080 018. 

8804120385 Forwards Endorsements l & 2 to MAELU CerilHcate MW-42 & Endorse- 
ments 1 & 2 to NEL1A CertiHcaie MW- 100 

BREY,H.L. Public Service Co. of Colorado 88/04/01. Document (Control Branch (Doc- 
ument Conbol Desk). 21pp. 45069 328 46089.348. 


8804260202 Advises lhal 870721 Rev 6 lo updated FSAR & 680321 clanlications meets 
requirements of lOCFRSO.Apjj B A acceptable NRC understands that clanlications will 
be Incorporated Info Rev 6 ot QA program descrtolton. 

CALLAN.L J. Region 4. Ofc ol the Director. 86/04/16. WILLIAMS.R.O. Public Service 
Co. ol Colorado. 2pp, 45258:223-45268:224. 

8804260091 (Donf’rms NRC recuest lo move resident Inspociot ofc within plant proieci- 
ed area boundary Understanos that rnove can be made by end of May 198B. 
CALLAN.L J. Region 4. Ofc ol ihe Director. 88/04/18. WILLIAMS.R.O. Public Service 
Co. ol Colorado, Ip. 46231:071. 45231:071. 



88042*0271 Fonva/d» Raw 1 10 ECO NFA-TiSS. • T&thriical Exaluafon Repl to( CoR- 
loimanca to NRR Gefiaric Lirs 83 36 8 83-37 by Fort Saint Vtain Nucieaj Generalin^ 
Station *■ MafiUng w>.l ba ananged w.h i> ttffA 60 days to tesolva issues. 

MEITNER XL PrOjCCi DirocW/etO IV. 88/04/19 WllLIAMS.nO. Public Service Co. Of 
Cdotado. 4pj> 45264 001-45264:048 

-8804288397 Rev 1 to •'Tflchn cal Eva'oalWn Repl lor Conformance to NRR Gononc 
Itis 83-36 8 33 37 by Fort SI Vrefn Nuclear Generating Slalioo." Inlorrflal repi 
SrACMEW.J.C EGSG Idaho. Inc (subs o( EOAG. Inc). FJN 0-6023. EGG NTA-7356 
BOl 88/02/29. NRC - Wo Oolailed Affif ahon G.veri 25pp. 45264 006-45264 048 


O. rnspecIloA reperta, IE BuRellna & corretpondenco 

86033003SO Forwards In'o prepa/od lo assist In closirig out opeti Hems resulting from 
fnsp Rept 50-267/87-12 a tnfo re correcijve actions discussed in LER 65 029.Col(l 
chechoui tests, luncional losis A specific si/iveil.'ance lesis enci 
8REV.H L Public Service Co of Colorado. 68/03/18 Document Control Branch (Doc- 
urnortt Conliol Desk) 2pp 44979:167-44932 206 

“8803300355 Issue 3 lo Procodurs TASMAP-7. "Worh Review Commillee Guidelines •’ 

• Public Service Co ot Cofwado 88/01/10 262pp 44970.189 449S01 15 

“8803300383 Issue 5 lo Piocedute Stt 6 3 4bl -A ' loop 1 Shutdown Cooting Powat Op- 
erated Valve Test 

• Public Sarvlco Co. ol Colorado. 87/ 12/31 114pp 44990 118 44980 229 

-8803300391 teaue 5 to Procedure Sn 5 3 4b2-A. "Loop II Sato ShuliJown Cooling 
Power Operated Va*ve Tests " 

• PuU'ic Service Co of Colorado 66/03/05 lOSpp 44980:230 44980 336, 

“8003300411 Issue 1 to Procedure SR 5 4.1 3 3 abed R?, "Steam Line Rupture Oeloc- 
tion/lso'ation Sys (SlROISlCalibr A Testing lor Panel 1-93544." 

• PubllcServICoCo of Cotorado 87/03/20 287pp 44980:337-44961:273 

“8803300417 Issue I to Procedure SR 5.4.1.38 abcd-RI, "Steam line Rupture Oelec- 
kon/lsc'ation Sys (SIROIS) Calibt 8 Testing lor Pane) 1 93543." 

• Public Sefv.ee Co. ol Coforado 88/03/18. 273pp. 44081:274-44962: 206, 

6603210090 Suppi 1 to NHC Into Notice 87 044. '•Thimble Tube Thinnfng in Westing- 
hbosa Hoaciets " Sve Hat encf, 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411). 88/03/28 
Conso'idaled Edison Co. ol Now Yoi''.. iftc. 121pp. 44995 126-44095 246. 

8803220296 NRC Info Notice 68 010, "MaUs Licensees Lacit el Mgt Ckinirots Over Li- 
censed Programs. ■' Sve hst end 

CUNWiWGHAM.n E Division of Industrial & Mcdicai Nuclear Safety (Post 870729) 88/ 
03/28 (^nsolidaied Edison Co. ol New York. fnc. 106pp. 44995-247-44995353. 

8 $04 080402 Ack recoipi of 080311 resiwnso to NRC 880203 notice ol viblation noted In 
fnsp Ropi 60-267/6/<34.lmplemenl8l>on of corrective ectorts will be reviewed during 
future ihSp to determine tbal lull compliance acJi'oved. 

CALLANX J. Rog'on 4. Ofc ol the D.recior. 68/03/29. WILL1AMS.R.O. Public Service 
Co, ol Colorado. 2pp 45010 352 45010357. 

8804070227 Adi receipt of 380211 respense to 830115 violation noted in Insp Repl 50- 
287/07-?5 

CAIIAH.L J Reg-on 4. Ole ol lb© Dttector 86/03/29. WiH 1AMS.R.O. Pubke Service 
Co of Colorado 2pp. 45029345 4S029 349. 

0004070320 Responds to JE Bulioln 66-001 re Westinghouss OS/OSL circuit 
breakers Ret componetrls not uilized at laa'ity. 

WfLLlAMS.R Q. Pub.'ic Service Co. of Coloraao. 88/03/30. Document Conhol Branch 
(Documonl Control Desk). 2pp. 45021 23 1-45021:232 

0804040230 Forwards insp Ropi 50-267/68-03 on 860201 -29. Violations noled Actions 
taken In rospense to previously Identified violations also axamlned & discussed In 
Paragraph 2 of (opt 

CALLAN.Ld. Region 4. Ofcol Mte Director. 88/03/31 WILLIAMS.R.O Public Service 
Co. ol Colorado. 2pp. 45075 323 45075 338 

-8804040234 Notice ol vfolaton from tnsp on 88020l'29.Violation noted, on 
CQ0202.cables o-n spaed controls of helium cuculaiots inteichanged w/o implementa- 
Lott of administrative conVofs & on 680210 wrong valves opened.vanCing radioactive 
gas 

’^Region 4. Ole Ol the Director 88/03/31. 2pp 45075:325-45075:326. 

-6804040236 Insp Repl 50-267/88-03 on 880201 -20. Violai ions noied.Mafor areas 
inspocledfcenseo action on pf«vlaus*y fdeniified SndinQs.opetatiQfi&l safety 
vdr.f,caiion.fol'owup ol unusual ovonts.ESF waikdown 8 physical secunty observaOon. 
FARRELL.R E.. M;CHAUO.P.W , WESTEHMAN.T.F Regloo 4. Ole ol the Director. 88/ 
03/25 12pp 45075 327-450/5326 

8004 120128 Forwards Insp Repl 50-267/88-04 on e80222-26.No idoiatlons or devl- 
at'Ons noted 

CALLAN.L J, Region 4. Ofc ol the Director 88/04/05. WIIIIAMS.R.O, Public Service 
Co of Colorado. 2pp. 45128 2e8-46128 296. 

“8894120134 Insp Rapt 50-267/88 04 on 880222.26.No violations or deviations 
nolwl Majof areas inspected fir© ptoieclion/ ptevenlion program 8. implemenistion- 
SINGrtA. H1IDE8RANO.6.P., IRELAND.RE Region 4, Ofc ol the (Dfrecier. 88/03/ 
30. ?pp. 46128.290-45126296, 

6804010256 NRC Into Notice 88 Q 1 1 . "PoienUat Loss ot Motor Control Cir &/ot Switch- 
board Funcl'on Due lo Faulty Tie Bolts. •' Sve ti$1 and. 

ROSSI, CE, OMsion of Operaional Evetrls Assessment (Post 870411). 08/04/07. 
Consolidated Ed.8on Co, ol New York. Inc. 124pp 45406 292-45407.051. 

8804080370 NRC Info Notice 89-012. "Overgi easing of Electric Motor Bearings." Sve 
f'sl end. 

ROSSl.CE. Division of Operaiionel Events Assessmant (Post 870411). 88/04/12. 
Conso'idsled Edison Co. of New York, tnc 123pp. 45 165:026-451 65; 150. 

8804280116 Forwards fnsp Root SO-267/38-06 on 8B0226-0304.N<i violations or devl- 
Btlohs rioted.One unresolved item Idoniiliod in Paiagraph 2.d of Insp rept. 

CALLAN,LJ Region 4 Ofc ol the Dirador. 08/04/18. WlLHAMS.R.O. Public Service 
Co. of Coioiado. 3pp. 45231:289 45231 299 


-8604260118 Insp Repl 50-26T/88 06 on 0eO22e-O3O4,No viotattona nolod Malm 
areas inspocted licensee actions ro IB Bulletin 85-003 

NORMAN.OE. IRELANO.RE. Region 4. Ofc of the Director 88/03/25 app 
45231:292-4523 1:299 


R. Perfecllc operating reports A related correspondence 


8804190273 Morrthiy opotairng lept lot Mar t988.tN/&B0415 lit. 

NOVACH6K.F J. FULLER.CH. Public Service Co. of Colorado 08/03/31 I7pp 
45216 27 1-45215 287. 


S. Reportable occurrences, LERs A related correspondence 

0804110265 PNO-lV-88-025:on 680404, following manual reactor scram, unplanned ro 
loaee ot noble gas occurred when relief valve opened to relieve pressure in venl fini 
between the core .support floor & waste gas sys. 

VtlESTERMAN.T F. Region 4. Ofc ol llto Director 08/04/05 Ip. 45128:128 
45128 120 

8804140043 PNO-lV-66'026:on 680407.unplanned release of 157 mCt noble gs 
occurred Caused by lailure ol llOKibt© loinl In clrculatlno water pump (CWP) pump pi 
rosuliing in Hooding ol CWP & molors.Cooldown Initiated. 

WESTCTMAN.Tf. Rogion 4. Ofc ot the Olioclor. 88/04/07 2pp 45147 319 
45147 320. 

8804210394 Summary of Operating Reactors Events Meeting 88-15 on 8804l2.Lisl 0 
attendees & vtowgraphs end 

CANNING. W. Division ol Operational Events Assessment (Post 870411). 88/04/ if 
OOSSICE. Owlaion ol Operetronaf Events Assessment (Post 070411). E-Op; 
45192:139-45192 158 


V. Operator Examinations 

BB04130380 Forwards Rov 2 lo "Guidance tor Development ot Simutalion Fec>lity 1 
Moat Requiromonia ol 10CFR56 45." adressing resolullon of issues from 87120 
meotmo w/NRC. 

KiRBY.M.J Southern California Edison Co. 88/04/06 Document Conirol D/anc 
(Oocument Control Desk) 2pp. 45088:266-450&&.345 

-8804120478 Rev 2 lo "Guidence lor Development of SimuSalion Facility to Meet Rr 
quiramenis ol 10CFn55,45.'’ 

* Soulhetn Califoirria Edison Co. * Yankee Atomic Electric Co, 89/03/31. 79pi 
45080:26 7-45088 345. 

80O42SOOSS Responds to FOIA request lor Info re scores of reactor operators & senit 
reectoi operatote.Forweids letMautiCBtlon exam Summary source sheets ksied In en< 
BPp w/personat privacy info deleted. 

GflfMSLEY.OH Otvisfon ol Rules & Records (Post 870413) 88/04/19. BOlEY.l 
Public Citizen's Crillcal Mass Energy Project 2pp. 45213:003-45213:095. 

-8004250 167 Package ol NRC administered requairfication exam results summary. 

' NRC - No Detailed AlliHation Given 07/07/20. 88pp 45213.007-45213 095 


DOCKET 50-289 OCONEE NUCLEAR STATION, UNIT 1 


C. Utility Crwlronmental Report (ER). amends A correspondence 

8804048024 Application tor amends to Licenses DPR-30,OPR-47 & DPfi-55 to perir 
operation ot ISFSI for temporary eiorago ol spent fuel until Federal govt provides pe 
manant stoiago fecHilios Fee paw. 

TUCKEft.H B. Duke Powdr Co. 86/03/31. Document Control Branch (Documenl Coi 
ttol Desk) tlpp. 45233050-4523a.t95. 

-8804040053 'ISf Si Environ Repf' 

• Duke Power Co. 88/03/31. 215pp. 46233.196-45234 050 


F. Security, medical, emergency A lire protecUorr plans 

8804110133 Forwards Rev 24 lo plant security plan.Rev developed to delete rodunda. 
vital equipment test wording in security plart & in comprehensive manner revise list < 
vital equipmefVi.Rov 24 withheld (ret tOCFfl732l). 

TUCKEfl.H B. Duke Power Co. 88/04/04. Document Control Branch (Document Coi 
liolOesk) 2pp. 45129:226-45120.227 

8804200473 Partial response to FOIA request re lae protection Forwards /kpp 
documents.App DAE documents available In POR.App F documenl completely wil 
held tret FOIA Exomptlon 5). 

GBiMslEY.D H Division of Rules A Records (Post 870413) 88/04/14 JONES.C.l 
AffiiiaUon Not Assigned. Spp 45206:037-45206 043. 

“8804200579 Advises that Ftre Rrolection Steering Committee has recommended Ih 
each region make one lOCFRSO.App R type insp lot each facility lo assess status 
compliance w/ 1OCFR6O 48 Program listed. 

CONLON.T,e. Region 2. Ole of me Director. 84/11/00. HEROT.A.R, Region 2. Ole 
Ihe Director. 3pp 45206: 176-4520&; 178 

8604290249 Forwards Revs 88 01 A 88-02 to Implementing procedures manual (Vois 
& C) per l0CFRS0 64(q) Revs do not decrease eftecUvenesa ot emergency Impi 
manting procedures or emergency plan. 

TUCKER.H.B. Duke Power Co. 88/04/21 . Document Control Branch (Documani Co 
trot Desk). 2pp 45282: 112- 452B2: 1 70. 

“0804290274 Revised emergency plan Impfemanting procedures, including rev to Proc 
dure CP/ 1A2/ A/ 2002/ 05. ' Poat-Accldapl Caustic.,. Sys," Procedure RP/O/B/lOOi 
03, ■'Alert * A Procedure RP/0/6/ 1000/04, "Slle Afea Emergency.'' 

• Duke Power Co. 88/03/31. 48pp 45282.1 14-45282:170. 


I. Financial information 

8804040024 Application lor amonds to Licenses 0Pn-36.0PR'47 & OPn*5S to pern^il 
opeiahon at iSFSi for tcmporBry slorego of spent fuel uniii Federal govt provides per- 
manent storage lacil-ties Fee po'd 

TUCkER.HG OuKo Power Co a0/O3/3t Document Control Branch (Documoni Con- 
trol Oosk) Itpp 45233 050-45233:195 

-86040400SO "Duke Power Co Annual Dept 1987." 

Lte WS.GOOTll.DW Duke Power Co 87/12/31- lOIpp 44999 093.44909:193 


P. Operating license stage documents & correspondence 

8803100068 Su-mmary of 880301 mooting w/u1il in RockvillO.MO re ISAP II doscnOod in 
Generic Lir 88 02 Atlendaoco list & viewgraphs end. 

HOOD.DS Proiecl D.roctOfalO 11-3 08/03/07, PfO)OCI D.fOCIorato 11-3. 20pp 

4-1662 003 44662 lit 

8803240426 Generic Ltr 68 06 to all power roaclor l,consoos & appl canis ro removal of 
organization chans from Tech Spec admlmstraiivo control reuulromcnls Svc list enci 
MiRAGLlA.F J Associate Director lor Projects (Post 8704 it) 08/03/22 Consolidated 
Edison Co ot New York. Inc 47pp, 44972 107-449T2 153 

8304010042 Forwards listing of outstandir^g Items.per discussion w/NRC re util o.ngoing 
program of reducing backlog ol outstanding items. W/o oncl. 

BROWNl.EE.V L. Reg on 2. Ofe ol the Director 88/03/23 TUCKER.H B Duke Power 
Co. Ip 45031 171.45031:1/1 

8804120317 Expresses appreciation fo' Umo that members took lo proseni ouilino ol 
ISAP II program per Generic Lir 68 02 requesting Lconsoo lo ovafualo NRC latest rov 
& ind cate whcttier interested In pailic-palinq In program 

TUCKER.H 0. Duke Power Co. 80/03/25. Oocumonl Control BiancVi (Oocumenl Con- 
trol Desk) 2pp 4.5091 142 45091:143. 

6804040024 Application lor amonds lo Licenses OPn-38.OPR.47 & OPR-SS to pormi 
operation ol ISFSI for lemporery storage of spent fuel until Foderal govi provides per- 
flianonl storage facllillos Fee paid. 

TUCKER.H. G Ouko Power Co. 80/03/31. Oocumonl Control Gtanch (Document Con- 
trol Desk) lipp 45233 050-45233:195 

-8804040025 Proposed Tech Specs re spent fuel storage lacility 

• Duke Power Co 68/03/31 7pp 45233 060 45233 067 

-8804040059 -(SPSI SAR " 

• Duke Power Co 88/03/31 265pp 45234 051-45234;315. 

6604050403 Notitios that ull 870814 application lo roviso Toch Specs ro upper surge 
lank level & emergency flow vs time unsuitable (or pracess.ng No loclinlcai jusllhca- 
tion or NSHC dolorminal’OP provided 

HOOD.D S Project Directoialo II 3 88/03/31. TLtCKEn.H O Ouko Power Co 2pp 
45009 334-45009 335 

86040BD172 Forwards SSEfl NUHEG-1231 ro Q&W Owners Group plant reassossmoni 
program.Ovoiall evaluation romains lavoreble. Addi improvement in area ol inlogralod 
control sys/ non nucloar Inslrumonlation ays review possible W/o oncl 
CflUTCHFlElO.O. Division Ol Roaclor Projects • lil.lV.V S Snocial Projects (Post 
870411). 88/03/31. WILGUS.W.S Babcock & Wilcox Operating Plants Owners Group. 
WIUGUS.W S. Florida Power Corp (subs ol Flcritla Progress Corp.l. 7pp. 45076:161- 
46076:187. 

8804080086 Generic Lir 88 07 to power reactor liconsoos & applicants ro modified on- 
lorcement po’icy concerning lOCFRSO 49. "Environ Qualilicat on ol Elocirical Equ p- 
ment impenant to Saloly (or Nuclear Power Plants." Svc list oncl. 

MIRAQLIAF J. Associate Director lor Projects (Post 67041 1] 88/04/07. ConsoLctoted 
Edison Co ol New York. Inc 40pp 4616H:237-45104 285 

6804210350 Forwards notice ol consideration oi Issuance ol amends to Licenses OPR- 
38.DPR-47 & DPR-55 & opportunity lor hearing on 680106 roquesi lo revise Toch 
Specs to control room habiiability. 

PASTIS.RN Project Droclorato 11-3 88/04/15 TUCKER.H 0. Duke Power Co 2pp 
45192 163 45192 176 

-8804210352 Nolico oi consideration ol Issuanco ol amend to l.lconsos 0Pn-38,0PR- 
47 & OPR S5 & opportunity lor hearing Amend revises Tech Spocs ro control room 
habitability. 

CBOCKER.L P. Project Direcloraio 11-3 80/04/13. 1 1pp 45192.165-45102:175. 


O. Inspection reports, IE Bulletins & correspondence 

8803160322 Forwards Exam Repl 60-269/OI.-07-03 Ol oxam adm nislorod on 871214 
for Lfnils t.2 & 3 

JULIAN.C.A. Region 2. Otc of iho Oiroclor. 80/02/19. TUCKER.H.B. Duko Power Co. 
2pp. 44705 027-44705 099. 

-8803160337 Exam Ropl 60 269/OL.87 03 on 071214 lor Units 1.2 & 3 Exam reeultsiall 
candidates passed wntton reexams. 

DEAN.W.M. Region 2. Oic ol the Oiioctor. 8B/02/t&. t39pp. 44705.023-44705099 

0803250321 Forwards addI Into re open Items idonliliod during environ qualification 
team Insp on 880222-26. Design engineering personnel demonstrated molhodology lo 
deCormino simriatily ol installed vs tested equipmonl. 

TUCKER.H 8. Duke Power Co 88/03/09. GhACE.J.N. Region 2, Ole of the Director 
4pp. 44945:220-44946:223. 

8803310278 Forwards Insp Repts 50-269/88 07.60-270/88 07 & 60-287/88 07 on 
860307-1 1. No violations or doviaiions noted. 

HERDT.AR Region 2. Otc ot the Director. 88/03/25 TUCKER.H.B. Duke Power Co. 
2pp. 44976:159-44976:172. 

-8803310280 Insp Ropis 50-268/88 07,50-270/83-07 & 50 287/68 07 on 680307- 
t1.No violations or Jeviailons noted.Major areas Inspected.mservice Insp Including 
NOE procedure roview.exam data review & personnel cortilicatlon records review. 
NEWSOME.RW,. BLAKE.J.J. Region 2. Otc ot Ihe Olrector. 88/03/23. 12pp 
44976:161-44976:172. 


89032 10Q 90 SuppI I to NRC Into Notice 87-044. "Thimble Tubo Thinning in Westing- 
houso neaclors." Svc list end 

ROSSI.CE Divis!o.n Ot Operational Evonls Assessment (Post 870411). 88/03/26. 
Consol dated Edison Co ol New York. Inc i21pp. 44095 126-44995 246 

8803220296 NRC Into Nolica 88-010. "Malls Liconsees Lack of Mgi Controls Over LI- 
censod Programs." Svc I si oncl 

CUNNINGi/AM.R.E OiviS'on of Industrial 6 Medical Nuclear Safely (Post 670729) 89/ 
03/20 Consolidated Ed-son Co ol Now York. Inc. lOBpp 44995 247-44995:353 

8804110331 Forwards lac lity reactor btdg tendon survo lianco ropt submiiied lo tullill ro- 
qu re.Tionts ot Tech ^oc 4.4.2 ro tendon insorvico Insp. 

TUCKER.H.B Duko Power Co B8/03/29. Oocumenl Control Branch (0000.11001 Con- 
trol Desk). lOpp 45077:205-45077:312. 

6804010256 NRC Into Noilco 88 01 1. "Potential Loss ol Motor Control Ctr A/or Switch- 
board Funct on Due to Faulty Tio Bolts " Svc list end 

ROSSi.C.E Division of Operational Events Assessment (Post 870411) 88/04/07. 
Conso'idated Ed-son Co of New York. Inc I24pp 45406 292 45407 051. 

8804060370 NRC Into Notice 88-012. "Ovorgioesing of Electric Motor Bearings." Svc 
list end. 

ROSSI.C.E. Division ot Op0raiional Evonis Assessment (Post 870411) 88/04/12 
Consolidated Edison Co oi Now York, inc I23pp 451 65 028-45165: 150 

8804200473 Partial rosponso to FOIA loquosl TO tiro protecilon. Forwards App E 
documents App 0 & E documonis available in POR App F document comp'oioty with- 
hold (rot FOIA Exompllon 5>. 

GRIMSLEY.DH Div.s on oi Rules & Records (Post 070413) 88/04/14 JONES.CR 
Atll-aTon Noi Assigned 6pp 45208037-45206 043. 

-0804200579 Advises that F-io PTOlociion Sloonng Commiiico has locommondod that 
oath toglon make ono lOCFRSO.App R-typo Insp io< oacti lacilty to assess status ol 
comp'ianco w/ lOCFn50.48 Program lisloa 

CONLON.T.E. Region 2, Olc ol the Oroctor. 84/1 1/08. HERDT,A R. Reg on 2, Otc ol 
the Oiroclor. Gpp 45206 176 45206 176 


R. Periodic operating reports A related correapondence 


8804200162 Monthly operating rents lor Mar 1068 W/e604l5 Hr 
nEAVIS,JA, TUCKER.H.O Ouko Power Co 88/03/31. 17pp. 45215 343-45215 359. 


S Reportable occurrences, LERe 8 related correspondence 


BB04060I45 LER 07-00l-0l:an 0701 19.(8ilu-'a to comply with insorvlce insp program on 
PALS sys idenliliod Caused by Inadequato turnover of progrom roquiiemonls/ 
resppnsiDi!il-es.Chom,slry section provided w/spec-lic training W/88033t ltr. 

NORTH.P J , TUCKER.H D Ouko Power Co. 88/03/31. 5pp 45100092-45100:096 

8004180256 LER 88 004-00 on 800222.omergoncy power switching logic retrenstor to 
sierlup (ogle defoated Caused by design deficiency duo to lock ol consideration of 
human lectors. Sopntale procedure re breakore to bo developed W/660408 Hr. 
NORTH.P J.. TUCKER.H B. Duke Power Co 88/04/06. Opp 45183 213 45 183:221. 

BB04260231 LER 87-01 1-01 on 87l202.cablo Room 3 sprinkler sys Inopoiablo Caused 
by dos:nrx dolicloncy.Firo watches osiablishod until water spray sys operob'o & sys ro- 
slorod W/000419 Hr 

NORTH.P J . TUCKER.H B Ouko Power Co 88/04/16 I7pp 45252 308-45262 324. 


V. Operator Examinations 

6803160322 Foivratda Exam Rapt 50-260/OL-07 03 qt exam administered on 671214 
lor Units 1.2 & 3. 

JULIAN.CA Rog'on 2. Olc ol Iho Diraclot. 88/02/19 TUCKER.H B. Duke Power Co. 
2pp 44705 027-44705:009 

-8803180337 Exam Rapt 50-269/OL-87 03 on 871214 lof Units 1.2 8 3 Exam results Oil 
candidaios passed written rooxams. 

DEAN.WM. BROCKMAN.KE Region 2. Olc ol the Director 08/02/18 I39pp 
44705:029 44705.090 

-8B033 10070 Forwards comments concerning written oxam given to plants operators 
on 671214 Comments divided according lo lypo ol lost administered w/cross rol to 
redundant queniions to assist exam nors grading oxoms. 

TUCKMAN.M S Ouko Power Co 87/12/18 MUNRO.J. Region 2. Olc ol the Director. 
20pp 44968 333-44966 352 

8604260088 Responds lo FOIA roquesi lor Info ro scores oi rooctor operators & senior 
reactor operators Forwards roquaiilicalon exam summary sourco sheets llslod in oncl 
app w/personal privacy into deleted 

GRIMSLEY.DH Dwlsfon ol Rules & Records (Post 870413). BB/04/10. BOLEY.K 
Public Cilizon’s Ciilical Mass Energy Projocl. 2pp 46213:003 45213 095 

-8804260167 Package of NRC administered requaliticatlon exem results summary. 

• NRC - No Deiai’od Atlillallon Given. 87/07/20. Oepp 46213 007-45213 095 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8804(30203 Notitical'on ot 861216 mooi-rtg w/ulil In Siivoi Spring.MO lo d-scuss ulil 
plans tor expansion oi spent fuel storage lac Hides under tOCFR72 & Oconoo Nuclear 
Siai'on.Llsi ot aitendeoe 8 agenda enci 

ROBERTS, J.P. Advanced Fuel S Spent Fuel Licensing Branch 97/01/07. 
ROUSE.L.C. Advanced Fuel & Spent Fuol Licensing Branch 10pp. 45101.202* 
45101:211 

8804040024 Application (or amends to Licensee DPR-3a,DPR-47 8 OPR-55 to permit 
operation of ISFSI for temporary storage ol Spent lual until Federal govt provides per- 
manent storage laciiiiies Fee pa d 

TUCKER.H.B. Duke Povver Co 88/03/31. Oocumenl Control Granch (Document Con- 
trol Desk). tlpp 45233;O50-45233.195 



48 DOCKETED ITEMS 


-e80<04002S Proposed TecH Specs re spcoi »uel storage lotihtv 
• Duke Power Co. 68/03/31. 7pp. 45233060 45?33 067. 


-9804040025 Ptoposod TecO Specs re spool tool storago lecuuy. 
• Duke Povuor Co 88/03/31. /pp. 45233.060 45233 067. 


-8804040029 forwarda app/ication to constnrcl & operato ISFSI (or temporary storage 
ot spool lueiper lOCFR/a SAH S ervviion repi also end Fee pawJ 
TUCKER.lfB Ouko Powrjr Co 88/03/31. Office of Mucloa.' Material Safely A 
Sa'egoard5.0<reclt)r. 5pp 45233<56ft 45233 195. 

-9604040049 Appfccal>on lor tcense to coasttuci A oparate d/y cask ISFSI a( Oconee 
Nuclear Station. 

• OuM Power Co 88/03/31. 23W 45233 0 73-45233 195 

-8804040050 ' Duke Power Co Annual Rept 1987. ' 
lEEWS . 800TH.0W Duke Power Co 87/12/31 lOIpp 44999093 44989:193 


-9804040053 "ISFSI Environ RopI " 

' Duke Power Co 88/03/31 2l5pp 45233. 198 45234 050 


-8904040059 "ISPSI SAR " 

• Duke Power Co 88/03/31 265pp 45234 051.45234 315 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


C. Ulltity EnvIronmanUI Report lER), amonds & correspondence 


-6804040058 "ISFSI SAR." 

♦ Duke Power Co 88/03/31. 26Spp 45234 051-45234:316 

8804050403 Noirfres lhal util 870014 appHcaHon to revise Tecli Specs re upper su'ge 
lank level A emergency (low ve time unsoHablo lor processing No technical fust-fca 
lion or NSHC determination provided. 

HOOD.O S Project Oirociorale 11-3 88/03/31. TUCKER.H B Duke Power Co 2pr 
45009:334-45009:335 

8604080172 Forwards SSER NLinEQ.t23] re BAW Owners Group plant reassessme-il 
program .Overall evaluation remains favorable. Addi improvemonf in area ol iniegtaiod 
control ays/ non-riucfoar Inatrumenlal'on sys roviow possiblo.W/o oncl. 
CftUTCHflELO.O. Oivisidn ol Reactor Projecla - Hl.fV.V A Special Projects (Post 
070411). 88/03/31. WILQUS.W S Babcock A Wilcox Operating Plants Owners Gw? 
7pp. 45078:iei-45076:ie7. 

680409008S Generic Ltc 88-Q7 lo towot reactor ilcensees & a^spUcaniS re mod liod en 
lorcament policy concerr^lng 10CFR50 49. "Environ Qualification ol ElecWcal Equip- 
meni tmportani lo Saloly lor Nucteac Power Ptanis " Sve Ust end 
MIRAGLIA.F.J Assocfaio Oireciot lor Projecla (Post 870411) 88/04/07 Conso'dalM 
Edison Co. ol New York, ttre. ABpp. 45164:237.45164:2fl5. 


8804049924 Applicat-on ter emends to Licenses 0PR-38.0PR-47 & OPn-55 lo potmrt 
oporaion t>t iSFS( tor temporary storage ol spent luet until Fode»al govt provides per- 
iranenl si-orago tacdiOes Fee paid 

TtlCKefl.H B Duke Power Co 80/03/31 Docomonl Control Branch (Documeivi Con- 
trol Desk) 11pp. 45233050 45233 195. 

-8804040053 "ISFSI Enwion Rcpl" 

• i>jke Power Co 8B/03/3I 215pp 45233 19fr45?34 050 


F. Secutlly, medical, emergetrey 8 (tte proteciton plans 

8804110133 Forwards Rev 24 lo plent aecuiitv piety Rev de/eiopetl todelela todondanl 
vital equipment test wording in security plan A in comprehensive manner reviso list ol 
viial eriuipmenl Rev 24 willweld (rot loCFR73.2l) 

TUCKEfl.H B. Ooko Power Co. 88/04/04 Oocument Control Branch (Oocomant Con- 
Uol Desk). 2pp, 45129 226-45129227 

8604200473 Pamai response to FOlA rary-iesi re fio jwoleciloo Forwards App £ 
docurnonis App DAE documents available in POR.App F docu/roni completely with- 
lield (ret FOIh Exemption 5). 

GRIMSLEY.D.M. Oivpsion ol Ru'es A Records (Post 870413) 88/04/14 JONES.CR 
Attrliaidn Not Assigned 5pp 45206 037-45206.043. 

-8804200579 Adinses lhal Fire Prolechon Sleorhg Commlieo has recommended that 
each region maLo one lOCFRSO.App R-lype insp (or oach facility lo assess slalus Ol 
coirp-'iance w/ lOCFRSOdS Program lisieo. 

CONLON.T e Region 2. Ole ol the Oirecicr. 84/11/06 HEflOr.A R Region 2, Olc ol 
iho Director. 3pp 45206- 1 76 45206 1 78 

8804290249 Forwards Rovs 884)1 A 68-02 lr> impronient.ng procedures manual (Vols B 
A C) pet l0CFR50.64(q) Revs do not decroaso allecirvenoss ol emergency Imple- 
mentirig procedures or ernergency plan. 

Il/CKra.H 0. Ouko Power Co. 88/04/21. Oocurneni Control Branch (Document Con- 
Uol Desk). 2pp 45262: 1 12 45282: 170 

-8804290774 Revised emergency plan imptemer>(ing procoduros,inciur(ing rev lo Proce- 
dure CP/1A2/A/2002/05. "Posi-Acci-rfcnt Causbc . Syg," Procedure RP/O/B/IOOO/ 
03, ■'Atorf A Procedure RP/O/8/ 1000/04. "S:te Area Ernergency." 

• Duke Power Co 88/03/31. aSpp. 452B2;i 14 45282 170 


I. Financial (nlormatJon 


6804190102 Conlitms lhal condiUons ol 870410 & 0819 conlttmalory orders have toan 
met A rasiriciions imposed by order have been Idled Plant low pressure injecLon & 
reactor bldg cooling unit cleaned A lesiod 

GflAC6.J.N Region 2. Olc el the Director. 88/04/08 TUCKER,H B Duke Power Co 
2pp 45153.348-45153:347. 

8604200936 Provides Inlo re once through etoam genoralors (OTSG) Steam ganotslo' 
plugging (or end of Cycle 9 outage completed on 880320.OTSO A had 13 Itibes lo 
moved irom sve by plugging A OTSG B had 20 tubes removed. 

TUCKER.H.B. Duke Power Co. 88/04/13. DocomenI Control Branch (Documcnl Con- 
trol Desk), ip. 45238:294 45238 204. 

8804210350 Forwards notice of consideration ol issuance Ol amends to Licenses CFR- 
38,OPR-47 A DPR-65 A opportunity for hearing on 880 100 request to revise Tech 
Specs re control room habitability. 

PASTIS.H N Project Oireclorate 11-3 88/04/15. TUCKER.H.B Doko Power Co. 2pp 
45102:163-45192:176. 

-6804210353 Nohco ol consideration of Issuance ol amend to Licenses 0PH-3B,0PR- 
47 A DPR-55 A opportunity lor hearing Amend revises Tech Specs ta control room 
hsbltabiiiiy 

CFlOGKeR.L P. Piojoct Oitoctoraie H-3. 88/04/13. Itpp 45192:166-45192 175 


O. Inspection reports, IE Bullellns A correspondence 

8803160322 Forwards Exarn Rept 50-269/OL -87-03 of exam administered on 871214 
for Units 1.2 A 3. 

JULIAN.CA Regfon 2. Olo of the Director. 88/02/19. TUCKER.HB Duke Power Co 
2pp 44705,027-44706:099. 

-8803160337 Exam Rept 50-269/OL-87-03 on 871214 tor Units 1.2 A 3 Exam results flU 
candidates passed written reexams. 

OEaN.W.M. Region 2. Olc ot the Oireotor. 88/02/18. lOOpp. 44705:029-44705:099 

8803250321 Forwards eddi Into re Open Items Identified during environ qual'IicakCM 
team Insp on 880222-28.Das'fgn engineering personnel dernorrswated TTi6lhodoloo-)i to 
determine aimilarlty ol Insialleo vs tested equipment. 

TUCKER.H.B. Duke Power Co. 88/03/09. GRACE.J N Region 2. CMc of Ihe D.<«clar. 
4pp. 44945:220-44945 223. 


8804049024 Applicabon (or amends to Licenses 0PR-38.0PR-4 7 A DPR-55 to permit 
operalron oF ISFSJ tor temporary storage ol spent luel unbt Federal govt provides per- 
maneni storage (aciliCies Feo paid. 

TUCKER.HB DuKo Power Co. 88/03/31. Document Control Branch (Document Con- 
trol Oesk|. lipp. 45233:050-45233-195. 

—8804049060 "Duke Power Co Annual Ropt 1987 '' 

LEE V/ S . 8O0TH.O.W Duke Power Co 87/12/31. lOIpp. 44999 093-44999 193. 


P. Operating license stage documenlt A correspondence 

8803100068 Summary of 680301 mooting w/ut/l in Rockviiie.MO re ISAP II desenoed in 
Goneric Lti 88-02.AKend8nco list A viowgtaphs end. 

hOOO.DS. Proleci Directorate 11-3. 88/03/07. Project Oiroctorate 11-3 29pp. 
44662093-44662:111. 

8K03340436 Gerieiic Lit 66-06 lo ali power teaciot kcenseea A applicants te lomovai ol 
oiganiraiio'i chads from Tech Spec adminisfrative control requirements Sve list erjcL 
WRAGLIA.F J Associate Ditoclot loi Proiecis (Post 8704 1 1). 88/03/22 Consoridatod 
Edison Co of New Voik, fnc 4?pp. 44972 107-44972.153. 

8804910043 Forwards listing of oulsiand'ng ttems.per discuss'on w/NRC ro ulil ongoing 
proa'am ol reducing backlog ol ouUiending items.W/o arid. 

BROWNLEE, V.L Reoiorv 2. Olc ot the Diracioi. 68/03/23. TOCKFR.H 8 Duke Power 
Co Ip 45031:1 7t-45C131-.t7t. 

6804120317 Expresses appreciation to' time that members look to ptesani outl-ne ©l 
ISAP H program per Gonerfe Ltr 68-02 requesting licensee lo evaluate NRC latest rev 
A Indicate whether interested In particlpatinq in program 

lUCKEfl.HB. Duke Power Co 88/03/25. Oocumanl Control Branch (Document Con- 
trol Desk] 2pp. 45091:142-45091:143. 

8894040024 Applicaiion tor amends to Licenses DPR-OB.DPR 47 A OPR 55 lo permit 
oparawn ol ISf Si tor lemporary Storage el spent fuel unH federal govt provides per- 
manent storage iaci litres -Fee paid. 

TUCKER.HB. Duke Power Co. 86/03/31. Document Control Branch (Document Con- 
Vo! Desk), lipp 45233.050 45333:195, 


8803310278 Forwards Insp RepCs SO-269/88 07.60-270/e8-07 A 60 287/88 07 ol 
880307-1 1. No violations or deviations notod. „ 

HER0T.A R. Region 2. Olo Ol the Director. 88/03/25. TUCKER.HB. Duke Power Co. 
2pp. 44976:169-44970:172. 

"8803310280 Insp Repis 50-209/88-07.60-270/88-07 A 50 287/08-07 on 86039?- 
11. No violations or deviations noted.Majpr areas Inspecled inservice insp Includiryj 
NOE procedure revlew.exam data review A personnel certification records review. 
NEWSOMEJI.W., 8LAKE.JJ. Region 2. Olc of the Director. 88/03/23. 12pp 
44976; 1 61 -44976:1 72. 

8803210090 SoppI 1 to NRC Info Nollce 87-044. "Thimble Tube Thinning in Wosling- 
houae fteactots.*' Svo list encl. 

ROSSi.(3.E. Division ol Operational Evenis Assessment (Post 870411) 08/03/28 
Consolidated Edison Co. ot New York. Ino. 12lpp. 44996:126-44995:246 

8803220298 NRC into Notice 88-010. "Malls Ucensoes.Lack ol M9I Corytrots Over U 
censed Programs." Svo list end. 

CUNNlNGrfAM,R.E DWtalon ol Industrial & Medical Nuclear Safew (Post 870729) 68/ 
03/28. Consolloaled Edison Co ol New York, Inc. lO0pp. 44996.247-44995;353 

8804010268 NRC Info Notice 88-011. "PolenlJal Loss of Motor Control Ctr A/cr Switch- 
board Function Doe to Faulty Tie Bolts.” $Vc list end 

ROSSI, C.E. DMalon of OperatJorial Eventq Assesamenl (Post 870411). 88/04/07. 
Consolidated Edison Co. ofNew Yo/k. Ino, 124pp. 45406:202-45407:051. 

8804080370 NRC Into Notice 88-012, “Overgfeasfng ol EteoWo Motor Bearings " Sve 
JisiencI, . 

ROSSI, C.E, Divieton of Oparalton^ Evenis Assessment (Post .87M.1 1). 86/04/12 
Consolidate Edison Co. of New York, ino. 123pp. 46l0S;o2$-46l65j^l8O. 

8804200473 Partial /asponse to ;FO(A reddest re. fire protectlon.Fofwards App £ 
documents.App O ^ E dlocuihento'adallaDle'lh POR.App F docunienl completely w<lh- 

GFWfc?lLE°ail*^OIv® ol‘Role8 4 Rocdrcfs (Post 8704 1 3), $8/04/14. JONES.C.R. 
Affiliation Not Assigned, 6(lp. 4 S20e.O3 746200:043. 
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•*8804200579 Advises that F re Proieciion Steering Commiiieo has rocommendod that 
each iDQ-on make one »0CFR50.App R-type insp lot each lecauty lo assess sioios ot 
compi anco w/ 10CFR50 Ad Program hsicd 

CONlON.T E Region 2. Ole ol Iho Diioctor 84/11/06 HERDT.A R Reg on 2. Ole o( 
the Oi/oclor :ipp 45206 176 452C6 178 


R. Periodic operating reports & related correspondence 

8604200152 Monthly eporatrg ropis Icr Mar t08B W/8804I5 Hr 
RLAVIS.JA. TUCK^l.HB Duke Power Co 60/03/31, I7pp 45216 343-45215 359 


S. Reportable occurrencca, LERs S rotated correspondence 

6603300057 I ER aa oot-OO.on 0CO2l5.bfece used lo he'p socure printed c-rcut (Kiatds 
in vital power invorier discovered irissma during pievoniivo rneni proccdu'o.Causod 
by rtosig-ii doliciency Now hraco tabricaioo & inslal'od W/080323 Hr 
NORTH.PJ . TUCKER.HB Cuko Power Co 06/03/23 8pp 44916 312-44916319 


V. Operator Examinations 

8603160322 Forwards Exam RopI SO 269/OL-67 03 ol oxam administered on 871214 
lor Unis 1.2 & 3 

JULIAN.CA Region 2. Ole ol Iho Dirocior 80/02/19 TUCKEFl.H 0 Ouko Power Co 
2pp 44705 027-44705 099 

“8BO3160337 Exam Hop! 50 269/OL 07-03 on 871214 lor Unis 1.2 & 3 Exam tosulls all 
candidates passed wniion rooxams 

DEAN.WM. 0ROCKMAN.KE Region 2. Ole ol ihe Diieclor 86/02/10 I30pp 
44705 029 44705 099 

”8803310070 Forwards commenis concerning wriiion oxem g.von to plants operators 
on 671214. Commenis d.vided accoidmg to type ol tosi admin sloied w/croas rol to 
rodondani questions lo assisi oxaniiners grad ng oxams 

TUCKMAN.M S Duko Power Co 87/12/10 MUNRO.J Region 2. Ole ol iho Director 
20pp 44966 333-44966 352 

8804260086 Responds to TOIA requosi lor info re scores ol reacior operaloro 6 senior 
reactor oporalors Forwards roqualilicahon exam summary source shoots lisiod in onci 
app w/personal privacy into deleted 

dRiMSLEY.OH Div.slon ol Rules & Rocoids (Post 870413) 86/04/10 DOlEY.K 
Public CiHzen s Critical Mass Energy Project. 2pp 45213 003-45213 095 

”8804250167 Package ol NRC edmnislored loquaMicaiion exam rosulls summary 
* NRC - No Oeiallcd All.l-alion Givon 67/07/20 08pp 45213 007-45213 095 


Y. Dry Cask Independent Spent Fuel Storage Inetallalions 

6-004130203 NoWlcation ol 86t2tB mooting w/uW In SiVrOt Spring.MO to tVscuss util 
plans lor expansion ol spent luol storage laciklios under IOCFn72 & Oconee Nuclear 
Station List ol aiiendeos & ogonda enef 

ROBERTS.JP Advanced Fuel & Spent Fuel Licensing Branch 87/01/07 
RCUSE.L C Advanced Fuel & Spent Fuel Licensing Dronch lOpp. 45101:202- 
45101 211. 

8804040024 ApnI-callon lor amends lo Liconsos DPR-3Q.DPR-47 & OPR-55 lo pormil 
operation ol ISFSI lor lomporary storage ol spent luol until Federal govt provides per- 
maneni storage lecilitios.Foo paid 

TUCKER.HO. Ouko Power Co. 68/03/31. Oocumenl Control Branch (Oocumont Con- 
trol Desk) lipp 45233 050 45233 105 

—8804040025 Proposed Tech Specs ro spent fuel storage taeikty. 

• Duke Power Co 88/03/31 7pp 45233:060-45233 067 

-8SQ4040029 Forwards appi cation lo consliuci & opcraie ISFSI lor temporary slorogo 
of spent luel.por l0CFfl72,SAR & environ ropt a'so end Fee paid 
TUCKER.tt.B Ouko Power Co 08/03/31. Ollico oi Nucloar Maietial Safety & 
Salcguards.Olrector 5pp 45233 060 45233:195 

-8804040049 Application tor llcensu lo consiruci & operate dry cask ISFSI at Oconoo 
Nucteai Station 

• Duke Power Co 68/03/31 23pp 45233 073-45233:195 

—8804040053 'TSFSI Environ Repl." 

• Duke Power Co 80/03/31. 2l6pp 45233:106 45234:050. 

-8804040059 -ISPSI SAR." 

• Duko Power Co 68/03/31 265pp 45234 051-45234 3 16 
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F. Security, medical, emergency & fire protection plane 

8804070061 Revised emergency plan Implemenlmg procoduros.lnclud no Pev 8 la OP 
3501, '‘Alort," Rev 20 to OP 3602. "Site Area E^morgency," Bov 22 10 OP 3503, 
■‘General Emorgoncy " & Rev 9 to OP 3530. ' Posi-Acctcfonl Sampling." 

* Yankea Atomic Electric Co 06/03/28 Ii6pp 45021:200-46022,045 

8804120182 Forwards Insp Repl 50-271/68-03 on 860209-0321 & nolice ol violation 
WIGGINS. J T Region i. Otc ol the Oiioclor 68/04/01. MURPHY.W.P Vermont 
Vanhoe Nuclear Power Corp 2pp 45132.1 10-45132:134. 

“8804120190 Insp Repl 50-27 1/08-03 on 080209-0321. Violations noted. Major areas 
Inspected actions on previous lindings.routine plant qporalions.physical 
securily.operallonal 8venls.malnl activities & licensee response to NhC Inillativos. 
HAVERKAMP.O.R. Region 1. Otc ol iho Ditoctoi. B8/04/05. 22pp 46132:113- 
45132:134. 

8804130133 Forwards Insp Repl 50-271/88 04 on 880208-11 & notice ol violation. 
JOHNSTON.W.V, Region 1. Otc ol the Diieclor. 88/04/06 MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp 2pp 45131:006-45131:026. 


--6604130140 Noted ol violali 0 .n from insp on 880206-1 I Violaton noted emergoncy 
Lghlicg wrts wtfl-ti battery power not piov ded m sale shultlowe atees & access 6 
egress ro^xles in control rccm.norlhoasT sechon of torus caiwalk 8 Fire Area RD-S 
• Region 1, Otc ol Itio O rector 88/04/06 tp 45131 000-45131 COS 

-8804130142 Insp Rep! 50-271/00 04 on 689206- 1 1 Violations noledMaio' areas 
inspected I'conseo olfo.'t lo comply w/lOCFR50.App ft leqjiromools re ti'o protect cn 
loaturos lo ensure ebi'ily to achieve & maintain sale shutdown. 

KRASOPOULOS.A. Rogw 1. Otc ot the Oweetot 68/04/01. tficp 45t3t:009 
45131 026 


Q. Adjudlcatorv correspondanca 

8804180025 NRC Stall motion lor lurthur oxlensian ot lime In which lo respond 10 Slate 
ol VT & Co-mmonwealih ol MA peiiHons lo inierveno * Extension tor l.lng uni I 600508 
reguasled In order lo some concerns vr/o hearing. W/CertiHcoie ol Sve 
HQDGDON.A P Ass slant Gorora' Counsel tor Hearings r7280 6046 86/0'4/06 
Atomic Safety and Llcans'ng Board Panel 5pp 45127 239 45127 243. 

8804180 122 NRC Stall mot on tor ludhur oxio.n3io.n ot lime In which lo respond lo Stele 
ol VT petition lo i•Holveno * Extension uni I 860505 lo respond to 660225 potilion 
roq.iestedOtanied lor ASLO on 880407 W/cortiticaio of Sve Served on 8804 11. 
HODGDON.AP Assistant General Counsel for HoBnrgs V280 6053 BB/04/C6 
Atomic Salely and Licensing Board Parcel 4pp 45127.157-45127 160 


J. Insurance & Indemnity InformoUon 


6604040122 Forwards repl re nuclear property insbrence covereqoper 
10CFn50S4(w)(4) 

CAPSIiCk.R.W Verrnont Yankee Nv/cioat Power Coip. 66/03/29. Occumeni Control 
Branch (Oocumoni Cotilrcl Oosh) ip. 44972 020-44972:021 


P. Operaiing license stage documanis & correspondence 


6803240426 Coneiic Lir 60-06 to all power reactor llce.nsoes & appl-cants ro removal ol 
orqonizaiio.'i charts Irom Tech Spec admristraiiwo control toqu.romenis Sve l.st oncl 
MlflAGLtA.F J. Associate Oirocio.' to.' Projocis (Post 670411) 80/03/22 Consolidated 
Edson Co ol Now Yo/k. Inc 47pp 44972 107-44972 1 53 

0004120350 Nohlicatioh ol 080413 meol-ng w/uW «t Rockvilo.MD to dscuss corveopt ot 
oslab'ish ng low lever waste disposal laciTily on s to 

ROONEY.v.L. Project Oxoct-ofolo 13. 88/04/05 WESSMAN.R H Pro.oct Oirecloralo 
13 4pp 45009 269-45009 272. 

8604086088 Generic Lir 86 07 to powor reactor liconsens & app'icanis ro modiEod on- 
Icrcomeni poLcy concerning tOGFR50 49. "Environ Qjallicai'on ol Electrical Equip- 
nteni ItvportQht to Saloty tot Nuclear Power Piante ’ S-/c list end 
MIRAGLIA.F J Associate Oiroclor ter Proiecls (Post 870411) 68/04/07 Cense 'idaled 
Edison Co ol Now VorK. Inc. 49pp 45164.237-46164 205. 

8804 130029 Forwards summary & agenda ol 871200 mgt mooting in Roglcn I re uN 
inlliauvua.p'ans & prior Hies ol plant 

WIQQINS.J.T Reg-on 1. Otc ot Iho Di.'OClor 08/04/07 MUHPIIY.WP Vermont 
Yankoo Nucloar Powor Corp 6pp 45137:112 46137. 1 17. 

8804210010 Forwards YAEC-1363. ••CASMO-30 Validation ■ Repl ontiilod "Simulat0-3 
Validation & Vcril.callon" w.ll bo submillod by 680701. Schedule ter submission ot 
plant-specillc ropts ro subrrepts staled. Foe pa'd. 

PAPANIC.Q Yankoo Atom c Electric Co 66/04/1 1. Documoni Control Branch (Docu 
moni Control Dusk). 2pp 4521B 074-45216 174. 

8804370232 Forwo'tis addi 'nto In support ol Proposed Cliango 142 ro logic sys tunc- 
ilonal lost Inlo/val8.por NRC 880315 requosi. Into re equipment relay roliakilly ttncl. 
CAPSTICK.R W Vermont Yankoo Nucloar Powor Corp 80/04/13. Document Control 
Branch (Documenl Control Oosk). lipp 45245 269 45245 266. 

80042606 16 Summary ol 6604 13 meeting w/util In nockviFo.MD re low level waste dis- 

K ^sat tacikty.Lrst ot attondees & viowgraphs end. 

OONEY.VL. Prcjaci Directorate 1-3. 06/04/10 Project Oiroctoralo 1-3 lOpp 
46205 080 45265 069 


Q. Inspecllon reports, IE Buiiellns & correspondence 

6604010159 Provides supplomonlal response to vio’alions noted in Insp Repl 50-271/ 
66-25 (jorreclive acllone alter compleilon ol tosi ng.rosutls will be assessed wilh:n 90 
h & maini will develop plan to- identity now ret paramolors by next test 
MURPHY.W.P. Vermont Yankoo Nuctoar Powor Corp. 80/03/25 Document Control 
Branch (Document Control Oosk). 4pp. 45020 031-45020:034. 

8803210090 Suppi 1 l-o- NRC Into Nollco B7-044, “Thimble Tube Thinning In Wesllng- 
house noactors." Sve hat one). 

ROSSI.C.E. Division ot Operational Events Asaossmenl (Post 870411). 86/03/28. 
Consolidated Edison Co. of New York, Inc. 12tpp. 44995:126 44995 246 

0803220298 NRC Info Notice 88-010. “Malls licensees Lack ol Mgt Conlrots Over 1 1- 
consed frograms " Sve list end 

CUNNINQliAM.R E Division ot Industrial & Med-cal Nucloar Safely (Post 670729). 88/ 
03/20, Consolidaied Edison Co ol New York. Inc lOapp. 44995.247-44995 353. 

6804010164 Responds to NRC 660222 Ur re v;olatlons noted In Insp Repl 50-271/87- 
19. Corrective actlonsquaiiil cation documenioHon review package rev in 
progress.Including rev ol lost ropt & upgrade to lila aa requited. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp, 88/03/28, Document Conirol 
Branch {Document Control Desk) 6pp. 45020017-46(j80;02t. 

8804120182 Forwards Insp Rept 50-271 /6B 03 on 680209 0321 & notice ol violation. 
WIGGINS.J.T, Region I, Otc ol Ihe Director. 88/04/01. MUHPHY,W-P. Vermont 
Yankoe Nuclear Powor Coq) 2pp. 46132:110-45132:134 
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•P«"j«c<'> G«:!:-*tf-e &(«••» eS'vMfO* 'P 45132 

.» fS,' Tir 

■nfo:*'S-. K5rt<^ C*' .YferAeete«X)rs« WNRCin-UatveS- 

S'.C««?'S5<” t 

4502 1 34 

^F,‘s5^-v"cirrers'3,£;or"u«jH^^^^ 

yar*w^**K’ar Fowef Gtjf? Upp 45100 007-45100 01 7 

4404110112 r'4-** 3» I^'SO fiepi 50271/60-04 oo 880208 1 1 4 no'xe of wolat'on 

V pis^ 3%<C 01 8V0 0.6c-.0< e8'04/06 MURPHV.W P Ve/n-ont 
• afife^ NucW4/ PCMxw Corp 2pp 45131 006-45131 026. 

-8404130140 Nctc« d vxM5cn Irsm »•.$() cn 880208- 1 1 Violabon nolwJ e'^Cigew 
^^tfc af«j » 6 ft oarery oow« not p/owoed m sale f t^.o Arca*^ fin t 

<n corifsl foomnortfteast secOoo c( to^s ^ ^ 

^^'nl ^co1C«04«to/ 88/04106 ip 4501008-45131008 

-U04110I4} i-'so R«Ct 50-271/884)4 on 880208- 1 1 Vrt)latioos noted Major areas 
V^!«S wer'sM el'-art to Z<y^ i*/10CFB5O>cp R requ.re-'riems re fire protection 
iw &rK/0 to 4 fiAsTtain s^’o sho^do^D. , 

► RAbC-POV/VOS A fiegoo \. Cyc o< the 0«ec*or 6Q/04/OV iSpp 45131.009- 
45lJ»Cr6 

8104010258 irRC ir'i Notrce 88-01 1, P0!ef>t4il Loss Ol Motor Control Ctr 4/or Switch- 

JXka/JFuxwjntXioiDFaiStyTieBoiti'SvCi-siefcl 

PCSSrCC Oiyiion pi Operational Events Assessmeci (Post 678411) 88/04/07. 
Coi'SC-inJated Edison Co ol New Yort. Inc t24pp 45406292-45407 051. 

t8(Ml80M5 Respr^-ids 1.J NRC BuBetm 68-001 re ddecis m Wes’.nghouse circuit 
Weiners No o/turi wealiefs subt lo Puliesn used m any application ai plant licenseo 
net cc<'s«)orvig ary Ktjie use ol circvr'i breakers 

MVnPHr.Vr P Venxx't Yankee Noclea/ Power C<yp 88/04/08 RUSSELL.WT. 
Per^ 1, Oic ol tfto Onrector 2xX> 45145 352-45145 353 

8804060370 NRC Ida Notce 88-012. Overgreasrfvg 0* Electric Motor Seanngs “ Sve 
SSI erici 

POS&CE Owtsioft ol OperatxjnaJ Events Assessment (Pest 870411) 88/04/12 
Cortsoidated Edison Co ot Kew York. !nc I23pp 45165028-45165150 


R. Ptrtodte operating raportt 4 ralalad eorrespeodenca 


88041«04n MortlYy statAWtaj lept lot Mat 19e6W/6e04tOltt. 

WALliNGA MURPHY.WP Veinoot Yankee Nuclear Power Corp 88/03/31. 6pp 
♦5163248 45153 253 


S Repo/UM occurreiKH, LERs 4 related correspondence 


P. Operating license elego documenie 4 cotrespontieiico 

8803240428 Generic Hr 88^06 toiSrro'monlVsvC^ Ksl one. 

«irF rAs^re ar^cKfe tPos. «r0^' 1, 1.8/03/22, Cci,nsol daUd 

Edison Co ol New York. Inc 47pp 44972: 107.44ttT2 tt>J 

KnBEI^GER S Pub^^ tioclrtc & Goa Co. ol Now Jersey 88/03/26 Doc 
umeriSYofa^nchS^^^^^^ 2PP 44901 108 44^61 194 

umenl Comttl BtancmOocvimenl Cor»iiOl 0o9k) 2pp 44971 201-44071.292 

8804080088 Generic Lir 88-07 Ip power loaclot Itconaoca 8. nppticants to T**?*',' 
Teemed Sity conVem^ io£fH 5040. lE^viron Ooel.licatlon ol Eloclndel £r)u.p- 

mani Important to Safely for Nucloar t^wor Planis -ny ronsolidated 

MiRAGIW.F J Associaio Oireclor (or Pto(ocl8 (Posl 870411) 88/04/07 Conso oat 
/'a Af VnrL Inf- lOnn 45184-2.37-45 1 64 'PBS. 


0. Inspection reporia, )E aurtelln* & correapondonco 


8802250380 Forwards Safety Insp nepis 50-272/60 04 & 50-3i 1/88 04 on 871221 & 

MARTIN.TJ'^eglo.ft t. Ole of Ifto DIrocior. 08/02/22 MCNEILt.CA. PubIC Se-'wee 
Electric & Gas Co. ol New Jersey 3pp ♦'■.<l62;354-44402 3G0 


8803300046 Responds lo NRC 880222 Hr to vloloHons noted m tnsp Repis 50 272/e6_ 
04 & 60 311/88 04.Correciivo acPons radwaslo sliipmont procodoro rov.socl lo rnore 


clediJy deliHG specific su/voy localions lo bo used wriort survoyinp tiuck cob 
MllTENeeRGEH.S Pub'ic S€ ------ 


Y lULitailUIO uw U3VU TTIIVII 

MiLiti^otnijcn.--* ruu-ii- SefviCQ tlocirlc & Gos Co 0^ Now JofGoy 88/03/P2 UOC- 
„mant rnnirnf flrDrirh lAnriimAnt Conlml Oodkl. 3 do. 44945 286-44945:2o8. 


8604040036 Forwards Safely insp Flepis 50-272/00-05.60-31 1/86 05 50 354/06-02 on 
880I25-2&.NO violations or devialrons nolod. ^ 

BELLAMY.n n Region i. Ole of Iho Dirocior 00/03/24. MCNEJLL.CA Pub.lc Service 
Elnclnc & Gas CO of New Jorsov. 2 dd. 45031:305 45031 313 


-8804040042 Insp Repis 50 272/88 05.60-31 1/00-05 & 50-354/0B 02 on 880125- 
29 No yiolstions.dovialtons or untosolvcd itoma notrid Major areas 
inspected.emergancy preparedness program conducted on 000 1 25-29 
AMAYO.CQ . tA2AHUS.W.J flog on 1. Oic ol tivo Owoctot. 88/03/ tt 7pp 
45031,307.45031:313 


8803310022 Forwards ’ Reactor Conla.nmont Bld-g Third/Final Insorvice Intograiod tei' 
Rale Tosl.Firsi lO-Yr insp Interval & Type 0 & C Surveillance Teals.’ per 
lOCFfiSOApp J^ocMon V.8 ^ 

MiLTENBERQEH.S PuKic Service Elocitic & Gas Co. ol Now Joraoy, 83/03/25 Doc 
ument Control Branch (Oocoroenk Control Oosk) 2pp. 44961. t06-4496t;t94 


U04060I07 tER 68-002 W on B6C30t.ac5'iat)on o! main s'eam rekd valve abryre set- 
poirt pressure occjned Caused by pilot stage leakage due to steam outs on pilot disc 
8 Met seat V»ve repaved i successtifty rctesied V//880031 Kr, 

PiLLETiERJP Vermont Vankee NutJoar Power Corp. 68/03/31 4pp 45072.041- 
4502 34* 

U040 70068 I iTR 68001-01 on 660211. loss of Bow to sve water etfl-jenl radiation moni- 
tor occurred Caused by design deferency AHemate path marie availabto lo monitor 8 
penojKt suveiSance uviated to verity flow W/68<M01 (tr 

PELLETIER JP Vermont Yankee Itotear Power Corp 86/04/01 600 45072250- 
4J0722S5 


-8803310023 “908010/ Conlalnmgnl Bldg Third/Finat Inaorvico tnlogialed I.eaH Bale 
TesLFirst 10- Yr inM interval & Type 0 8 C Sun/elllonco Tosta " 

’ Pub-'ic Service Electric A Gas Co ol Now Jersoy 87/12/31. 02pp 44961 HO 
44981:194 

6604010160 Provides resprytse to conrtoins raleod in tnsp Ropia 50-272/87-37 & SC- 
SI l/87-37.per 880125 roquest.Correchvo action data collodion ol In tino monitor vs. 
lab results was Implemented 8601 15. 

MlLTENBERGEfl.S. Public Service Electric & Gns Co. of Now Jataoy. 88/03/25. Ooc- 
urnem Control Branch lOocumoni Conirol Desk). 4pp 45020:005-45620 009. 


•864070246 PNO-I88^9on 680329 .urmiefruptaWe power supply |UPS) 8 declared 
out of SVC rjua tt biowr\ hae 4 l&Jed aoM rtasrisOn e8033l.vaNe CS-llB deciaied 
mooeraPie & reactor sftutdowr^ rapaled Repavs 4 post-maml ol UPS B completed 
GR/^T.Q. HAVEfiKAMP.O Region 1. Ole ot the Director 68/04/01 2oo 
*5072 2 * 0-45072241 


88(H200I4( lEfl 88-002-C1 on 88030l,<Jonng tests rnain steam reliel vaNe 1 1 activated 
Bfccve s*ipoif« Caused by peoi suge leakage due to steam cuts on pilot disc & 
piol Seal vaNo repaved and successfully retested W/6^4 14 lit 

Yerrxmt Yankee Nudear Power Corp 88/04/14 4pp 452i8 104- 


DOCKET M-273 SALEM NUCLEAR OCNERATINa STATION. UNIT 1 


8804010184 Requests exiens'on ol submiitel date unill 080420 lor sopplornenial re 
sponse to NBC Compl.’anco Oulietin 87-002 duo to delay In receipt of lost results. 
MlLTENBERGEfl.S. Public Service Electric & Gas Co. ol Now Jersey. 88/03/25. 
ftUSSEU.W.T Region t, Olc ot the Oxector 2pp 45020 009-45020.010 

6603210090 SuppI i to NRC Into Noilco 87-044. “TlilmWo Tube Thinning in WesVng 
house Reactors ’’ Sve kst one) 

BOSSl.CE. Division ol Operalionai Events Assessmoni (Post 870411) 88/03/28 
Consolidated Edison Co of New York. Inc I2lpp 44095:128-44995:240 

6803220296 NRC Info Notice 88-OtO. ‘’Malls Llcenseos'.Lack ol Mol Controls Over Li 
censed Programs ' Sve list end 

CUNNINGHAM.R E Owisionof Industrial & Medical Nucieai Saloly iPosI 870723) 06/ 
03/28. Consolidated Edison Co ol New York. Inc. IO0pp 44996 247-44995 353 


f. Security. mcdkeaL Mnergency 6 flte ptolecUon plans 


MW04<IW Forwards Safety Insp Repta 50272/88-05.50-311/88-05 50-354/88 02 o 
890125-29 No vdUlions 01 deviations noted. 

88/03/24 MCNEILUC A Public Senne 
Electric 8 Gas Co of New Jersey 2pp 45031 305-45031 313 


8804050326 Forwards SALP Board Rapls 60-272/86-99 & 60-311/66 99 during Oct 
1986 • Dec 1087 A Hept 50-354/88 99 on 861201-8801 15 

RUSSELL.WT Region 1. Otc ol the Oireclor, 88/03/29 MILTENBERGER.S Pub’ic 
Service Electric 8 Gas Co of New Jorsoy. 2pp 46033:262-45034.034 

-88040S0334 SALP flopi 50-354/86-99 on e6I2O1-08Otl6. 

flegiOt\ l.OfCol Iho Onectoi. 88/03/04. 63pp 45033:264-45033 326 


* 50-354/68-02 on 680 

2Ti^ <«*koriS,devsationa or unresolved items noted Major a 

enwgancy preparedrifta program conAjcted on 660125-29 
AMATOCG RegrOft 1, Olc Of tfieOrecior 66/03/11 7pp 45931 307-45031,313 

-nSS?f 


-8804080022 SALP Rapls 50-272/66 99 & 50-31 1/86-99 for Ocl 1986 - Doc 1987. 
Region l. Olc ol Iho Oireclor. 80/02/05. 69pp. 45033.327-45034 034. 


6804070315 RaMonds to NRC Buttelm 88-001 1& deJecls In Westlnghouse OS/DSL cii- 
cuii breakers.Planis do not utilize subj circuit breakers. 

If'’® Ssivica eieclnc A Das Co. ol New Jersey. 88/03/3). Doc 
umeni Control Branch (DocumenI Control Desk) 3pp. 45075:214-46075 216 


Meeting 88-051 on 880414 w/uiU (n Hancodia 

uncoe«NJ lo discuss SALP. 

88/03/31. Region 1. Ofc ol iho Onectot- 
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8-604010256 NHC Info Notice SO Off, "Potonl>al Loss ol Motor Control Cir &/or Switch* 
board Function Due to Faulty TIo Bolts “ SvC list end 

HOSSi.C E Division of Operational Evonis Assessmont (Post 870411). 80/04/07. 
Consohdatod Edison Co of Now York. Inc I24pp 4S4O6 2O2.45407.O5i 

0804130040 Fomvards roduest lor atidl Inlo re oN 860527 rosponso to IE eullotin 85- 
003. "Moior-Operalod Vafvo Switch Settings.'' Rosponso requested within 30 d^s 
WENZINGEH.EC Region I. Ole ol Iho Droctor 80/04/07 MILTENBERGER.S 
Public Service Electric & Gas Co of Now Jersey. 7pp 45135 350.45135 356. 

8304060370 NRC Into Notice 86 Qt2, "Ovetgreasing of Electric Motor Soarings" Sve 
list end 

nOSSl.C.E Division ol Operational Evonis Assossmonl (Post 670411). 68/04/12. 
Consohdaiod Edison Co. of Now York. Inc. 123pp 45165:028 45165:150 


R. Periodic operating reports & related correspondence 


800411 000 B "NPOES Discharge Monitoring Hopi lor Fob t98B " 
rnEJO.J. Public Scfvico Eloclric & Gas Co. ol Now Jersey. 88/02/29 CAPORALE.G. 
Now Jersey. State ol 26pp 45072 204 45072.3 19 

6B04190043 Monthly operating lopt lor Mar 1968 W/66041 1 Itr. 

WHITC.P. RONAFALVY.J. ZtJPKO.J M Public Sotvlca Electric & Gas Co. ol Now 
Jofftoy 88/03/31 lipp 45208:213.45208:223 


S. Reportable occurrences, LERs & related correspondence 

B804070246 PNO I. 884)38 on 880330.roacior manually tripped following loss ol turbine 
goneralor hydrau'ic control oil pumps Util will lomaln shutdown lor 2 wks lo repair 
sloam gonorator lubo loakago slato ol NJ notiffod. 

BOnCHAROT.W. SWEILANO.P. Region 1. Ole ol Iho Diroctor. 88/03/31. Ip 
45072 242-45072 242 


8804210043 Forwards LER 88 005.00 w/comploiod absitaci pago not Included In origh 
nal 880320 submUlal. 

ZUPKO.J.M. Public Sorvico Eleciric & Gas Co. ol Now Jorsoy. 88/04/13. Oocuntont 
Control Oranch (Document Control Desk) ip. 45235:187-45235:192. 

-8804210046 Fonivards LER 88 005 00 

ZUPKO.J.M. Public Sorvico Eloctric & Gas Co. of New Jersey. 88/03/20. Oocuntont 
Control Oranch (Document Control Desk), ip. 45235:180-45235:192. 

-8604210047 LEH OOOOOOOon B80307.ldonlilled Tech Spec Survoillance 
4. 7.0.1 Z.a.soalod sourco leak chock not porformod within 6 months from prior 
surveillanco.Causod by inadequate adminisliailvo controls assoclaiod w/computor ays 
POLLACK.MJ. Public Sorvico Electric & Gas Co. of Now Jorsoy. 08/03/29 4pp. 
45235-. te9.45235: 192 

8804260054 Special Ropi OZ-tO on 07l222.svc water bay Hooded Caused by oquipmoni 
malluncNon.Maint Procoduro M3L tovisod lo vorily that actual buttorlly position agroos 
w/Umilorquo operator position. 

2UPKO.JM. Public Service Electric S Gas Co. ot New Jersey. 88/04/13. Oocunneni 
Control Branch (Document Control Desk) 8pp. 45252:163 48252:170 

B80426006I LER 88 006 00 on 880318. 1 OCFROO App R cablo design delicloncy 
Idonlified Caused by design error Cablo w.ll bo lo-routed during noxi roluoling 
ouiaqe.Roving lire watch will bo conliiiuod until complolion Ol repair. w/0604 14 llr. 
POLCACK.M J , ZUPKO.J.M Public Sorvico Electric & Gas Co ol Now Jersey 08/04/ 
14 5pn 45201 205.45281:299. 


V. Operator Examinations 


8804050326 Forwards SALP Board Repis 50 272/66 90 & 50 311/88 00 during Ocl 
1966 - Doc 1987 S Repi 60.354/86 99 on 661201 880116 

BUSSELL.W.T. Rogton t. Ole ol the Ototvctoi. 88/03/29 MILTENBEBQER.S. Public 
Service Eloclric & Gas Co. of Now Jorsoy. 2pp. 45033:282-45034 034. 

-80O4O8OC22 SALP Repis 60.272/88.99 & 50-311/66-09 for Ocl 1068 • Dec 1987 
• Region 1. Ofc of tlio Diroclor. 88/02/05 69pp. 46033 327.45034:034. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating license stage documents A correspondence 


8803250240 Informs of NRC relocation lo slated address MaHmg address unchanged A 
Adams project manager 6 TS Michaels back-up projeci manager. 

HOBF.NS'IttM.L.S. Standardiratlon & Non-Powar Reactor Projeci Olrectoiate. 88/03/ 
18. Affiliation Not Assigned 3pp. 44859.060.44859.062. 

88041S0385 Informs lhal alarms on area monilors not verified weekly during periods re- 
actor not In oporaiions Agrees lo lake steps lo assure lliat alarms will be verified In 
luture.per 88033 1 lelcon. 

flUSLiNG.D H. Inferior. Dept of, Geological Survey 88/03/31. Region 4. Ole ol the 
Oirecior tp. 45 138: 180-45 138:160 


DOCKET 60-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


E NRC Safely Evaluation Report (SER), euppls A correspondence 


6804260224 Responds to appeal re denial of FOIA request tor documents re SER 
lNUREG.0875).8uppl 21 concerning operation ot plonl. Forwards Documents 1.3, 4.6 
A 6 of end app. Document 2 wilhhmd (rel FOIA Exemption 7). 

STELLO.V. Olc ot the Executive Director for Operations. 86/04/19. BAUMAN.L. Gov- 
ernmcnl Accountabiirty Project. 2pp. 45232: 182-4&232:2eo. 


F. Socurlly, medical, emergency A fire protecllon plans 

80040 70140 Ack tocclpl of 870639.1013 8 1 109 & BB0304 firs ro Rov 16 ol Mar 1988 
physical security plan Changes in Rev 16 not luliy consistent w/IOCFn73. 57 Further 
revs should bo submilied per 10CFR50 90 

SCARANO.R A Reg on 5. Qtc ol iho aiector 88/03/30. SHIFFEH.J O PacllicGas & 
Electric Co 4pp 4S044 160 45044:163 

6804200337 nevsed emergency plan implementing procedures.'ncluding Rev 3 to EP 
RB-15. "Emorgency Operating Procedure Posl-Accidonr Sampling Sys " & Rev 5 lo EP 
RB-t5A. ■ Cn-eraency OpciBling Ptocodvir© Post-Accident Sampling Sys..." W/ 
860408 llr 

TOWNSEND.J D.. SHIFFEn.j.O Pacilc Gas & Eloclric Co 00/04/08 I52pp 
45177 001.45177:155. 

6604220276 Forwards changes to Ro-< 16 ol jihys>ca1 seewn-/ p'an 6 Ro-r 2 lo tramtng & 
uallllcaiion plan Char lues withhold (rol lOC;Fn73 21). 

mFFER.j.D. Paci'tc (Sas & Electric Co 80/04/19 Document Control Branch (Qocu- 
mont Control Desk) ip 45257 217 4S257 2I7 


Q. Adjudicatory correspondence 

8804050041 Answer ol PG5E lo petition to Inlervone in l-cense amond procoedings of 
San LuiS Obispo Mothers lot Peace.' San Luis Obispo Mothers for Peace faiod lo 
satisfy technical stand ng rcoaromems ol 10CFR2.714 W/Comiicot© ol Sve 
NORTON.B Pacil.c Gas S Eloctric Co #286 5972 08/03/29. Atomic Salaiy and Li- 
censing Board Panel i ipp 44660 168. 44060 190. 

8804050054 Rnsponso lo NRC Staff to poi Lon for leave to intervene Med by San Luis 
Obispo Molhots lor Peace.' Noiico ol appearance & Ccrt.|icare of Sve end. 
VOGLER.D fi Assislani General Counsel lor Hearings #288 5978 88/03/31 Atomic 
Safely and Licensing Board Panel I2pp 44966 238 44968:249 

8804180096 Momorandutn $. order (providing (or amended & supplemental poiiilon for 
leave lo Inlervone).' San Obispo Mothers Tor Peace may No amended & suppieoion- 
lol potilion lor leave lo Inlervone by 6004 28. Served on 800413 
HAROOUR.J., LiNENOERGEn.G . SMlTH.l.W. Atomic Saloly and Licensing Board 
Panel #260 6040. 86/04/13. Son Luis Obispo Mothers lor Poaca. 4pp. 45127:147- 
45127:160 

6604290019 Amended petition le Intorvono.' LIconse Condition 2.C(7) ot full power LI* 
cense DPR-QO roqu res that long lerm solsm'c program final rept ba submilied on 
86073 t.Ulil license amend request inadequate & must bo denied W/Cortifica1o of Sve. 
CULVER.N . CLARK.E.G San Luis Obispo Molfiors lor Peace #288 6164 88/04/25. 
Alomic Saloly and Licensing Board Panel 7pp. 45255:230.45355 238 


I. Financial InformoUon 


6804120409 "PQ&E 1087 Annual Repi " W/880406 IK 
CLARKE.R A.. lOCKE.RF. Pacilic Gas & Etoclrfc Co 87/12/31, 52pp 45154 003- 
45164056 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

6804130364 A-d vises (flat comblnaiion of inlonsivogoolog c mapping, reflection fi rofrac- 
lion solsmlc su/voys.daling ot fault movomonis & analysis ol current & past earth- 
quake dale roducos clisncos ol underesrimalmg earthquake damage. 

MAXWBLL.J.C Maxwell. J C 68/03/07 SIESS.C P. ACRS - Advisory Committoo on 
Reactor Safeguards. 3pp 45130:085 46130 067. 

8804140216 Submits summary of actions discussed at ACHS 335lh mooting on 880310- 
12 in Wasfilnglory.DC.Includ ng ACRS repis/ rocornmetidations.oiher 
acilons.agtoemonis.asslgnnioms & roquosis & luture agenda. 

KERR.W. ACRS • Advisory Commilioa on Roaclor Safoguards 9D/03/24. ZECH.L.W. 
Commisslonors 4pp 45i I8:t72.451 18 <75. 

8604140103 Summary of ACRS Subcomm i(oo on Diablo Canyon mooting on 880223. 
24 In Burlingamo.CA re review ot Otab^o Canyon tong form seismic program 
• ACRS - Advisory Cominittoo on Reactor Safeguards 06/04/07. ACRS • Advisory 
CommJfeo on Roaclor Safeguards I tpp 451 10 135-451 18: t45. 


P. Operating ilcenee etage dooumonts & correspondence 


8804100231 FOIA request lor documents ro ACRS subcommilloe meeiings on 750218- 
Id to plant 

STF.WART.M.E. Pacific Gas fi Eloctric Co 08/02/22 NflC • No Deiai'ed Attihailon 
Given 2pp 45185.151-45165216. 

8804060427 Forwards JEDCO Seismic, Inc llr d.scussing ofishore seismic data co'lecied 
In 1984 float lecllity & roquosta rosponso to issuos ralaod by IK Contidonttal maps at- 
tached may be loloasod pot lelcon botween G LIchiman & R Rothman. 

ROOD.H. Project Directorate V 08/03/09. SHIFFEH.J D Pacific Gas fi Eleciric Co 
6pp. 44997:332.44997:342 

-8884050438 InloifTis that ui-t tonorod uPiquo & chtical sol ol solsmlc data In assoso- 
menl of major structural trends in area ol lacil.|y.8llck map of exist>ng data, program 
map for 1986 survey & seismic data end. 

LICHTMAN.G S. JEBCO Seism c, Inc 88/01/05. REITER.L NRC • No Oeta lod Affili- 
alion Given. 6pp. 44097:337-44007 342 

8803240426 Genedc Llr 88 06 lo all power reactor licensees & applicants ro removal Of 
organization charts from Tech Spec administrative control reqiiiremonts Sve list encl. 
MIRAGUA,F.J. Associate Oirectoi for Projeds (Post 670411) m/03/22. Consolidaled 
Edison Co, ol New York. Inc. 47pp. 44972:107-44972:153 

8S04050091 Forwards description ol acliviiles re uhl closing ol wasio water holding pond 
& Rev 2 lo “Resource Consen/allon & Recovery Acl Hazardous Wasiawater Holding 
PonrJ at D;ablo Canyon Power Plant." 

SHIFFER.J.O, Pacific Gas & Electric Co. 88/04/91. Oocumrznt Control Branch (Docu- 
ment ConKcil Desk). 1 >pp, 4&082-.129-46082.2©2. 
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-M0«J7Ol69 BOV 2 to "Resotjicoa Conservation 8. Recovery Act Hazardous Waste 
Closure Plan tor Wasle water Holding Pond at 0<abio Canyon Power Plant " W/two 
oversi/o drawings 

• Pacil>c Gas & Electnc Co 87/07/31 153pp. 45062 1-i0-460e2 292 

««<M080088 Generic t|r 88 07 to power roactof licensees & applicants re modifted en- 
toicemont policy concerning t0CFn5049. -Cnv/on Quaiiiica'ton of Electrical Eauip- 
m^l tirpoftanl to Saloiy tor Nuclear Power Plants Svc l>sl end 
M.RaGLIA.F j. Associate Oiraciof tor Prclocts (Post 8784t i) 83704/07 Consolidated 
EtliSOnCo. of New Yor*. Inc. 49pp 45164 237-46164 265 

8804140462 P^al response to FOtA toriuesi for documents App A dcicumeni loiatiy 
withheld (ret FOM Enompiion 5). ' 

* Records (Post 870413) 68/04/08 

WEISSMAN.S CaWorrsa. Stale ol. 3i>p 45130:150 45130 152 

8804190242 Rewnds to fOlA request for docoa-enls re ACRS meoting on 
plant.Forwards OJ SVovholl 750324 memo to F Schroder concerning plant pre-ACflS 
tor search, review & reproduction prov ded. 
o 5* * Records (Post 670413) 88/04/14 

5TEWAR7.M.E PaciUc Gas S ElecincCo tp 45165 217-45165-230 

' 1 ' ®' 'esulUng from acRS swbcommittea 

T50?I8 a 19 meorngs & list of aci*ons /ocji/esled from rdviow D^anchos iof used la 
prepanno SER suppl prtor lo nexl ACflS oieehng 

O' R*a<^'Of Llcof\sina itJRR-iS76 only) 75/03/24, 
45165230^°^ Division of Todin.cal Review (NRfl l675 only). I3pp, 45165218 

8804250017 Forwards epp'icauon tor amends to Licenses OPR-80 & OPR e2 consistino 
f® OA/evising TccM Spocs 22.1 & 3 3.1 lo change reactor 
'® iPormai power greaiat than 50%.Feo paid. 

Document Control Branch (Docu- 

men I Control Desk) 2pp 45248 013-4524B:032. 

-88042SMI8 Appi cation for amends to Ifcensas OPR 60 & OPR.BP, consisting ol Lt- 
oXbme to? be'i^w lo% 2 2 I A 3 31 w delete reecto, trip 

SltlFFER.jO Pacific Gas A electric Co 88/04/16 13pp 45248 01 5-45248:027. 

Specs 2 2 I A 33.1.rewisin9 reactor trip on turWna inp 
Ir^ Ibormal power grower lhan t05(> to thermal power greater than 60% 

PaciliC Gas A Etectlic Co. 88/04/ 1ft. 5pp. 45248:020 45248 032. 



allegation of drug was al ptartWriler 
tootn a1 p?ln^ individuals bragged aDOut sttooiiog up v,/tmo- 

5. Ole ol the 


Q. Inspection reports. lE Bulletins A correspondence 

"STactom"' 

S^toed'^ES;:,^^ 

®*cS*P?oSms/' Ucerrsaes-lack of Mgt Conirofs Over Lt- 

* Wedical Nuclear Satoly (post 870729). 88/ 
03/28 ConsoitdatodEd.son of New York, inc, 108pp. 44995 247.44995.353. 

'f'sp Depls 60-a75/88-03 A 60-323/88-04 on 860131- 0305 & 
oiam d-recied |o Section 4 of end repl dealing w/recem 

should carefully reassess problem area “ 

Sh,FFEB.J.O- PaCtlc Gas a 

“ '"«P on 880131 -OOOS Violations noted emptoyera 

fahitthlr ®tf4 by stopping over posted boundary al point imt es- 

«?ioce??r?c ‘’S'*’’®' access control po'nl w/o written euloraafton 
KlK&CH.D F Region 5. Ole 01 the Diroclor. 88/03/28, 2pp 45i5l;l42.45i5i;i43. 

'1®*’*® 60.276/88-04 8 60-323/88-04 on 880I31-030S Vtoleliona 

smnfuo. p,Mc OM s 

’'Po*o''''al Loss Ol Motor Control Ctr A/of Svrilch- 
'® ’^*“**^ ®®'’® '■ 3''C W and. u o 01 owiuri 

c V?* Operational Events Assessment (Post 870411). 88/04/07. 
Cofi5cl/cja^<K1 EcJisoa Co. of Now York, fne, 124pp. 45406:292-45407:051. 

88042M|31 Rasjwnds (0 NRC 88031 1 Itr re vioiatrons noted In Insp Rapls 50-276/8a. 

^"oca-Survoiliance Tost procedure V-3. "Exerolslno 
SHiF^Fn towised to be consistent w/ASM£ C^e. 

Co. 88/04/11. Document Control Branch (Com- 
ment Control Desk) 6pp. 45175 (H4.45l75;0t9. * 

Notice 86-012. '‘Overgraasing ol Electric Motor Bearings." Sve 

Operational Evenis Assossmem (Post 870411). 88/04/12. 
Congoiidaied Edison Co. of New Yorti, Inc. I23pp. 45J65;028-45ie5;)50. 


6804800521 Forwards eddi Into to suppi util response to IE Boflotm B5-003. "Molor-Op- 
eia ed Valve Common Mode Failures During Plani Transients Due lo linpropcr SwKn 
Soiliras.” cor 8803 15 request. k.. ow,vi 

SH(Fftn.j O. Pacific Gas A Electric Co 88/04/14 Oocumonl Control Brandi iOocu- 
menl Control Desk). lOpp 45226 21 1-45226 220 

8804210449 Informs that complallon of survey of safoly-rolaled equipment oui6>de con- 
'®»PO"®e 'o Insp fePI® 60 275/87-42 A 50-32.3/87-43 feschedolod *3 
'■pq'ilfoments to support Unit 1 re/uolmg oulaoo, 
bHll-l^R.j.O. Pacific Gas A EtoeWe Co 60/04/14. Oocunient Control Brancfi (Oocu- 
mentConool Desk) Ip. 45226 342-45226 342. 

request tor documents App V documents onci A 
%ve«at3lo to PDR & LPOR App Z docurnenis panially wilhtiotd (rol FOlA EKOmpkons 8 
? '^'tbheW (tof FOlA Exemptions 7) 

bHlM&LEV.O^ Division ol Rules A Records (Post 870413) 88/04/19 GARDE BP 
Governmonl AccOunlaMily Pro)ocl. 5pp 45232;135-45232 :)72 

Pa/tiariy doloied Rept ol inmiiy Q5-83 016 re allegation ol ioisllicai-on pt 
M i from Fresno Union Further invostigatioo 

unwarranted.based on failure lo confirm that slend-ln weldor took tests Roleled into 

^^j^^^^-^^NACkLETON.O.C Region 5. Oto of tho Director 83/12/16 26pp 

88-003. "Inadequate Latch EngagomonI In UFA 
tociMy^* Rotoys MIg by GE." Suh| relays not in use to Class IE applications at 

^ 08/04/21. Document Control Oranch (Docu- 
mont Control Desk) ip 46253 048 45263,049 


R. Pertodtc oparalirvg reports ft retsled correspondence 


cuTc^®. rl o Pefsohoel Exposure to Radiation lor 1987 " W/ 880320 

sHIFFtft.J.D. Pacific Gas A Electric Co. 67/12/31. 5pp 44969.07 1-44969.075. 

operating repla for Mar I988.W/880415 Ur. 

BEDESEM.P., TOWNSENO.J D . MALONE.D D I 


12pp. 452 16.226-452 16-23 7. 


Pacific Oas A Electric Co 60/03/31 


O. nspofiaoie occutreneeft, LERs ft relaled correspondence 

a80407Mt9 LER 87-019-0 l;on 87l020.timQ totorvoi toqused by Tech Spots 4 i 3.1 1 & 
persoiwel error A equipmeni/computer program 
^ooierrs Monitor declared inoperable pending completion of investigation. W/880401 

4M7^282 P®0«C Gas A Electric Co 88/04/01 6pp 46072:277- 


V. uperator Examinations 


6604250088 Responds to FOlA reouost for Into ro scores of reactor oparators A aenio' 
reactor Dperaloia.Forwards requaiiflcaUon exam summary source sheets listed In end 
BM w/personal privacy Info delated 

* Records (Post 870413) 88/04/19. HOLEY.K 
Public atfien a Critical Mass Energy Proiect 2pp 45213 003.45213.095. 

NRC adminlsieTed requelrticatlon exam results summary. 

NFIC • No Detailed AlliHallon Given. 87/07/20 88pp 452t3;007-4S2l3:095 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F. Security, medtcsl, emergency ft fire protection plans 


880414^1 Provides schedule of emergency response aclivtlles for remainder ot FY88 
to regional staff lor plannlng^purposes. 

Rsfliofi 1. Ole of the Director. 88/03/02. RUSSELL.W.T. Roglon 1. 
Ofoof the Drector. ip. 48122;2S0-45l22:268. 


8B04f3M65 Notification of 880323 Moeting 86-036 w/ulil In Kino ol Prussia PA lo dis- 
cuss fire protection open items. 

'• Director 68/03/22 Region 1, Ole of the Director 


a 7 i CA V Iir re vioianoas noieo in insp HepiS 50‘i^4r//cti‘ 

^ o^</8/oB-Ol.Cofrecfiv^ actlors'worker fnvofvod suspeadod from r&spifdtory 
qusNnce^n list until cc-filted tOf tasp^tatoiy on 660t26 

(jALWGHER.J.VV. Philadelphia Electric Co. 88/03/28 KANE,W F Region I. Ofc ol 
too Director. 4pp. 44970;303-44970;306. 


Badiatton Safety InM Ropts 50-277/88-07 A S0-278/e8-07 on 
8802i6-l9.VK)la|lon re lack Of procedure for caiibr A source checkinq of portal moni- 
tors ooleo, 

BElLAkRf.R.R, RMion 1. Ofc of the Diroclor. 88/04/04. KEMPER JS Philadelphia 
Elecuio Co. 3pp. 461 4 ?: 1 64 -4 5 1 42: 163. 


-•SfMfWsa Safety Insp Repla 60-277/88-07 A 50-278/88-07 on 880216-19 Violation 
ootM.1«la areas Inapected-wortioT attegaiion re use ol respiratory protection A h&l 
to Unit 3 diywell A retraining facility staff in radiation protection 
uRAOOUN.t., TH0MAS,W., SHANBAKY.M. Region 1. Ofc ol the Director. 88/03/31 
7pp. 45142:1 67 -45142:163. 


Forwards Safely Insp Bepts 60-277/88-02 A 50-278/88 02 on 880206- 
03) 1 ft notice ol vlofatton. 

(MNE.W.F. flMtoo 1, Olo ol the dtecior. 88/04/04. KEMPEfl,J.S. PWladolphle Elec- 
frte Co- 2pp. 45130:279-45130,316. 



DOCKETED ITEMS 63 


-8804t?0212 Insp Hepls 50-277/60 02 S 50-270/00 02 on 880206 0311 Violalon 
noted Major areas inspoclod accossibto portions ot oporator'ai safely, radini on 
profection,phvsical socuriiy. control room activillos & liconseo ovonts. 

WIL LIAMS. J-H . LINVILLE.J C Rogiort I. Olc o1 Iho Director 88/03/20. 34pp 
45130 282-45130 315 

6604250169 Forwards Insp flepis 50-277/68 09 8 50 278/80 09 on 880229- 0303 & 
notice of violation 

Bt'LLAMVRft Roglon 1, Ofc of tho DiiOCIor 88/04/16 KEMPEH.JS. PhiladG'phia 
EfectficCo 2pp 45224 161-45224 169 

-B604250160 Noiico of violation from insp on 080229 0303 Violation noted liconsao d d 
not mainia n documontallon of 1983 anneal emergency proparodnoss audii & did noi 
poiiorm annual audil during 1985. 

* Roglon 1, Olc of tnoDiroclOf. 88/04/16 ip 45224:163-45224 >63 

-8604250162 Insp Repts 50-277/06-09 & 50-278/08-09 on 800229 0303 V;o!e 1 lcns 
noted Major areas Inspoctod emergency preparedness ptogram.ieview ot previously 
Idoniitied msp findings & changes to emotgency proparerinoss program 
GORDONCZ, LAZARUS.WJ Roglon 1. Ofc of ihe Diroctor. 09/04/12 6pp 
45224:104-45224:169. 

BS04270026 Advises that 071209 rev to physical security plan consistent w/ provisions 
of lOCFnso 54(p) & acceptable 

BELLAMY.R R Region 1. Ofc of the Diiecfor 00/04/18 BAUER.E G Phladeiphla 
EIcctnc Co 5pp 45241:169-45241:173 


Q. Adjudicatory correspondence 

8804110019 Eslabhslimont of ASLB / Board esiabl.shod to pres-ilo over Pniladolpl'ia 
Electric Co.ot at pioceedmg le Tecli Spec mod concornng new corporate & piani 
slafi orgenizallonal strucluro Sorvod on 060407. 

COTTER.BP Atomic Saloly and Liconsing Board Pane) #289 6031. 88/04/06 2pp 
45049 020-45040.021. 

8504180099 Momorendum & order (sotting deadline for filing of conioni'ons) * Alters 
deadlines in Socllon 2.714 (a){3j & (b) of order lo provide lor fifing ol commonwealth 
cenieniions & amends lo 080425 petition. 

FRyE.JH. Atomic Safety and Liconsing Boar-d Panol. ^288 6054. 08/04/06. 3pp 
45128:039 45126 041 

6804290040 Roquesl (or oxlonsion of hmo m which to hie conioniions & suppiomoni to 
peliiion lo Intervonca & roquosi for hearing.* Thlrty-doy oxtons’on sougiil lor listed 
ruasons. Cuiiificaio of Sve onci. 

SEARCHINGER.T Pennsylvania. Commonwoolth of //286 6152 00/04/22. 

FftVE.JH , BRICHT.OO. COLE.RF, Atomic Saioi-y end Ltcoos'ng Board Panel. Bpp 
45256 033 45268.040. 


H. Qoneral correspondence 

6604070271 Roquosis that JS Kemper ho added lo carbon C<^ I si lor Limerick 
cotraspondenco.Kerppor tillo Incorroctly idenliliod In author 080328 Ur lo WT Russell 
& should bo corroclod lo road "Sonioi Wo ProsIdonlNiiclear." 

MCNEtLL.C A Philadelphia Eloclrlc Co 00/03/30, RUSSELL.W.T, Region 1. Olc of 
Iho Dirocior Ip. 45029:266 46029:268. 


I. Financial Information 


BB0427023S Forwards annuel roots (or Philadelphia Eloclrlc Co.PSE&O, AUanllc City 
Eloclrlc Co & Oolmarva Power & Light Co. 

BRADLEY.E J Philadelphia Electric Co 08/04/10. MURLEYJ B. Olfico ot Nuclear 
Reactor Regulation. Oboclor (Post 87041 1 ). ip. 45260:221-45261:004. 


J. Insurance 6i Indemnity Informailon 

8804130161 Forwards EndorsemonI 72 lo MAELU Pulley MF-67 & Endoisemonl 122 lo 
NELIA Policy NF-140. 

BRADLEY, E.J, Philadolphia Eloclrlc Co. 86/04/07. OINITZ.I, NRC • No DotaJod Alhl- 
atlon Givon. 5pp. 4S008.270'45090'203. 

6804100088 Forwards Endorsomonl 12 to NELtA Poticy I & Endorsomonl 3 lo MAELU 
Policy 1 

BPADLEY.E J. Philadelphia Electric Co, 80/04/08 OINITZ.I. NBC - Ko Oeiallod Aflill- 
ationGivor* 5pp 45163:341-45163 345 


O. Advisory Committee on Reactor Safeguards reports 8; correspondence 

0804140215 Submits summey ol actions discussed at ACRS 335lh mealing on 880310- 
12 In WashIngton.DC.inctuding ACRS repts/ recommendatlons.olber 
aciions.egreements.assignmenls & requests & tuluro agenda. 

KERR.W. ACRS • Advisory Commllleo on Reacior Safeguards. 09/03/24. ZECH.L.W 
Commissioners. 4pp. 45118:172-45116:175. 


P. Operating license stage doouments & correspondence 

8804130046 Nohlication ol 880216 mgt mooling w/util In King of Prussla.PA lo discuss 
announced util mgt change. 

LlNVtLL£.JC Region 1. Ofc ol the Oiiectot. 68/02/18. Region t. Ofcot the Oitectoi 
2pp. 46090 354 46099-355 

8804140027 Notification of 6B0322 Licensee Meeting 88 036 w/ulil In King ol 
Prussia, PA to discuss plant review piocess 

LIN\/ILLE,J. Region 1. Ofc o( the Director. 68/03/10. Region 1, Ofc o( the Director. 
2pp. 45122:283-45122 284 

8803240426 Genetic LIr 88 08 to all power reacior licensees & applicants re removal ol 
organization charts from Tech Spec administrative control require ments.Svc list end. 
MiHAGUA,F.J. Associate Director for Projects (Post 870411) 88/03/22. Consolidated 
edlson Co. of New York, Inc 47pp, 44972:107-44972:163- 


8604120299 Notification ol [ Icensco Moetirg 86 046 O-n 680331 w/utl at plant lo dis- 
cuss liconseo plans & schedules to make lac I ly ready lor tesieri. 

LINVILLE.J Rodion 1. Olc cl the Oi'ocior 68/03/24 Reg on 1, Olc of the Brcctcr 
2pp 4 5090 04 9 4 509 9 0 50 

8004120384 Responds to request let spoe'e conlitmaiofy i.nlo to permit NRC le co-m- 
plele review of appilsalicn lor amend to Tech Specs re (J.osel generator lue' cii sys In 
cider to bring plant Into contoimance w/Reg Guide 1 137 

GAlLAGHEn.JW Phiadelph a Electric Co 68/03/30 BUTLER. WR Pre.ocl Crecior- 
810 1-2 5pp 45091 155-45091:159 

8804110125 Fonvards SER suppoit ng uti responses to Gone-'-c Lit 63-28. Horn 2 2 1. 
‘’Equm.monl Clossificaiion Program lor A I Saioiy-Relalod Components " 

MARTIN.RE. Pioieci U roclo.'ato 1-2. 80/04/01. BAUER.E G. Ph ladelphia Eioctt.c Co 
2pp 45070 251-45070 272 

-0804110132 SER accepting ulU responses to Generic Lit 03 28.ltem 22 I re eqjip 
mont classification program fo.' all satoiy-rolalod components 

* NRC - No Ooia led Afl.l-at on G von 06/04/01 4pp 45078 253-45076 272 

8804130357 Advises thei tompo'ary waiver ol cornel enco not issued in ccn.unciiori w/ 
emergency liconsng amend granted fer plants for 1>rsl lime.por gu-idancu from HR 
Oonlon 070227 memo Twelve wo-vers have boon Issued since Shoiiy ru'e In olfoct. 
STELLO.V. Olc ol the Executive Oi'octor lor Operations 80/04/06. RCBERTS.T M 
Comrr.lssionors 2p0 45117 016-45117.017 

6804198093 Forwards Amends 130 & 133 to Liconsos OPR-44 & OPR-C8. fospeevivoty 
& safely evaluation. Amends add survei'lance roqui-'emonls lor time de'ay feature ol 
<oacior prolectio.'i sys allornato power supply undorvcitago proteciivo device 
MARTIN.RE Project Dirociorato 1-2. 88/04/08 BAUER.E G. PniladelpMa Electric Co. 
Opp 45155 230-45155 245 

-8804190099 Amends 130 & 133 to Ltce.isos DPR-44 & DPR 56.rospectivoly, add-ng 
survo llance roquiremoitts lor me delay footuro ol endervollago protective device for 
roacict protection sys alternnlo power supply 

OUTLER.WR Pieloct Difocicraio 1-2 0OM4/06 ICpp 45155 233-45165 242 

"0604198108 Safety evaluation supporting Amends 130 & 133 to Liconsos DPR-44 & 
DPR • 66, respectively. 

* Oil CO of Nuclear Roacfe.' Rcgulaiion. Oirocfer (Post 870411) 68/04/06 3pp 
45165:243-45155 245 

88O40BOOB8 Generic Lir 60-07 to power reactor licensees & appicanis re mod-hed on- 
forcernani pni.ey concerning lO-CFRSO 49. "Environ Oual.tication ol Electrical Equip- 
ment Important to Safety to/ Nuclear Power Plants " Sve hsi enct 
MtRAQLlA.r J Associalo Oncctot lot Projocls (Post 870411) 88/04/07. Conso'idaied 
Edison Co. ol Now York. Inc. 49pp 45164.237-45164 285 

8004120238 Staff roqu-iomenia memo on 8B033I aflirmahon/discusslon & veto in 
Washlngton.OC re SECY-0nOO6 concornng Co-mmo-nwooMh of PA 880122 second 
potition fer hearing on facility 

CHILK.SJ Office ol iho Socrotary ol the Coinfrissfen 88/04/07. PARLER.VVC 
OlFco ol ibo General Co-..nsol ip 45100 300 45100 300 

6804130361 Forwards Sect-ons t & II ot Rev t to ' Plan (or Boslart el Poach Bottom 
Alom'c Powof Station." per 0603 10 commllmonl. Rev incorporates second 4 third 
recommendations from ZT Pato 8801 1 1 lir.Rev summary & eclivilies schedule also 
onci. 

PAOUETTE.J F PiiMadolph-a Electric Co 00/04/00 RUSSELL.W.T Region 1, Olc ol 
the O'recior. lOpp. 46 188.000-45107. 104 

-8804130366 Rev 1 to Socl'on I, "Co.'poro(o Action." ol "Plan for Restart ol Peach 
Bottom Atomic Power Station ' 

* Philadolphia Eleclr.c Co 08/04/08 1 13pp 45186 100-45166 235 

"8804190307 Rev 1 to Soclion II. "Poach Bottom Atomic Power Siai-on Action." ot 
"Plan lor Restart ot Peacli Bottom Atomic Power Station.*' 

* Philadolphiu Electric Co. 88/04/08 2l4pp 45166.236-45167:104. 

8604150226 Informs ol planned change in ulil method Of porlormfng OC montori>ig ol 
shll oporalions. Present lull shill coverage will bo mod-tied to include scheduled 
random monitoring of allornoon & night slulls by 80041 B. 

MCNEILL.CA Philadolph a Electric Co 88/04/00 RUSSELL.W T, Rag-on i. CIc ol 
the O. rector 2pp 45131 260-46131 361 

8804260020 Forwards util response to INPO 880111 Hr re Rev t to lacility restart 
plan.por B80304 request 

MCNEILL.CA Philadelphia Electric Co, 68/04/15 RUSSELL.W T Roglon 1, Olc ol 
the Director 6pp 4523/ 184-46237:169 


O. Inspection reports, IE Bulletins & correspondence 


8804010144 Advises that lulure correspondence re insp & entorcomenl shou'd be od- 
dressod to CA McNoilI.Execulive Vice President- Nuclear. 

MCNEILL.CA. Phladelphia Electric Co 88/03/25 RUSSELL.W.T. Region l. Olc ol 
Ihe Diroctor ip 46020 016-45920 016. 

8803210090 SuppI I lo NRC Into NoUco 67-044. "Thimble Tube Thinning in Westing- 
house Roactora." Sve list onci. 

ROSSl.C.E- Division ol Oparalional Events Assessment (Post 870411). 00/03/28. 
Consolidated Edison Co. ol New Yoik. Inc. I2lpp 44995 126 44995:246. 

8803220296 NRC Info Notice 86-0I0, "Mails Ucenseos.Lack of Mgt Controls Over Li- 
censed Programs " Sve list end- 

CUNNINGIiAM.R.E Division ol Industrial & Medical Nuclear Safety (Post 870729). 88/ 
03/28. Consolidated Edison Co ol Now York. Inc 108pp. 44995 247-44995353 

8804040091 Responds to NRC 600226 Hr re violations noiod in Insp Repts 60-277/86- 
01 & SO-278/8a-01.Corfeclivs acllons worker Involved suspended from respiratory 
qualification list uniil ro-lfiled lor ullraview respiratory on 8 B0 126. 

GALLAGHER .J.W. PhWBde'pWa Elotliic Co 80/03/28 KANE,W.F. Region 1. Olc of 
the Diroctor. 4pp 44070:303-44970:300 



i«<iu \s« va>x^ ou* 

ooidanco w/lE Bul>6l-n 88 003, "Motor* Operated Valve Commort Mode FeJores 
During Plant Tiensionta Due to Improper Sw-lch Seil'pga " 

weNZ«NG6n.E.C neg,on \ . Olc of the Ovectoi. 86/03/28 KEMPER, J S. Philadelphia 
Electric Co 4pp. 4&02t 243 *46021. 346. 

8804tt03t0 Forwards lasp Roots 50 277/68 06 & S0 2?6/6a 05 Qn880208-12 & notice 
ol vioratton 

BElLAMV.R R Bogion 1. Olc of tho D.iociof 68/04/04. KEWPER.JS Phi'ado'pKa 
ElOCtfloCo 3pp 45126 t76-45t26;l93 

•'6804110312 Notice of violalon from <nsp on 880208 ■ 13 Vio'elion noted. Aoroemont 
State license d-d not aoihorite foceipl of tritiutn during 87tt2S Uans'et & (alluto fo 
venfy focipiont licenso prior to transfer of cadoactive rnaM 

* Region l. Ofcol me Director. 88/04/04. ip 45138;18l-45138 181 

-8804110319 Insp Repis 50 277/03 05 & 50 378/09 05 on 880208 1 2. VIololions 
no(odMa,or areas insp ec tod: sold radwaste 6 (adioaciivo mail shipping 
progratn/nciuding control, rediochomistry & ‘mpfementation ol ptogiams, 
BfCEHOUSe.Hj.. PASCfAK.WJ. Region 1. Ofc ol tho Oiroclor. 88/03/29 t2pp 
45126 ia2-45l2a:l93 

8604130049 Forwards RadiaOon Saletv Insp Repts 50*277/88*07 & 50-278/88-O7 on 
880216-19 V'ola non re lack of proceoure for calitir *& scarce checking of podal mon!* 
lots neied. 

BEtUMy.RB Region I. Olc of the D'rector 88/04/04 KEMPER.JS. PWiado'phla 
ElecliioCo 3pp. 40142 154*45143.163 

-6804120053 Safely Insp Repts SO-277/6e*07 & 50-278/66*07 on 880216-19 Violation 
nclod:Mator areas inspectedrwcrkor a’l-^al-en re use of respiratory protection S hoi 
spot shioWirw in Un4 3 diyweil 6 teltalA-rto iecit^-/ steH in radishon protection. 
DRAGOUN.f. THOMAS.W. StiANBAKV.M Region 1. Ofc ol the b.foclof. 68/03/31 
7pp 45142 l67-45142;te3 

8804129200 Forwards Safely Insp Repts 50 277/86-02 S 50*278/86 02 on 880206- 
03i 1 & noLce ol violation 

KANE.W.F. Reg'or> t. Olc ol ihe Oueclor. 66/04/04 KEMPER J.S. Piviadetphia Elec- 
tric Co. ?pp 45130 270 45130 315 

-66C4 120209 radially withheld notice ol violation Irom msp on 660206 0311 pel 
10CrH/3 2lVVio.'at’an no: cd unlocked & uneltcnded vehic'a parked in util vital eroa 
on 680220 

* Region 1 . Ofc ol ihe Dwecicn 66/04/04 ip 45130 281.45130.2&1. 

-S604I20213 Insp Rents 50 277/86 02 6 50*27e/68*02 on 880206 0311 Violation 
neiod.Meior areas inspected accossArta podicns ol opaiat>onal sale-ty.Tadlation 
protection ptiysfeal sacunly. control room activities & licensee events 
WIILIAMS.J.H . LINVILI.E.J.C. Region 1, Olc of the O.reci-or. 68/03/29 .34pp 
45120 282-45130 315 

8804130182 Ack recolpl ol 6603 1 1 lira amending util 8B0225 & 26 Krs Inlormlng NRC of 
stsps taken to conect vtolaiions i>oied in Insp Repts 50 277/87*37 60 278/87-37 & 
S0352/a7*20. 

BEtLAMY.nn. Region 1. Ofc ol tha Director 03/04/04 KEMPER JS. Ph.iadelphla 
Electric Co 3pp. 451 54 099-451 54. 1 1V 

66040102S6 NRC Into Notce 06*01 1, "Poloniial Loss ol Motor Control Cir 4/or Switch 
l>Q3(d Fuhcltoft Dee lo Famiy Tie Bohs." S re list oncf 

ROSSI.CE Oivis'on ol OperaUonal Events Assessment fPosi 8704 II) 06/04/07 
Consolidaied Ed son Co of Now York. Inc 124pp. 45406 292*4540/ 051 

8804140501 Noiificai'on Ol 880421 meeling w/vtil & GE in Rockvi.le.MD to d scuss IJ* 
cc*nsee plans & eases for inspecting shroud sapporl access hole covers on lacility ro 
ctacks lourvd in Unit 3 covets. 

MARTiN.fl.E pioleet Oirecioralo J*2 66/04/06. BUTLER.W R PiojecI Direclofato 1*2. 
3pp. 45130 154 45130:156. 

86041 50230 Hasponds to 860205 NRC Bulletin 66-01 re delects in Wesimghouso circuit 
breakers for facil lies.Woslingliouso DS series circuit breakers not used at 
planls.Olhet piovislons ot boVelln do not appiy lt> plants. 

KOWALSKI.S.J Philadelphia Elociric Co, 89/04/06 RUSSEIL.W.T Region 1 Olc of 
die n/rectot 2pp 45138:028*45 138:029. 

8804230077 Notilcaiion of cance'od 680421 mealing w/ol4 & GE in Rockvii;o.MD to 
discuss (icensao plans S bases for Inspecting sh/oud suppod access ho-'e covers on 
Urni 2 te cracks tound in UnU 3 covota on 830122. 

MARTlN.nE. Pfojoci Oirociorate 1*2 88/04/06 BUTlER.W R Prolect D'roctorale 1*2 
3pp. 45201;087*45201:089, 

8804200036 Summarires 860322 meeting w/ul4s re plant restart review process NRC «o 
cotxfuci iiilcgraiod perfoimance assossmeni team Insp to assess e fleet iveness Ol Im- 
p*einoniaVon ol licensee plan List of aiiendeos end 

KANE.W.F* Region I. Ofc of the Director. 86/04/1 1. MCNEILL. C A. Philadelphia Elec- 
Inc Co 4pp. 46226:186 45226:189. 

8004080370 NRC Into Not'e© 86-012, "Overgreas-ng of Electric Motor Soannos” Sve 
hsi encl. 

ROSSI.CE. Dwislon ol Operational Events Assessment (Post 870411). 88/04/12 
Consol dated Edison Co oiN’ew York, inc t23pp 45165.028*45165:150. 

8804210380 Ack receipt t4 880201 hr tnTotm>ng NRC ol steps taken to correct vioiaiions 
noted In insp Repis 50 277/67*23 A 50-278/87-23. 

GALLO.RM. Region I. Ofc of Ihe Dueclor. 68/04/15. MCNElLl.CA Phliadoiph a 
Electric Co. 2pp. 45226 350-45228 355, 

8804260169 Forwards Insp Repis 50-277/68*09 A 50*278/88-09 on 860229* 0303 & 
nerttte ol wolailon 

BELLAMY.R.R. flomon 1. Olc of the Director. 68/04/16 KEMPER JS Philadelphia 
Electric Co 2pp. 45224 161*45224:169. 

-8804260160 Notice ol violation from Insp on 880220 0303. Violation noiedliconsea d‘d 
not malnlam documematiotr of 1983 annual e-morgency preparedness audit & did not 
perfoim annua) aurM during 1985 

* Region 1. Olo ol Iho Director 88/04/16. ip 45224ri93*45224:l63 

-8804260162 Insp Repts 50-277/68*09 a 50*276/68 09 on 880220-0303. Violations 
noted Major erass mspacied emergency preparedness progfam.iavlew ol previously 
Idantilied insp lind.ngs 8 changes to emergency preparedness program. 

QORDON.CZ., LA2ARUS,W.J. Reg-Of) 1. Ofc ol the Olrecior. 89/04/12 8pn, 
45224:164-45224;169. 


n. f-oiiwuiv 


8804230040 Monthly operating repis for Mar Id86.w/88041S Hr. 

MIDDLEION.L.L , ALOEN.W.M. Ph-ladolphia Electric Co 88/03/31 I4pp. 45221 33' 
45221 348 

6804120325 Forwards poriodic status ropi lor 6603f4*3l .nept intended to provide NR 
mgi & public w/ovorvlew ol plant acl.viitos A NRC insp activities. 

LINVIlLE JC Region 1. Ofc ol Ihe Director 88/04/07 KANE.WF Region i. C'ci 
tha Director 4pp 45079 302-45079 305 


S. Reportable occurrences, LERs A related correspondence 

8803300272 LER 68 002*00 on 880301. reactor scrammed during performance ol f’roci 
dure GP fI.E. ' Reader ProlecHon Sys iflPS) * Scram Reset.'' Caused by operaii 
error Operator counseled re importance of ationHon to detail W/8B0325 Hr 
8IRELY.WC., lOQUE.RH Philadelphia Electric Co 88/03/25 4pp 44953.15 
44953:154. 

6804040035 LER 88*003*00.on 8d03{>2.ESF actuation occurred due to undervo’lago In 
ol breakers wh lo adjusiinn detective voltage rheostat Caused by doloctivo voltag 
(hoostai Bceakcte closed A iheostat copfaceO W/860328 Ur 
BIRELY.WC. LOQUE.RH Philadelphia Electric Co 88/03/28 5pp 44971 22! 
44971:233 

6804060043 LER 08*006-01 on 880303.prirr>ary conlainmoni isolation sys group l.'A i8< 
lation signal occurred.Causod by loss ol power to RHR sys logic bos A duo to puke 
lusa Irom panol.Fuso rgplacod A Iso'aiion reset W/eQ0330 Hr 
BIRELY.WC. l.OGUE.HH. Philadelphia Electnc Co 88/03/30 5pp 46072 10 
45072 105 

8804080034 LER 87*03l-0l.ort 67l23l.daiernilnod lhat loss ol power to eviractc 
Sloam block valves could result m loss ol feedwater healing ovont outsido do$; 
basts of facility. Cause under invosiigaiion.Faci.'ily mod plannocTw/SOOSSI Hr. 
BIRELY.W.C. LOQUE.RH Philadelphia Elecliic Co 88/03/31 7pp 45092:10* 
4 5092. » to 

6804060056 LER 86*004 00:011 880302.ielay Hipped causing breaker trip, resulfng 
cotvialnmanl isolat ons A inopotability of tiro pumps.Caoseo by unoxpocled hip olv 
do/vellago lolay Relay co-l shipped to mig lor failure analysis W/8dod3 f In 
BIRELY.WC. LOQUE.RH. Phladelphia Elocinc Co 68/03/31 9pp 45100 06, 
45100070. 

8604080162 LER 68 005*00.on 6e0303.conirol panois failed lo mool original ses*:: 
qualifications Caused by Installation error A not tol-'Owing design drawings R a so diai 
nel ol each panel welded lo Hoor ombod on outside ol panel. W/600404 Ttr 
aiRELY.WU. LOGUE.R.H Philadelphia ElOcIrIC Co 88/04/04. 5pp 45098 151 
45098:162 

3604130063 LER 86*004-0 t:on 6B0302.rQlay trip causing breaker Hip rasu'tod 1.1 C0< 
la.nmenl isolations A inoperable lire pumps Caused by severe heal damage on icit 
ceil Coll shipped lo mIg.Tomporary lead ln$ielled.W/800408 Hr 
fllRGLY.WC. LOQUE.RH Phladelphia Etoctoic Co 88/04/09 9pp 45131 U: 
45131:120 


U. Congresslonal/Executive Correspondence 

6604130366 Rosponds lo 660212 Hr raising number of concorns ro plant. Oocis-on 
permit resierl will not bo maoto until Commission convinced that previous problan 
corrected A that operation ol iadliiy in sale manner assured. 

ZECH.L.W. Commissioners. 88/04/07. SCHAEFER.W.D. Maryland, Stale of. 5p 
45412 351-45412 358 

-880225009B Discusses issues surrounding facilily.State of MO has no iormal slarutv 
in review process.NRC should tdentlly spocilic restart criteria. 

SCHAEFER.W.D. Maryland. State of. &8/02/12. ZECH.L.W. Comrr4ssloners. 3p 
45412:356*45412 358. 


V. Operator Examinations 

8604160226 Informs ol planned change In ulil method ol performing QC monitoring * 
shill operations.Preseni full shill coverage wul be modified lo Includo schotiuH 
random morvLonnq ol alleinoon A rvighl shiUs by 880416. 

MCNElLL.CA Philadelphia Electric Co 08/04/08 RUSSELL.WT Region 1. Olc 
the Orector. 2pp 45131 360*45131:36I. 

8804250088 Responds to FOIA re-ouesl lor Into re scores ol reactor operators A sen' 
reactor operelors.Fonvards lequatificaifon exam summary source sheeis listed in on 
a^ w/petsorval piivacy Info deioled. 

GRIMSLEY.OH O.vision Ol Rules A Records (Post 870413). 88/04/19. OOLEY. 
Public Citizen’s CrlKcal Mass Energy Project 2pp. 45213 003-45213:095 

-6804260167 Package of NRC adrninlsterod requabflcalion exam results summary 
• NRC - No Detailed AlhllaHon Given 87/07/20. 8Spp 45213:007-45213 095 


DOCKET 50-276 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency A lire protecUon plane 

8804140091 Provides schedule ol emergency response activities lO' remainder of FYf 
to regional stall lot planning purposes. 

BELUMY.R R Region t. Ofc of Ihe Director 88/03/02. RUSSELL.WT. fleg'on 
Olc of the Director, ip 45122 258 45122 256. 

8804130055 NotilicaHoo of 880323 Meeting 88 038 w/ulil In King ol Prussia.PA to di 
Cu8s fire protection open Hems, 

LINVILLE.J. Region 1. Ofc of the Olrecior. 80/03/22, Region 1, Ofc of ihe Oirectr 
2pp. 45099:352-45069:353. 


DOCKETED ITEMS 55 


fla04a40091 Responds to NRC 600220 llr le v.olaiions noted in Insp Rcpts SO 277/Ga- 
Oi 4 50 278/80 01 Correclivo act:ons workor involved suspoiidad IfOm ruspiralory 
q ja'iliCaton l.sl until ro lKtod lor utliaview leSptalOry on 880126. 

GAtLftGHEn.JW Ph.lado.‘ph-a Eloclric Co 88/03/28 KANE.WF Region I. Olc of 
Iho 0.'0Clo/ -Ipp 44070 303 44970 306 

8804120049 Forwards Radiation Safety Insp HepIS 50-277/BB-07 & 50 278/88 07 on 
8602 t6 t9 Violation re lack of procedure for calibr & source chocking of portal inorj. 
lois noted 

BELLAMy.RH Region I. Olc ol Iho Oiroctor 80/04/04 KEMPER.JS, Phlladolph:o 
blecliicCo 3pp 45I42;154-45I42 163 

-8804120053 Safety Insp Repis 50-277/8B 07 & 50 278/88 07 on 800216 19 Violaton 
noted Major areas inspected worker ollcgaiion re use of lespualory protection & hot 
spot st'iciding m Un i 3 dyvoll & reiia n ng laci'ily Stall m radial on protection 
ORAGOUN.T Region l. Olc of Iho Diroclor 80/03/31 7pp 45142.157.4 5142:163 

8804120200 Forwards Safety Insp RopIS 50.277/80.02 & 50.270/68.02 on 000206- 
03 1 1 4 notice of violation. 

KANE.W F Region 1. Olc ol the Director 00/04/04 KEMPERJ S Philadelphia Etoc 
IricCo 2pp 45130 2 79 45130 315 

-8804120209 Partially withhold noiico ot violation Iroin Insp on 000206 0311 (ret 
10CFK73 21) Violation noted un’oekod & unaltondod vehicle parkod In utl vital aroa 
on 880220 

* Region 1. Olc ol the D rector 80/04/04 ip 45130 281-45130:281 

-8804120212 Insp Ropis 50-2/7/00-02 & 50 270/88 02 on 0(10206 0311 Violation 
noted Major areas mspoclcd accossiblo podloris of operational saloty .radiation 
proiection.physical security, control lOom activilios & liconsoo events 
WILIIAMS.JH Heg.on 1. Olc ol Iho Directoi 80/03/20 34pp 45130 282-45130 315 

8604250159 Forwards Insp Rcpis 50 277/88 09 & 50-2/8/e& 09 on 880220- 0303 a 
not CO ol vio’aiion 

BELLAMY.RR Rogion 1. Olc ol iho Oiroctor. 00/04/16 KEMPER.JS. Philadoiphia 
EtocliiC Co 2pp 45224 161-45224 169 

-8604250160 Notice ol v.otaiion from insp on 000229-0303. Violation noteif liconsoo did 
not maintain documoniat-on ol 1003 annual emorgoncy proparodness aud.i & d.cJ not 
porlorm annual audit during 1905 

• Region 1. Olc of the D-ioclor 80/04/16 Ip 45224 163 45224: 163 

-8804260162 Insp Ropis 50-277/80 09 & SO 270/88 00 on 080229 0303 Violations 
noted Major areas inspected emorgoncy picparodnoss piogram.ievlow ol proviousty 
Idenliiicd insp findings 4 changes to emergency prepareanoss pnraram 
GOnOON.CZ, Region 1, Olc ol tno Oiioclor 08/04/12 6pp 4^24: 164-45224: 169 

B804270026 Advisos Ihoi 671209 rev lo physical socunty plan consistent w/provisions 
ol I0CFH50.54 (p) 4 acceplablo 

BELLAMY.R R Rogon 1. Otc Ol Iho Oiroctor 08/04/18 8AUER.E G Philadolpho 
Electric Co 5pp 45241:169 45241:173 


O. Adjudlcalory correspondence 

8804110019 Esiablishmoni ol ASLO.* Board oslabl-shod lo preside over Philadelphia 
Eleciric Co.el ai proceeding re Toch Spec mod concerning now corpo-'oto 4 plant 
stall organirahonal structure Served on 080407. 

COTTEh.B.P. Atomic Safely and Licensing Board Panel #208 C031. 88/0-1/00. 2pp 
45049 020-45049 021 

8804 180009 Memorandum 4 order (soiting doadlino for fling of contentions) * Alters 
dnacllines in Section 2 714 (a)(3) & (b) of ordor to provide lor tiling ol commonwealth 
coritoniions & amends lo 880425 polllion 

FRYE.J.H. Atomic Saloty and Liconsing Board Panel //20B 6054. 88/04/06 3pp 
45128 039 45128 041. 

8804290040 Roquesi for oxtonslon ol limo In wh-ch to life conioniions & supplement lo 
peiillen to mtcrvonce 4 request lor hearing.' Thirty day oxtonsion souglil (or listed 
reasons. Ceitilicaio ol Sve oriel 

SEAKCHtNGER.T Pennsylvania. CommotvwoattU ot (IPBQ 6152. 80/04/22 
FRYE.J H.. ORKSlfr.G.O., COLE.R.F. Atomic Safely and Licensing Board Panel. 8pp, 
45256 O33-45260:O4O 


H. General correspondence 

9004070271 Requosts that JS Kemper be ailded to carbon copy 'isi lor Limerich 
correspondonce Kempor lilto Incorrocily idoniiliod in author 860328 Hr to WT Russell 
S should bo corrected lo road "Senior vice Prosidenl.Nucloar." 

MCNEILL.C A Philade'ph'a Eloclric Co 08/03/30. RUSSELL.W T. Reg on 1. Ofc ol 
the o-recior. Ip 45029:266 45029 266. 


I. Financial Information 


8804270235 Forwards annual repts lor Phladolphia Electric CO.PSE4G, Ai’anilc City 
Electric Co & Delmarva Power & Light Co 

SRAOLEY.E.J, Philadoiphia Eloclric Co. 88/04/lB. MURLEY.T.E. Olhee ol Nuclear 
Reactor Rogutalion. Director (Post 670411). Ip. 45260.221 -46201.064. 


J. Insurance ft Indemnity Information 

8804130181 Forwards Endorsement 72 to MAELU Policy MF-G7 & Endorsement 122 to 
NELIA Policy NF.140 

BRAOLEY.EJ Philadelphia Electric Co 86/04/07. OINITZ.l. NRC • No Oeiaiied All-ll- 
alion Given. 6pp 46009.270 45099 283. 

8804190088 Forwards Endorsoment 12 to NELIA Policy 1 & Gndorsemani 3 to MAELU 
Policy 1. 

BRAOuEy.E.J. Philadoiphia Electric Co. 88/04/08 OINITZ.l. NRC • No Delaited Alfill- 
allon Given 6pp. 461 63:34 1 -451 53:345. 


O. Advisory Committee on Reactor Safeguards reports ft correspondence 

8804 149216 Submits sutamo^ of acl'Ona d-scus$ed at ACRS 33Slh mooting on 880310- 
1? lA Washi.'.gton.OC.inciudir.g ACRS repts/ recommendations. Other 
aciions.eg'oomonis.essigrments & requests 4 future agenda 

KERR.W ACHS • Adviso.'v Comm itoo cn Reactor Saloguards B0/O3/24 ZECH.U W. 
Corrmissiorors -Ipp 451 18 172-45118 175. 


P. Operating licenae stage documents 4 correspondence 

8804130046 Noiilication ul 860218 mgi nieetng w/eiil in King ol Prussia PA to discuss 
anrouncod utl rrgi Change 

LINVILLE.J C. Rogion 1. Olc of the 0 rector. 80/02/18. Region 1. Olc ot iho 0 rector. 
2pp 45099 354 45099:355 

8004140027 NotIcallOA ol 880322 Liconsoo Mealing 80-036 w/uM In King Ol 
Piussla.PA to d-scuss plant review process 

LINVILLE.J. Reg on I. Olc Ol the Diiectof. 08/03/10 Region 1. Olc ol the Oiroctor 
2pp 45122 283-45122:204 

8803240426 Generic Hr 88-06 to- oli powof reactor Icenseos 4 appTcanis ro ferr.oval ot 
organizaton charts from Tech Spec adm n.$irailve control requiromems Sve list end. 
MIHAGLIA.F J Associate Oiecior lor Projocis (Post 87041 1) 80/03/22 Consolidated 
Edison Co ot Now York. Inc 47pp 44972 107-44972 153 

8804120299 Noiilicaiion ol Liconsoo Mooimg 88-046 on 000331 w/uiil ai p'ani to dis- 
cuss I'ccnseo p’ans 4 schedules lo make laciliiy roady for restan. 

LINVILLE.J Region 1. Olc of Iho Diroclor 88/03/24 Region 1. Olc ol the O.reclor. 
2pp 45090 049-45090.050 

8604120384 Rosponds to roquosi lor spocllic coni rmatory Into to po/mil NRC to com- 
pioiu review of app'ication lor amond lo Tocli Specs re diosol generalo.' tuel a:i sys in 
order to bring plant into conlormanco w/Rog Guide 1.13/ 

GALLAGHER.J W Phlade'phla Eloctrlc Co 80/03/30 QUTlER.WR Project Director- 
atol-2. Epp 45091 155 45()91;159 

8804110125 Forwards SGR support-ng UHI responses 10 Gonorlc Llr 93-20, Horn 2.2.1, 
■‘Equ pmoni Class- l:cailon Program lor AH Safety- Related Compononis " 

MARTIN.R E. Project Dirocioiala 12. BO/04/01. 8AUER.E.G. Pliiladolphia Electric Co. 
2pp 45078 251-45078:272 

-6804110132 SGR accepting uhl rosponsos lo Generic Ltr 93 20.liom 22 1 to equip- 
ment classilicallon program lor a'l saloiy-relaiod components. 

• NRC - No Oolailod AlMiat-on Given 80/04/01 4pp 45070 253 45070 272 

6 604 1303 $7 Advises that torrporary waiver ol comp'ienco noi Issued In conjunct on w/ 
emergency licensing amend granted tor plants lor hist Ims.por gudanco Irom HR 
Oonlon 870227 memo Twoivo woivors have been Issued sinco Snolly rule In ellecl. 
STEl LO.V. Olc of the Execulivo Dioctor for Operations. 88/01/06 ROBERTS.T M 
Commissioners 2pp. 4.M 17:016-451 17.017. 

8804190093 Forwards Amonds 130 & 133 lo Licenses OPR-44 & OPn-56, rospeclivoly 
& safety evaluahon Amends add su-'vei lance requiremonis lor t-ma delay foalure ol 
roaclor prolechon sys allornato powor supply undervoHago prolocirvo device 
MARTIN.R E, Piojoct Diroctoiato 1-2 00/04/06 BAUERtE-O. Philadoiphia Elocliic Co, 
3pp 45155:230 45155:245 

"8804190099 Amonds 130 & 133 lo Licenses OPR 44 & OPR-SB.respoclivoly. addng 
su-volllarco requromenis lor I mo cloiay footuro ol undorvollago protectwe dovico lor 
reactor proioct on sys allornale power supply. 

OUTLER.W R, Project O roclO '810 1-2 08/()4/O0 lOpp 451 55 233-45155 242 

"8804190108 Saloty ovalualion aupporiiing Amends 130 & 133 lo Licenses DPR 44 & 
OPR-Se.respoctively 

' Office Ol Nucloar Roaclor Rogulalion, Diroclor (Post 070411) 88/04/06 3pp 
45155 243-45155 245 

8804080088 Gonorlc Lit 08-07 le power roaclor liconsoos 8 applicanis re modiliod on- 
lorcoinoni pol-cy concerning lOCFRSO 49. "Environ Oualiflcaiion of Eleclncal Equip- 
moril Important to Safely fer Noe'ear Powor Plants " Sve list end. 

MIRAGLIA.F J. Associate Diioclor lor Projecis (Post 87041 1). 8B/04/07. Co.-rselidalod 
Edison Co. of Now York. Inc. 49pp. 45104:237-45164 205. 

8804120236 Slelf roqu foments memo on 880331 af1irmallon/d scussion & vole In 
Washington,OC re SECY-8G-066 concerning Commonwoollh ol PA 880122 second 
poliUon tor hnaiing or) fiici'ily. 

CHILK.SJ Ollico ol the Socrolary ol the Commission 88/04/07 PARLER.W.C. 
OH CO ol the General Counsel tp. 46100 300-45100:300. 

8804130361 Forwards Sociions I & II of Rev 1 lo "Plan lor Restart ol Poach Bottom 
Alom'c Power Siailon." per 080318 commitment Rev Incorporates second & third 
rocommonda lions Iron) ZT Palo 8801 1 1 llr.Hev summary & aclivil-os schodulo also 
end. 

PAQUETTE.JF Philadoiphia Electric Co 88/04/08 RUSSELL.W.T, Region I. Otc ol 
the Diroclor, lOpp 45166 098-45167 104 

•-8804130368 Bov 1 to Sochon I, "Coipoiato Action." ol "Plan (or Restart ot Peach 
Bottom Atomic Power Siabor) " 

' Philadelphia EtecIrIcCo 08/01/08 1 13pp 45166 t08-4StCQ 235. 

"8804190397 Rev I to Section II, -Peach Bottom Atomic Powor Slaton Action.’’ ol 
"Plan for Restart ol Poach Qotloin Atomic Power Sialion." 

• Philadelphia Eloclric Co. 83/04/08 214pp 45166 236-45167:104 

8804 1 502 25 Informs ol planned change in util molhad el portormlng QC monitoring of 
shiti oporalions.Presonl luH shill coverage will be modifiod to include scheduled 
random monilonng ol aflemoon& night shills by 600418. 

MCNEILL.C A Phiiada'phia Eloclric Co. 88/04/08, RUSSELL.V/.T. Region 1. Olc ol 
the Director. 2pp 45131:360-45131:301. 

8804350020 Foiwards uiil response to INPO 8801 1 1 llr ro Rov 1 to facil ly restart 
plan, per 880304 request. 

MCNEILL.C.A. Phliadelpha Electric Co. BB/04/t5. RUSSELL.W.T. Rogion i. Olc ol 
the Director. 6pp 45237:164-45237:169. 



Q. JnspectJon reports. IE Otilletins A correspondence 

8804010144 Advisee Ural fuiure cotresportdenco to 'nsp & enloicomont siicuid bo ad- 
dressed lo CA McNei:'.Execi.iive V;co Picsdenl- Nuclear 

MCNEIU.CA Plu'adelfina Elocir.s Co 88/03/?5 flOSS£LL.WT flogo-i i. Ole oi 
Ihe 0.'ecior Ip. 45020 0ie-4SO?0 0l6 

8803210090 Scppl 1 to IIBC In'o Nol'CO 87-044. ' Thir-b’o luf/O Ttinr.-ng in Wos' ng- 
house floacio's ' Sve i.st onci 

nOSSf.C.E Onnsicir Cl Oporalonal fvonis Assnssipent (Post 070411) 80/03/20. 
Consoiidated Edison Co oi New York. Inc. l2lrp 44095 126 44995 246 

88Q322029S NfiC fnlo Notice ao-OtO. "MaUs Uico-nscos LacK Cl Wgt Comte's Over t.i- 
PfOQ'’d«'nS '* Svc list coci 

Clj.NN.NGItAM.n E O-v-ston ol Industrial 8 Modical Naclcar SaleN iPost 8/0729). -68/ 
03/28. Conso-daiedEdisorrCe ot Hew York. Ir-c lO&pp 44935 247-44895 353 

880404009» Responds lo NfiC 880228 'If re viC'atiois noted :n tnsp Oopts 50 2 77/80- 
01 & 50 278/69 01. Conceive sci ons worker r.volvod suspended trem rospratory 
□L-aVicat'On i.$i unll ro-Micd lor ulirav'ew resp-ratory on 860126 
GAU-AGnen,jW Ft>.'adeiah.a Electric Co 09/03/28 kaHE.vVF Region 1. Ole ol 
iha Director 4pp 44970 303 449/0396 

8S04070332 nDoucsts add) into needed lo evaluate valve opeiatlly conditions m ac- 
co/danco w/iE Bu'letin 88 003. Motor Oporatod VaM Com-Ton Wooo I'aruier. 
Djr-nn PianI Transients Due lo i.Tiproper Switch Setti.ngs ' 

V\EM2WGFR.EC. Beg-on 1. CIc cl the D rector 88/0.1/20 KEMPER.J S Pniadotph o 
Eloclfic Co 4pp 45021 243 45021:246 

8894 1 10310 Forwards Insp Bepts 50 277/08-05 8 50-270/8 6 06 on 600208- 12 & not co 
ol vid'al-oP. 

BELLAMY.nn. Bog on i. Ole ol Ihe Dtiectoi 89/04/04, KEVPEO.JS, Phi'adoipMa 
Electric Co 3pp 45120 170 45128 193 

-80O4tl93l2 Notice ol vio'ntion l/om msp on 89O2C0 i2.Violat-o.n noted AgreD.-noni 
Slate ireonso dij not aulhoi'/o receipt ol Ir.iium during 671125 iianstor 0 la-loro lo 
verity lecip/int license prior to traosler ot tackoaciivo nwU, 

’ Bcgion I. ore Ol ine 0>rocU>r. 88/04/04 tp 4S128:I31-45I26 181 

-8804)10319 1.-1SP Repis 60 277/66-C5 A 59-276/00 OS on 680208-12 Vrolat'ons 
f>oicd Major areas inspected sc'td redwaslo g red>oeciive mall sh-pping 
program. including ccnlrpl. radoctioi/iisuyg impio.-nontalion of programs. 

BiCEHOuSE.H J. PASCiAK.WJ Reg'on 1. Ole ol iho Orocioi 88/03/29 12pp 
45120:182 45120 193 

6604130049 Forwards Radiahon Safety Insp Ropis 50 277/88-07 & 50-270/80-0/ on 
060210- 19 Violation re lack ol proccriuro lor colibr & source chock-ng ol portal rrion:- 
lors noted 

aELLAMY.R R Bop on 1. OIC ol t/io Di;ociof. 88/04/04 KEVPERJ.S. PtiladolpWa 
Electric Co 3pp 46142 154 45142 163. 

-9804120053 Saloly 'nsp RopIs 50-277/08 07 & D0-2?0/n0 07 on 600216 19 Vtolalion 
ttQlodMaiot areas lnvpevt«d:v<o<kct a'logatiori to \iso ol respiratory proioction & tiot 
spot slilo.'cl eg iri Urit 3 drywe:! & roltaiariQ lac/ity stall in radiation protection. 
DRAGOUN.r. ThOMAS.W. SHANBAKY.M. Region 1, Ole ol the Diroctor 80/03/31. 
7pp 45142.157-4 5142 163 

0804120200 Forwards Sa'oty Insp flepts 50-277/68 02 A 50-270/68 02 on 8a0208- 
0311 & noi.ee of violason 

KANE.Wf. Region 1. Ofc ol Iho Oifocioi. 00/04/04 KEMPER.J S Philadelphia Elec- 
ti:c Co. 2pp. 46130 27Q.46t3<y,315 

"8004120209 Part'oliy w.llihold nol'ce of vlo'al'on from insp en 080200 0311 (rol 
10CFH73.21) Vic 'alien notorl unlocked & unailondod vehicle parked In uW vilal 6/oa 
on 600220. 

• Rogon i.Olc ol Ihe Ditoclof 08/04/04 ip. 45130 26i-45l3Q 261. 

-8904120212 Insp Oopta 50-277/86-02 8 5O-270/0B 02 on 680206-0311 Violation 
notorlMa)Oi aioas inspectod accossibto portions ol opoiatlonai saiety.radlaiion 
pro!ecl.on.phySiCal secuiilv, control room activities g licensee events. 

WilLIAMS.J.H . LINVILLE.JC Region 1. Ofc ol the Director 68/03/29 34pp 
45130 202-46130 315. 

0804 130162 Ack receipt ol 88031 1 lUa amoadiflg uW 680226 & 26 iKs tnlotrtvno NRG oi 
steps taken to correct v-'olniions noted in Insp Repis 50-277/67-37.50-270/07-37 & 

. 50352/67-20. 

BELLAMY .RR, Region 1, Ole ol lh© Direcioi B8/04/04 KEMPER.J S Philadelphia 
ElecIncCo ?pp 45154:008-45164:111. 

3994010266 KRC Into Notice 98-011, "Polenllal loss ol Motor Control Ctr &/or Svyilchi- 
froard Function Duo lo Faully Tie Betts." Svc list end. 

ROSSl.C,E Oiv'.aien ol OpotaWnal Events Asssasmont (PosA 670411). 68/04707. 
Consolidated Edison Co. of Now York, fnc, 124pp. 45406 202 4540/ 051 

6S94H0501 Nolihcation ol 880421 mooVmg w/util A CE In Bockv.lie.MO lo d-scuss li- 
censee plans A bases for inspecting shroud support access hole covers on facitiiy re 
cracks lound In Unit 3 covers. 

MARTIN.R e Pro.'oct Directorate 1-2 86/04708 BUTLEH.WB. Project Dirocioffllo I 2 
3pp. 45130 154-45130:156 

8004 150230 Responds lo 800205 NRC Bulletin 00-01 re dofocis in Westinghouse circuit 
breakers for lacilittes.Wosl/nghouso OS series circuit breakers not used pi 
plants. Other provisions of biiKotin do not apply lo plants 

KOWALSKI.S J. Philadelphia Electric Co. 88/04/08. RUSSELL, W T. Hog'on 1. Ofc ot 
the Director. 2pp. 45138.028-45130 020 

0804220077 Noiiftcailon of canceled 800421 meeting w/util S Q£ in Rockv.h'e.MO to 
discuss ticensee pteris & bases (or inspecting shroud support eccess hole covers on 
Unil 2 re cracks found In Unit 3 covers on 660122. 

MARTIN.BE. Pfo|ecl Oirecloraie 1-2, 88/04/08. BUTIER.W.R Proioci Oirectoreto 1-2. 
3pp. 4S201:OB7-4520H>a9. 

6004200039 Summari/es 860322 mooting w/ui>l3 re plant restart review piocess.NRC to 
conduct Iniegialed performance assessment team Insp to assess effectiveness ol im- 
plemeniation ol licensee plan List of atlendees end. 

KANE.W.F Region 1. 0(c ot the Q>cectot. 68704711. MCNElLl.C A Ptv.lad®tpWa £iec- 
Irie Ck). 4pp 45226: 186-45228:169. 


8B04060370 NRC tnlo Notice 08-Oi2. "Ovoig'oasing ot Electric Motet Boanrgs" S/j 
list oriO 

HOS5l.CE O-Vision ol Oporationel Events Assessment (Post 870411). B8/04712 
Conso-idated Edison Co of Now York, inc I23pp 45165 028 45165 1 60 

B8042I0300 Ack roce'pl ol 880201 Itr 'nlorm'rg NRC ol stops taken lo correct v-olations 
noted in Insp Ropts 50-277/07-23 S 50-278/67-23 

GALLO.RM Region 1 . Olc Ol the Diiocloi 88/04/15 MCNEILL.CA Phiadolpha 
Electr.cCo 2PP 45226.350 45226355 

8804250159 Forwards Insp Ropts 50-277/08 09 & 50 278/80 09 on 880220- 0303 8 
notice ot viotaiicn 

OEVLAMY.HR. Romort 1. Olc ol the Oirecioi 88/04/16 KEMPER JS PhKadotphia 
E.'OCtr'cCo 2pp 45224:101-45224 169 

-6004250160 K'otico of vio'atlon Irom msp on 800?29'0303.Viaiaiion noted I'consco did 
not mainla'n documontation ol 1083 annual emergency prepa'otiross audil S did rel 
potlotro annual auOl ilunng 1985 

• Rogen I. Olc ol Iho Director 88/04/16 Ip 45224; 163-45224 163 

-0804250162 msp Repis 60-277/80-09 A 50-278/00 09 on 080229-0303 Vo.'ations 
noted Major areas Inspected emergoncy proparodness prog'arn review ol previously 
tdontitiDil >nsp linpings A changes lo omorgoncy preparedness program 
GORDON.cz. LAZARUS.WJ. Rogion 1 . Olc ol Iho Oiroclor 80/04/12. Cpp 
45224 164 45224 169 


a. Peilodlc operellng reports A related correspondence 


B804226040 Monlh'y opoiBlmn ropts lor Mai 1988 AN/880415 111 
MiDOLETCN.L L . ALOEN.WM Philodo.'pha Electric Co 08/03/31 I4pp 45221 335 
45221,340 


BS04 120225 Fonvaids periodic status rept lor 880314-31 Ropi intor.ded to provide NRC 
rr>pt A pub'ic w/ovorviow ol plan) activities A NRC insp eciivii-os. 

LINVILLE.JC Region i. Olc ol the Oirecior 00/04/07 KANE.WF Region I. Ofc ol 
Iho Oirecior. 4pp 45079 302-45079 305 


U. CongresBlonnWExecuUve Correspondence 

8604130356 Responds lo 880212 lu raising number ol concerns re plant. Decision lo 
permit restart wll net bo made until Commission conv'ncod that previous problems 
correctod A that operation ol laci'ilv in sale manner assured 
ZECH.L.W Commissionera 00/04/07 SCHAEFGR.W D. Maryland. Slate ol 5pp. 
45412 391-45412 350 


-8902260098 O-scusses Issues surrounding iacilty Staie ol MO has no formal standing 
in review process NRC shoulrf identity specific restart cntoria 

SCHAEFER.WO Maryland. Siale of 88/02/12, ZECH.L.W Commissioners 3pp. 
45412 350 4 5412 358 


V. Operator Examlnallons 

8604150225 informs ol planned chango in ulll method ol porlormlng OC moatoring ol 
shift opoial-ons.Piesoni fu.l shift covorage wi'l be modified to include schedJ'od 
random jnoniionng ol alternoon g night shifts by 800418 

MCNEILL.CA Philadelphia Elocihc Co 66/04/08 RUSSELL.W T Regiotr t. Olc o' 
the Director 2pp 45131:360 45131:361 

8804250080 Respo.nds to FOIA reouosi for Info re scores oi reactor operators & senior 
reecloi operators Forwards requa'ificellon exam summary sou-'co sheets I sled in enci 
app w/personal privacy Into deleted 

Gfli.MSLF.V.OH Division of Rules A Records (Post 8704131 80/04/19 DOLE Y.K 
Public Ciii/en'e Critical Mass Energy Project. 2pp, 45213 003-45213.095, 

-8804250107 Packego of NRC adm-nlslorod requa'itioailon exam results summary. 

• NRC - No Oeio«ed AlllMation Gwen. 87/07/20, 88pp 452 13.007-452 13 095 


DOCKET 50-300 SURRY POWER STATION, UNIT 1 


F. Security, madical, emergency & fire protection plans 

0603090083 Forwards exemption granting 840706 requesLrevlsed on 660410.0930 A 
87l0l6.lor exemption Irom requirements ot lOCFR50.App R Exemptions A requests 
requiring no exemption listed Safety evaluation also end 

VAhGA.SA Division ol Reactor projects - t/ll (Post 870411). 88/02/25. 
STEWART.W.L Virginia Powof (Virginia Electric A Power Co) 5pp 44633250- 
44633 297 

-6803080094 Exemption Irom roquiremenis ol fOCFR50.App R.includ-ng conlelnmeni 
mcore insirumoni tunnels to extent that rodundani oxcore neutron flux detector cables 
noi separated by horizontal distance ol more than 20 It 

VARGA.S.A Division of Reactor Projects - I/M {Post 870411) 88/02/25 Virgin a 
Power (Virgin a Elecinc A Power Co ). 7pp 44633 255-44633:261 

-8803060187 Safely evaluation accepting util 840706 request lor exemption Irom re- 
quiremonls Ot Sections IIIG.MIJ lll.L ot fOCFRSOApp R A addi into submitted on 
841 130.860410.0930 A 671016 

* Otfice ol Nuclear Reactor Regulation, Director (Post 870411). 88/02/25 36pp 
44633.262-44633.297 

8803260166 Forwards drall Rev B to IE insp Procedure 62412. "Emergoncy Response 
Facil.iies Appraisal." ERF appraisal will be conducted using team approach par rec- 
ommended Insp asslgnmonl matrices In procedure. 

COLUNS.OM Region 2. Olc of the Duecior. 66/03/16 STEWART.W.L Virginia 
Power (Virginia Electric A Power Co.). 39pp 44914 228-44914:266. 
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8804070143 Forwards iitst 1680 som-annuol rov lo emorQoncy losponso plan Cliangos 
do nol decroaso afleclivanoss of plan A plan conlinuos lo meal aids of 
10CFR50.4/(b) 

STEWAftT.W.L. Viiginra Power (Virginin Elocinc A Power Co). 08/03/30 Docu<nonf 
Conitol Branch (OocumonI Control Oosk) ip 45044 164-45044-164 

9604140047 Advises that 660308 Rev 12 lo guard training A quaUlcatlon plan consist 
ent w/provisions of lOCFRSO 54(p) A accopTablo. 

CLINE.W.E. Region 2. Ofc of tho Direclor. 88/04/00. STEWART.W.L Virgnia Power 
(Virginia Electric A Power Co). 3pp. 45155056 45155057. 

8804300473 Partial rosponso to FOIA roQuosi re tiro protection Forwards App E 
documents App DAE documents available In POR App F docomeni completely with 
held (ref FOIA Exemption 51. 

GRIMSLEY.OH. D.vislon of Ruloa A Records (Post 070413) 88/04/14 JONE8.C R 
Afti'ialion Nol Assigned 5pp. 45206.037-46206.043 

-B604200S70 Advises that Fire Proieciion Steering Cominiiieo has rocommortdod that 
each togion make one 10CFB5O,App ft-iype insp lor oactx facility to assess status ot 
compliance w/ lOCFfl5O40.Progiani listco. 

CONLON.T E Region 2. Ofc of Ihe Direclor 84/11/06 HEROT.A R Region 2. Ofc of 
the Director. 3pp. 45206.176 45200:178. 

8804250200 Responds lo NRC 880317 Hr re violations noted In Insp Hopts 50 280/08- 
07 A 50-281/08 07 Corrective actions station hose houses wore Inspoctod A re- 
Slocked to ensure thal necessary fire protection equipment was available. 
CRUOEN.DS Virgin-a Power (Virginia Eloctr.c A Powoi Co) 08/04/15 Document 
Control Branch (Documoni Control Desk). 3pp 45201:283-45281:285. 


I. Financial Information 

8904120382 Forwards listed Into re licensee guaranloos ot payment ol deloirod 
promium 3 .lncluding annual lopt lo Socuriiioa A Excliango Commission lor 1907 A 
cornparalivo slalomcnl ol Incomo for 3 months ended Doc 1 986 A 1 907 
STEWART.W.L Viiginla Power (Virginia Electric A Power Co) 80/03/31 Documoni 
Control Branch (Oocumenl Control Desk). 72pp 45091 .076-4509 1;141. 


J. Inauiance A Indemnity Inlormation 

8804120382 Forwards listed Info re licensee guaraniaes ol paymonl ol deiotrod 
piemiums.incloding annual ropl to Secuiitios A Excliango Commission lor 1007 A 
comparative siaiemonl of Incomo for 3 monliis ended Doc 1606 A 160/. 

STEWAHT.W L. Virgoia Power (Vlrgnla Electric A Power Co.l. 88/03/31, Oocumenl 
Conitol Branch (Document Control Desk). 72pp 45091076-4560 1:141, 


P. Operating license stage documents A correspondence 

8803080520 Forwards revised Tech Spec Pago 4.1-9 to 880217 Amends 1 17 lo License 
OPR 32 A OPfl-37.(nadvortently fell out ol amend pack^. 

PATEL.CP Project Oiroctorato 11-2. 88/03/02 STEWART.W L Virgin a Power (Virgin- 
ia Elecliic A Power Co ) 2pp 44639 058-44630:060 

—8803080522 Revised Tech Spoc Page 4.1-0 to Amond 117 lo Licenses OPR-32 A 
DPR-37.respGCtlvoly. 

• NRC - No Detailed AlMliation Given. 08/03/02. tp 44639 060-44639.060. 

8803240428 Generic Hr 88 08 lo all powot reactor licensees S applicants re removal ot 
organbalion chans from Tech Spec adm nlslralive control requ rerr.enls Svc list encl. 
MIRAGLIA.F J Associate Director lor Projects (Post 87041 1 ). 89/03/22 Consolidated 
Edison Co ol New York. Inc 47pp 44972: 107-44972:163 

8804040070 Requests that NRC oxerciso onlorcomcnl discretion re imp^omenlelion ol 
organbational changes until amends issuad.as lesull ol 880325 lolcort w/NRC re 
660317 request for Tech Specs changes. 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co.l, 00/03/28. Document 
Control Branch (Oocumenl Control Desk). 2pp. 45031:293-4505l:294. 

86<1 4850204 Forwards SER A €QG-NTA-737a accopllno ntit rosponso to Item 2 2 (Part 
1) ol Generic Ltr 83-28, "Equipment Classlllcatlon (Program For All Salely Related 
Compenonls)." 

PATtL.C. Project Directorate 11-2. 88/03/29 STEWART.W.l.. Virginia Power (Virginia 
Electric A Power Co ) 3pp 44697:082-44eQ7;l08 

-8004050211 SER accepting util 831104 A 860200 responses to Item 22.1 of Qoneiic 
Lti 83-26. "Equ-pmoni Classification Programs For All Safety-Related Components " 
Basis lor NRC sccepianco documented In EGG-NTA-7370 

' Olltco ol Nuclear Reactor Rogutallon, Director (Posi 870411). 08/03/29. 7pp. 
44997,005-44997:108. 

8804060268 Application lor amends lo Licenses DPR,32 A OPn-37.changing Tech 
Specs lo clarily requlromont for retaining primary records of Insorvice Insp 

t erformed.per ASME Section XI Fee paid. 

TEWART.W.L. Virginia Power (Virginia Electric A Power Co,). 88/03/30. Oocumenl 
Control Branch (Documoni Control Desk). 3pp. 45046. 122-45046; 130 

-8804060271 Proposed Tech Specs, clarifying requlromont lor rolalning primary records 
of insetvico Insp performed.per ASME Section XI. 

* Virginia Power (Virginia Electric A Power Co). 88/03/30. 6pp. 45046;I26-46046:I30. 

88041 f0243 Ack receipt of 880223 ltr requesting relief from oporabi'ily requiromonis of 
Tech Specs 3 13 A 3 14 during planned svc water valve replacement Discrailonary en- 
forcement action granted for two 72 h periods, per 880322 tefcon. 

GRACE.J.N Reg-on 2. Ofc of the Director. 86/03/30. STEWART.W L. Virginia Power 
(Virg nia Electric A Power Co.) tp 45077:343-46077:343. 

8804080068 Generic Ltr 88-07 to power reactor licensees A applicants re modified en- 
forcement policy concerning 10CFH50,49. "Envlfon Quaiilicalion ol Electrical Equip- 
ment Impoilani lo Salely for Nuclear Power Plsnia." Svc list encl. 

MIRAQlia,f.j. Associate Director lor Projects (Post 870411). 88/04/07, Consolidated 
Edison Co. ol New York, Inc. 49pp. 45 164:237 -45184:285. 

6604210407 Forwards noilce ol considoraiion of Issuance ot amends lo Licenses DPR- 
32 ADPR-37 A opportunity lor hearing re 880129 appIication.Amends revise Tech 
Specs re heatup A cooldown limits on reactor coolant temp A pleasure. 

PATEl.C- Project Directorate 11-2. 88/04/07. STEWART.W.L. Virginia Power {Virginia 
Electric A Power Co ). 2pp. 45192:176-45102:162. 


"6804210413 Notice ol cons'deiaiion ol Issuance ol amends to Licenses OPR-32 A 
DPR- 3 7 A cpportunily tor hearing Amends revise Tech Specs by revising heatup & 
cooldown imits on roacior coolant temp A pressuio. 

BERKOW.HN Piejenl D recloraio 11-2 00/04/07 Spp 45192.178 4 5162 102 

8804280003 Discusses containment inleqieled leakage rate testing mass pc:nl method 
lor Typo A lesting.poi recent pruposeo ru'e change Issued lor commeni Util commits 
to cottductirvu test lot m'n 24 h. 

CRUDEN.D.S. Virginia Power (Virginia Electric A Power Co). 03/04/08 Documoni 
Control Branch (Document Conirol Desk) Ip. 45281:330 45281.330 

6604130269 Forwa-'ds rov to 650830 proposed Tech Spec changes re insorvice Insp & 
lesimg.ln response to concerns tolsod by NRC Specific responses lo NRC roviowei 
concerns A safety evaluation also end 

CRUDEN.D.S. Virginia Power (Virginia Electric A Power Co). B9/04/H. Documeikl 
Control Brartch (Document Corttrol Desk). 3pp. 45137.328-45136 014. 

-6604130270 Rov to proposed Tech Specs ro inservico Insp A tasting reouiramonls 
• Virginia Power (Virginia Electric A Power Co.) 88/04/11. 44pp. 4513/331- 
45138:014 


O. Inspection reports. IE Bulietint A correspondence 

8803260166 Forwards drali Rov 0 to lE Insp Procedure 62412. "Emergoncy Response 
Facilillos Appraisal.” ERF appra'sal will bo conducted U3>ng team approach per rec- 
ommended Insp assignment matrices in procedure. 

COUUNS.O.M Region 2. Otc ot the Chiocioi 89/03/16 STEV/ART.WL Virgiroa 
Power (Virginia Electric A Power Co ) 39pp. 44014 228-44914-266 

8804010819 Confirms 000320 enlorcotnonl conference w/ulil in Region II olc to discuss 
trip value oporab'lity A boric odd p-po heat tracing issues 

GRACE.J fT Region 2. Olc of tho Dirr^ctoi 88/03/21 STEWART.W.L Vlrgna Power 
(V.rginia Elocinc A Power Co ) tp 46031:173-45031:173 

8804010046 Forwards Insp Repls 50-280/efl-04 A 50-281/08 04 on 880201 -27.6606131 
od onlorcoment action lor idonliliod violailon under conslderaiion.Un resolved 
itoms.also idenlrtlod in t^.w-U be pursued during lutuie In^. 

GRACE.J N. Region 2. Ofc ol the Dirocior. 88/03/21 STEWART.W L. Virginia Power 
(Virginia Electric A Power Co). 2pp. 45010.002-45010 017. 

-8804010047 Insp Repls 50-289/68-04 A 50 281/60-04 on 880201-27 Vioralion 
noied.lailuro to mainlain A verily operability ol heat trace crcuilty (or boric acid flow 
path as requ'red by Tech Specs.Ulil wi‘l bo noliiicd re escalated entorcemenl. 
llOLLAND^ E , NICHOLSO.N.L E . CANTRELL.F S flogbn 2. Olc of Ihe D roclcr, 0B/ 
03/17. 14pp 45010004-45010:017. 

8903310012 Rosponds lo NRC 890225 lit to viotat.ons noted In Insp BepVs SO-2&0/66- 
01 A 50-281/88 Of .Corrective actlons policy re procedure deviations modillod lo 
stronglhon steps requvod prior lo procedure changes. 

STEWART.W.L. Virginia Power (Virginia Elecliic A Power Co) 88/03/25 Oocumenl 
Conirol Branch (Document Conirol Oask). Spp. 44965: 109-44065:1 13. 

8804050344 Ack receipt of 880228 Hr Informing NRC of slops taken lo correct v^otailons 
A dovlallons noted in Insp Repls 50-280/87,32 A 50-281^7-32. 

JULIAN.C.A. Region 2, Olc of the Director. 88/03/25 STEWART.W L Virginia Power 
(Virginia Electric A Power Co ). Ip. 46010.264-45010:264. 

8603210090 SuppI 1 to NRC Into Notice 87-044. “Thimble Tube Thinning In Westing- 
house Reactors. " Svc hsl encl. 

ROSSI.C.E. Divis ‘011 of Oparational Evonis Assessment (Post 870411). 88/03/26. 
Consolidated Bd.son Co. of Now York, Inc. I2lpp. 44995: 126-44995:246. 

8603220266 NRC Into Notice 88-010, "Malls Licensees Lack of Mgi Conirola Over Li- 
censed Programs." SvC I si encl. 

CUNNINQHAM.R E Division of Industrial A Medical Nnc'ear Salely (Post 870729) 80/ 
03/2B. Consolidated Edison Co. of New York. Inc. 108pp. 44095.247.44995 353. 

0804060268 Appl'cat on for amends to Licenses OPR-32 & DPR-37.changing Tech 
Specs to clarily requirement lor reialning primary records of Inservico Insp 
porformod.por ASME Socllon Xl.Foo paid. 

STEWART.W.L. Virginia Power (Virgnia Elecliic A Power Co) 88/03/30. Documoni 
Control Branch (Oocumenl Control Desk). 3pp. 45046:122-46046:130. 

-8804060271 Proposed Tech Spocs.ciHrifying reauiremeni lor retaining primary records 
of (nsorvico insp performed.per ASME Section XI. 

* Virginia Power (Virolnla Electric A Power Co ) 60/03/30. 6pp 45046.125-45040:138 

8804120234 Responds to IE Bulletin 68-001. “Oetecis In Weslinghouse Circuit Groak- 
ors." No WestmghousG Type OS breakers used at plant. 

CflUOEN.O S, Virginia Power (Virginia Electric A Power Co) 68/04/05. Oocumenl 
Conirol Branch (Oocumenl Control Desk). 2pp. 46090'.045'46090:046. 

0604110322 Forwards partially withheld Insp Repls 60-200/88-06 A 60-261/88 08 on 
660307-11 No vioiat-ona or oeviaiiona noted 

CLINE.W.E. Reg'on 2. Olc ot the Director 88/04/06. STEWART.W L Virginia Power 
(Virginia Electric A Power Co ). 2pp 45122:006-45122:008. 

-8804110328 Parllally withheld Insp Ropts 50 280/80-08 A 50 201/08-08 on 880307-1 1 
(ref 1OCFR2.790(d) A 73.21 ).No violation noted. Major areas inspected records A 
repls.losling A mainLlecks. keys A combinations. 

MASNYKlDM STANSOERRY.W.W.. MCGUIRE, D R. Region 2, Ofc ol ihe Director 
80/03/30. ip. 46122 008 45122.008. 

8804010258 NRC Into Notice 68 011. "Potential Loss ol Motor Conirol Cu A/or Switch- 
board Funclion Due to Faulty Tie Bolts." Svc list encl. 

ROSSI.C.E. Divislort ol Operational Events Assessment (Post 870411). 08/04/07. 
Consolidated Edison Co. oi New YotLi Inc. 124pp. 45406 292-45407:051 

8804130289 Forwards rev to 050830 proposed Tech Spoo changes ro inservice insp A 
testing,in response to concerns raised by NRC Specific responses to NRC reviewer 
concerns A safety ovaluaiion also end. 

CflUOEN.O S, Virginia Power (Virgin a Electric A Power Co). 88/04/11. Documoni 
Conirol Branch (Documsnl Control Desk). 3pp. 45137;328'4813B:014- 
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-$804t30270 Rev <o proposed Tech Specs le ioseivice irisp & teshfvg teoutiemorits 
• Virgria Power (W/gria floclrtc i Power Co.). 68/04/11. 44pp. 45137.331- 
45136.014. 


8604060370 NHC Into Uolco S8TJ12. "OrergteaSTjo ol Eleclnc Moioi Qeennps '' Svc 
I'sl end 

ROSSl.C.E Orrfsion ol Opcraiiooal Evems Assess/roni (Post B70411) 80/04/12 
Consolidated fd-son Co. of New York, loc 133pp. 45165 028-45165 ISO. 

8804200473 Partal response lo POJA request re firo prol0ci.oo Forwards App E 
documents App O A E documonls avalab-'e In PDR App F documani complotefv wilh- 
heJd (rel FOlA Enempiion 51. 

GRiMSLEY.O H Djviaon of Roles & Records (Post 870413). 68/04/14 JONES CR 
Ari’ialiort Noi Assig/rod 5pp. 45206037-45206 043 

-8804200S79 Advises that fire Proleclon Steer.ng Comm-itee has recotTMnonded that 
each region make one lOCFRSO.App R-type insp tor each tacility to assess status ol 
compt.ance w/ 10CFH50. 48 program listed 

CONLON.T.E. Regton 3. Ole ot the Oircc'or 84/11/06 HEROT.AR Region 2 Ole of 
Iho Oreclor, 3pp 45206 176 45206 178 


88042S0200 Responds to NRG 880317 (tt re viQtalioas noted in tnsp Repta 60-260/88- 
07 4 50-3ai/e8-07CorfOClr,e acl'ons Station hose houses were inspocted & ra 
stocked 10 ©nsute that necessary l-te protection equ pmeni was available 
CfluOEN OS VirginJa Power {Virgnia Electric 8 Power Co ). 88/04/15 Document 
Con'fol Branch (Document Control Desk). 3pp 45381 -283 45281 285 


6804260226 Forwards Insp Rapts 50.280/68-09 4 50-281/88-09 on 880228.0402 No 
v:ora|ions or duvial'Ons noted. 


VJJLSOti.OA Regton 2. Ole ol ihe niractc*. 88/04/15 CRUOENDS 
(Virginia Efecinc & Power Co.). 2pp 45254:240 45254 248, 


Virginia Power 


•8804260232 tnsp Reels 50 280/88-09 4 50-281/86-09 on 880228-0402 No violaiions 
or do-waiions noted Major areas Inspected p.'ant operai-tons.plant maint.p;anl surveil- 
A i£R revidw 


HOLLANO.W.E . NiCHOLSON.L E., CANTRELL f 
04/14. flpp 45254 242-45254 249, 


S. Region 2. Ole ol Ilia Director. 88/ 


8804270051 Ack receipt ot 680325 Hr lnlorm.nf} NRC of steps taken to correct vtotaHons 
noted In losp Repis 50-280/88 01 4 50 28 1/83-01. 

WJLSON.bA RMion 2. Otc of lha Ouectoc 68/04/16 CRUOENOS Vnn'nla Power 
(Virginia Electric 8 Power Co.), ip 45245:281-45245 281 


8804280072 forwards Insp Bepis 50 -280/88 10 4 50-281/88 10 on 880305-11 4 23- 
26 Violat-ons rvated 4 ondor consvdoration lor escalated ento/cement 
discuss i/olations scheduled tor 860431 
Oif&cior 88/04/18 CRUOEN.D.S Virginia Power 
(Virginia Electric 4 Power Co ) 2pp. 4 5268 1 7 7-45268 203. 

-8804260075 insp Repis 50.260/ea.i0 4 50-281/88.10 on 880305-11 A 23-26 Wola- 
evaluate raoialion hazards present dunng work on 
*Mr.cPv‘*r;‘A°'^u“T® '2 tw/approved proceduFes 

Pafllon 2. Ote of the Director 88/04/15 25pp. 


“8803080107 Safety evaluation accepting util 040706 ragoost lor axomption Irom re- 
quitamenla o( Sections Ill.G.lll J lll.L ol tOCFRSO.App R 4 addi info Submitted cn 
841130.860410,0030 4 071016 

* Nuclear ftoaclor Regulation. Orrector (Post 8704111. 88/02/25 36co 


8803250156 Forwards draft Rev Q to IE Insp Procedure 02412. "Emergoncy Rospc.ise 
facilites Appraisal." ERF appraisal w/l bo coniiucted using loam approach per tei- 
ommonded Insp assignment matrices in procedure, 

COLllNS.OM. Hagen 2. Otc ot (he Director. 88/03/16 STEWART.Wu. Vugi-sa 
Power (Virginia Electric 4 Power Co ) 39pp 44914.228-44914:266. 

8804070142 forwards first 1088 semiannual rev lo emergency responso plaaCiiangos 
oBcreate allecHveness ol plan 4 plan conitnues lo moot stds of 
lOCFH50.47(b). 

STEWART.VVL. Virg'nia Powsr (Virginia Electric 4 Power Co ) 88/03/30, Oocunroct 
control Branch (Oocumeni Control Desk) ip. 45044.164 45044 164 

8804140047 Advises that 880308 Rev 12 lo guard training 4 qualilicalion plan cons st- 
ant w/prov)8loos ot lOCFflSO 54(p) 4 acceptable 

CLINE.W E. Region 2. Otc ol Iho Director. 88/04/08 STEWART.WL. Virom-a Power 
(Virginia Etociric A Power Co ). 3pp. 45155 056.45165.057 


0804200473 Pfldw response to FOIA request te lire proteciion.Fctwaids App E 
ooctomenis.Aop DAE documents available (n POR.App r document comploteV win- 
hetd fref FOlA Exompfon 6). 

GRIMSLEy.OH. Division oi Rules A Records (Post 870413). 80/04/14 JONES CR 
AWUatfonNol Assigned. 5pp. 45206:037 .45208 043 


—•804200570 Advises that Fiio Protection Steering Committee has recommended that 
6flcn re^’an makd or>o 1CCFfl50,App B*typd ^nsp for oach IsciJitv to assess statvis of 
compnancdw/ 1OCFB5O.48.Pfo9r0ni li$ioa 

CONLON T.e. Region 2. Ofc of Ihe Director 64/ 1 1/06. HEROT.A.R. Region 2. Ot; ol 
Ihe Director. 3pp, 45206:1 76 45206: 1 78 


68042502^ Responds to NRC 880317 Hr re vioialtons noted in Insp Ropts 50-200/03 
Of & 60*26t/6B‘07.CotfOCtVvo dctions.slsiioo hoso houses we/o inspecio^ & /o 
necessary (ire protection equipment was available. 
CRIWN.D.S. Vttginla Power (Virginia Electric A Ftower Co) 88/04/15 Documon* 
Control Branch (Document Control Desk). 3pp, 4528l;283.45281;285 


J. Financial Inlormailon 


8804120383 Forwards listed Info re licensee guarantees ol payment ol doferrod 
premiuma.includ'ing annua) repl to Securities A Exchange Commission for 1087 A 
comparmive statement ol income for 3 months ended Dec 1988 A 1987 
STEWART.W.L. V/rginfa Power (Virginia Electric 4 Power Co ). 88/03/31 Docuirorl 
Control Branch (Document Control Desk). 72pp. 45091:076-45091:141, 


S. ReporlaWe occorrencea. LERs 4 related correspondence 


o' foaoo' coolant 

showed dose-^unralent H31 level ot 1 5 uCl wh-ch cmcoed lech Spec limW Caused 
by (ocl olameni deled in reactor core.VV/8&040S Ur. ' 

45 150*367^45 1 (Vitomla ElocVlC 4 Power Co). 88/04/05 4pp 


J. ItisurancB 4 Indemnity Intormatlon 


8804120382 Forwards listed info re licensee guatantees of payment of dofoitod 
premiums.rnciuding annual rept to Securities 4 Exchange Commission lor 1907 A 
^iTOwatlva etaiemeni of income loi 3 months enrled Dec 1980 & 1937 
STEWART.W.L. Wginia Power (Vlroinia Eieclrio A Power Co,). 88/03/31. Oocumorl 
Control Stanch (Oocumem Control Desk). 72pp 45091:076.46091:141. 


88 M8 00.on 880309.low head salely iti,ecilon pamp Inoperable duo 
880^^1 tT'^ *^' teadsCaoso under evaiuabon Motor replaced 4 returned to svc.W/ 

4ll47°2h45l47'l2^^^^ 88/04/08. 4pp 

V. Operator Examinations 

* o' pperaiors & senior 

^,%cx<Tu,'^.fss&nSK'‘- 

aj!,'J'hl4l|red req„aM, cation exam results summary. 

MRC - Mo Octal ed AltAjation Given. 87/07720. 8£pp 45213;007-45213;095 ^ 

y. Dry Cask (ndependeni Spent Fuel Storage Inelsriatlons 

8®030a Rev 12 to Surry ISFSI guard ttaxiing & qualilicalion 
^.iNfw’f iOCFR72j4(b)Aecceptab^ 

Cl ‘''® 68/04/06. STEWART.WL Viromia Power 

(Virginia Eleclrlc A Power Co) 3pp. 45146013-45146015, ® 

DOCKET 50-281 SURRY POWER STATION, UNIT 2 


P. Operating license stage documents 4 correspondence 

*®vi8ed Tech Spec Page 4.1-B to 880217 Amends 1 17 id Liconsc 
DPfl-37.inadVorienlly felt oul of amend package 
PATEL .C.P. Picrjeci Directorate ll-a 08/03/02 STEWAfTT.WL Viralnia Power (Viroin- 
fa ElecWc 4 Power Co ). 2pp. 44639 058-44639:060 

Revised Tech Spec Pago 4.1-0 to Amend 117 lo Licenses OPR-32 8 
pPfl-37.respeclivoly. 

• NRC • No Detailed AWaiaMon Given. 86/03/02. tp. 44639.060-44639.060. 

88Q3240426 Genetic Lit 88 -08 lo all power reactor licensees 4 applicants re removol Ol 
Item Tech Spec fidminisiralive control requirements Svc ksl encl. 
MOTAQUA.F J Assotlale tXreclo/ lor Projects (Post 670411). 88/03/22 Consolidated 
Edison Co. of Now York, Inc 47pp. 44972 107-44972: 1 63. 

880404M70 Requests that NRC eaercise enforcement discretion re Implementation oi 
Changes until amends Issuad.aa result of 880325 leteon w/(i(RC re 
88M17 request tor Tech Specs changes. 

ST^AHT.W.L Virginia Power (Virginia Electric A Power Co ). 88/03/28 Document 
Control Branch (Oo^menl Control Ooek). 2pp 45031:293-46031 tSSA. 

® EOG-NTA-7378 accepting ot# response to Hem 2,2 (Part 
I) Ol Generio Ltr 83-28, "Equipment CleBsi^ation (^ogram For All Satety-fleialed 
CotT^nents)," " ' 

P'oJoct Direclorale 112. 88/03/29, STEWART.W.L. Virginia Power (Virgima 
Electric a Power Co.). 3pp, 44997:082-44997:108. 


f Security, medical, emergency 4 fire proleclion plena 

exemption granting 840706 rocuesLravised on 660410 0930 
i homrequ foments ol IOCfR50.App R Exemptjons A request 
lisled.Safely evaluation also encl. " 

®L Projects - I/ll (Post 8704111 88/02/2! 

446M^9?*'^^ Virginia Power (Virginia Etectiic 4 Power Co). Spp. 44633 26C 

A*?®?® £*e«'Plton from requirements of tOCFRSO.App fl.includno containmer 

'nofseoafated hu Okcoia neutron llux detector cable 

wA TV ^ h<M70niaJ didfaocd of mof€ l*an 20 li* 

X aVP. R«ac'or Projects - l/« (Posi 8704 it). 88/02/25 Mraini 

Power (Virginia Eleclrlc A Power (to.). ?pp. 44633:255-44833 261 ® 


“ . . I accepting util 631 104 4 860208 responses to Hem 2.2,1 ol Generic 

Ltf 8328 Equipment Classification Programs for AM Selety-Relaled Comportoois " 
r acceptance documented In EOG-NTA-737e. 

Reactor RegulaUon, Dheotot (Post 870411). 88/03/29. 7pp 
44997.085-44997:108. ^ # rr- 


8804060268 ^plication for amends to Moonses DPR.32 A DPB-37.changing Tech 
opecs to clarity requirement tor retaining prifitary records of Inservice insp 
pei^rrred, per ASWE Seciton XI.Fee paid. 

STEWART.W.L. Virginia PoWer (Viraftla Eleclrlc 4 Power Co.). 88/03/30. Oocumonl 
Control Branch (Oocumenl Control Desk), 3pp. 45046: 122-46046; 130. 


■^onSJ fipSriSplf Asii 4 E 

* Virginia Power (VltglnSe Electric & powet Co.>. 68/03/30, epp. 46046:1 28-45048; 130 


DOCKETED ITEMS 59 


8a04tt0243 Ack «<JCO.pl ol 860223 ll« lequiiafing le'iol fcom opetabtMy t&(*uuetT,un(s ol 
r ecri Spocs 3. 1 3 A 3 14 during piannod svc water valve ropiacorneni.0.screiionary en- 
lorcoineni action granted lor two 72 h poriods.poi 880322 tolcon 
GHACE.J N Rog-on 2. Ole ol Iho Ouector 08/03^30 STEWART W L Viioiaa Power 
(Virg-nia Electric a Power Co ) Ip 4507/ 343 45077 343 

6804080086 Generic LIr 88-07 to power reactor licensees A applicai^ls re modiliod on 
forcemeni policy concerning 10CFft50 49. ‘ Env.ron Oualllicution ol Electrical Equip- 
ment fmporianl to Saloty lor Nuclear Power Plants ” Svc list end 
MIRAGLia.F j Associate Director tor Projects (Post 870411) 86/04/07 Consolidated 
Edison Co ol New York. Inc 49pp 45164 237.45164 285 

6604310407 Forwards notice of cons dorat-on ol issuance of omonds to Liconsos OPFt- 
32 80PR-37 a opportunity lor tioaring re 880129 appllcailon. Amends revise Tech 
Spocs re heatup a cooldown limits on roaclor coolant lomp a pressure. 

PATEL.C Pioiaci O tectocaie U-2 88/04/07. STEWART.W.L Vitglr^'a Po-«cr (Vtioma 
EIccinc a Pewor Co) 2pp 45192 176 45 1 92 102 

-8604210413 Notice ol consideration of Issuance Ol amends to Liconsos DPR-32 & 
OPR-37 a opportunity for hearing Amends revise Tech Spocs by revising heatup a 
cooldown Unwis on reactor coolant temp & piocsuio 

OERKOW.HN Pro)OCl Oiroctorote (1-2 80/04/07 Spp 45192 178 45192 182 

6604260003 Discusses containment inienraiod leakage rate testing mass point method 
lor Type A lesting.per recent proposed rule change Issued lor commonl Util comn'ils 
10 condiicling lost (or mm 24 h 

CRUOEN.DS Virginia Power (Virginia Elociric & Power Co) 88/04/08. Document 
Conifol Branch (DocumonI Conirot Desk), ip. 45281 :330-4520l:330. 

6804130269 Forwards rov to 850830 proposed Tech Spec changos ro Insorvice insp & 
testing, m response lo concoiivi ra-sed by NRC Spocilic f osponsos to NRC tev.owot 
concerns & safety avalualion also onci 

CRUOEN.DS Virginia Power (Virginia Eleciric a Power Co) 86/04/11, Document 
C4>nirol Branch (Document Control Oosk) 3pp 45137 326 45138 014 

—6864130270 Rev 10 proposed Toth Specs ro tnsorvico tnsp & lostlng roquTemonts 
• Virginia Power (Virginia Electric & Powoi Co). 08/04/11 44pp 45137 331- 
45138:014. 

8604250069 Advises that How tests will bo perlormod lo vonly accoplablo how rates to 
steam getwatois prtoi to leiuming uml to powei.par 680404 tolcon 
CHUOtN.O S Virginia Power (Vng.nia Electric a Power Co ) 08/04/ 1 1 Region 2 Olc 
ol Iho Oiieclor 2pp 45237 14 1-45237; 142, 


Q. tnapectlon reports, IE Bulletins & correspondence 


88U32S0156 Forwards draft Rev B to IE Insp Proceduro 82412, "Emergency Response 
Faciiil-os Appraisal.” ERF appraisal will bo conducted using team approach per roc- 
ommondod Insp assignmont malrices In proceduro 

COlLINS.D M Region 2, Olc ot the Director 80/03/16 STEWART.VVI. Virgin-o 
Power (Virginia Elocinc a Power Co ), 39pp, 44914 220-44914 260 

68040 t00t9 Confirms 880320 oiitorcomoni conforonco w/ulil In Region It olc to diScuss 
trip value oporebility A boric acid pipe hodl tracing Issuos 

ORACE.J.N Region 2. Otc ol Iho U-roclor 00/03/21 STEWART.W L VifQlaa Power 
(Virginia Electric A Power Co). Ip. 45031.173-45031 173 

8004010046 Fonvaids Insp flopis 60.200/86-04 A 60-281/88 04 on 800201-27 Escalet- 
od onforcemoni action for idoniiflod violation undor consldorat-onllnrosolvod 
iiems.elso Idoniiflod In r^l.will be pursued during future insps. 

GRACE.J.N Region 2. Olc ol tlio Director 88/03/21. STfcWART.WL Virginia Power 
(Virginia Electric A Power Co ) 2pp 46010 002-45010 017. 

-66040)0047 Insp Ropts 50-280/80 04 A 50-281/88-04 on 000201-27 Violation 
noted failure to mamlaln A verily operability ol hoal Irace circuitry fo-t boric add How 
path as roqulied by Tech Specs Ulil will bo nollhod ro oscalalod onforcomont 
JiOLLANO.W.E . NlCtlOLSON.L E.. CANTRELL.F S Region 2. Olo of tho Drecior 88/ 
03/17 I4pp 45010 004-45010 017 

6603310012 Responds to NRC 880225 llr ro violations noted in Insp Ropis 50 280/00- 
Ol A 50 281/88-01 Corrociivo actions potcy ro procodure doviailons modiliod to 
strengthen steps required prior to procoduro changes. 

STEWART.W L. Virginia Power (Vifoinla Elociric A Power Co ) 08/03/26 Document 
Control Branch (Document Control Desk) 6pp, 44065 109.44965 1 13. 

0604960344 Ack rocelpl ot 880226 llr Inloimlng NRC ol slops taken to corroci violations 
A deviations noted In Ihm Repts 50-200/87-32 A 50-281/87-32 
JULtAN.C A. Region 2. Olc of tho Director 88/03/26. STEWART.W.L Virginia Power 
(Virgin'a Electric A Power Co.) Ip, 45010 264 45010 264 

66032 100S0 Suppi i to NRC Into Notice 87-044. • Thimble Tube Thinning in Wostmg- 
house Readers " Svc list end 

ROSSl.C E Division ol Operational Events Assessment (Post 870411) 80/03/28 
Consolidated Edison Co of New York, Inc. 121pp. 44995; 126 44906 246 

6803220296 NRC Into Notice 86-010, "Malls Licensees: Lack ot Mgt Controls Over LI- 
consod Programs.'' Svc list end 

CUNNINC3HAM.R £ Division ol Indusirial A Modical Nuclear Saroty (Post 870/29) 86/ 
03/20. Consolidated Edison Co ol New York. Ino. t08pp 44995.247.44095 353 

8804060288 Application for amends lo Licenses DPR-32 A DPR-37.changln9 Tech 
Specs to clarify requiremonl for retaining primary locorda ol inservice Insp 
porformedper ASME Section XI Foe paid 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co.). 88/03/30, Oocumonl 
Control Branch (Document Control Desk). 3pp, 45046: 122-45040:1 30, 

—6604060271 Proposed Tech Sppcs.claiifying requirement lor retaining primary records 
ol insBArice Insp parlormod.per ASME Saohon XI 

• Virginia Power (Vliginia Electric A Power Co ). 88/03/30 6pp. 45046:125-45046 130 

8804120234 Responds lo IE Qulielin 08 001, "Oolects In Weslinghouso Circuit Break- 
ers." No Weslinghouso Type DS breakers used al plant 

CRUOEN.O.S. Virginia Power (Virginia Eloctiic A Power Co). 08/04/06. Document 
Control Branch (Document Conwoi Desk). 2pp. 45090:045-45090.046. 


8804110322 Fo.'warda partially wilhho'd frsp Ropts 50-280/e8-08 A 50-281/88-08 on 
6S0307-f t.No viotaions or doviaiicns nolod 

CLINE.W E Region 2, Olc ol ihe Director 08/04/06 STEWART.W.L Vug n a Power 
(Vifgm-a Electric A Powor Co ) 2pp 45122 006 45122 008 

-8804110328 Pertia'.y withhe'd in&p Rcpie 50 280/88-08 A 50-261/88-00 on 860307-1 1 
(rot I OCFR? 700(d) A 73 21) No v-oiation noted Major areas inspected;fOcoids 8 
ropis.losling A maini.locks. keys A combinations 

MASNYK.O M.. STANSBERRY.W W-. MCGUIRE.O R ftoo on 2 Olc ol the D rector 
08/03/30 ip 45122 008 45122 000 

8804010256 NRC Into Not Co 88 01 1. "Poioniiai Loss ol Motor Control Ctr A/or Switch- 
bonid Funefon Duo to Fouity Tie Bolls • Svc list end 

ROSSl.C E Oivisoo ot Operational Events Assessment (Post 870411) 80/04/07 
Consolidaied Edison Co of Now York. Inc. 124pp. 45406 292-45407 051- 

8604130269 Forwards rov to 850030 proposed Tech Spec changos re (nservi-co insp A 
tosting.in response to concerns raised by NRC Spec 8c responses to NRC rovlowor 
concerns A safely evaluaVon also enct 

CRUOEN.DS Virginia Powor (Vrgnia Eleciric A Powor Co) 88/04/11 DocumonI 
Conirot Uranch (Dotameni Control Desk) 3pp 45137 320-45138 014 

-8004130270 Row to proposed Tocti Spocs ro nsorvice insp A lesimg reculremonis, 
Vrgnia Powor (Vi-'gnD Electric A Power Co) 80/04/11 44pp 45137 331- 
45138 014 


8004060370 NRC Into Noilco 88-012. ''Ovdfgreas ng ol Elocinc Motor Boahn-gs" Svc 
‘ist onci 

ROSSl.CE Division ol Opcrai'onal Evonts Assossmoni (Post 870411) 80/04/12 
Consol dated Ed son Co ol New York. Inc I23pp 45165 020 45185 150 


uB0<»/oo4/3 Parcai response to FOIA request re tiro protoclion Forwards App E 
cfocvfTtdntS-App 0 ^ E doci/mopis ovdl&b^o in POR.App r documoni €omrlolo«v wii^* 
held (ref FOlA Exorrplion 51 ^ 

GRiMSLEY.O.H Div.son of flu'os A floccids (Post 870413), 88/04/ 14 JONES OR 
Alf.t-ation Mol Assigned 5pp 45206:037-46206 043 


-8804200579 Adv-sos n*ai Firo Protoclion Sloonng Contmliiee has recommonded Hiat 
oach region make one lOCFRSO.App R-iypo insp for each lacLiiy to assess status ol 
comp'iance w/ 10CFR50 48. Program Lslod 

CONLON.T E Hog.on 2. Olc ol ino D locior 64/11/06 HF.RDT.A n Reo'on 2 Olc of 
tho 0 reclor 3pp 45206 1 76 45208:1 78 


8804250200 Responds to NRC 880317 Hr ro violations notod In tnsp Ropts 50 200/80- 
07 A SO-281/06.07 Corrective actions stfitlon hose Houses were inspeciod A ro- 
Slocked lo ensure that nccossery tuo protoclion equipment was avSi'able 
CRUOEN.DS. Virgin a Powor (VlrQinm Elocinc A Power Co) 00/04/15 Documo.ni 
Control Ornnch (Oocumont Control Desk), 3pp 45281:283-45201:285, 

8804280228 Forwards Insp Ropla 50-20()/80-09 A 50-281/08 09 Cn 800228-0402 No 
Violations Cl doviailons notod 

WILSON.BA Region 2. Olc ol Iho Director 08/04/15 CRUDENOS, Virgn a Power 
(Virginia Electric A Power Co ) 2pp 45254 240 45254 246 


-8804260232 Insp Repis 60 280/00 00 A 50 201/00-09 on 080228 0402 No violations 
or doviailons noted Major areas mspectod plant opoiai'ons.plani main! plant surveil- 
lance A LER roviow, 

HOLLAND, W E , NICHOLSON.L.E . CANTRELL.F S Region 2. Olc of Iho D rector 88/ 
04/ 14 0pp 46264:242-45254 249 


BQ04270051 Ack reco pt ot 6B0325 llr iniorming NRC ol stops taken to corroci Violations 
notod In Insp Ropts 50-260/00 01 A 50-28t /O0-O1. 

WILSON.B A Ronbn 2. Olc ot tno Director 80/04/15 CRUDENOS Virginia Power 
(VifQ-nln Elocific A Power Co ) Ip 45245 201-45245 281 


8804280072 Fonwofds tnsp Repts 50 260/88-10 A 50-281/80-10 on 880305-1 1 A 23- 
25.ViolaLons noted & under cons.doralon lot escalated cnfotcomoni 
action Enlorcemont conforence lo discuss violations scheduled lo.' 600421. 

GHACE.J N. Region 2. Otc of tho Oiroctor- 88/04/18 CRUOEN.D S Virginia Power 
(Virginia Efocirlc A Power Co ) 2pp 45268 177-45268 203 


--6804260075 Insp Repis 50 280/88-10 A 50-281/88-10 on 880305-11 A 23-25 Viola- 
tions noiodilal'uro lo adoquately oveluaio radiation he^aids pieseni duilng vvoik on 
Incore dotacior A to conduct operations In accordance vv/approvod piocoduros 
BASSETT .CH.. tIOSEY.C.M. Reg or» 2. Olc ol tho Diroclof 88/04/16 25cp 
45260:179-45260:203 


S. Reporlabla occurrences, LERs & related correspondence 

6894060301 PNO-11'88 020 on 8B0327.loSs of power to vital bus III 

experienced Operator manually Inpped roaclor then topped reactor coolant pump. Unit 

later oxporloncod automatic safety injoclion.Unil stabilized in hot shuldown 
CANTRELL.F F neg.on 2. Olc of ihe DIrocior 88/03/29. 2pp 46034 183 45034: 104 

6604080030 LER 86 005 00 on SOOOOS.ccnir-oi rod urgent failure alarm received In con 
troi room.Causod by fai'ed phase control card In 10D power cabinoi Control room op- 
oralor piacod rod in manual per abnormal procedure (or melluncl'on.W/a80330 lir. 
8 ENS(jN.D.L Virginia Power (Virgin a Electric A Powor Co) 88/03/30. 4pp 

45063:350-45063;353 

860414005) LER 98-008 00 on 8803l0.hro doioci’on circuit for laci-ily containment 8 
emorgoncy switchgear instrument rack loom rendoiod inoporablo.Ceusod by lailuro ol 
remoto control modu'e EllS-IC IMOD Fa led modulo replaced W/8B040e lir. 
BENSON.O.L Virginia Powor (V'lruinia Electric A Power Col 60/04/00 4i>o 

45158 314-46158:317 


V. Operator Examinations 

68O42S00BB Responds to FOIA request foi Info re scores ol reactor operators A sen or 
roaclor operators Forwards requa'ilicailon exam summary source sheets listed in end 
a^ w/parsonal privacy Info doioied. 

GhiMSLEV.D-H- Division ot Rules A Records (Post 070413). 88/04/18. 80LEY.K. 
Public Qliien'sOrttcel Mass Enetgy Ptojeci. 45213003 45213095. 



-6804250 157 Pacl(£'g'& of NHC adminlsteicd loquai-hcanon exain rosuiis sun-mary. 
• Mac • No Dela ted All Sat>or> G vOf'. 8T/07/20 B8pp 45213 007-46213 095 


Y. Dry Caslt Indepan-dent SpanI Fve( Storage Ineleltallons 

6504120291 Advises (hal 680306 Rev 1? to Suriv iSFSr gua'd Ira ring & qoaificaton 
p'ao consistent iv/pfov.sioM of i0CFn7204(0) 10CFK72 84(b) & accepiabte. 
CLISE.WE Region 2. Otc of fho 0*iecio.'. 06/04/06. STEWART.WL Viigiti'a Powct 
(V.rg nia Electric A Power Co ) 3pp 46I4&013-45M6 015 


DOCKET 50-282 PRAIRIE tSLANO NUCLEAR STATION, UNIT I 


F. Securlly, medical, emergency & tire protection plans 

5804140039 Cont.rrrs spec-al nsp dales of 860718 22 esloblistiod dunng 0QO4OS to'con 
w/K Bea Je'i to reavaljale compliance w/ app'icapie lOCFfl50.App B scctons Current 
revs to listed add.' info requested prior to pre App B mcotng 

tiARRiSONjj Reaten 3. Ofc of &.o b.'ecOi 88/04/0/ LARSON.CE Norttiern 
Slates Pewer Co 3pp 45147:335-45147 337 

6804160252 Forwards Hev 8 to security force lrain.ng & quafit-cal>on plan per 
lOCf RbO 54(p) Rov wln-boid (ret 10CFfl73l 

LARSCN.C E. Northern Slato.s Power Co 86/04/12. Document Control Branch (Oocu- 
rreiil ContfOl Qoskl ip 45198 266-45188 266 

8604160258 Fonva/ds Rav 18 to secunry ptan.per lOCFn50.54(p).Rav witliheld (ret 
10CFR/3) 

LARSON.C-E No/lhe.-ri Slates Power Co 88/04/12 Oiiice ol Nuclear Reactor fleQu- 
lahon. o.recloi (Post 870411) Ip 45198:263-45190 263 

8804180261 Forwards Hev 2 to safegoa.'ds contingency p'an.per lOCFR&OS4(p).Rev 
Wiirhe d (ret 100 8731. 

LARSON.CE NonAein Slates Power Co 88/04/12. Of'-ce of Nuclear Reactor Regu- 
lal on. Director (Post 870411) Ip 45195 337 45195337. 

6604270274 Ack rece-p! of 880325 Itr re p.'ant erneigency plan excrciSe scheduled lor 
890622. Exorc so scope 8 omeclivos acceptable. 

SHAFLH.WO Region 3, Otc ol the Director 83/04/19 LARSON.CE Norttiern 
States Power Co. ip 45342360 45242 360 


P. Operating license stage documents & correspondence 

88Q3240426 Gar eric Lit 66 -05 to ail power teactci hcenseas & appV-canVs to lomoval ol 
organiraiion charts from Tech Spec adm nialiatrvo control r<?qu remenis Sve 1st oncl. 
MlRAGt.lA.F S Associate 0«cctot lot Protects (Pest 87041 1 ) 68/03/22 Corisoi>dalcd 
Ed son Co of Now YOik, fnc 47pp 44072 107-44972:153 

6604 190083 Forwards notice Of corislderation of issuarice of amends to Licenses DPR- 
42 & CPR 60 & cpporiurt-ty for heanng concotrvi'ig B7092S ai>p:>c&lion 
DifANNI.OC Project Direclorate 111-3 88/04/05 MUSOLF.O.M Northorn States 
Pcwcr Co 3pp 45158 286-45158 235 

-6604130036 Not.ee ril rxmsideiation ol tssueivco of amend to Ucenso OPR 42 & OPR- 
60 Amend changes surve-i;ance lest fre-cuency ot turbine slop valvoa m Tech Specs 
VlRGlLtO.M 4 PfOjeci Oicectorata III 3 83/04/05 5pp. 45156291 -45i58 295, 

8304060066 Genetic Lir 66-07 to power reacloi Icensees & applicants te tnoditicd cm- 
l.ircem-oni poLcy concerning I0CFR50 49. "Envifori Oua’if>catten ol Electrical Equip- 
ment importaiit to Saloty tor Nucleaf Power Plants " Sve list ©ncl 
MiRAGliA.F J Assoc-ato Dreclor lor Pfolects (Post 070411) 88/04/07, Consolidated 
£<f-son Co cl New York. Inc 48pp. 45164 237-45164 285 

8604260101 Forwards Amet\de 82 & 75 lo Ltccpscs OPR-42 & OPB-60, respociwaly & 
sa‘ety evcljaiiot* Airends charge Tech Specs 6 12.6,1 O & 6 5 G ro admin-siiativo 
requfeipenis.per ovi 8?08t4.2? & 883104 R 0210 app’ical 4 >ns 
DttANNi.O.C Prelect O-rociorsto HI t. 86/04/10 MUSOUF.OM Northe/n States 
Power Co, app 45262-296-45282 309 

-8804260129 Amends 62 & 75 to Licenses DPR-42 R DPR 60.f ©spec irroly. lovismo 
Tech Specs m lesponse te 070014 application guppi by 870027.880104 & 0210 lira 
VinGH.IO.M J. Project O'leclQiate III l 89/04/16 Bpp 45262 209 45282.306. 

-8804260155 Saioty evaluation support.nQ Amends 82 & 75 to Licenses OPR-42 & 
DPn-60.fospoc lively. 

' Ofl.ee of Nuclear Hoactor Rsgotelion. Owedot tPosi 970411) 98/04/16 3oo 
45262 307-40262:300 


Q. laspectfon teports, IE Quliettna R correspondence 

6803210090 Supp) 1 lo NRG tnlo No'oCO 87-044. "Thimble Tube Thinning in Westing- 
house Reaclors." Sve lisl end. 

ROSSI.CE Oims-oo ot C^ciaiionat Events Asseasmom (Post 870411) 88/03/28 
Consot’dated EiJiSOA Co of New York. fnc. I2lpp 44095:126-44995-246 

9603220298 NRC InlO Notice 80-010. "Mails Licensces.Lack ol Mgl Controls Over Li- 
censed Pioorams." Sve 1.31 end. 

CUNNINRHAM.R.E Division of Indoslnal A Medical Nuctear Safely (Post 870729) 88/ 
03/26 Coivsoiidalod Ed.soivCo ol New York. tec. lOapp 44995247-44935350. 

6634010266 inlorms ol plan lo cancel Kewaunee rn'd-SALP team tesp.duo to licensee 
com nued exceHoni pertormanco in all areas Region Hi Intent Is to loJlOw core program 
at suplsnis te tegion. 

DAVfS.A B. Reg, on 3. Ole of the Djoclor. 88/03/28. MUfll EY.T.E. Olfice ot Nuctear 
Reacior Rogji'snoiv. O-rector (Post 67041 1 ). ip 4494S;346- 4 1945.346 

6604163374 Responds lo NRC Compl:ance Sutlet-n 69-003, "teadsquale Latch Enoago- 
menl in Hf A Type L8tch.cg Relays Mfg by GE.'’ Subj fefch'ng relays no! used in Class 
i£ SVC at plant. 

UARSON.C.E, Northern Slates Power Co 88/04/08. Document Control Branch (Docu 
mont Control Desk). 2pp. 45138:161-45138 162. 


8804010258 NRC Info Notice 68 0 1 1. ' Poionhal Loss ol Motor Control C1i &/0' Sa leh- 
board Function Due lo Faulty Tie Belts " Sve list onct 

ROSSI.CE. Division of Operal'onal Events Assossmonl (Post 870411) 08/04/07. 
Consol rtatod Ed-soo Co of New York. Int I24pp_ 45406 292-45407.051 

8894140039 Conlitms special msp dates of 890719-22 esiablishet) d..ting 990405 Idccr 
w/K Boacioll try reevaWio compFance w/ appLcable lOCFRSO.App H sociticnsCunonl 
levs to I.SICI) addi tnlo requested prior lo pro -App R meeting 
HARRiSON.JJ Region 3. Ole of iho Director 88/04/07 LARSON.CE. Noiihe'o 
States Power Co 3pp 45147 335 45147 337. 

8B04200554 Ptov.dee tmal response lo IE Quttel'n 95 003. "Moio.'- Opprated VjVo 
Commori Modo Fai'uros During Plant Transients Due to improper Switch Settings’ 
Program irr plomeniod to ensure valve operator switch operational roadmoss 
LARSOtl.C F Northern States Power Co 88/04/09 Oiiice of Nuclear Reactor Regu- 
lafon, O.ioclof iPosl 870411) 9pp 45219 039-45210 047 

8B0406D370 NRC info Notice 08-012, "Overprcasing ot Elecl/lc Motoi Bcan.'igs." Syc 
list end. 

HOSSl.C.E. Oivis.oii ot Operational Events Assrtssmont (Post 970411). 69/04/12 
Consolidalod Edison Co. ot New York, tnc I23pp 45 165.028-451 65 150 

B6043T0327 Forwa'ds propnelarv WCAP-1 170/ A nonpropnolary WCAP-1 1788. "Piane 
Island Units 1 A 2 Evaluation tor Tobo Vibrat'on induced Failguo,” .’n rospo.nse :□ 
NRC Compliance Bulletin 88-002 A 883325 appl-cai-'on to withhold p.-oprielO'y mfe 
LARSON.C E Nonhorn Slaios Powor Co 68/04/1? Document Conircl Branch (Docl- 
meni Control Oosk) 3pp. 45194 001-45194 160 

-B804210364 Roquosis that propneia^ WCAP-1 1767. ■ Piauie Island Units i A 2 Eva’ 
uation for Tube Vibration Induced Faifguo." be withhold Irom pub'ic oiscles’jrc (>ot 
lOCFR? 7g0(b)(1)) 

WIFSEMANN.R A West oghouso Electric Corp 08/03/25 MURI EY.T OHlce ol Nu- 
clear Reactor Roguiaiion, Drccior (Post 87041 1 ) lOpp 45194 004-45194 013 

—8604210382 "Prario Is.'arid Units 1 A 2 Eva’uation (or Tube Vibration Induced Fa 
lig:re ” 

CONNORS.H.J . FHICK.T.M.. HALL.JM. Westiiighouse Electric Corp VVCAP 11738 
88/03/31 210pp 45194 814-45194:160 


R. Periodic operating reports A related correspondence 

6804150133 Menihly opeiaiing ropls lor Mar i988 Wr8904ll lit 
OLIGSTAD.D. MUSOLF.D Northern Stales Power Co 88/03/31 9pp. •15153:111- 
45153 119. 


S. Reportable occurrertcea. LERs A related correspondence 

8803200359 PNO JII-88-020;Oii 6603f0.sample results Irom Unit 1 sump indcaled S.T.a'’ 
amount ol reacior coolant leakage showing measurements of loss than 0 1 gpoi Visuat 
insp revealed m sl-ng i.'i reactor need Reg on III momronng situation 
FARBtfl.M. JACKIW.N Region 3. Olc ol the Director 88/03/11 Ip 44916250- 
44916 250 


V. Operator Examlnallone 

8B03300243 Inlorms Of rev to commitnient made sevoral yrs ago re irainr-g of licensed 
opeiaiofs in response lo Geryertc Lit 87-07.F8a’ity lo conouct opoiaVor ira'wtv) .a 
tuluf© In accordance w/accreditod ptogtam 

MUSOLF.O. Northern Slates Powor Co. 89/03/21 Ollic© ol Nuclear Reactor RegAa 
lion, O.ioclor (Post 6704 It) Ip 44979 139-44979 139 

8804110054 teferms lhal operator A senior operator l-censing exams scheduled lor wks 
ol 880711 A 19 Requests pioporly bound A indoxod rol mall al teasi 60 days prioi lO 
exam dalo.W/ stated ends. 

WRIGHT. GC Region 3. Olc Ol the Oiiecioi 89/04/08. LARSON.CE Northerrv Slates 
Power Co. lOpp 45129 310-45129 3l0. 

8B041603S2 Inlorms ol rov to shill tnchn’cai advisor (STA) lrain;ng program orig neMy 
provided to NRC in ulit 910130 Itr.Rev doe to comploiion ol ST A task i.sl lor accierW- 
od STA progrom. 

MUSOLF.O Northorn Steles Power Co. 88/04/08 Documom Control Stanch (Oocu- 
mem Control Oosk). ip. 45136 205-45138 205 

8604250068 Responds to FOlA roquosi lor Info re scores ol reactor operators A sen or 
reactor opeialorsForwards roquairlication oxam summary source sheets listed in end 
app w/porsonal privacy Info deteled. 

GfltMSlEV.OH Division ol Rules A Records (Post 870413) 98/04/19 OOLEY.K 
Public Cili/en’s Critical Mass Energy Profeci. 2pp. 45213.003-45213 095. 

-8804250167 Package of NRG administered requalitication exam results summary. 

• NRC • Ho Oelaiiod Alfiliation Given 87/07/20 BBpp 45213 007-45213.095. 


DOCKET SO 284 IDAHO STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documente A correspondence 

8803250184 Inlorms ol relocation ol NHfl to RocKvUle.MD OIBclal mailmg address sWl 
fomsins same A project managers have new locations A phone numbors.TS Michaels 
still lead project manager lor lacijity & A Adams will servo as backup. 
nUBEMSTEIN.L.S. Standardization A Non-Power Reactor Project uireclorate. 80/03/ 
18 AIM-atlon Not Assigned 3pp 44B56:322-44856:324 


R. Periodic operating reporta A related correspondence 

8804080474 "Annual Opetaling Repl." W/690328 1ti 
WILSON.AE Idaho Slalo Univ . Pocatello. ID, 07/12/31. HUBENSTEIN.L. NRC - No 
Oeiai'ed AILIteiion Given, 7'7pp. 4601 T'006-4501 1.082 



DOCKET S0-26S FORT CALHOUN STATION, UNIT I 


F. Security, medical, emergency & tire protection plana 

$004040003 Rovised emorgoncy plan implementing procedures. Including Rev 6 to EPIP- 
eOF-7, "Proloctiv© Action Guiaelinos" S Rev 3 lo EPIP-RR-4. "Reentry & flocovory 
Onsito NRC Coord.nalion." W/0aO328 Itr. 

ANOREWS.RL Omaha Public Power District 88/02/12 13pp 45020:268-45020 260 

6803310073 Revised radiological emergency response plan,lncluding revs to (able ol 
conlenis & App C.W/880229 Hr. 

FHANCO.F F., ANOHEWS.R L. Omaha Public Power District. 88/02/29 ISpp 
44964 075-44964:009. 

6604110208 Rosiaies commlimenis made during 680316 lire protection enter cemeni 
conlorenco A transmits set of overheads utibred during conferonce.Proprloiary into re- 
moved from Overheads. 

ANOREWS.n L Omaha Public Power Oisirtct 68/03/10 MARTIN.R 0, Region 4. Ole 
of the Director 27pp 45135 223-45l35:249 

6803300099 Oocumanis 680315 Entorcemont Contoronce re lack ol fire barhor seals 
ins'de ot some ot electrical conduits Aliendanco list & handouts end. 

CALLAN.L J Region 4. Ofc ol Iho Olfoclor. 08/03/23. ANDREWS.R.L. Omaha PubSc 
Power District 22pp 44945:3 19-44945:340 

86032901 12 Rev 4 to Section Q ol radiological omotgoncy response plan. "Public Info 
Content & Oissomlnaiion." W/680325 hr. 

ANOnCWS.flL Omaha Public Power District 88/03/25 0pp. 44645: 106-44945:1 14 

8603310092 Forwards Insp Ropt 60-265/66-07 on 880201-30 & rtolice el vielaliort 
CAILAN.L J Region 4. Ofc ot iho Oirocloi. 06/03/25. ANOREWS.R.L. Omaha Public 
Power Oistricl 2pp 44976: 1 30-44976: 1 SO 

-6803310101 Insp Rept 50-205/88-07 on 88020l-20.Vlolallon8 noted. Major areas 
inspectod:iollowup on previously idenllhed iiems.LER lollowup.operallonal safety 
vedlicalionjtlanl lours.salety- related sys waikdown & security obsorvallons 
HARRELL.P H.. REIS.T . MULLIKIN.R Region 4. Ofc ot the Ditoclor. 08/03/25. 17pp. 
44976 134 44976:160. 

8604070060 Responds lo violations noted In Insp Rept 50-285/88 05 & 880321 on- 
lorcemenl conteienco items Cortocifvo actions: health physics technician iralning 
records toviowod & unqudlitied technicians not periorming tasks 
ANOREWS.R.L Omaha Pub’ic Power District, 88/03/31. Oocumont Control Branch 
(Document Control Desk). 1 16pp 45074: 162-46O74:280 

8604130180 Rev 13 lo EPIP-OSC-l-1. • Emorgoncy Classitication." W/880404 hr. 
FRANCO.f.F. ANOnEWS.R.L, Omaha Public Power District. 88/04/04 0pp. 
46I67-300-45167:310. 

8804120323 Advises that 880307 rev lo emorgoncy plan sccoplablo. 

CALLAN.L J Region 4. Ofc ol the Director 88/04/07 ANDREWS.fl L Omaha Pub?lc 
Power OlSfrlcl. 2pp 45090 076-45090 076 

6604160202 Informs that NRC completed review ol emergency plan changes which util 
submitted on 680325 6 20.Change3 acceptable 

CALLAN.L J. Region 4. Otc ol the Director. 88/04/12 ANOREWS.R.L. Omaha Public 
Power Oisirjcl. 2pp. 45138:169 45138:160 

B604200426 Rev 6 lo Emergency Plan Imptomonling Procedure EPlP-EOF-8. "Environ 
Moriiloring.'* W/880414 llr. 

ANOREWS.n 1. Omaha Public Power Disirfcl. 80/04/14. Iflpp, 46218:243-46210:260, 


P. Operating license stage documents A correspondence 

8804010031 Discusses seismic qualification Into lor valves associated w/ab ssccumula- 
tors discussed in util 871120 llr.Ulil will soismically ovaluato any required 04 operated 
valves under resolution ol USI A-46. 

ANOREWS.R.L. Omaha Public Power District 87/1 1/25, CALVO.J A, Proleci Director- 
ate IV. 2pp. 46001:030-45001.031. 

8803240426 Genoric Llr 80-06 to all power reactor licensees & applicants re removal ol 
organ Valion charts born Tech Spec administrative control roquiremenis.Svc list end. 
MihAQlIA.F.J. Associate Director lor Projects (Post 87041 1 ). 86/03/22. Consol-dated 
Edison Co. ol New York. Inc 47pp 44972:107-44972:163. 

8804010084 Forwards salety evaluation re Implamentation of TMl Action Mem ll,K,3.6. 
"Automatic trip of Reactor Coolant Pumps During LOCA." Submittals 
accepiablo.Requirements lor sub] TMl action Item salisIled.Technlcal evaluallort rept 
end. 

BOUflNIA.A. Prolqct Olteclorato IV. 88/03/25 ANOREWS.R.L. Omaha Pubflo Power 
OisWct 16pp. 44921:328 44921:343. 

8604080080 Generic Llr 88-07 to power reactor licensees & applicants re modified en- 
forcement policy concerning tOCFRSO.49, "Environ Qualillcalion of Etecirical Equip- 
ment Important lo Safety for Nuclear Power Plants." Sve list end. 

MIRAQLtA.F.J. Associate Director (or Projects (Post 870411). 86/04/07. Consolidated 
Edison Co. ol New York. tno. 49pp. 45 164:237-45 164:285. 

6604150021 Forwards safely evaluation granting uM 870812 request lot reliel from re- 
quirements of A8ME Section XI due lo inaccessible wolds Irt loedwater sys. 
CALVO,J.A. Project Dlredoiate IV. 08/04/07. ANOREWS.R.L. Omaha Public Power 
Disiticl. epp 45139:082-45139.092. 

— 6804IS0027 Safely evaluation granting util 870BI2 request (or reliel bom certain re- 
qoiremonta of Section Xi ol ASME Code. 

* Office of Nuclear Reactor Regulation, Diraclor (Post 870411). 68/04/07 6pp. 
45139:066-45139.092. 

8804120356 Documents 860210 lelcon re diverse scram sys designed & Installed by 
ubLper |0CFR60.62,ATWS rula.W/one oversize drawing. 

ANOREWS.R.L. Omaha Public Power Diatrld. 88/04/08. Document Control Branch 
(Document Control Desk), epp. 46061:188-46091:176. 


8804250003 Forwards application for amend to License OPR-40,lorniBiiZing organize 
tionat changes in 880309 application (or amend A proposing io remove o.'ganiza1ional 
chartspor Gonetic Llr 66-08 Foe paid 

ANOREWS.R.L. Omaha Public Fmwet OisIncL 86/04/15 Document Co.ntrol Oranch 
(Document Control DosV) ip 45231 305 45231:316. 

-6604250004 Application lor amend to Lrconso DPR 40.amcnding lech Spec Section 5 
to provide tor changes in orgamzaltonol structure supporting pia.'tl 
ANOREWS.n L O.moha Public Power OiSiilci 68/04/15 4pp 45231 306 45231:309. 

-8604250005 Proposed Tech Specs formalizing changes in organizational siructura. 

• Omatia Publ-c Power District 88/04/15 tOpp 45231 310 45231 319 

8B042S0007 Supplemonial application for amend to liconso DPR-40 cheng'ng Tech 
Specs Figure 5-1 re support stall. 

ANDREWS.R L Omaha Pub’ic Power Disbict 88/04/15. Oocumani Control Qtanch 
(Oocumont Control Desk). Ip 46237:130 45237 140 

-8804260012 Proposod Toch Specs. changing Figure 5-1 re support staff 
' Omaha Public Power Oisirlct 88/04/15 ip, 45237 140-45237:140 

eB0425f>157 Forviiaids Amend 112 lo License DPH-40 A safety evaluation. Amend lo- 
Vises Toch Spocs lo permit extension lor next duo data bom 880430 lo rofuolmg 
outago schodulod lor Sopi 1968 for periorming insp ol DIesol Generator t 
80URMIA.A Project Directorate IV 86/04/19 ANDREWS.n L Omaha Pubko Power 
Disinci 4pp 45262331-45262:341. 

-8804280163 Amend 152 lo License DPn-40.iovlBOS Tech Spocs lo perm-l extension 
for next duo date front 680430 lo roluoling outage schodulod for SopI 1986 for par- 
form ng insp of 0:osol Generator t . 

CALVO.J A Project O recioralolV 86/04/19 4pp 45262 335-45262 336 

-8004280173 Safely evaluation simportlng Amend 112 lo License DPR-40. 

• Ottico of Nuclear Bonclor Rogulaton. D.ioclo/ (Post 870411), 88/04/19. 3pp 
45262:339 45262:341. 


8804260427 Requests fees for 671214 application re rev.ow ol revised mochanlcel 
design rapt lor Oalche K A L fuel (of plant. 

OIQOS.R M. LIcenso Fee Management Brencli. 08/04/25. ANDREWS.R L Omaha 
Public Power District Ip 45266:076-45266:075, 


Q. Inspection reports, IE Bulletins A correspondence 


8594110208 Resiaios commllmonis made during 990315 tiro piolociion o/ileicemon) 
conlorenco A transmits set ot overheads uiilizod during conference Propnola/v Into ro- 
moved from overheads. 

ANDREWS.n L. Omaha Pub’ic Power District, 08/03/18 MARTIN.R 0, Region 4, Otc 
of tho Director 27pp 45135 223-45135 249 

8603290311 Forwards Exam Rept 50-265/OL-e0-0l ol exam administered during wk ol 
880203. Groaler attention noeoed to assure that mall provided to NRC lor propaialon 
of exams technically accurate. 

CALLAN.L J Region 4, Ofc ol tho Director 88/03/22 ANDREWS.R L Omaha Pub'ic 
Power Oistricl. 2pp 44078:264 44978 343 

-8603290924 Exam Rept 50-2B5/OL 68-Ot on 880206Exani rssults ihroe candidates 
passed all portions of exam A have boon Issued appropriate l-cense. 

MCCROnY.S.L, PELLET.JL Region 4. Ole of Iho Director. 88/03/21. 78pp 
44078 266-44978:343. 

88033000S6 Ack recolpl ol 680204 A 0304 A 18 lira inlerming NRC ol stops taken to 
correct violations noiod m Insp Ropi 60-285/87-24 Response to Violation 285/87-24 
05 failad to provide data for Issuance of plant procodura. 

CALLAN.L J Reg'on 4. Ole of the Difoclor. 88/03/23 ANDREWS.R L Omaha Public 
Power District. 3pp 44945:316 44045:316. 

8803300099 Documents 890316 Entorcemont Conference re lack ol lire barrier seals 
Inside of some ol eleclrfcol conda-ls. Altendance list A handouts end. 

CALLAN.L J Hag on 4. Ole ol the piroclor. 88/03/23 ANOREWS.n L Omaha Public 
Power District. 22pp. 44945:319-44946:340 

8803300104 Ack receipt ol 660226 Hr Inlorming NRC of steps taken lo coirect viotailona 
noted In fnsp Ropt 60-2fl5/87 26 

CALLAN.L.J. Region 4, Ole ol the Oirectoi. 88/03/23 ANDHEWS.R.L Omaha Public 
Power District. 2pp. 44045:341-44945:342. 

8803310002 Forwards Insp Rept 50-28S/BR-07 on 680201-20 A notice ot violal'on. 
CALLAN.L J Region 4. Ofc of the Director. 88/03/25 ANDREWS.R L. Omaha Puhl c 
Power District. 2pp. 44B7a:iaO-44076.t&0. 

-8803310097 Notice ol violation bom Insp on 680201 -29. Violations noted lire brigade 
consisting ol live members independent ol demands of other duties not mainialr.8d A 
written procedures not adhered to during perloimance ol surveillance losts. 

• Region 4. Ofc of the D-'roctor. 88/03/25 2pp. 44976:132 44978:133, 

••8803310101 Insp Rept 50-285/68 07 on 880201-29.Vlolation8 noied.Mejor areas 
Inspected- followup on praviousty IdenlKlod items.LER foUowup.oporaiionsI safety 
venlicalian.plsnt lours.aatety- related ays walkdowri A security observations 
HARRELL.P.H,. REIS.T., MULLIKIN.R. Region 4. Qlc Of the Director 88/03/25 17pp 
4467e:134-4497e;150 


B8032 10090 Suppt I to NRC Info Notice 87-044, "Thimble Tube Thinning In Westing- 
house Reactors.*' Sve list encl. 

ROSSI.C.E. Division of Ope/aiional Evarits Assessment (Posl 670411) 86/03/28. 
Consolidated Edison Co. of New York, Inc. <21 pp. 44995:126-44695:246. 

8803220296 NRC Into Nr>lice BB OfO. "Malls Llcenssas Lack of Mgt Controls Over Li- 
censed Pfograms." Sve Usi encl. 

CUNNINGHAM. R E Division ol Industrial & Medical Nuclear Safely (Post 870729). 88/ 
03/28, Consolidated Edison Co. of New York. Inc. lOepp. 44995:247-44995.353. 


-9804060329 Exam n«pi 50-265/OU 63 02 on 880307.Exam resutts.-twa sonlor opera 
lofs lai.'ed wai'k ltirouso oxan> & ail others passed exams. 

WHlTTEMOflE.J.E.. PEUlET.Jt. Bogon 4. Orc ot Ihe Owocior. 66/03/28 6pp 
45007 33I-45007;336. 

S904060472 Ach recefpl of 680322 Ut & payment of CiVil penally lr> cmouni of $176,000 
proposed by NftC 680222 Hr Response eddrossmg long-ieim conecttve actions ex- 
pected by 880412. 

llE8£nVlAN.J. Olc of EetOfcement (Post 6 704 1 3). 88/03/31 ANDHEWS.fi.t. Omaha 
Puh'>c Po>r<Ot Oisirtci. Ip. 45010 350-45010350. 

•W>407006'Q Reaponda to vtoiatons notod In lr\sp Ropi 50 285/88-05 4 880321 en- 
forcement ccnferenco items Coweclivo actions health physics tec hn 'Can train'ng 
records reviewed & unoue'ifted technicians not peiioirmrig tasks. 

ANOREWS.Rt. Omaha PubKc Power Oisincl. 89/03/31 Document Control Branch 
(Oocumenl Control Desk). 1 15pp 45074 152-45074-286 

9804070188 Forwards response to NRC 660304 Hr re vio'ation noted in insp Rept 50- 
266 r87-35 Responsa vcthtia'd 

ANOREWS.R L Omaha Public Power OiSirtcl. 68/04/04 Document Control Branch 
IDocument Ccnirot Desk). Ip. 4S1 15.034-45115 034. 

8804110209 Foiwards Entorcomeni Coirlorence Hopt 50-285/88 05 on 880321 to d's- 
cuss apparent violahons 8 NRC enioicomeni actions. 

CAlLA/i.t J. Region 4. Ofc ol the Director. 89/04/04. ANOREWS.R.L. Omaha Public 
Power Oistnct 2pp. 45 120;283-45 129 509. 

-8604110311 Efrfofcerr.ent Crmlcience Ropt 50-28S/66-05 on 8e032l.MalO< areas 
di$cu9sed;circu.mstancos surrounding six apparent violations S severr 8ign‘licanl find- 
Ings S radiotogicat improvement protect. 

BAEfl.flE. Region 4. 0.*c ol Iho Director. 88/03/30. Rog on 4. Olc ol the Director. 
45pp. 45120 265-45 129.309 

8804010256 NRC fn'o Nonce 88-Ott. "Potonfiat Loss Of Motor Coritrol Cir 8i/or Switch- 
board Funaton Due to Faulty Tie Bolte ’ S-rc hsl enct 

ROSSI.CE. Division ol Operational Events Assossnyoni (Rost 670411). 89/04/07. 
Conso-'idaied Edison Co of Mow York. Inc. 12<pp. 45406.292- HSrioytOSI. 

6404060370 NRC Into Notice 88 012. 'Overgreasing Ot Eloctric Motor Bearings.*’ Svc 
fist end. 

ROSSl.C E. Division of Oporailanel Events Assessment (Post 070411). 68/04/12. 
Conso'idatad EcHsooCo of New York, loc 123pp. 45165026 45195.160, 

8604200295 Cont.ime discueeiohs w/A3 Boach that ui4 response addtesalng long-tesm 
corrective actions tor vtoiations cited in Entorcerront Action EA-87-2 10 will be prOvid 
ed on 01 betoio 660428 

ilE8EnMAN.J. Ote of Enforceironl (Posi 870413) 90/04/14. ANOHEWS.P t. Omaha 
Public Power pisi/ici ip. 46174 136-45174:136 

06643£6243 Ack receipt ol 660216 payment ol $7&.000 for civil penalty proposed by 

NRCsa0H9l(f 

LteBERMAN.J. Ofcol Entorcomeni (Post 870413). 68/04/16 ANOREWS.R.L. Omaha 
Put/tePowot Oisincl ip, 45281:282-45281 282. 


B. Psflodlo operating reports a related correspondence 

4604200142 Monthly opeiahng lepit tor Met 1888 W/830413 Mi. 

GlESSiE.WJ.. ANDREWS.n.L Omaha Public Power District 68/03/31. Opp- 
45221 097 45221; 105 


S. Reportable occuriencea, LEfts A related correapondence 

8804)30079 l ER 88 005 00:On 8Q030B.cond.rion discovered by which specific LOCA 
could Incapacitate Inslrumentalion feeding protective luncHon Further investigation 
-ccniinuing Personnel aiortad to problem & conseauonces W/88040fl Itr. 
HOUINIJSEO.M.W.. /VNDREWS.aL Omaha PuhUc Power Oisiricl. 89/04/08. 5pp, 
45129.152 45129,166 

8604 1 50414 LER 88-0O4'O0.on 88031 1, determined that Instrument aY valve PCV-1849 
not meet containment tsolaiicn cntorla scccilied in updated SAR.Cause not 
staled Ptocedure changes made to reflect need to close valva.W/8604i t l(r. 
SHIIBERT.8.W., ANUflewS.n.L. Omaha Public Power District 88/04/11. 4pp. 
45163 169-45163:163. 

8604300093 Special tepion 0803t6.a(a<ms teceivad In control room which Indtcate 
problems vv/qualifced 5POS Channel A (QSPDS A) Personnel noticed smell ol hot In- 
au'ation cbrnlng from OSPDS A panel AI -2O0A Caused by overheated expand at caid. 
ANOftEWS.Rl. Omaha Public Power Dislrtct 66/04/14 Document Conlrol Branch 
(Document Control Desk) 4pp. 45216:008 46218 01 1. 

M94200346 LER 68-008-00 on 870503,12 spray heads on containment spray sys not 
Inspected per Surveillance Tost ST.N2-I wilh'n required time imerval.Ellect ol poteri- 
kaliy disabled heads on corrta'nment spray headers wlU be evaiuaiad.W/6604 1 4 Jtr. 
ROStONlEC.O.J.. ANOREV/S.R.L Omaha Pub'lc Power District 80/04/14. 3pp 
46221:062-45221.064. 

8804200368 LER 08-OO6-OOon 08031 S.Survoillance Test ST -DC 1 FI. "StaMon Bailer- 
)es,** not perlormed during Jan tB66.Caused by way surveillance lest schedule pro- 
gram designed. Test now scheduled lor second wk Of each monih W/880414 Itr. 
MOL2LEB,D.S.. ANOREWS.R L. Omaha Public Power (3.slrict 88/04/14. 4pp. 
46236 044-46235)047. 


V. Operator Examinations 

8803390311 Forwards Exam Rapt 60.265/OL-68 -01 ol exam administered durirtg wk ot 
8B0209.atealer attention neeefed lo assure that mall provided to NRC tor preparation 
ol exams lechn-catty accurate. 

CAtLAN,l.J. Region 4. Olo ol the Director. 88/03/22 ANDflEWS,ft L. Omaha Public 
Power EHslriCt. 2pp 4*978 264.4 4970^)43 


8804060320 Forwards Exam Ropt 50.285/OL eB-02 Of wriiien & walkthrough are'oa i 
min'slered during wk of 8B0307.Reciualiflcation training program wiii nol bo rceva 
aled unlit simulator exams comptelea.Program unsatisfactory. 

CALLAN.L J. Region 4. OIC Ol the Otrecior. 68/03/28 ANCJREWS.R.L. Omaha PJ 
Power District. 2pp 45007:329-45007:336 

-8804060329 Exam Rept SO-285/OL-86 02 on 6B0307.Exam results two sen or ofc 
tors failed walk-through exam A alt others passed exams 
WHlTTEMORE.J,£ . PELLET.J L Region 4. Ofc of the Director 68/03/26, 6 
45007.331-45007 336. 

8804360088 Responds lo FOIA request for info re scores ol reactor operators & »c-r 
reactor operelots.Forwards requatitical'on exam summary source sheets kstod m o 
app w/personal privacy into deleted 

GRlMSlEY.DH Division ot Roles & Records (Post 870413). 68/04/19 BOlEt 
Public Citizen's Critical Mass Ermrgy Ptoleci 2pp. 45213 003-45213 095. 

-•8004260187 Package ol NRC admtnt&torad requakdeatton exam lesulls sutnma'y. 

• NRC - No Detailed Afliliatlon Given, 87/07/20 BBpp 45213.007-45213 095 
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f. SecuTtly, medical, entargenoy 8 lire protection plans 

6303310297 Forwards exercise oMeciives for facility full-scale emergency propared-r 
exercise scheduled lor wK ol 880320, per WJ Laiarua 861124 itr .Util intends to I 
lost site response lo simulated emergency condiilon. 

OOSIGER.W.A New York Power AulhonW (formerly Power Aulhchty of the Sta't 
New York). 87/12/11, RUSSELL.W. Region 1 Dfc ol the Director. 23pp. 46000J 
45000.33^ 

6804110149 Discusses support activities (or Cycle 8/7 refueling outage schedu's: 
begin tn Feb 1969.Tenlatiwe schedule loi completion ol tasks encLEncl withhold 
1CCFR73 21 & 2, 7 90(d)) 

JOSIGER.Vil.A, New York Power Authority (lormerly Power Auihofily of the Sla'.i 
Now York) 88/03/31. RUSSELL.W.T. Region 1. Ofc of the Director 2pp 45135( 
45135:041. 

0804160269 Forwards Rev 3 to safeguards contingency plan fnd-caling orgrtn'rai-er-. 
title changes Rev withheld (lel 10CFR2.790(d)il». 

BRONS.J.C. New York Power Authority (formerly Power Authority of Hie Siaie ol I 
York). 68704/06. Oocumenl Conlrol Branch (Docomeni Conlrol Desk) i 
45102.-243-4S192 244 


P. Operating license stage documents & correspondence 

8803240426 Generic Hr B8-06 lo all power roaclor liconseos S appileanis to romovt 
orgenizailoit charts from Tech Spec admlnlstraiive conlrol requiremenis Svc lisi C 
MIRAQLIA.F J. Associate Oiioctoi lor Ptojecia (Post 870411) 88/03/22. Consakdi 
Edison Co. of New York, Inc. 47pp. 44972:107-44972 153. 

8804110149 Discusses support activities for Cycle 6/7 refueling oui^e schodjloi 
begin In Feb 198 9. Tentative schedule lor completion of tasks end End withhold 
10CFR73 21 & 2.790M)), 

JDSIQER.VV-A. New York Power Authority (formerly Power Authority of Iho Siaii 
New York). 6B/03/3t RUSSELL.W T. R^on t. Olc ol the Oiioclot 2pp 451351 
45136.041. 

8804060088 Gonerlc LIr 88-07 lo power reactor liconsees & applicants re rnodiked 
forcement policy concernlrig 10CFR50,49, "Environ OualHIcatlon ol Eloctrical et 
merit Important |o Safety for Nuclear Power Plants " Svc list enct 
MIRAGL1A,F.J. Associate Oire-otor for Projects (Post 87041 1). 68/04/07. ConsoliJ- 
edlaon Co, ot New Yoik. Ino. 49pp. 45184 237-45164-285. 

8804190185 Forwerds request tor add! Into re ulit 831107 & 850517 responses t-o 
none Itr e3-28,liem 2,2 (Part I). ■'Equipmoni Classlllcalion Programs (Programs fc 
Other Safely- Related Componente).*’ Response requested within 30 days. 
NEIOHBORS.J.O. Project Directorate 1-1. 88/04/13 BRONSJ.C. New York Power 
tlrorii^ formerly Power Authority of the Stale of Now York). I2pp. 45165: 


Q. Ineiseclion reports, IE Sulletina A correspondence 

88O4O4OO20 Forwards tnsp Rept 50-286/88-01 on 880209-0316 No viotaltons noted 
WENZINQER.E.C. Region 1, Ofc ol the Director. 88/03/24. JOSIGER.W. Now ' 
Power Authority (iormerly Power Authonly ol the State ol New York) 2pp 45017. 
45017:174. 

-0804040033 (nsp Rept 60-286/60-01 on 860209-03 IQ.No violations noted fr 
areas lnspecled.routino onsite ragolaf A backshift Insp of plant operations. <nclo 
shMt togs & tecords A licensee aotions on previously identified Insp lindings 
JOHNK)N,J.R. Region 1. Ofc of the Director 88/03/23 6pp. 46017:167-46017: 

8803210090 SuppI 1 to NRC Into Notice 67-044, ' Thimble Tube Thinning in VYes 
house Reactors." Svc list ortcl. 

ROSSI.C E. Division of Operatlonat Events Assessment (Post 87041 1 ) 88/03 
Consolidaled Edison Co. of New Vork, Ino. |21pp. 449961126*44995:246. 

8803220396 NRC Info Notice 08.010, "Mails Licensees.Lack of Mgl Coniiots Ove 
censed Programs.*’ Svo list end. 

CUNNINGfMM.R.E Division ol Industrial A Medical Nuclear Salely (Post 870729) 
03/28. Consolidated Edison Co. of New York, Inc. I08pp. 44995:247-44996-353. 

0894010268 NBC Info Nojtce "Potential Loss ol Motor Control cir A/or Sw 

board Furvction Due to Faulty Tie Bolts" 

RO^I.O.E, Division of Ope/atlondl Sveitts. Assesstneol (Post 870411). 88/04 
ConsoMOafed Edison Co, ol Nevy-Yoi)<t'in0. tS^pp. 4&408;292.46407;OS1. 


8B04300089 Forwards rOQuasI tor addl into ro uhf 860613 response to lE BuUol-n 8S- 
003. "Motor 'Operated vatvo Common Mode Failures During Plant Tiansionls Oue to 
Improper Switcli Sellings." (or response in i month 

WtNZlNGb'Fl.EC Region 1, Otc ol the Oirecior 80/04/11 JOSIGEfl.W Now Yoik 
Power Authority (tormorly Power Authority o( the Stale ol Now York) 4pp 45316; 1 44' 
45218 147. 

8604360370 NRC into Nolico 68'012. "Ovorgroaslng ol Elocirlc Motor Soarings" Svc 

I'St ^ncl 

KOSSI.CE Division of Oeoralional Events Assessment (Post 870411). 86/04/12. 
Consol dated Edison Co of Now York, Inc 123pp. 45165 028-45185 150 

06C42301S5 Forwards Safety tnsp Ropt 50-286/8B-03 or* 800307-11. No vrolotrons or 
deviations noted Unresolvod Item re audit program Idoniitied. 

BELLAMY.R R Region 1. Otc of Iho Director 88/04/13 JOSIGER.W. Now York 
Power Aulhorily (tormorly Powor Authority ol the Stale Ol Now York) 2pp 46220 254- 
45220 267 

-6804200163 Saloty Insp Repi 50-286/68 03 on 880307-11. No violations noted Mojor 
aroas inspccted.licensoe water chemistry control program lo controlling corrosion & 
out ol'Core radiation liold buildup Unresolved itom re audits also noted 
DfCEHOUSE.H J . PASCtAK.W Reg on 1 . Ofc ol the Director 88/04/07. 12pp 
45220 256 45220 267 

8804270271 Conlirms that ulil continues lo implement monitorlim R procedural acUons 
recommended by Buiiolin 85 001. "Sioam Binding ol Auxi’iary Foodwalor Pumps.*’ per 
Gonaitc Lir 88 03 re resoluHon of Generic Safely Issue 03. 

ORONS.JC Now York Power Auihonty (tormorly Powor Aulhorily of Iho State ot Now 
York) 88/04/te Document Control Branch (Document Control Desk) 2pp 
45245279-45245 280 


R. Periodic operaling reports A related correspondence 


8804320081 Monthly operaling ropl lor Mar 1988.W/B60414 Ur. 

KEILY.L. JOStQtH.W A. Now York Power Auihonty (tormorly Powor Aulhorily ot tho 
State of Now York) 68/03/31 Spp 45216:178-45216 185 

6804 f 10063 Forwards cover Itrs transmitting monthly lacilily discharge monitoring ropts 
lor Jul Doc l987.Each covor Itr accompanied by excorpia from ropts which dolail ex- 
cursions from SPDES permit ollluent kmrts. 

BRONS.J.C. Now York Powor Authority (formerly Powor Autfiorily ol the Slaio of Now 
York). 60/04/05. Oocumont Control Branch (Docurnent Control Desk). 3pp. 
45170 001-45170 020 

-8604 1 10091 Discharge monitoring ropl lor SPDES Permit NY00044 72 tor Jul 1987. 
aASlLG.JA Consolidated Edison Co. of Now York, Inc. 67/07/31 3pp, 45170 004- 
45170 006 

-6804110093 Dischaige monitoring ropl lor SPDES Permit NY0004472 lor Aug 1067. 
OASILE.JA. Consolidated Edison Co. ol Now York. Inc 87/08/31. 2pp, 46170 007- 
45170 008 

-6804110097 Oischargo moniloring repi for SPDES Permit NY0004472 tor Aug 19B7 
8ASILC.J A. Consolidated Edison Co. ot Now York. Inc. 87/09/30 3pp. 46170:009- 
45170 011 

-88041 10127 Discharge monliortog ropt for SPDES Pormil NY0004472 (or Ocl 1987. 
OASILE.JA. Consolidated Edison Co. ol Now York. Inc, 87/10/31. 3pp. 45170012- 
45170014 

-8804110141 Oischatgo monitoring ropl lor SPDES Pormil NY0004472 for Now 1937. 
OASILE.JA Consolidated Edtson Co ot Now York. Inc. 07/11/30 2pp. 45< 70:015- 
45170 016 

-8804110145 Discharge moniloring ropl for Dec 1987. 

OASILE.JA. Consotirialed Edison Co of Now York. Inc, 87/12/31 2pp, 45170017- 
45170018 

—8904110199 Submits repi lo corroci previous ropt ol noncompiianco for months ol 
Mar.Api.May & June 1987 Previous ropt d.d not list specific Oatas.por Pan ll.gonoral 
condiiions. 

• New York Power Authonly (tormorly Power Authoniy of Ihrt Slaio of Now York). 87/ 
06/30 2pp, 45170.019-45170 020. 


S. Reportable occurrences, LERa & related correspondence 

8804110083 Forwarrfs cover Itrs Iransmitting monihly (acility discharge monitoring ropts 
(or Jul-Boc 1987. Each cover Itr accompanied by oxcorpts from repis which doTail ex- 
cursions from SPDES permit ellluenl limits 

BRONS.J.C. New York Powor Authority (tormorly Power Auihon^ Of Iho Stale ol New 
Yorkt. 68/04/05. Document Control Brancn (Oocumont Control Desk). 3pp 
45170 001-45170.020. 

-8804110093 Discharge monitoring repi for SPDES Pormil NY0004472 lor Aug 1987. 
OASILE.J A Consolidated Edison Co. ot New York, Inc 87/08/31, 2pp 451/0,007- 
45170 008, 

—8804110097 Discharge monrloiing ropt lot SPDES Permit NyOQ04472 lor Aug 1987. 
BASILE.J.A Consolidated Edison Co. of New York. Inc. 87/09/30, 3pp. 45170.009- 
45170:011. 

-8804110127 Discharge moniloring repi for SPDES Permit NY0004472 lor Oct 1987. 
BASllE.J.A Consotidaled Edison Co. ol Now York. Inc. 87/10/31. 3pp 45170:012- 
45170.014 

-8604110141 Discharge monitoring lepl for SPDES Pormil NY0004472 lor Nov 1087. 
BASILE.J.A. Consolidated Edison Co. of New York, Inc. B7/11/30. 2pp. 45170 015- 
45170:016 

-8604110145 Otechatge momlotirvo topi lo< Dec 1967. 

BAS1L6.J.A. Consolidated Edison Co. ol New York. Inc. 87/12/31. 2pp. 45170.017- 
45170:018. 


-8604110109 Submits rapt to corroci previous tool ol noncompliance for months ol 
Mar, Apr. May & June 1 987 Prav.ous ropl d d not nsi spociOc dalos.per Part It.goncrai 
conditions 

' New York Powor Aulhorily (formerly Powor Authority ot Ihe Stale ol Nevv Yoik) 87/ 
08/30 2pp 45170 019 45170 020- 
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C. Utility Environmental Report (ER), amende & correspondence 

8004040024 Applical on lo/ amonds to Licenses OPH-38.DPn 47 & OPR-55 lo permit 
operation ol ISFSI tor temporary storage ol spool fuel until Federal govi provdos per- 
manent storage lacil.tios Foe paid 

TUCKER.H.B Duko Powor Co. 68/03/31. Oocumont Control Branch (Document Con- 
liol Desk) ttpp 45233 050-45233:195 

—6604040053 “ISFSI Environ Rept." 

• Duko Power Co 68/03/31 215pp 45233 198 45234 050 


F. Security, medical, ernergency & tire protection plans 

6604110123 Fo-rwards Rev 24 to plant security plan. Rev doveloped lo delete redundant 
viial ertuipment lost wording rn security pla<i & in comprehensive manner revise list of 
viIbI equipmenLRov 24 withhold (rof 10CFn73.2l). 

TUCKEH.H B. Duke Power Co. 86/04/04 Oocumont Control Branch (Document Con- 
trol Oosk). 2pp 45126:226-45129 227 

8804200473 Paii'al response to FOIA request ro lire protection Forwards App E 
documontsApp 0 & E documonls ava-iablo in POR.App F documeni comptotoly with- 
hold (rol FOIA Exemption 5). 

GRIMSLEY.D.H Division of Huies & Records (Post 870413) 88/04/14 JONES.C.R. 
AfliliaUon Not Assigned. 5pp. 45206 03 7-45206 043. 

-8604200579 Advises that Firo Protection Steering Commilteo has recommended that 
each region moke ono tOCFRSO.App R-type Insp tor oach lacilily lo assess status of 
comp'lanco w/ 10CFn50.48 Ptogtam tistori. 

CONLON.T E. fiegion 2. Otc of Iho Direcior. 84/11/06 HEROT.A.R Region 2. Ole ol 
iho Diroctor 3pp 45200:1 76-45200 178. 

6604290249 Forwards Revs 88-01 & 68-02 lo lmplomont.ng procedures martual (Vols 8 
& C) per 10CFR50 54(q).nov9 do not decroeso ellocliveness ol emorgoncy imple- 
iDOnlitig^procodures or omorgency plan 

TUCK^.R B. Duke Power (;o. 88/04/21 Oocumont Control Branch (Docurnent Con- 
trol Desk) 2pp. 452S2:t 12-45282:170 

-8B0429O274 Revised omergency plan imploirienting proceduros.including rev lo Proce- 
duro CP/ I82/A/2002/06. "Post- Accident Caust-c. Sys. * Procedure RP/O/0/1000/ 
03. “Alort" & Procedure HP/0/ B/ 1000/ 04. ■'Site Area Emergency. ’■ 

• Duko Powor Co 80/03/31 40pp 45282:114-45282:170 


1. Financial Information 

6694040024 App’lcailon rr>r amonds to Licenses OPR-38,OPR-47 & OPR-SS to permit 
Oporallon ol ISFSI lor temporary storego ol spent fuel uni I Federal govt provides per- 
nianoni storage tacitilios Feo pa:d 

TUCKER.H B Duke Power Co 88/03/31. Oocumont Control Branch (Oocumont Con- 
trol Desk). 1 tpp 46233 050-45233:195 

-880404 0050 "Duko Power Co Annual Ropl 1987." 
lEEW S, Duke Power Co. 87/12/31. 101pp. 44999:093 44999 193 


P. Operating license stage documents & correspondence 


6603100068 Summary of 880301 meeting w/ulil in Rockvillo.MD ro ISAP II described in 
Generic Hr 88 -02 Attendance list & vtewgraphs end 

MOOO.D.S Project Directorate 11-3 88/03/07 Projocl Ol'eclorele 113 20pp 
44602 083 44662:111. 

8803240426 Gonoric Ltf 88-06 to all power reactor liconscos & app'icants ro removal of 
orflanizallon charts from Toch Spec adm'n-alrallve control requ remenis Svc ksl oncl. 
MiRaQLIA.F.J. Associate Director lor Piojocle (Post 0704 1 1) 08/03/22 ConsoUdaied 
Edison Co ol Mew York. Inc. 47pp. 44972' 107-44972: 163. 

6804010042 Forwards listing ol oulsiand ng iiems.per decusslon w/NRC ro ulil ongoing 
program ol roducing backlog ol outsland ng ■toms.'W/o encl. 

BROWNLEE. 7.L. Regton 2, Ole of the Ohoclor. 88/03/23, TUCKER.H B, Oul.e Power 
Co. Ip. 45031:171 45031:171 

6804120317 Expresses apprecislion lor lime ihal mombars took to present outline ol 
iSAP II program per Generic Llr 6B 02 requosling licensee to evaluate NRC latest rev 
8 indicaie whether Inieroslod In participating In program. 

lUCKER.H B Duke Power Co. 63/03/25, Oocumont Control Brar*ch (Document Con- 
trol Desk) 2pp 45091:142-46091:143 

8804040024 App|-cat:on lor amends to Lfeensos DPn-38.DPn-47 & DPH-S5 to permit 
operation ol ISFSI for tomporary storage ol spent fuel until Federal govt provides per- 
ntaneni storage laciinies Fee paid. 

TUCKER.H.B. Duke Power Co 68/03/31 Document Control Branch (Document Con- 
IrOl Desk). 1 tpp 45233:050-46233:195. 

-8804040026 Proposed Toch Specs re spent fuel storage lacilily 

• Duke Power Co 89/03/31. 7pp 45233:060-45233,067 

-8804040059 ’ISFSI SAR," 

• Duke Power Co 89/03/31 265pp. 45234 051.45234:315. 
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8804050403 f^obfies thai util S700t4 appiicaMn to rav.se Tech Soecs re upper surge 
lank lovel S emergency flow vs time onsu labte for process'ng.No lechn cal juslilica' 
ten or tJSKC deiormnstion provided. 

HOOD.O S Piojocl Oiieciorate (13. 8BV03/31 TUCKER, H B. Dtiko Power Co 2pp 
45009 334 45009 335 

8604080172 Forwards SSER NUR£G-I23t re B&vV Owners Group planl loassossrvient 
prog'ani.Ov'erak' syaiual'on rema ns lavorabie. Add! improvomani In area ol integrated 
conirel sys/ noo*nuc(ear mslrumenlaten Sy® review possiOle.WToenci 
CflUTCifriELD.O. Div.sion ol Reactor Projects • W.rv.V & Spocial Projects (Post 
8704 1 1 J 88/03/3 1 WILGUS.W.S Babcock & Wi'co* Gperatint) Plants Owners Group 
7pp 450/6 48 l-45076;t87. 

B80408008B Generic Lir 68 07 to Mwei reactor licensees & sppt'cants re modfied on- 
lorcamont policy concern.ng t0CFn50 49. "Ettviton Ouatiiicanon ol ElocWcal Eoap- 
meni Impcrtant to Safety for Nuefeat Power Plants " Sve bst end 
MIRAGUA.F.J Associate Oitocio* lot Ptojacis tPost 670411). 80/04/07. Conso'idatcd 
Edison Co ol New Votk. Inc 49cp 46164 237 45164 ?65. 

8804210350 Forwards tiotico of consideral-on ol issuance ol amends to Licenses DPR- 
38.0PR-47 & OPR-55 & ocporttinty lot hearVna on 6BOt06 istjuasi to lovtso Tech 
Specs re control room liabiiabil.ly 

PAStlS.KN Proiect Duectoiat© 11-3 86/04/15 TUCKER H 8. Duke Power Co 2uP 
45192; 163-45192 176 

-0604210352 Nol.ee ol considereliort ol Issuance of ame/td to Treenses Opfl-30.OPR 
47 6 OPR 55 & opportunity lor haarittg Arrend lev.scs Tech Specs le control room 
habitab 'ily 

CHOCkEk.L P. project Ditecioiate 11-3 89>04/t3. tlpp 451B2;»05-45t92:175. 


Q. Inspecilor) reports, IE Bulletins & correspondence 


-8803180337 Eitttm Ropt 50 269/OL 67-03 00 671214 lot Unite 1.2 &3.eKamjosu*.saS 
candidates passed wtrtion rosxorns 

OGAN.WM.. 8RQCKMAN.KE- Region 2, Ole ol iho Director 66/92/ 16 lOQpp 
44706:029 44705 099 


-8803310070 Forwards comments concerning wnllon exam gwen to plants oporststs 
on 871214 Commonts d.v)ded according to typo of lost adminlsiaied w/cross rclto 
rodundani riueslions to assist oxamlnsrs grading exams 

TUCKMAN.M S Duke Power Co 87/12/18 MUNRO.J negion 2. Ole of ina Oiteciot 
2Dpp. 44066 333 44966 352 

68042S906B Responds to FOIA loauosi lor into ro scores ol roacior operators & senior 
reactor operators Forwards reguaiilicailon oxant summary source sheets kslod intMc' 
s^ w/potsonai privacy inio doioted. 

GRIMSlEV.UH Division ol Rules a Records IPosi 870413) 88/04/19. BOlEy.K 
Publ-c Citiren s Cmical Mass Energy Project Ppp 45213 003-46213 005 

—8804250167 Package ol NRC admlnisterod reguaiilicailon exam rosults sumrnory. 

• NRC . No Oeleited AlWiatioit Given 67/07/20 6Spp 45213 007-45213.095. 


Y. Dry Cask JndopondenI Span! Fuel Storage Installallons 


6804130203 Noblicallon ol 861218 meeting w/ulil In Silver Spring, MD to discuss uU 
plans lor expansion ol spent tual slorago facl.'illo3 under ioCFH72 a Oconoo Nuclear 
5la(-on (.1st ol attendees & agenda onci 

n08ERTS.J.P. Advanced Fuel S Spent Fuel Uconslng Branch 67/01/07 
R0U8E.LC. Advanced Fuel a Spent Fuel Licensing Branch. 10pp. 45101202- 
45101 2l 1 . 


0003160322 Forwa.‘ds Exam Rept 50-269/01 87 03 of ©xnm adm.nisiered on 871214 
lor Units 1.2 a 3. 

JUIIAN.CA. Reg.on 2. Ole ol (he Direcict B8/02/19 TUCKERHO Ouko Power Co 
2pp. 44705027-44705 099. 

-8803160337 Fxa.m Repl 50-269/OL-87.03 on 871214 for UmlS 1.2 a 3 Exam tosuils all 
candidates passed wuiien reexa/r.s. 

DEAW.W.M. Region 2. Ole ol the Director. 88/02/18 I39pp 44705029 44705 099 

8803250321 Fonvaids addi mfo re open rte/ns identified during orjwi/on gual.(icai.on 
leant insp on 880222-26.0esign enginooring personnel domonsiiatod rceihodoloflv to 
deiermino sim laniy ol insiaUcd vs tested oquipmeni 

TuCKEfl.HB Otiko Power Co 88/03/09. GRACE JN ncg'on 2. 0(c ol Ota Ovector 
4pp 44945220 44945 223. 

08033 1027B forwards Insp Hoots 60-269/68 07.50-270/68-07 a 50 287/88-07 on 
8C0307-11 No violai'Oris or doviatl<in.s noted 

HEROT.A.R Regon 2. Ofc ol Ihe Ofocior. 88/03/25 TUCKER H B Duke Power Co 
2pp 44976 159-449/6:172 


-8003310200 tnsp flejjis 50 269/88-07,50 270/88-07 & 50-287/68 07 on 860307- 
1 1 No v'Otaiions or riovialions noted k/ajor areas inspecind mservice insp including 
NDE procedure fGwiew.(axam data review & personnel ceitiflcaton records leviow. 
NEVVSOME.H.W. eLAKE,JJ. Region 2. Ole ol iho Director 88/03/23 i2dd 
44976 161-44976:172. w v icyy. 


0803210090 SuppI 1 to NRC Into Notico 87-044. ‘‘Thintblo Tubs TTnnnmg hn Y/esiini> 
house Reaclors Sve list end. • » 

ROSSI.C.G. Uivis'on ol Oceiatonal Events Assessment (Post 870411). 68/03/26 
Consoldaled Edison Co. of New Vork. (nc. I2ipp 44995:126-44995:246. 

0803220296 NRC Info Nohco 88-010. ' Malls Licensees Lack of Mgl Contro's Over U- 
censQd Programs. Sve kst enci 

^ fusion of Industrial & Medical Nuclear Safety fPosl 870729) 88/ 
03/28. Consolidated Edison Co ol New York, tnc 109pp. 44995 247-44995.353 

8804060470 Forwards reactor brdg tofidon su/vontance lepl am Tocti Spec 4 4 2 /0 
lendon loseivlce insp. 

TUCjKER.HS. Duke Power Co 89/03/29. Document Control Branch (Oocumonl Con- 
trol Desk) 15pp 45O7S:16O-45O70;I74 


8804010256 NRC Into Noi/ce 88 Ol 1. "Poteniiai Loss of Motor Control Cir A/or Switch- 
tXJatd Funciiot4 Owe to Faulty Re Bolts " Sve l-M end. 

ROSSI CE. fusion ol Operaiional Evonts Assessment (Post 8704H) 86/04/07 
Consoltdaled Edson Co o' Now York. tnc. I24pp. 45406;292-4640/.05l. 


6M4060370 NRC Into Noiico 88-019. "Overgreaslng ol Electric Motor Bearings." Sve 

m9i 9f>Cl. 

nOSSI.e.E l^ision ol Operatronai Events Assessment iPosI 870411). 08/O4/t2 
Consolidated Edisr^n Co. or New York. Inc 123pp. 45i6i028-4Sl65. ISO. 


6604200473 Partial response to FO/A reguesl ro liro proioctfoii.Forwards App E 
dc^ments App O & E tiiKtimerils available in PDA App F documani completely vrilti- 
hetd Irel FOlA Exempdon 5) 

GfllWSlEY.OH Division of Rules & Records (Post 870413). 88/04/14 JONfSCR 
Alfiliaiion Not Assigned Epp 45206 037 45206043. 


-8804200S79 Advises that firo P/otociion Sioenrig Comrniltee has recommended lhal 
each region make one lOCFflSO.App R-typa Insp for each laciiiiy to assess status ol 
coihpl/ance w/ 10CFn50.48.Program Lslerf 

(^NLON.7.E. Region 2. Ole of Ihe Director 84/ 1 1/06. HeflDT.A R Ragion 2. Ofc ol 
the Director 3pp. 45206:1 76-45206; 178 . v - u 


B. Periodic ope/aiing reporfa A related correspondence 


6604040024 Acphcahon lot amends to Itconsos t>Pn-38.0Pn-47 A OPR-55 to petrM 
operation ol ISFSI for temporary storage ol spool foot until Federal govi prov.'dos per- 
manont sloiago facilities Foe paH 

TUCKER.H B Duke Power Co 88/03/31 Document Control Branch (Oocumonl Con- 
trol Desk) Itpp 45233.050 45233:195. 

-6804040025 Proposed Tech Specs re sponi luel storage facility 

• Duko Power Co. 88/03/3t. 7pp 45233 060 45233 067 

-BB04040029 Fonvants application to construct S operate ISFSI tor temporary storage 
ol ^cnl luci.par 10CFB72.SAH & environ rept olso oncl.Feo paid 
TUCKER.HB Duko Power Co. 88/03/31 Ohice ol Nuclear Malerlot Saloty & 
Safogoard8.Direciof 5pp 45233 068-45233.195 

-88Q404Q049 Apphestton tot liconse to construct & opotale dry task tSFSl at Ocones 
Nuclear Station 

• Ouk® Power Co 88/03/31. 23pp. 45233 073-45933:195. 

— 8804040053 "ISFSI Environ Rept." 

• Ouko Power Co 88/03/31 216pp. 45233 196-45234.050 

-BB040 40059 -tSf SI SAR " 

• Duke Power Co 88/03/31 265pp 45234 051-45234:315. 


DOCKET SO-288 REED COLLEGE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8803250184 Iniorms of relocation of NRR to Rockvine.MO.Otliclal mailing address su'l 
lomatns same & project managers have new locations A phono numbors.TS Michae's 
still lead projeci mansgor for lacility & A Adams will servo as backup 
RU0ENSTEiN.l_S. Slandardiraiion A NoiuPowor Raactor Project Oiractorate. 88/03/ 
16. Atfitlation Not Assigned. 3pp. 44956:329-44856.324. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency A fire protection plans 


8804120277 Fonwaids Toch Spec Change Requesl 181 lor amend to License OPR- 
^.deleting lire protection Tech Specs 3 iB A 4 iS A adding sid license conilitton ol 
Generic Lb 86-10. Certriicate of Sve ancl.Fee paid. 

HL)K1LL.H. Qenera) Public Utilities Corp • GPU Service Corp. 88/04/04. Oocu/nenl 
Convol Branch (Document Control Desk) 3pp. 45142 096 451 42; 113 

-6804120295 Apptication tot amend to Liceirse OPR-50.conslsima ol Toch Spec 
Clranpe Requesl l8l,detoting Tech Specs 3.18 A 4.18.per Generic Lir 86-10. 
RUKiLL.H.D. General PubUt UllMios Corp - GPU Sorvtca Corp 88/04/04 tlpp 
45142 099 45142:109. 


-8804120302 Proposed Tech Specs deleting Tech Specs 3.18 A 4.18 A adding sM li- 
cense condition of Generic Itr 06- 10. 

• Genera) Public Uiiliiiea Corp - GPU Service Corp 80/04/04. 4pp. 45142 110- 
45142. 113 


8*OA200152 Monthly operating lepls tor Mar 1988 VV/6604IS Itr. 

REAVIS.J.A.. TUCKER, M B Duke Power Co 86/03/31. 17p|>. 45215:343-45215:359 

V. Operator Examinations 

8603160322 Forwards Exam fiepi 50-289/OL-87-03 of exam administered on 671214 
w uruts t.2 a 3. 

JULIAN C. A Region 2, Ole of toe O-reclor. 88/02/19. TUCKER.H.B Duke Power Co 

yn4\ iia7f4^‘t\oii. A A T{\c. fVAA 


8804120356 Forwards commanis or» SALP Rept 50-260/S6'98.Guidance in area of pro- 
cedural compliance will bo totriloiced to at) lovots ol superviston A adill action wilt bo 
taken lo etrenghton procedirre preparalion. 

ClARK.P.R. Gerteral Public Utilities Corp - GPU Service Corp. 88/04/05 Oocumont 
Control Branch (Oocumanl Control Desk) 7pp 45088 352-45088:358 

8804140347 Rov 1 to Emergerrcy Piarr Implemaniing Procedure 64 1 5- AOM- 1300.01, 
"Maintaining Emergency Prepaiedrtoss." 

BROWN.N,H.. MAflSHALL.W J General Public Utilities Core • GPU Service Corp 88/ 
04/12. 38pp. 45167; 114-45 167; 151. 



DOCKETED ITEMS 65 


<3. Ad|udlcalorv correspondonce 

88Q4360096 Advisos lhal time fo( Commission lo loviow ALAO'687 expired. Commission 
doclincd review. Decision becamo linal agency action on 880405 Served on 080420. 
CKiLK.S J Oliice ol Hie Sociolary ot the Commission. 17288 6105. 68/04/20 Atomic 
Safety and Licensing Doard Panel ip 45210:238 45210 230. 


H. General correspondence 

8804260165 Informs ot reconI rooiganizatlonal changes within GPLf Nucloar.Elleciivo 
830425,08 Fled'oi will bo reassigned lo posit ion ot wco prosidont/dvoctoi of quality & 
training, newly formed div. 

LONG.R.L General Public Uliiliies Corp. • GPU Service Corp 06/04/18. Document 
Contiol Branch tOocument Conirol Dosk-V 2pp. 45260 ,001 -4 5260 .002 


J. Insurance & Indemnity information 

6804070065 Forwards Endorsomenis I & 2 to MAELU Corllficote MW-48 A N'ELIA Cor- 
iricale NW-I2S 

HOFFMAN.J Marsh & McLennan, Inc. 68/03/30. OlMITZ.I. Olivco of Nucteai Roactoi 
Rogulalion, Director (Post 8/041 1), 21pp. 46079 232-45070 252, 


P. Operaling license stage documents & correspondence 

6803240426 Generic Lir 86 06 to all power reactor liconsoes & applicants ro removal ot 
organization charts from Tecti Spec administraUvo conirol requIremonls.Svc list end. 
MiRAGliA F.J. Associate Oirecior for Projects (Post 67041 1) 88/03/22 Consolidated 
Ed.son Co ol New York. Inc- 47pp 44972 107-44972:153. 

6604 130379 Forwards "Rodiallon Montloring Sys lor Nuclear Power Plants (W/Spoclal 
Ref lo IMI Nuclear Power Sloiion)." 

DERGER.J TMl Pubic Hoalih Fund 0B/O3/22 2ECH.L. Commissioners Ip 
45103 226-45104 033 

-6804130362 "nadiatlon Monitoring Sys for Nucloat Power Plants (W/Spocial Rol lo 
TMl Nuclear Power Siaiion)," 

BERCEn.J TMl Public Reallh Fund 07/12/31 163pp. 45103 220-45l04;033 

SB04I20290 Notification ol Significant Uconseo Mooting 00-045 on 080428 w/util in 
King ol Prussia.PA to discuss unit outage. 

COWGILL.C3- Region 1, Olc ol Iho Oiroclor. 88/03/23. Rodion I, Ole of llio Oirocior. 
?pp. 46080 069-45080.070 

8804130171 Notification ol Significant Licensee Moolino 88-046 on 000427 w/ulil In 
King o-f Prussia, PA lo discuss safoty roviow process proolcms. 

COWGILL.C J Region 1. Ofc of Iho Diioclor. flO/03/25 flogion 1. Ofc ol Iho Diroctor. 
2pp 45122 217-45122.218. 

6804130179 Nolillcallon ol Significant Licensee Mooting 88-47 on 000524 w/uLl In 
Region 1 lo discuss onginearing supporl assessment. 

COWGILL.C J Region I. Olc Of Iho Oiroclor. 00/03/26. Region 1, Ofc ol the Diroclor. 
2pp 46122:213 45122:214, 

6604050069 Clarifies siolomenis made In NRC SER alloched lo Amend 136 did OOOl 14 
re chlorine doloclion sys.Proveniive Malnl procedure PM lC-145 doos not specify 9 
ppm level Procedure purpose 10 poriorm probe rcaponso chock only 
hUKILL.H.O Gonoral Public Uiililios Corp. • GPU Service Corp. 0(1/03/20. Document 
Control Branch (OocumenI Conirol Desk) 2pp. 44095:354-44095;355. 

S 604060450 Forwards application (or amend to LIconso DPH-S0,consisilng of Rov 1 to 
Toch Spec Change Request f 76 revising Socllons 0 2.1.3 & 6.2 2.1 lo indicate specif- 
ic mg) posilions In place ot unspocifiod mgt posiilons.Certilicalo ol Sve one) 

HUKILL.H O. General Publlo Utillllos Corp. - GPU Service (^orp 00/03/20. Document 
Control Branch (Uocumoni Conirol Dosk). 6pp. 45078 093-46076:100. 

—8604060461 Appilealion (or amend lo License OPR -60, consisting ol Toch Spec 
Change Request 178.chonging organization. 

BROUGHTON Gorieial Public uTililios Corp. • GPU Sorvloo Corp. 80/03/20. 2pp. 
45078096-45076,096. 

-6804060452 Proposed Tech Spec Change Roquest 178 revising Sociions 6 2.1.3 & 
6.2 2 1 lo Indicate specific mgt positions In place ot unspocifiod mgt position 
’ QenorsI Public Uti'ilios (?oip. • GPU Service Corp. 68/03/20. Ip. 46076:100- 
46070:100 

6604080172 Forwards SSER NUREG-t23t ro Q&W Owners Group pterxi reassessment 
piogram.Ovor8ll evaluation remains favorable. AddI Improvomeni In area ol integraiod 
conirol ays/ non -nuclear Insinjmentalion sys roviow possIblo.W/o encl. 
CRUTCHFIELD.D. Division ol Roaciof Projects • 111,1 V.V It Special Projects (Post 
07041 1). 08/03/3 f. WILGUS.W.S Babcock & Wilcox Operaling Plants Ownore Group 
7pp. 46076:161-45076:167, 

6004120277 Forwards Tech Spec Change Roques! 101 for amend to License OPR- 
50,doleitng lire proteciion Toch Specs 3.18 A 4.18 A adding aid llcanso condition ol 
Genetic Ltr 86-10. Ceitilicate ol Sve oncl.Fee paid 

HUKILL.H. General Public Ulillties Corp. • GrU Service Coip. 88/04/04. Document 
Control Branch (OocumenI Control Dosk). 3pp 45142.096 46142:1 13. 

—660 4 120295 Appilealion for amend lo License DPR-SO.consiaiIng ol Toch Spec 
Change Requesl lOl.deteiing Tech Specs 3.18 A 4 lO.per Generic Ltr 86-10 
HUKiLL,IT.O. General Public Uiililios Corp. • GPU Service Corp. 88/04/04. 11pp. 
45142 099 45142:109 

-6804120302 Proposed Toch Specs deleting Tech Specs 3 IB A 4.18 A adding sId li- 
cense condition of Generic LIr 86-10. 

* General Public (Jlilitios Coq>. ■ GPU Service Corp. 66/04/04. 4pp. 43142.110- 
46142:113. 

6604120393 Forwards ABC lisilng ol projects on Integraiod schedufe.per commilmenl 
made at 871216 meeting based on license Amend Request 170. 

KUKILL,H-D. General Public Utilities Corp. - GPU Servico Corp. 86/04/04. Document 
Control Branch (Document Control Desk). 18pp. 45079;2a6-46079:301. 


OB04 120005 Forwards eppticaiicn lot atrond to License DPR-SO.conssim.g ol Toch 
Spec Charrge Request 162 re operai-on d.>ring Cycle 7 8AW Cycle 7 retoad ropi also 
e.sci Foe pa d 

HUKILL.Ii D. General Public Uii'ilies Corp - GPU Service Corp 88/04/05. Oocumuni 
Conirol Branch (Document Co.sircl Dosk) 2pp 45128 300-45129 063 

—6804120312 Appiceten lor amend lo License DPR 50.consis1-ng of Tech Spec 
Change Request 182 ro epnrat'Cn during Cyc'o 7 

HUKILL.H D. Gonoral Public Uiiiii.os Corp - GPU Service Corp. 88/04/05 I7pp 
45128 311-45128:327. 


-0004 1203 14 Proposod Tech Specs changes re operaiicn duri'-g Cycle 7 
* Ooneral Public Uhlliiis Cerp - GPU Sorv.co Corp 08/04/05 39pp 45120 328' 
45129 006 


-0804120329 -TMI-I CycIO 7 Re'ead Ropf 
' Bnbcock A Wi'cox Co 00/03/31 57pp 4,5l23 007-45129 C63 

BOQ409008B Generic Ltr 88 07 to powor reactor Tconsees A eppLcanis re modifod an- 
lo.'coment polcy concrtrnlng 10CFR50.49. "Environ Ous'ificaiiott ol Electrical Equi.s 
moni Imporianl lo Satoly for Nuclear Powor Pisnis " Sve liSt encl. 

MlBAGLlA.F J. Associate O.iector tor PreSects (Post 870411) 68/04/07. C-onso'vdaiod 
Edison Co ot Now Yoik. Inc 40pp 45164 237-45164 285 

8004260209 Forwoids Rev 2 to tCOO PLN-7200 01. "GPU Nuclear Corp Operaiionai OA 
Plan lor I Mil A Oyster Crook" Plan wilt bo revised lo reflect planned 
roorganizaiionEvaluaifon ol changes associaiod w/rev a'so encl 
ROCME.M B. General Public UMlies Corp - GPU Soiv.ee Co.'p 80/04/15 OocumenI 
Co.tttof Blanch (Oocurrool Comrol Desk) t4pp 45252 17345252 307 

—8804260301 Rov 2 lo 1000 PLN 7200.01, ‘ GPU Nuclear Corp Oporallonal OA Plar4 lor 
TMI-1 A Oystor Crook." 

ClAnK.P R General PuLIc Uil.ios Corp - GPU Service Corp 69/04/08 I2lpp 
45252.107-45252 307 

&9042803St Forwbids not CO of consiOorai on of issuance Pf amend to License OPn-50 
A opportun^ of hoerng ro 800405 appticniion lor amend lo tov.se Toch Specs lo 
provide lor Cycio 7 of operal.on 

HERNAN.R.W Piojoct Oiroctorato 1-4 80/04/18 HUKILL.H D General PubTc Ul Ill-os 
Corp. - GPU Service Corp 2pp 45260 22645269 233 

-0804260361 flolico ol cons doraiton of issuance ol amend to License OPR-59 A op- 
portunhy lor heniing ro uK 880405 epp'icotion to revise Tech Specs lo support core 
fotood lor Cycle / ol operation 

STOLZ JF Project DlrectOi8t0l-4 88/04/08 4pp 45269 230 45269 233 

0804280638 Port-al rosposse lo FOIA toquosi lor docutnenis.ForwardS App G 
documents Documents also avai'rjble in POD 

GniMSLEY.DH Division of Rules A Rocords (Posi 870413) 88/(}4/22 CO.NN'OM.L 
Ooc-Soorch Associnlos 2pp 45279 139 46276 ) 88, 

-0004260630 Fo.*wards common Is to bo served in loci' ity roslarl 

proceeding Subcoin.-n>lioo on Energy A Enviro-n requests documonis bo provided to 
Commissiprt. 

KAMMERER.C Oflico ol Congressional Afla rs (pre 870413) 84/03/01 PALLAOINO. 
GIIINSKY. ROBERTS Comm:9s:onors Ip 45279 14146279:141. 

-8004280650 Responds lo Commiss-on roquest lor comments on 'isl of TMl integrity 
issuo3.including Konlon ropt A Me rim an a legations 

MYERS.II NRC - No Oolailod Alldlalon Given 64/02/21 KAMMERER.C NRC • No 
Dolaitod Alfiliaiion Given. Spp. 45279 1 42 46279.146. 

"6004260057 l-orwards iniD lor record of 81062& meeting ol TMl-t subcommiiiee on 
Abbott memo concornng lacii'iy accldoni lAE conclusiort is open lo intorpioiniion that 
Info Intentionally wrlhlrota. 

UOALL.M K House of Rep . Inlorlor A Insular Allairs 61/07/06. MOELLER.D W 
ACRS • Advisory CommlKOO on Roacior Saloguards 7pp. •15279:147.4&270: 166 

-8604280861 P-scussos suM ol info inienl-onaly cr w.l.lully wiihhofd during lac-lty 
accldoni Record shows NRC statomerds logica’iy incons slotrl w/ono another. 

MYERS, H NRC - No Dole led Alfil.ailon Given 82/03/06 DIRCKS.B . HALLER.N 
NRC - No OoiQllod Aflihnllon Given. 4pp. 4537Q.1G6 45279 101. 

-6004280654 Communis on staiomonle made al 811221 Commission meeting ro mfo 
How during faciLly accideni Inconsistencies hlgli'ighlod 

MY£RS,H NRC - No Dolailod All-liati'ort Given. 82/01/11. DIRCKS.B . HALLER.N 
NRC - No Oolo lod All.l'alion Given. 5pp. 45279:192-45270:196 


O. Inspecilon reports, IE Bullellna A correspondence 


6604130066 NoiilicaLon of 880303 Liconseo Meo! ng 88-024 w/ul:l in Parsippany.NJ lo 
d.scu8s p'anl SALP 

PELESCHAK.S Region t. Olc ol the O.inctw 80/02/17. Region t. Olc ol the Ouoc- 
tor 2pp 45099 344-45000 345 

8804120070 Forwards safely evaluation eccapling uN 680820 request lor reliel liom 
certain Insps at plant roouirod by Sociion Kl ol ASME Code.Uso ol proposed alierna- 
Irve exam Idonlilled In submillels os Rallaf Roquest 7 approved. 

STOLZ.J F Project Dl/octoralo 1-4 60/03/25. HUKILL.H D. Goneral Publlo Uiililies 
Coip - GPU Sorvtce Corp 2pp. 45009 263-45080 268. 

"8804120076 Saloly evaluation supporting roLel Irom certain requirernonls ol Section XI 
Ot ASME Code Proposed surlaco exam moots later approved code edition A addenda 
A Dccopteble. 

* Office ol Nuclear Reactor Regulation, Director (Posi 870411). 88/03/25. 4pp. 
45069:265 46080 268 

6803210090 SuppI I lo NRC Into Notice &7.044. ‘‘Thimble Tube Thinning In Wesf'ng- 
house Reactors Sve list onef. 

ROSSI.C.E. Division ol Operaiionai Events Assessment (Post 0704 II). 88/03/29. 
Consolidatod Edison Co of New York. Inc. 121pp. 44995:1 26 -4499 5'246. 



6803220296 NHC Info No*.c« 88 010. Mai'S UCMsees Lack of Mgt Conifols Ove/ Li- 
censed Protfan-a” Srt liSI enci aa, 

CUNfi.NGHAM.R £ Oiv;s«n of Induswai 4 Merfxal Njc’ear Sate^ (Post 870729) 88( 
03/28 Coftsoidalcd Edison Co oINewYodt. Inc. t08pp 44995.247-44995.353 


6804140306 F(M^vaf^s SSER to» second 10 yi iniwwal d insofMiCO Of puflips 4 

valves commenced m SepI 1994SSEfi discusses pair of va’ves noted In Insp Rept 
50-2B3/e7-l0 not to oe included m insennce tesnng pfog/am Requests conlumauon oi 


STOL2JF Projecl Di/ect(X8te 1-4 08/03/31 HUKILl.HO Gene/at Public UKK-es 
Coq> CPU Sennee Co/p 3pp 45118 029-451 18 038 


-8804140311 SSER ol oil 870917 4 1103 (usi-f'cattons Iw pioposals & & te1»t to- 
quests re pump & vaVe msennee fesung program denied m 870319 SER Exclusion ot 
staled valves accepted .. 

' Ollico c( Nuctee/ Reactor Regulaiion. Oireclor (Post 870411) 68/03/31. 7pp 
451 18 032-451 IB 038 


8804120356 Forwa/ds commenls o'* SALP Repl 50 289/66-98 Guidance in area of pro- 
ceducaJ compirance wB be reiotorced to alt levels ol s'.rpervlsion & edd' action vv-B be 

taken to suenofilen procedu/e prepareson 

CLAflK.Pfl GeneraJ Public UUiOos Corp - GPU Service Corp 88/04/05 Document 
Control Staneb tOocument Control Desk) 7pp 45088 352-45088 356. 


8804010258 NflC Info Nouce 88-011. • poten'.ai Loss of Motor Control Cir 8/or Swilch- 
b<^d Function Due 10 Faulty Tie Bolls. ” Sve Lst encl. 

ROSSi.CE Division ot CteWalionai Events Assessment (Post 870411). 88/04/07 
Consolidated Edison Co of Mew York. fnc. 1?4pp 45406 292-45407:051 


8804200060 Fonnards Sa'ety l(\tp Rept 50-269/88 06 on e80222-26No wotat-ons 

ounn.jp Regon i. Oc of the Oireclor 88/04/08 HUKlLl.UO General Public Uuii- 
ties Corp . GPU Service Corp 2pp. 45220 302^5220 31 1 


-8804200064 Insp Rept 50 289/68 06 on 880222-26NO violations or deviations 
txsted. Major areas mwecied pump & valve msetvice lest program implemonleiion & 
tevi&M ot procedures & test tesuba. 

GOllA JA GREGG H. EAPEN.PK. Begw I, Ole of the Oireclor 88/03/31 8pp 
45220304-45220311 


8604060370 NRC Info Notice 88-012. "Ovorgreasing of Electnc Motor Beanrtgs." Sve 
list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 68/04/12. 
ConsoWated Edison Co d New Yoik. tne I23pp 45165028-45165 150 


R. Periodic operating reports & related corretpondence 


8B040S0139 l-onvaros /'menci ■ la lu t-ivunou ui-ii-uu o aaiopuaros evaii-a^ 
replAme.nd modifies Paragraph 3.G ol ticonso to roquiro compi-anco w/a-neK^j 
pliys'cat security plart „ „ 

MCOONALO.O.G. Project Oirecloraio 1-3. 08/03/26 BIRD-R E. Boston Eason (v 
4pp 44997:041 44997:050 

~880405014S Amend 1 15 to Liconso DPR-SS.roviSirig Porograph 3 G ol license to •«- 
qul/0 compliance w/amonded physical socunty plan. 

WE8SMAN.R.H. Project Oireclorato 1-3. 80/03/28 2pp 44097 045-44997 046 

,•8804060149 Safeguards ovaluation ropi supporlmg Amond 1 15 to License OPR 35 

• Olhco of Nucioar Reactor Regulation. Diroclor (Post 0/0411) 80/03/28 4pp 
44997 047-44997 050 

8004200336 Rev 16 to Proceduro 5.7 2 8A-I, "Unusual Evonl Initial Noldicato-s Lsr 

• Boston Edison Co QQ/03/30 2pp 45183 355 45103 356 

8804130072 Forwards Mgt Moolitw Hop! 50-283/87-30 on 870930 as loHornip :j 
870909 onforcomoni confotenco. topics Included liconsoo responses to apparentyie 
laiions Idenliliei) In insp Ropt 60 293/57-30 & uhl socuttty piowam imptcwcmen'.s 
MARTIN.T.T. Region I. Olc ol iho Diroclor. 00/04/05 Dlholt G Boston Ed sen Co 
2pp. 45131:027-45131 034 

-8804130077 Mgt Moollnn Ropt 50-293/87-30 on 870930 Major aresj 
discussed, followup ol 070909 onforcomont conloronco.hconsoo responses to aitpa; 
am violations Idonhliod In Insp Ropt 50-203/87-30 8 programmatic security irrprsve 
ments. 

LANCASTER.W K.. SMITH.G C.. KEIMlG.R R Hogion 1. Olc Ol ttio Oroclor 88/03/ 
31 2pp 45131 020-4513 1:030 

8804130123 Forwards Enlo/comoni Conloronco Ropt 50-203/07 30 on 870909 re Spe 
cial Insp 50 293/67-30. Topics discussod rncludo status of socutily program & e'itgi 
I’ons of dellcioncios In program. 

BELLA.MY.nn Region 1. Ofc of Iho Diroclor 88/04/05. OiRD.R G Boslon Edsor 
Co. 2pp 45142:186 45142 181. 

-8804130129 Partially withhold Enforcemonl Conloronco Insp Ropt 60-293/67-30 an 
870909 (rol 10CFR73 21) Major aroas (fisciissod status ol socuriiy program A allega 
lions re dolicloncies In security program. 

IJINCASTER.W K. SMITH.G.C. KEIMlG.R R noglon t. Olc of tlio Oirectot 68101/ 
30 4pp 45142:188 45142 101 

8804130191 Forwards revised procoduio gonoralion packago. emcrgoncy operating p's 
cedures training program summary doscripiion & losponso to NRC open iteirs 6 
quaslions.por commllmont during NRC 880 jI 4-I8 onsiio ovaluation. 

SIRO.R.G Boston Edison Co 86/04/00 Oocumont Coniiol Branch (OocuirentC^ 
ItOlOesM. 22pp 45167:162-4516? 299 


8804060469 "TMi-l Rapt ol Total Number Cl Individuals for Whom Personnel Monitor- 
ing Provided l<X.1887 ' ' W/880329 lu 

HUKILL.HO General Public UtiiiUes Corp. - GPU Service Corp 87/12/31 3pp 
45079:11045079 112 

6603280079 Forwards “TMt Aquatic Study Monthly Progress Repl lor Jan i98B." 
HESSLER.W.C General Public Utilities Corp. - GPU Service Corp. 88/03/01. 
MASNIK.M. NflC - No Detailed AffiUation Given Ip 44921 061-44921:062 

-8803260080 "fMI Aquatic Study. " MonOily Progress Reel lor Jan 1988. 
NAHOACCl.GA- Radiatnn Management C^. (RMC) 88/01/31. ip 44921 062- 
44921 062 

6804190156 Monthly operating repl lor Mar 1988 W/8a0414 Ip. 

SMYTH.CW. HUKILL.HO GeneraJ Public Utilities Corp - GPU Service Corp 88/03/ 
31.60(3 45:36 27845196 283 


-8804130194 Rev 3 to Emergoncy Oporallng Procoduro 1.3.4-10, "Writers Gude fci 
Err.ergoncy Operating Procedures " 

• Boslon Edison Co 80/04/06 37pp. 45107 174-45167 210 

"8804190085 Rev 2 to Emorgency Operating Procoduio 13 4-l3. "Emergency Operai- 
Ing Procedures Verillcalion Program " 

• Boslon Edison Co 88/04/06 49pp. 45167:211-45167:259 

-8804190101 Rev 2 lo Emcrgoncy Operating Piocoduro ' 2 4-14. "Emergency Opera' 
Ing Procedure Veiidaiion Program." 

• Boslon Edison Co B8/04/06 36pp. 45 107:260-45 107 205 

-8804130196 "Emergency Operating Procoduros Training Program Summary Oescep 
lion" 

MASTRANGELO.P . 2IEMIANSKI,E J Boslon Edison Co. 86/03/78. 4pp 45167286- 
45167 209. 


S. Reportable occurrences, L£Rs 6 related correspondence 


6604180374 Summary of Operating Reactors Events Meeung 88 13 on 880329 List ol 
aliendaes.rSscwssion ol events & summary of reactor scrams encl 
tM»N'.HG.W. Everrts Assessment Branch. 68/03/31 ROSSI.CE Oivtsion ol Ooet- 
alional Events Assassmenl (PosI 870411). 16pp. 45149 205 45149 222 


V. OperstiH Examinations 

^ operators & sento 

^ Records (PosI 870413). 68/04/19. BOLEYK 
Pubtc Crinen s Cntica) Mass Eirergy Project. 2pp. 45213.003-452 13 095. 

No n^ifji ATSfel?*' exam results summary. 

NRC 'No Detailed Affiliauoo Given 87/07/M 88pp 45213007-45213695, ^ 
DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F- Security, medical, emergency A lire protecHon plans 

P'®*®'-*' Panetralion seals.per o 
MC^Ainnft^ "®'" A of Insp Repl 50 293«7-3 

449^75«i?Sf ' ^ eiRo.RE e!wtoi?Ed«on co. t 

""^l^FRMAsip^f exernption from requirements i 

• Piofid 0irect<yaiel-3 88/03/24 3pp. 44919 338-44919 341 

*KEmer|^'LXSr"^ rmptemenBng Procedure 5728, "Conlr 

* Boston £(feon Co, 68/03/25 27pp 44971:171-44971:197. 


6804200070 Responds lo 880311 lit fo 860211 unusual avoni ol plant A lonvards Insp 
Rept S0-293/6Q-09.ln8p concluded (ha( liconsoo consorvalivoly claas'Led eveni end 
provided noiilicatlon to Commonwealth of MA Staio Police as required 
COILINS.S J Region 1, Olc of the Oireclor 60/04/07 VOOLER.O J Ouxbuiy. MA 
2pp. 45216 265-45218:276 

-8804200087 Responds to 880301 llr re 00021 1 tiro evonl at plant & request lor adjud 
calory hearing before allowing restail of reacior.Evoni was not cons'tforod as havng 
potential to escalate to an event wKch would have lUioatened public 
COLLINS.SJ Region 1. Ofc of the Director 80/03/25 OTT.MC . MUIRHEAO.DM 
Citizens Urging Rosponsible Energy, 3pp 462t8:274-452l8 276 

8804220045 Forwards "Notice ol Environmontal Assessment & Finding of No Slgnljcst 
Impact" re 871002 roquosl for exemption from provisions ol Secllon III G.1.(a) of App 
R to lOCf R50 

MCOONALO.O. prelect Dlrectoralo 1-3. 88/04/08 BIRO.R. Boston F.d'son Co 2pp 
45200:352-45200 356. 


-8804220082 Environ assessment 8- (indirvg ot rvo slgnilicant Impact to exemption froc 
provisions ol Section III G.l (a) ol App R to 10CFR5O 
NtRSES.V. Project Directorate 11-3 88/04/08 3pp 45200:354-45200;366 

8804160139 Ack receipi of 870917 Itr providing action plan & schedule tor assistancoifl 
Bdi^esstng FEMA Issues re ofisilo emergency response NflC has no specific scion® 
TAC is bei/ig dosed. 

MCOONALtJ.O G Project Ovrectotato 1-3 88/04/13 BlROfiO Boston Edison Co 
2pp, 45164:308-45184:309. 


8604210008 Requests extension ol deadline lor conduct of noxt biennial lull parlcipa- 
f'Oh 'Whergency exorcise unlit ond of 1988 Delay requested to allow CommonweaOi 
of MA S local 9ovts lo implam^nt improvomenis lo ameraoncy 

a fdms. 

1RO.R.G Boslort Edison Co 88/04/14. Document Control Branch (Document Con- 
trol Desk). 3pp 46226:302-45226 304 


Forwards examptloft Irgm requitemerts ol iQCfRSO.App R. Seewn 
jll.G.ifa) in response lo 87)002 foquosi-^xomplion /eouostod fof poiio/ming f6p3*f5 
shutdown foMowing we in cortdin plant areas. 

..9, « ®- P/ojeci Oiroclorale 1-3. 88/04/14 BIRDR Boslon Edison Co 7pp 
45213:194-45213:117 


DOCKETED ITEMS 67 


-6004350183 Exemption liom certain roqufromenls ol lOCFRSO.App R.Saction 
III G 1.(a).£xemptlon concerns taking manual actions which Includes hot shutdown re- 
pairs. 

bOGER.B.A. Division ol Reactor Projects • I/ll (Post 870411). 66/04/19. 7pp 
45213 111-45213:117. 


H. General correspondence 

6604270099 Heouesis chanoe In dislnbullon lor NRC corrospondonce lo replace KP 
Hobons w/KL Highfill at iislod address 

BIRD.R G Boslon Edison Co. 88/04/19. Oocumonl Conlrol Branch (Oocument Con- 
trol Desk) ip 45241:244-45241:244. 


J. Insurance & Indemnity Information 

8804070146 Forwards Endorsemenis 1 & 2 to NELIA Certriicatss NW-Oe, NW-103 & 
NW-34 respeclivoly, Endorsements 1 & 2 Ic MAELU Coililicalos MW-32,MW-63 & 
kitW-B respectively & Endorsement 140 to NGLIA Policy NW-i & Endorsement 43 lo 
Policy MF-95. 

O'CONNOB.O.J. Marsh & McLennan. Inc 88/03/28 DINIT2.I Oltico ol Nuclear Re- 
actor Regulation. Oireclor (Post 8704 1 1). 67pp. 45098:026 46098:094. 


P. Operating license stage documents & correspondence 

8804 120226 Notilicallon ol Llconseo Meeting 88-028 on 680224 w/uiil In King ol 
Prussia.PA to discuss restart readiness reviows. 

aLOUGH.A H. Region 1. Olc o1 the Director 88/02/22. Region I, Ole ol Iho Director. 
2pp 46000:043 45090.044. 

8804250340 Requests to rescope FOIA Request 88-84 re matt llmilad directly to plant. 
NICKERSON.J. Allillalion Not Assignod 88/02/20 flOBINSON.L l NRC - No Oo- 
lalled Alfr'lailon Given, tp. 45213:189-45213:160. 

8803240426 Generlo Ltr 68-06 lo all power reactor licensees & applicants re removal of 
organiialion charts from Tech Spec adminis If alive conlrol roquiremonts Sve llsl encl. 
MIRAGUA.F J Associate Director lor Projocis (Post 87041 1) 86/03/22 Consolidated 
Edison Co. of New York, Inc. 47pp. 44972:107-44972:163. 

8804130097 Notilicallon ol Licensee Meetino 88-043 on 880326 w/ulil in King ol 
Prussia. PA lo discuss licensee power ascension program. 

BLOUGH.A R Region I. Ola of the Director 88/03/22. Region I. Olc ol the Director. 
2pp. 45099:358 45099:369 

8804050139 Forwards Amend IIS to License OPR-35 & seleguards evaiuallon 
ropt.Amend modifies Paragraph 3.0 ol license to requiro compliance w/amonded 
plwsical security plan 

MCOONALO.OQ Project Oirociorate 1-3. 88/03/28. BIRO.R E. Boston Edison Co. 
4pp 44997.041-44997:060. 

—8804050145 Amend 116 lo License OPR-35,revislng Paragraph 3 Q of license to re- 
qu.'ra compliance w/amended physical securiN plan. 

WESSMAN.R.H. Project Dlrectorato 1-3. 88/03/28 2pp 44997:045-44997:046 

—8804050149 Safeguards evaluation rope supponing Amend 1 15 lo License OPR-35. 

* Office of NucTeai Reactor Regolallon, Director (Post 670411) 88/03/26. 4pp. 
44997:047-44997:050, 

8804070198 Supersedes 870611 response lo Generic Ltr 87 06. "Periodic Verification 
ol leak Tight Integrity ol Prassuro Isolation Valves " All valves on encl have been 
added lo Inservice Testing program & selislaclorily tested. 

BiRO.R.G. Boslon Edison Co 88/03/28. Document Control Branch (Document Con- 
trol Desk). 6pp. 45024:356-45024:360. 

8804120383 Rev 1 lo notification of Licensee Meeting 88-043 on B6040S w/util In King 
ol Prussa.PA lo discuss licensee power ascension program. 

BLOUGH.A.R. Region ), Olc ol tne Director. 86/03/28. Region 1, Olc ol the Director. 
2pp 45069 326-4a088;327. 

6804110329 Forwards corrected Page 1S8B to Amend 1 12 lo License OPR-35. Oreetor 
than or equal lo sign InadverlentTy omitted from phrase Instruction sheet Issued w/ 
Arpend 1 13 should nave listed Page 174b lor romoval.Page should be removed. 
MCOONAIO.O.Q. Project Otreclorate 1-3 88/03/30. BIRO,R.O. Boston Edison Co. 
6pp. 45076:099-45076:106. 

-8804120083 Corrected Page 1588 to Amend 112 to License OPR-35. 

' NRC - No Detailed Allillalion Given 88/03/30. 2pp 46076: 105-46078; 106. 

8804120418 Informs ol corrected sentence in final paragraph of 880228 Hr re proposed 
mods to direct torus venl.Correcied sentence staied.Ltr should be encl w/860229 Hr. 
MCOONALO.OQ Project Dlteclorale 1-3 88/03/30 BIRD.R Q. Boslon Edison Co. 
4pp. 45091:303-45091:306. 

8804080178 Informs that Multi-Plant Action E-04. “BWR Single Loop OperaHon" 
closed.TAC numbers for listed plants should be closed & single loop operation re- 
views shoutd be Hacked as plarA-specHto ar}Uor« In lulute. 

THAOANI.M.C. Project Olreclorate 11-2. 80/04/01. QEARS.Q. Olc of Special Projects. 
2pp. 46064.311-46064:316. 

S8C 4080088 Generic ltr 66 07 lo power reactor licensees A applicants re modified en- 
forcement policy concerning tOCFfl60.49, "Environ QuallHcBlion ol Electrical Equip- 
ment Important to Safety for Nuclear Power Plants." Svo list end. 

MIRAQLIA,F.J. Associate Director for Projects (Post 670411). 80/04/07. Consolidated 
Edison Co. ol New York, Inc. 46pp. 45184.237-45104:285. 

B8C420028S Expresses disappointment W/8B0409 article. Article made Inadequate repre- 
senialion ol author 860407 conversation w/ reporter.! ncorrect conclusions In anicle 
attributed lo author Itr.Hsrald should no longer contact author. 

BLOUGH.A.R. Region 1, Olo ol the Director. 86/04/13. EISNER.A. Boston Herald, 
Boslon. MA. 3pp. 45226:867-45225:359. 

8804210298 Forwards response to NRC 6803 18 questions re restart plan. Directive 
from elation director lo site personnel has reemphasised Imponance of Individual re- 
sponsltotlily A oulHned disciplinary policy (or future violations. 

BIRO,R.Q. Boston Edison Co. 68/04/14. Oocument Control Branch (Oocument Con- 
trol Desk). 1 0pp. 45236:237-45235:248. 


8804250170 Forwards oxomphon Ifom roqirircmenls of lOCFRSO.App R. Soclon 
111.0.1(8) In response lo 871002 requesi.ExompUon requesied lor performing repairs 
for maintaining plant in hot shutdown loi'owing fire in certain plant areas. 
MCDONALD.O.G. Project D.reclorate 1-3 08^4/14. OIRO.R Boston Edison Co 7pp 
45213 104-46213:117 

-6804250183 Exomplion from corlain reqv'romenis ol 10CFRS0.App R.Soct'on 
III.G.I.(e).Exomp|ion concerns taking manud actions which .ncludos hot shutdown re- 
paifS- 

BOGER.8.A. Division ol Roacior Projocis - I/ll (Post 670411) 88/04/19 7pp 
45213:111-45213:117. 


8SC42SO350 Final response to FOIA request tor records ro Boston Edison App A docu- 
ments located in PDR, 

GRIMSLEV.O.H Division ol Bulos A Records (Post 870413) 88/04/10 

NICKERSDN.J Allillalion Not Ass:gnod 2pp 45213160 45213 lOt. 


O. Inspection reports, IE Bullsllns A correspondence 


880422OISS FOIA request lor oulsiend-ng Items list (or rostort ol Pilgnm Nuclear Power 
Station In Plymouth.MA. 

GOLDEN.W.B. Massachusetts, Commonwealth ol 86/02/11. Region 1. Olc ol Ihe Di 
rector, ip. 45201:160-46201:160 

6803200403 Fonrrards safety evaluation accopUiig present penetration saats.por uUl 
671208 submittal ol info A evaluation lo resolve horn A ot Insp Hepi 50 203/87-39. 
MCOONALO.O Project Diiociorate 13 68/03/24 BiRO.RE. Boston Edison Co Ip 
44010:337-44919 341. 

—8804010086 Solely evaluation supporlng oxompl:on from requromonts ol 
l0CFR50,App R ro lack ot G-hour Lre rated penetration seals in cable spreading room 
coiling /control room floor assembly. 

• Proloct Directorate 13. 68/03/24. 3pp 44919:330-44019 341. 

8803210090 SuppI 1 to NRC Info Notice 87-044. "Thimble Tube Th nning in Westing- 
house Readers." Sve list encl. 

RDSSI.C.E. OiviSiort ot Operational Events Assessment (Post B70411). 88/03/26. 
Consolidated Edisoi> Co. of New York, inc. I2lpp. 44095:126-44995.246. 

8803220296 NRC Into Notice 88-010, "Malls Kconsoos Lack ol Mgl Controls Over Li- 
censed Programs " Sve list end 

CUNN1NOHAM.R.E Division of Industrial A Modicol Nuclear Safely (Post 870729). 88/ 
03/28. Cottsolidaiod Edison Co. of Now Yerk. Inc. I08pp, 44095 247-44995:353. 

8804130072 Forwards Mgt Moetlrig Ropt 60-293/87-30 on 870930 os lol'owup to 
870900 enlorcomont conloionco. Topics included licensee responses to apparent vio- 
lations Idantillod ltr Jnsp Repi 50-293/87-30 A ulil socurily profiram Improvemonts. 
MARTIN, T.T. Region I. Olc ol iho Oiroclot. 66/04/05 HIRO^.O Boston Edison Co 
2pp 45131027-45131:034 

“8804130077 Mgt Mooting Rept 50-203/87-30 on 870930 Major areas 
discussed.followup of 870909 enforcomoni contaronce.l.conseo responses to appar- 
ent violations idenilNeU in Insp Ropt 60-293/87-30 A programmatic socunly Improve- 
ments. 

LANCASTEn.W K . SMITH.G.C . KEIMIG.R R Region 1, Ofc of Iho Diroctot. 88/03/ 
31. 2pp. 45131:029-45131:030. 

—8804130069 Forwards response lo apparent vlolelions noted In Insp Rept 50-293/87- 
30 &. 870909 enforcomoni conlerence.Encl withheld. 

BIRO.R.G Boslon Ed son Co 67/09/26 Oocumer^t Conlrol Branch (Document Con- 
trol Desk) 4pp 45131 031-45131:034. 

8804130123 Forwards Ertlorcemenl Conferonco Ropt 50-293/67-30 on 870909 ro Spe- 
cial Insp 60-293/07-3Q.Toplcs d scussod includo status of security program A alloga- 
tions Ol deficienclos in program 

86LLAMY.h r Region 1. Ofc ol Iho Director 88/04/05. 0IRD.R Q Boston Edison 
Co. 2pp. 45142.188-45142 191. 

—8804130120 Partially wllhho'd Enforcoment Conference Insp Ropt 50-293/6 7-30 on 
870900 (rel 10CFR73.21) Maior areas discussed status ol security program A allega- 
tions re deficiencies in security program 

LANCASTER.W.K., SMITH.G C , KEIMIG.R fl. Region 1. Olc of iho Diroclor. 88/03/ 
30. 4pp 45142:188-46142 191 

8804010256 NRC Into Notice 88 01 1. "Polenllal Loss ol Motor Conlrol Clr A/or Switch- 
board Function Due to Faulty Tie Bolts." Sve list end. 

ROSSf.C.E. Division ol Operational Events Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co of New York, inc 124pp. 45406 292-45407.051, 

8804200078 Responds to 880311 Hr re 880211 unusual event at plant A (ciwards insp 
Rept 50-293/88-09. fnsp concluded that licensee conservatively classified event and 
provided nolihcailon lo Commonwealth of MA Siaio Police as required. 

COLLINS.S.J. Region 1, Olc ol the Director. 88/04/07. VOQLfcR.O.J. Ouxbury, MA. 
2pp. 46218:265-45218;276, 

—8804200087 Responds to 6B0301 Hr ro 6802 if hre event at plant & request lor adjudi- 
catory hearing before allowing restart of reactor -Event was not consioered as havir^g 
potential to escalate to an event which wou'd have threatenod pubhe. 

COLLlNS.S J. Region 1. Olc ol the Director. 80/03/26. OTT.MC, MUIRHEAD.D.M 
Citizens Urging Responsible Energy. 3pp 45218 274-45218 276. 

8804200040 Ack receipt Of 671028 Hr Intorming NFIC of steps lakett to correct violations 
noted In Insp Rept 60-2d3/67>36. Violation re elevated voltages remains Severity Level 
IV. 

JOHNSTON. W.V, Region 1 . Olc of the Director 88/04/11 BIRO.R.G. Boston Edison 
Co. 2pp. 46226:330-45226:336. 

-8804200086 Ack receipt ol 871026 Hr Informing NRC ol steps taken to correction vio- 
lations noted In insp Fiept 50-293/87-36 As result of review A evaluation ol Paragraph 
2 ot response. Severity Level IV changed to Level V. 

JOHNSTON,W.V- Region 1, Olc ol the Director. 87/11/13. BIRO.R.G. Bosinn Edison 
Co. Ip. 45226 332-46226:338 



houso circol breaK&»6 Pian< does rot oso o* p'an U 5.9 ol cwcal weaKcts.ttvetewo 
tncittei closed _ _ ^ ^ ^ 

MCDONALD D Pfoioa D-fOtlOfAte 13 68/04/13. BlPD.OG BoslOft EAson Co 2pp. 
46165 356.45l65;a56 

6604190148 AcK lecelpl ol 871002 lespor.se 10 NRC BalotiO 87 001, "Thinn-ng of Pipe 
Wa-is 91 Nociofir Power Plaois. ” fnlo provided used lo dotermioe ojitonl ol indusiry 
participel'OA & imp.'emsiilation of orosion/corrosion iosp programs. 

MaCO 0NAL0,0 Project Oireclorftte I'S 88/04/14 aiOD.HE Dosio.i Edson Co. 2pp 
45164.310.45164 311 


68042 W5 19 Advises that mil 8711 13 roauest lo prow do resyits 120 days after co-Tiplet. 
mo teslirgol valvospet IE 8ui'e1.~n 86 003 grsnlod. 

MCOOnAoO Projacl Oiectwelc 1-3 86/04/14 SinO.RE. Boston Edison Co, 2pp 
45191:13045191131 


8004210000 Responds to violations noted lr> Insp Rept 50-293/87-57 Coifcclive 
actions investigaUons conducted which cor'cl-jded trial ujiaulhoiijed po'sofirioi tJ d pot 
access untocKad doors 8 discipl'nary actior's taken against individoa's involved. 
B'RDRG Boston Edison Co 08/04/15 Document Control Branch (Dociimool Con 
irol Desk) 4pp 45238 025.462.39.028 

8604200072 PfOvirles list of augmented insps conducted at Iac.li1y & dscusses conform 
anca w/app'icah'o regu'atory guidance 

B ROftG Boston Edson Co 88704/15 Docemont Control Branch (Document Con 
trotOosK), ?pp 45261:324 45281 325 

8804220169 final response to FOIA request for oulslar.ding items I st of open NRC Insp 
iiems lor teslatl ol Pitgnm nuclear powci Station foivratds App A docuroeai.App A 
docurrent at so ava lali'a In POR. 

OHiMSLEY.O. Otvision of Rules & Records (Post S704i3> 66/04/ 19 GOLOEH.W B 
Massachusetts. Commonwealth of. 2pp. 45201:161.45201:169. 


-8604250089 ‘'Oulslandmg Items Hsl " 

• NRC • No Data lod AHiliailon Given 88/03/02 7pp. 4520t:)b3 45201 16& 


R. periodic operating reports & related correspondence 

8804088155 Errata lo •Number ol Personnel 8 Man Bem by Work & Job Func- 
fiOn.1587.'' W/69032G IP A related Info 

BIHD.RO Bostort Edison Co. 87/12/31 4pp 45064 191-45064 194. 

68041 lOlBl Table >e number ol personnel & man rem by work & joO lunclion for 
19B7.W/0&O329 iv. 

81RD.R.G. Boston Ed son Co. 87/12/31 2pp 45077:341-45077:342 

60641 10060 Forwards biwoekly status repi for 8003 12 25 por.od.NRC insp loam visited 
taciuty & Chlionvi.la tratoinq lacil ty to ova'uato revised emargoocy oparaling proca- 
duies 

BLOUGH.AR Region 1. Otc ol the Oiecior. 88/03/30 WlGGlNS J.T Region 1, QIc 
ol thoDraclor. 6pp. 45077 260-45077 265. 

6604200145 MonthV operating rept for War I988.W/80O4»4 Ilf. 

HAMILTON.P , OIHD.R.G Boston Edison Co 88/03/31 7pp 45221478-45221:184 

880427015S Forwards p’ani biweekly status repl tor period 880326 0400. NRC will be 
conducing pubic meeting in Plymoulh.MA 10 respond lo public comments & concerns 
on ubl rostsrt plan raised during 660218 ireot'ng. 

BLOllGH,A.n. Reg bn 1. Ofc ol the Oirecloi 88/04/10, WIGGINS.J.T. Region I, Ofc 
of the Olreclor. 5pp. 45245 321-45245 328 


$. Reportable occurrences, LERe & related cotreepontfence 

6803300142 LER 88-007-00 on 880223 .unenpectsd automatic actuation ol pnmaiy con 
tamment Isolation control sys & reactor bldg isolation control sys occurred Caused by 
reraioval ol luso from power supply ol circuit Fuse repiaced.W/880324 Itr. 

EtllS.D.W. BIRD.B G Boston Ed-soriCo. 38/03/24 6pp 44975 293 44975:297. 

8803300146 LEfl 8a-024 00on 871008.8afoly-retate<l 4160 VAC load Cic breaker 152- 
508 tripped causing loss ol power tu 480 VAC emergency bus 8-1. Cause 
uodetetraiixded Equipment retocnad to svC W/a90324 Hr. 

ltAVIiLTON.P.J . filRO.RG. Boslon Ed-son Co 88/03/24 6pp 44976:332-44976 336. 

8804040208 LER 86-003 OO.on 6802?6,aulomaiic Closing ol primary con'alnmeni 
Group 6 Isolation vafre occuuod Caused by inomenlary Hew lluciuetlon in RWCU 
^8.U|.I eveiiiaiing components Inslailod In (low sensing |ines.W/680328 Hr. 

ELUS.O.W.. Bin6.B G B08toriEdisonCo.ee/00/28 Spp 45075 301-45075 305. 

8604970120 LER 88009-00 on B80304.documeitiat>on for completion ol Surveillance 
procedure 8 9.13 not located tor diesel generetor B.Causo undalormined Operating 
supervisor required to log initiation & completion ol tests W/880401 iv. 

RAMlLTON.PJ., BIRO.RG Boston Edison Co 88/04/01. Spp. 45044:076 45044:080. 

8804190085 LER 884)10-00 on 88031 l.automaUc aclualion ol pori-'on ol primary con- 
ta'nmeni Isolation control sys occurred Ceused by blown fuse in inboard coniainmersi 
logic circuit^ during removal Ol temp 3vritch.Fuse replaced. W/e804 It Itr. 

Ett(S.O.W.. BIRO.R.Q. Boston Ed'SonCo 88/04/11. Spp. 45197:055-45107:059 


U. Cotvgieasional/Executive CorreapondancB 

B6040S0343 Forwards response to 88021 7 Itr exmassing concern re both process NRC 
adopted 10 reach decision on restart of plant a possible tim'ng ol that decision NRC 
laking necessary slops lo assure |hal plant will not lesiart unless licensee ready. 
2ECH.LW. Commissionars 83/03/28 KENNEDY.E.M. Sariaie. Labor & Human Re- 
sources. epp 45029 126 45020:135 


DOCKET 60.294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8603250184 informs ol relocsHon of NRR to RocKvilie.MO Official mailing oddfoss 1 
tentalns same & pMeci manaBeis have now locations & phone numbois.TS Mlctia' 
still lead project manag'er for facility & A Adams will serve as backup. 
RUBENSteIn.l.S. SlandardizBiion & Non-Powei Reactor Project O.t6ctoiato Se/C 
18. AffiilalJon Not Assigned 3pp. 44056 322-44856.324 


DOCKET 60-296 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & (ire protection plane 


8604120020 Responds lo violations noted in Safeguards Insp Repts 50-295/89 0! 
50-304/88.06 on 08020 1 • 1 Q Reaponse wilhheld (ref I0CFR73.21) 

BLISS H-E. Commonwealth Edison Co. 88/03/31. DAVIS.A 8. Region 3, Otc Ol Ihe 
tecioi. tp. 45135348-46135 349. 

8804200260 Rev 1 to Emergency Plan ImplemenbnQ Procedoie EPIP 340-1, "C 
Damage Assesamenl." lablo of contents. 

RIECK.T, Commenweallh Edison Co. 88/04/04 3pp. 45177:280-45177:283 

8604160016 Forwards Safely Insp Repls 6O.295/07-34 8 60-304/87-35 on 8711 
660314 5 noVee of violation. 

miller HJ. Region 3. OJe Of the Director. 80/04/08. REED.C. Commonwo 
Edison Co. 2pp. 45153014-46(63 046. 

-.8804160018 Nonce ol violation from insp on 871118 88031 4.Vlolation3 notedi 
Shutdown procedures required by Section Itl.L of App R to 10CFR60 & plant opera 
Tech Spec nol Imptomenled as listed. 

MILtER,H J Region 3, Ole ol the Director. 88/04/08. 2pp. 45163:016-45163 017. 

.-8604160046 Insp Repts 50-295/B7-34 & 50-304/87-35 on 871116-880314. Vlelal. 
noled.Major areas Inspected: assessment of compliance w/10CFfl60.App H a rO' 
ol fire protection program lecwlf emerrts . 

HOLMES.J Region 5, Ofc 01 the Director PARKlNSON,K. Sonalysts. Inc HODOl 
Brookhavian N6Tvor^ftt Laboratory. 68/04/07 29pp. 45163:018-45163 046 

8804220113 Ack receipt of 880114 revs to proposed amend to physical soc 
plamAddl Into S revs req^uired prior to approval Roquasis response to end comni- 
within 30 days of Itr recefol. 

NOflRiS.J.A. Projacl Olrectorate 111-2. 88/04/13. BUTT6flFlELO,L Commonwt 
Edison Co. 3pp. 45201 099 46201:101, 


J, Insurance & Indemnity Information 

8804120218 Fonvards Endorsement 20 to NELIA Policy NF-264.Endor8ament i: 
MAELU Policy MF-IPa.Endorsemonl 30 to NELIA Policy NF-277.Endor98nienl 2 
MAELU Policy MF-1 1 4 & Endorsement 194 lo NELIA Policy NF.43. 

OSTERJ Commonwealth Erflson Co 88/04/06 DINiTZ.l. Olfice ol Nuclear Res 
Regulation, Director (Post 87041 1). 13pp. 45090:030-45090;042. 


P. Operating Ucense stage do-cumsnls & correspondence 


8803240426 Generic Lir 88-06 lo all power reactor licensees & applicants to remov 
organliatlon charts from Tech Spoo admintslrallva control roquirements.Svc rst ■ 
MWA0LIA.F,J. Associate Director lor Projects (Poal 87041 1). 88/03/22. Consolid 
Ed'SonCo. ol New Yoik. Inc. 47pp. 44972.107-44972:163. 

8604040238 Forwards Amends 109 & 98 lo Ucenses OPR-39 & OPR-4B. jospectivi 
safely av a luafJon. Amends change Tech Space to upgrade plant program lor veri 
existence ol adequate battery capacity. 

NORRIS J A Project Oiroctoralo III-2. 88/03/20 BUTTEflFIELD.L. Common**. 
Edison Co. 2pp. 44972.218-44972:229. 


-8804040248 Amends 109 & 98 to licenses DPR-39 & OPR-48, respectively, amsf 
Tech Specs to upgrade plan! program lor verifying existence of adequate batter 

&ULtER.O.R. Project DitectotaW Ul-Z. 88/03/28. 9pp 44972,218-44972 228 


-8604O403S3 Saloty evalusBon supporting Amends 109 8 98 10 Ucenses OPR- 
OPf^*40 fQSO^ot^diy 

* Office otNucieai Reactor PegulaWon, Olreclor (Posl B704li>, 66/03/28. 
44972:227-44972:229. 


8804110230 Forwards Amends 1 10 S 99 to Licenses 0PR-30 & OPR-40. respechv 
safely evaluslton Amends change Tech Specs re low lomp overoros^ro prole. 
NORRISJA Ptojoct Directorate III-2. 88/04/04. BUTTERFIELD.L. Commonw 
Edison Co. 2pp. 4607e:l26-45078;l42, 


-8804110235 Amends 1 10 & 99 fo Licenses OPQ-39 A OPR-46,respec«veiy. cha 


-8804110237 Safety evalijatfoh sOppdftIhg AritendS 110 A »9 to Ucenses DPR- 
OPfl-48.fe8pectlvely; 

• Olfice of Nuclear Rqaotof flegOtetiq''. CHfoctof (Po4* 870411). 68/04/04. 
45O78:13&.45O70;142. 


6804110220 Forwards requosi tor addi into ro re-uvoiuaiion ol plants componunl cooling 
water svs in I ght ol problems oxporioncod at Oyron/Qraldwood plants 
MUIUER.O.R Projoci OireclO'ale IIPO 03/04/05. BUTTERFtELD.L Camrnonwoatllt 
Edison Co Spp 45078: 107- 45070:1 It. 

8804140193 Prov.dos listed into roquostod in 080225 Itr ro oporotnQ nudoar power 
units located at twolvo s>tes along Great Lakes. 

STEILO.V Ole ol the Executive Director lor Opeiat-ons 00/04/06. RiOGE.T Houso 
ol Rep. Spp 45104:138 46104:143 

8804220242 Forwards Amends 111 & 100 to Licenses DPR 39 & DPR-48. 
respectively .salety evaluation & locltnlcal evaluation rcpt Amonds allow stoam^itoc- 
aior tubes to be ropal'od utilizing Wost nghouso niecitanical sloeving methodology 
NORRIS.J A. Piojoci Oireclorato 111-2. 88/04/06. OUTTERFIELDX Commonwealth 
Edison Co 3pp 45200 284-45200 324 

-8804220244 Amends ttl & 100 to Licenses OPn-30 & OPR-4B, respectively, changing 
Tech Specs to allow sieam goneratoi lubes repair uli'lzlng Wostlnghouso mechan-cal 
sleov ng methodology 

MULLER.D R PrO|GCt Diiocloralo 111-2 80/04/06 8pp 45200:287-45200 284 

-8604220248 Saloty ovoljahon supporting Amonds 1 1 1 & 100 to Liconsos OPR-39 & 
OPR-48.f06peciivoiy 

* OIUco ol Nuclear Reactor Rogulation. Diroclor (Post 070411) 88/04/06. 5pp. 
45200 295-45200 299 

-8603040290 "Zion Nuclear Powor Station Units 1 & 2 Proposed Amend to Faclity OLs 
DPR 39 & OPR 40 to Allow Stoam Gonerator Tube Sloavmg " 

' Scionco Applications inlornational Corp (lorifioily Sclonco Applications. Inc.) NRC- 
03-S7 020 SAIC 60/3OO2 60/03/02 NRC - No Detailod Alli'lolion Given 25pp 
45200.300-45200 324 

8804089080 Gononc Lti 60 07 to powor roaclor licensees & appl'cants ro modiliod on- 
iorcomonl po'icy concerning 10CFH50 40. ‘Environ Oualilicat,on of Elociiical Equip- 
moni Important to Saloty lor Nucloar Powor Plants." Svc list oncl. 

MiRAGLi/t.F.j. Associate O.recior (or Piojocts (Post 67()4|1). B6/04/07. Consolldalod 
EdisonCo ol Now York. Inc 49pp 45164:237-45164 205. 

S804260039 Forwards Rov 50 lo CE-1-A, "OA Program lor Nuc'ear Genoroting Sta- 
tions" Rovs be-ng mado to rolloci organizational changes 

VORGAN.WE. Commonwealth Edison Co. 60/04/10. □ocumont Control Drancli 
(Oocumont Control Desk). Ip. 45261:273-45261 *209. 

-6804280069 Rev 60 lo "OA Program lor Nucloar Goneret-ng Slailons." 

• Comrtfionwoalih Edison Co CE-1-Afl50 80/04/18 I7pp 45261 274 46201 299 


O. Inapaotion reporta, IE BuHetIna A correapondenca 

8893300426 Forwards leruosi (or addi Inlo ro util 660515.0828 & 670424 6 1124 to- 
sponsos 10 IE Gulloiln 8b 003. "Motor -Operated Volvo Common Mode Feiluros During 
Plant Translonls Duo to Impropor Switch Soilings " 

QREENMAN.E.O. Region 3. Ole of the Director. 80/03/24. REED.C. Commonwealtti 
Edison Co. 6pp 44967:230-44067:242 

8804040139 Forwaids Saloty Insp Ropls 50-205/88 05 & 50-304/80-06 on 080115- 
0224 No violations ol NRC roquVements nolod. 

FORNEY.W.L. Region 3. Ofc ol tho Onoctor. 80/03/25. REED.C Commonwoallh 
Edison Co 2pp. 44971:198-44971:214 

-8804040142 Insp Ropts 50 295/&8 05 & &0-304/08-08 on 8001 15-0224 No vlolal ons 
or deviations noiod.Ma|or areas inspoclod.acHoti on provious insp lindings, summary ol 
oparalions.operalional saloty votil.caiion.LERs & IE bullotlna. 

HINOS.J M Region 3. Ole of tho Oifoclor 00/03/25. 16pp. 44971:200-44071:214. 

8803210090 SuppI 1 to NRC Info Nollco 67-044. "Thimble Tubo TIrnning In Westing- 
house Reactors " Svc list end 

nOSSI.CE. Division of Operational Events Assossmont (Post 070411) 00/03/20. 
Consolidated Edison Co. of New York, Inc. I2lpp 44005 126-44905:246 

8803220296 NRC Info Notice 68 010. "Malls Llcon30os:Lecl< ol Mgt Controls Over Li- 
censed Programs." Svc list oncl 

CUNNINGHAM.n.E Division ol Industrial & ModiCOl Nucloar Saloty (Post 070729). 88/ 
03/28 Consofidalod Edison Co. of New York, Inc I08pp, 44995:247-44905.363. 

8804120020 Responds lo violations noted In Sotoguards Insp Repis 60-205/88-08 6 
60 304/88-09 on 800201 -la.Rosponso withheld (tel l0CFfl73.2l). 

BLISS.H E Commonwealth Ed.san Co 88/03/31. DAVIS.A B Region 3, Ole ol iho Ol 
rector. Ip. 45135:340-45135:349. 

8604010266 NRC Inlo Notice 08-01 1. "Polenlial Loss ol Motor Control Clr 8i/or Switch- 
board Function Due lo Faulty Tio Bolts." Svc list oncl. 

ROSSI.C E. Division ol Operational Evonts Assossmont (Post 870411). 08/04/07 
Consolldalod Edison Co. oi Now York. Inc. 124pp. 45406 292-45407:061. 

68-04140023 Corrects typos In 080324 response to NRC Bultolln 88-002 ro polenlial lor 
ateoni generator tubo rupturo event caused by propagatirtg latlgue crack Enlianced 
leakage monitoring program required for Zion units f 6 2 

MOROAN.W.E. Commonwealth Ed-son Co 88/04/06 DAVlS.A B Region 3. Otc ol 
the Director. 6pp 46163 341-45163:346 

8604140056 Forwards responso to NRC Bulletin 03-001 re Westinghouse Senes DS cir- 
cuit breakers & safely concerns w/broaker use. Schedule lor short & long-term Insps 
on all Installed & spare iE.OS-416 6 DS 206 breakers at Zion listed. 

MOROAN.W.E Commonwealth Edison Co 08/04/08. DAVlS.AB. Region 3, Ole ol 
Ihe Director. 7pp 45156.033-4616S;03fl. 

8804 1500 16 Forwards Safety Insp Repis 50-265/B7-34 & 60-304/87-36 on 671116- 
680314 & notice ol violation. 

MILLER.H-J Region 3. Ole ol the Diroclor. 88/04/08. REED.C Commonwealth 
Edison Co. 2pp. 46163 014-45163:046. 

-8804160018 Notice ol violation trom Insp on 8711 10 D803l4.Violatian8 noled sale 
shutdown procedures required by Section lll.L ol App R lo 1 0CFR60 & plant operating 
Tech ^ec not Implemented as listed 

MILtER.H J. Region 3. Ole ol the Director 88/04/08. 2pp. 46153.016-45163:01 7. 


-8004150046 Insp Ropls 50-295/87-34 & 50 304/07-35 on 671 1 16 080314. Violat-cns 
noted Major areas mspocled assessment ol compl.anco w/l0CFR50.App B & review 
ol lito prolect-on program requirements 

1-iOlMES.J Re9>o.n 3. Ofc el the Director PARKINSON.K. Sonalysis. Inc IIODOR.R 
Orookhavan National Laboralory 86/04/ 07. 26pp 45153 OIQ 45153 046 

8804060370 NRC Inlo Notice 06-Ot2, "Overgroasing ol Electric Motor Bearings " Svc 
I St encl. 

ROSSI.CE Oivisi0.n ol Oporslional Events Assessment (Post 670411). 06/04/12. 
Consol dated Ed son Co of Now Yoik. Inc. 123pp 45165 028 46165 150 

B6042 60328 Confirms plans discussud on 800414 between H Bhss & G VanSekte ro 
upeum-ng 800506 mealing w/ulil to discuss responso lo IE Oulotm 85 003. 
GREENMAN.E G Region 3. Ole ol Iho Oireclor 8B/04/18 REEDC Commonwealth 
Edison Co 2pp 4625»;I20-45251:121 


R. Periodic operating reports A related corraapondence 


6804160261 "Annual Oporsling Ropt lor 1BB7." W/B80.120 lli. 

PLIML.G J. Commonwealih Edison Co 07/12/31. lOpp 45138.060-46130 050 

6B04220163 Forwards orrale data loi prov.ousiy subm-iiod radioacl-vo otlljoni repts lor 
Jut -Doc 1606 

PLIMl.QJ. Commonwealth Ed son Co 08/02/09. OAVIS.O. Reg an 3, O.'c of the Oi 
rector Ip 45247 145-4524 7 160 

"8804220164 Eriata to ' Eltiueni & Waste Disposal Som annual Ropl.1086 " re gaseous 
& l.qu-d ollluenis lor Jul-Doc 1906. 

• Commorjwealth Ed SOnCo 07/12/31 4pp 45247 146 45247 147 

-8804220159 Forwards Part 3 ol operating ropl.ccnsisr-ng of results ol 
cnviron.fad Oleg cal & meioorclogical monitoring Part i sjbmiiled under soparalo 
cover in Fob & Pari 2. "Radioaclivo Ellluonis" suBm tied in Fob A Aug 
PLIML.O.J Commonwealth Edison Co. 88/02/00 DAViS.A 8 Region 3. Ole ol the Di- 
rector Ip 45247 150 45247 150 

68041403S9 Monthly oporalmg repis lor Mar 1008 W/600407 Mr. 

AUSTIN.G . PLIML.GJ Cortimonwoatih Edison Co 60/03/31. I2pp 45152:150 
45152 161. 


S. Reportabio occurrences, LERa A related correspondence 

6604040092 LER 07-001-01 on 070 106 .discovered explosive gas mixture m holdup lank 
duo to missod Toch Spoc sutvoi'lanco.Causod by inaduquaio procedure whlcli aid not 
include stops nocossary lo ensure sampling Procedure rov.sod.W/680322 Hr 
CARLSON,J . PLIML,GJ Commonwoallh Ed son Co 87/02/06 4pp 44970.0/5- 
44970 070. 

6604060292 LER 6B-002 00.on 860301. discovered mssod Inlum sompfo trom svc bldg 
vcniilal'on radiation mon-io:<ng sys dehumldillor.Causod by Isiljre ol sample dot'umfdi- 
(lor & dofic'oncy in earnpio corociion tracking sy3.W/880331 llr. 

SCHAEVE,L. PLIML.GJ, Commoowoailh Edison Co 80/03/31 4pp 45046:138- 
45040:141, 


V. Oporalor Examinations 

6804250086 Responds to FOtA leouesl lor Inlo ro scores ol roaclor oporaiors & senior 
roaclor oporators Forwards roquelilicaiion oxarn summary source shoots I sled in oncl 
app w/ personal privacy Inlo dmalcd 

GRIMSLEY.OH 0.vl8lon ol Rules & Records (Post 070413) 66/04/19 BOLEY,K 
Publio Citizen's Critical Mass Energy Pro^OCl. 2pp. 4621 3.003-452 13.095. 

"8804260167 Package ol NRC adminislored roquaMicallon exam resulls summaiy 
• MRC • No Ootailod AlhViaUon Gwon 07/07/20 68pp, 46213007-45213095 


DOCKET $0-298 BROWNS FERRY NUCLEAR POWER STATION. UNIT 3 


F. Security, medical, emargancy A lira protecllon plana 


0804010212 Rov 2 lo Emorgoncy Plan Implomonting Procedure EPlP-8. "Poisonnol Ac- 
countability 8 Evocwat'On W/ 680326 lit 

GHIDLEY.R. Tonneeseo Valley Authority. 80/03/25. 20pp. 44016 340-44916 359. 

6604940124 Temporary Change to Rov 0 to Emorgoncy Plan Impfomeniing Procedure 
EPIP-14. "Radiological Control Procedure." W/ 880330 Itr. 

GRIOLEY.R Tonnossoo Valley Aulhonly 80/03/30 12pp 44070 244-44970:255 

8804060286 Foiwards ‘Fiie Protection Ropt * as lirst step in approach to replace oxi sl- 
ing license cond lion.RopI Inciudos lire protect on plan,l0CFR5O App R salo shutdown 
analyses & (ire hacaids analyses (or fuo areas & zones. 

QRIuLEY.R. Tennessee Val'ey Authority. 88/04/04. Document Control Branch (Docu- 
ment Control Desk). Spp. 4S0o7.065-46070;1 70. 

--8004060290 "Fire Protection RepL" 

MERRICK.D . Wl.MaROW.R.T., ANDERSON.C.E. Tonnossee Valley Authority 88/04/ 
04 t,l86pp. 45067:074-45070:179 

6804210023 Forwards supplemental response to NRC 071 1 19 llr ro vlolatmns noted in 
Insp Repts 5O-259/07-33.6O-26O/07-33 A 60-206/07-33 Corrective actions mainl re- 
quest Issued lo resesi junction boxes A panels firepiotechon sys area 
QRIDLEY.R. Tennessee Valley Authority. 88/04/13. Document Control Branch (Doco- 
meni Control Desk). 7pp 452(9:126 45219:132 

S8041802S7 Forwards Rov 14 lo security peisonnol lrain‘ng A qualification plan Rev 
withheld. 

GRIDLEY.R.L. Tennessee Valley Authority. 03/04/14. Document Control Branch 
(Document Control Desk). 2pp. 45165 33B«45t95 330. 



70 DOCKETED ITEMS 


86042004 r5 Partial rasporiss lo FOIA rcK]U9sl fo (iia prot&c bon Forwards App E 
Pocurnan's-App 0 & 6 docomonls available In POR App F cJocumoni contploiely wi(h- 
nairt (re( FOIA Exenipiion 5). 

GRiMSLEY.O.H Division of Rules a Racords (PosI 8704131 08/04/14 JONF.SCR 
Alfi'iaiion Nol Assigned 5pp 45206:037-45206043 

•^804200579 Advises ihal Fite Pjo'.eciton Sleeting CominiiieB has tecoinrnend&d Ibai 
each region make ono lOCFRSO.App R lypa Insp /or each lacility (o assess sialus ol 
complianco w/ 10CFR50 48.Pfogfa(n lisleo. 

CONION.T E. Region 2. Otc ollbo Oirecior. 84/1 f/06 HEHOT A R Reoion 2 Ofc Of 
Iho Director. 3pp 45206-176-45206:178. 

8604220250 Revised amorgancy plan iniplemeni;ng p,'ocedtytes.<ncluding flay 0 to 
CECC-EPIP I. ‘Ememenev Duly OtScar Proce<fi/io tor Notificatfon ol Unusual 
Event. Aiert.Srte Aioa ttnergency S General Emaigency." W/ 880420 llr 
GHI0LEY,B L Tenoosseo Va'ley Aulliorlly. 88/04/20 400pp. 45229:308 46230 322 


8804080068 Generic Llr 00 07 to power reactor licensees & appl'cants re mod-led en- 
lofcemeni policy concerning 10CFfl50 49, "Environ Qualillcailon ol Electr cal 
mem Important to Safely for Nuclear Power Plants Sve list oncl. 

MIRAGLIA.F J Associate Onectoi lot Ptojocls tPost 870411) 08/04/07 Corse' dut-d 
Edison Co, ol New Yorli. Inc. 49pp 45164 237.45164 205 

8804130310 Noiilicalion ol 880413 meeting w/ubl in Oecalur.AL lo discuss p'o-n* ros'S)l 
test program 

MORAN.OH, Ole ol Special Piojocls, 88/04/07. ZECh.G G Ole oi Spocia' Pic,ec'i 
3pp. 45103:172-45103 174 

8804200368 Nobficallon ol canceled 880413 meeting w/uiil In Oecaiur.AL ra brioiagon 
ptani reslart leaf program. 

MORAN.O.H Ole ol Special Projecis, 88/04/07. 2ECH G G Ole ol Special Prcects 
3pp, 45179.275-46179 277 


J. Insurance A Indemnity information 

68040S0067 Forwards slatus & data-ls ol property Insurance coveraoo lor lacilities net 
I0CFR50.54 lor Into, 

ORIDLEY.R Tennassoe Valley Aulho/ity. 88/03/30 Documenl Control Branch (Oocu- 
mem Control Desk) 3pp. 44995 358 4499S 358. 


O. Advisory Commlllee on Reactor Safeguards reports & correspondence 

8804040111 Forwards util response to ACRS questions Item 880212 mealing vr/Ml 
ACflS commlitea in WasWngton.QG.UM w.il begin scfeen-ng ol CERs ol sister ptenis 
m Sequoyah A Browns Ferry Nuclear Plants to a8lerm.no II any aciions reaulred 
GRIOIEY.R Tonnessoo Valley Authority 88/03/30 Documenl Convol Branch (Doco- 
menl Conuol DesH). 4pp. 449/0;232-44970 235, 


8804130 184 Notification ol 660414 meeting w/uiil In Oecalur AL lo d-scuss a-mpac-'y • 
cable derating calculations A cable screoning.Phasa 1,2 A 3 
MORAN.O.H Ofc Ol Special Prolacls 88/04/08. ZECH G G Ole ol Special Prclods 
3pp 45101:199.45101:201. 

8604210026 Supplomontal application lor amend to Licenses OPfl-33. DPR.62 A OFR- 
OS.Impfementing rocommenoiatlons In Gonerlc Ltr 94-15 "Proposed Slat! Acl ons ;o 
Ifiterove & Maintain Diesel Generator Reliabihw " Foe paid, 

GRI0L6Y.R Tennassoe VaHey Aulhoniy, 00/04/13, Oocumoni Conirol Branch |P0(s 
man! Control Dosk). 6pp. 45819 133-45219:149. 

—8804210027 Proposed revised Tech Specs.implemenllng recommendatlorrs of Ocnc-j 
Llr 84-15. "Proposed Slali AcUons to Improve & Malnlain Oiesol Gonoraior Ro''jfcl- 
Ity.’ 

• Termessee VaKey Auihority. 88/04/13 12pp 45219 138-45219 149 


P. Operating license stage docurnents A correspondence 


8803240426 Gonenc Lli 88-06 to ail power reactor liconsees A applica/)l5 ra removal ol 
or^nlyalion charts from Tech Spec adminislratlve control requ'remerits.Svc list end 
WIHAGIIA.FJ. Assoclalo Oirecior for Prelects (Post 87041 1J. 80/03/22. ConsoWaied 
Bd.son Co ol New York. Inc. 47pp 44972.107-44972:153. 

3604010052 Fotvatds salety ovaluation le uti| responses lo Generic lU 83-28 Herns 
3 1 1.3 t^.3 2.1 A 3.2,2 ' Post Maint Teslino ol Reactor Tnp Sys A AM Other Safsty- 
nOl.8ied CofDponenls HGsponses accep^abTo 

ZECH.GG Ole ol Special Pro)eci3. 88/03/23. WHITE.SA. Tennessee Valley Auihor- 
ity. 3pp. 44920:348 44920356, 


supporteg util responses lo Generic LV e3 28.llGms 
3.t.1.3J^.3 2.l A 32.2. Post-Maint Testing ol Reactor Tnp Sys A All Other Safely- 
Hewe<i 

• Oto of Spodaf Piojecis. 88/03/23 6pp 44920 352-44920 356 

8003310129 Forwards Rev 4 to ' Dailgn Baseline A Venncalion Program." Rev provides 
SecTimi 4 ° essential calculation effort spacilically discussed In Rev 2 

GfllDlEY.R Tennessee Valley Authonty. 88/03/25. Oocoment ConVol Branch (Docu- 
ment Conirol Desk). 2pp, 44082:325-44902 350 * 

-9803310132 Rev 4 (o "Deslpn Baselno A Verltcelion Program ’■ 

Tennessee Valley Authority 88/02/22 24pp 44982-327-44982 350. 

Forwards TVA amployea concoins task group subcaiegoty reels 
RUSSELLJJR Tennessee VaJtey Auihonty. 68/03/26 Oocunteivl ConUol Blanch 
(Document Control Desk) 6pp. 45022- 145 45024 257. 

-6604070^ Rev 3 to Ei^toyee Concerns Special Program Subcaiegoty Engineering 
Design (21600) 8 Pipe VW'p Restraint Design P2700)." 

valley Authority. 88/03/21. eapp 


-8804070224 Rov 6 to Employee Concerns Special Piofifam Subcategory Rapt 80200. 


"Ins 
KEN 

162pp. 45022 335 45023:126 


nap ■■ 

KENZIE lG WORTW.j e. JOyCE.J.W. Tennessee Valley Authority. 88/03/18. 


-A804070234 Rev 6 to Employee Concerns Special Program Subcategory Repi 80400 
Nonconlormanca Conirol A Correclive AcUon." ' ^ 

Tennessee Valley AWhonty. 88/03/ 

8804010260 Inlorms that sch^ule lor response to request foi addi Info re hurnan fac- 
IMS piMram A Isolafcon devices lor SPOS will be provided by 880022 
GRiOLEY.fl Tenriessee Vall^ Aulhortly. 68/03/29 Documenl Conirol Branch (Doco- 
menl Control Desk), 7pp 45058;f l8-4505a;t24. 

requiiemenls in IOCFft70.5t(d) lo perform 
f Iiwentorv ol SNM by 660331 due lo uW resioring equipment necessary to es- 
labiish secondary coniainmeni.per 10CFR70 14 

Authofitv 88/93/30. (OocumenI Control Branch (Docu 
meni Control Desk), 3pp. 45073 338-45073 340 


8804260032 Appl'cation lor amends lo Licenses DPfl-33.DPfl-5? A OPR 08, fovs.ia 
T^h Specs 3.4/4. 4 re standby liquid conirol sys. Fee paid 
GRiOLfcY.fl Tennessee Valley Aulhoniy. 88/04/20. Oocumoni Control Branch (Docu 
ment Conbot Desk). 6pp 45254 222-45254:239. 

-8804260039 Proposed Tech Spec 3 4/4 4 re standby bouid control sys 
Tennessee Valley Authority. 88/04/20 13pp, 45254:227-45254:239 

8604260618 Noiilicalion ol B80426 rneeiing w/ul;l onslin lo discuss ampacily - cable do- 
raling calculations A cable screening. Phases 1.2 A 3. 

MORAN.O.H. Ole ol Special Projecie. 68/04/21 AULUCKR. Ole ol Special Piol<JC»s 
3pp. 45264:077-45264:070. 

6604280476 Noiilicalion ol 880427 meeting w/ulH In Decalur.AL to discuss rosiart losi 
program. 

MORAN.O.H. Ofc ol Special Proiocts 68/04/22. AUUUCK R. Ole of Special Pi<^*.s 
3pp. 45264:101-46284:103. - k i 


O. Inspection reports, 1C Bulletins A correspondence 

8603290368 Forwards Insp Repis 60 259/87-38, 60-260/87-38 5O-296/07-38 50 327/ 
07-68.50 326/87-60,50 390/e7-16,50-391/87.i8, 50-436/87-08 A SO 439/87-08 O'* 
871005-16 A notice of violation. 

BARH.KP. Region 2. Ole of me Oirecior. 08/03/09. WHITE.SA Tennessee Valley 
Aulhoniy. 3pp. 44975:195-44976:208 

-6803290390 Noivcs of violaVion Irom Insp on 871005-18 Violations noted Inadequate 
oiv of nuclear engfneortng training A records, Inellecilve followup on ai'dil findings A 
JmpfMer correcMon ol On records. 

SARR.K P. Region 2. Ole ol the Oirecior. B8/03/09. 3pp 44975: 198-44975 200. 

-6603290393 Inap Repis 50-259/87-38.50-260/87 -38.60-206/87-38. 60-327/B7-6B.50- 
328/87.68.50-390/87-18.50-39I/87-18, 50-438/87-08 A 60-439/87-08 ViOlobons 
noied.MaJor areas Jnspected:allogati'Ons A licensee eclion on Identified Items 
WALTON.Q.A . POWELL.T.B . ELROD.S A Region 2, Oto of the Director. 88/03/08 
8pp 44975:201-44976.208. 

6604010028 Ack receipt of 66031 1 Hr informing NfiC of sieps taken lo correct violations 
noted In Insp Repie 60-269/67-20. 50-260/87-20 A 60-296/87-20 
BARR.K.P. OIc Ol Special Projecis. 88/03/22, WHITE.S A Tennessee Valley Aulhor- 
«y Ip, 45058:094-45058:094 

8604010030 Ack receipt of 880301 supplemental response Informing NRC cf stops 
•aKon te correct devlallone noted in Insp Repis 50-269/87-30.50-2aQ/87.30 A 50- 
296/6?*30. 

BARaK P. Ofc Of Special Projects. 68/03/22. WHITE.S A. Tennessee Valley Aulhc' 
fly. ip 45031:179-46>3V,179 

8803310287 Forwards Insp Bopta 6Q-259/68-04,50-2eo/88-04 A 50 206/68-04 cn 
680201-29 A notice ol violation. 

eARB.K.P. Region 2, OIc of Ifie Director. 88/03/24. WHITE.S A Tennessee Velley 
Aulhotily. 2pp. 4501 1:083-4501 1:109. 


860.41 10281 forwards safety evaluatfon accapilng third vent path oi containment aimc 
phwic d'luHrm sys lo salisly requlretnents of NUHeC-OTO/.ltem It E 4 1 
rlISp fso?^C»1 WHITE.S A. Tennessee Valley Authr 


■'*■0^10291 Notice of violation trom Insp on 860201 -29. Violation noted design bas-s 
tor Class I buried piping not corrootly translated Into specs A drawings A Sid Practice 
8.3 not adhered to lor work Plan WPOO 17-66. 

BABR.K.P. Region 2, Ofc ol ihe Director. 88/03/24. 3pp. 4501 1:085-4501 1:087 


Forwards liMfng of employee concern numbers shown on wlil data base e 
Bpcnsibrl^'^*"™^ ™ evaloalion not included In 961231 submltlal Roques Is ack ol n 

WSSeLL.JR. Tenoessae Valley Authority, 88/04/01. Documenl CorHiol Brant 
(Document Controf Desk). 7pp, 45076:036-46075:042. 


-8803310292 Insp RepU 50-259/88-04.50-260/68-04 A 60-296/88 04. ViofMiorW 
noied.Major areas in3pecl'ed:operatlonal safety, malnl observation.surveiliance tesi ng 
observation, ROB.pfoviou9 enfotcemenl acUon A restart lest program 
PAULK.G.L, BROOKS.C.R.. CHRISTNOT.E.F. Region 2, Ofc o7 Ihe Director. 86/03/ 
22. 23pp. 4601 1:068-4601 1:109. 


Mulll-PlanI AcUon E-04, 'BWR Singis tor>p OperaHo 
nuntbors fo/ listed pfanis should be closed A sln^e Jorjp operalicq i 
vl^s sfwuld be tracked as piant-speciUc actions in future 

GEARaG, OIc ol Special Projec 


8804010031 Forwards Insp Repta 5O-260/88-02,60-260/8e 02 A 50-296/88 02 cn 
880101-31 A notice of vioiailon.(^ncern express^ re [mpiemenlailon of eng neering 
changes A mod programs. 

6ARfl,K.P. Region 2, Oto ol the DIregtbf. 88/03/24, WHITE. 8. A. Tennessee Valiey 
Aulhofity. 3pp, 45028:08 1-45028' 126. 
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-&804010032 Nollco ot violation from insp on 880101 -3 i.Violalion noted scliv.' es at- 
looting qtiality not boing occomp'ishod pei documented procedures & drawings in that 
irtsp ol one OC accepted p po support rovoaiod deviations Irom requirements 
BARB.K P. Hegion 2. Ole ol Itie LtTcctor 80/03/24 3pp 45O28,OO4-4SO20:O86. 

-8804010033 Insp Bopis Sa-259/B8 O2.SO-26O/08 O2 & S0 20G/GB 02 on 880101 
gt .Vtotaiions noted Major aroas inspected open Insp Item lolowup.oporational 
saleif.maint observation, restati tost pioQram.mami titipfovemont & mgl meotinoa. 
PAUIK.GL, IGNATONIS.AJ Region 2. Olc ol iho Orocior 08/03/24 40pp 
45028007 45028:128 

8603210090 Suppi I lo NRC Inio Notice B7'044. "Th-mblo Tutio Thinning in Westing- 
house Reactors." Sve l-st onci, 

nOSSl.C E Division of Oporalionol Evoitts Assessment (Post B704tt) 80/03/28. 
Consolidated Edison Co. of New York. Inc I2lpp. 44995 126 44905 246 

8803220296 NRC Info Notice 80 OtO. "Malls Llconsees:Lack of Mgl Controls Over LI 
censed Programs " Sve list end 

CUNNiNGifAM.H.E Division ol Indusirlol & Medical Nuclear Safoly (Post 070729). 60/ 
03/28. Consolidated Edison Co ol New York, tnc I08pp 44995 247 44095 353 

8804080224 Ack receipt of 880316 supplomonlal response to roquosi lor addi inio re 
previous corroclivo actions lo Vioiation 3 noted in Insp Ropt 50-259/84-12.50 260/84- 
12 & 50-260/64-12. Extension of corroctivo action completion date accepiabie 
BARR.K P. Olc of Special Projects 00/03/29. WltlfE.S A. Tonnessoo Vafoy Author- 
ity 2PP- 45007 314-45007 315 

8804080528 Ack receipt of 880314 Hr informing NRC of ectlona takon lo corroci viola- 
tions noted In Insp Ropts 50 259/07-41. 5O-26O/07-41 & 50 206/87-41 
BARR.K P. Ofc of Special Pro|ocis 80/03/30. WHITE.S A Tonnossco Valley Author- 
ity 2pp. 450l0:27/-45010 278 

6804060207 Forwards request for addI into re util 660513.0630 & 870501 rusponsos lo 
IE Bulletin 85-003. "Molor-Operaiod Valve Common Mode Faifuros During Plant Trnn- 
sionie Due to Impronor Swiicfi Soll.ngs.'' for response witliln 30 days 
BARR.K P. Olc ol Spoclal Pfojocis BB/04/01. WHITE.S. A. Tonnessoo Va'toy Author- 
ity 4pp 45069; 160-if 5000.103 

BB041 10131 Supplemonlal ro^onso to vlaloHons noted in Insp Ropts 50-250/07 -14.60- 
260/S7-M 8 50 296/87-14 Corroclivo actions: work In progross must bo co-mpioiod lo 
domensuolo conViot btdQ mossurt 2 attonComptoiion schortutotJ lot 001 H5. 
GRIDLEY.R. Tennessoe Valloy Authority 68/04/05. Oocumonl Corttrol Branch (Docu- 
ment Control Dosk) 4pp 45146.016 45146:010. 

8804010256 NRC Info Nollco 60-01 1 . "Polontial Loss ol Motor Control Ctr &/or Switch- 
board Function Duo to Faulty Tio Bolts " Sve list oncl. 

HOSSI.CE. Division ol Operational Events Assossmoni (Post 970411). 06/04/07. 
Consolidated Edison Co of Now York. Inc. I24pp 45406-202-45407:051. 

8904130246 Responds to NRC 880226 Hr ro violations noted in Insp Ropts 50-259/07- 
46.50-260/87-46 & 50-206/87-46.CorroclivO acl'Ons: standby gas treolmont syS Tra'n 
Q declared inoporablo & Technical Instruction 170 rovisod 

GRIDLEY.R. Tennessee Valloy Authority. 06/04/08. Oocumont Corrtrol Branch (Docu 
mont Control Desk) 6pp. 45146 322-45146 327 

8804060370 NRC Into Notice 00 012. "Ovorgroasing ol Elrsclrlc Motor Bearings." Sve 
list end. 

ROSSI.C.E. Division of Oporallonal Events Assossmoni (Post 870411). 80/04/12. 
Consol’dalod Edison Co of Now York, tnc I23pp 45165 026-45105: 150 

6804200555 Forwards insp Ropts 50 260/68-08.50 260/BB-06 & 50-298/68-00 on 
8B0322-24 No violations or doviaiions noted 

BARf1.K P. Region 2. Ofc ol Itio Oiroclor. 68/04/13. WHITE.S A Tonnessoo Volley 
Authority 2pp. 45235 037-45235:043. 

-8904200558 Insp Ropts 50-2S9/8B 08.50-260/88-08 & SO 206/80-08 on 860322- 
24 No violations noted Major aroas Inspoclod competence o< oporators in Group 4 
accelerated roqualilication training course to perform iiconso duties. 

BROCKMAN.K.E . JOHNSON.A M.. HOPPER.G T Region 2. Olc ol tho aroctof. 80/ 
04/11. 5pp. 45235 039-45235:043 

8604210017 Summarizes lovlow ol NRC Buliolln 86-001. “Defects In Wostingiiouse C.r- 
cuil Breakers " Buliolln not applicoblo lo Browns Foriy nucloar plant Bulletin appi ca- 
ble to Walts Bar 6 Bettetonlo nuclear ()lanls.Lisi ol comrntlinonls end. 

GRIDLEY.R. Tennosseo Valloy Authority. 00/04/13. Oocunieni Control Branch (Docu- 
ment Control Desk) 3pp 45219:150 452 1 9: 162. 

8804210023 Fonwards supplomonlal rosponso to NRC 071 1 19 Hr ro violations noted in 
Insp Hople 50-259/87-33.60 260/07-33 & 60-206/87-33 Corrective actions maint re- 

S uost issued lo reseat junction boxes & panels fire protection sys area. 
iRlDtEY.R. Tennessee Valley Aulliorily. 08/04/13. Oecumenl Control Branch (Oocu- 
mool Control Desk). 7pp 452 fO: 126-45219:132. 

6804200473 Partial response lo FOIA request re (iro piolocilon.Fofwords App E 
documents App O & E documents available in PDA App F document compfeiely with- 
held (rof FOIA Exemption 5). 

GRIMSLEY.D H. Division of Rules & Records (Post 870413). 68/04/14 JONES.C R. 
Alfiiiation Not Assigned. 6pp 45206:037-45207:042 

-8504200579 Advises that Fire Protection Steering Commilleo has recommended that 
each region make one lOCFRSO.App R-typo Insp for each facility lo assess status of 
compliance w/ 10CFfl50.4B Program listed 

CONLON.T.E. Region 2. Olc of the Dlrecior. 04/11/06 HEROT.A.R. Region 2, Olc ol 
the Oiroclor. 3pp 45206:178 45206:178. 

8804220032 Forwards response lo NRC Bulietln 87-002. "Fastener Testing lo Oeler- 
mlne Conformance W/Appllcable Tech Specs." Enct 4 Identifies lasioners transferred 
from storage & Enel 5 conia'ns list of commitments being made by TVA In response. 
GRIDLEY.R. Tennessee Valley Authority. 88/04/15. Document Control Branch (Docu- 
ment Control Desk) 165pp. 45219:172-46220.026 

8804260524 Notification of 6B0427 mooting w/llcensee In Rockville.MO to d.scuss inde- 
pendent design Insp lor facilnies. 

QEARS.G 6. Ofc of Special Pro ects. 68/04/22 AULUCK.fl. Olc of Special Projecls. 
3pp. 4 527 1:054 -4527 1:068 


8604260635 Rosponds to NRC 880309 Hr re vioiai ons noled In listed insp 
ropis.'ncluding 50-438/8 7 08.50-438/8708 & 50-327/&7-68.Correciivo aclions:data 
baso consiructed lor training 

GRIDLEY.R. Tennessoe Valloy Authority. 83/04/22. Docunient Control Branch (Docu- 
rrent Control Dosk) lOpp 45331 34 1 4 5331 350 


R. Periodic operating reports & related correspondence 


8804060303 "Po'rson,'‘ol Who'o Body Exposure Repts for 1987." W/880401 Hr. 
GRIDLEY.R Ternossoo Va'loy Auiho.Tly. B7/12/31. 7pp. 45947:060 45047 066. 

68040702S4 "0rowr>S Forry Nuc-oar Power Plant Annual Operating Ropt 10 
NRC.B 70 1 0 1 - 1 23 1 ■■ W/8fl0405 Hr, 

WALKER.J.. GftlOLEY.n. Tonnessoo Va'Ioy Auihoriiy. 87/12/31. 108pp. 45074:279- 
45075 020 


6604050210 Forwards weekly schedule of TVA aclivitles for wks cl 000320 & 0404. 
KELLYJ L Olc Ol Spocial Projects 08/03/24. 2ECH.G.G. Olc ot Special Projecls 
4pp 45029 088 4S039 061. 

8804140525 Submits weekly schedule of TVA eclivillos loi w'k ol 880404- ti. Schedule 
wll bo updaiod & issued each Friday lo refleci acilv.ties for forthcoming 2-wk period 
KELLY. J L Olc ol Spoclal Projects 88/03/31 ZEOH.G.G. Olc of Spoc a) Pro octs 
4pp 45130 205-45130 208 

0804190140 Monlli'y operating repis lor Mar I088.W/8004 1 4 Hr. 

CRAWFOnO.J.D . WALKER.J.G. Tennessee Valloy Authority. 88/03/31. 84pp 
45200 070-45208:153 


8604130356 Forwards wookly scho-dulo of TVA aciivitios for wks ot 680411 & 18. 
KELLY.J L Olc ol Spocial Projocis. Q0/O4/O8 2ECH.G.O. Olc of Special Proiocts 
4pp 45103 216-45103 210 


U. Congresslonal/Executive Correspondence 

0804280317 Forwards NRH responses io Quosl-ons 1 & 3 ro Commission sids lor per- 
rnlHlnig restart ol power plaivt allot sbutdo-wn lot safety toasorvs 8 Comnvissibn roquiio 
monis lor documeniing^liconslng bas s lor restart dociSlon.ro speclively 
THOM-AS.C.O Pol r.y Ouvofopmonl & Techn eal Support Branch (Post 070411). 86/ 
04/10. REHM.T.A. Ofc of Iho Exocullvo Oiroclor Icr Oporaitons. 7pp. 45209:209 
46269:215. 


V. Operalor Examinations 


8804200555 Forwards Insp Ropts 50-250/80 08.50 260/89 06 & 50 206/68 00 on 
880322-24. No violaiions or dov-aiions noted. 

BARR.K. P. Region 2, Olc of iho 0.recloi. 00/04/13. WHITE.S A Tonnossoo Valloy 
Aulhofity 2pp 45235:037-45235 043 

8604210471 Confirms 080413 tolcon w/NRC ru uiilnation ol Group 4 oporaiors lor li- 
consod dullos Fo-wards hsl ol Group 4 hconseos lo whom NRC w<ll adm-nisler roq-jali- 
licaUon oxams prior to Uriil 2 rosiori. 

BARR.K P. Region 2. Ofc ol iho Director 88/04/13 WHIIE.SA Tonnossoo VaL’oy 
Aulhoiily 3pp. 45227:214-45227 216. 

8804250088 Responds 10 FOIA roquosi lor info ro scofos ol reactor oporators & senior 
roaclor operators. Forwards roqjalillcaiion oxam summary source shools listed In oncl 
app w/porsonal prtvacy info dololod. 

GRIMSLEY.DH. Division ol Hu:oa S Records (Post 870413) 88/04/19 BOLEY.K 
Public Citizon'a Cm cal Mass Energy Projeci 2pp 45213:003-45213 095 

-8004260167 Packago ol NRC administered roqua'ilicalion exam rosuHs summary. 

* NRC - No Dela-led Aflilialion Givon 97/07/20 66pp 45213 007-46213 095 


DOCKET 60-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


P. Operating llcante stage documents & correspondence 


BB032S0348 Informs ol NRC rolocaiion lo slelod addrese.Malling address unchanged A 
Adams ptojoci manager & TS Michaels back up project manager. 

RUBENSTEIN.LS STandardizai on & Non-Powo.' Reactor Project Direcloreto 88/03/ 
16 Aflilaiion Not Assigned 3pp 44850 060-44659.062. 


Q. Inspection reports, IE Bulletins & correspondence 

0804120301 Forwards Insp Rapt 60 297/68-01 on 800301-04 No violallons or dovt- 
atlons noted 

HEROT.A R Rogion 2. Ofc of tho Olrector. 88/04/06 TUHfNSKY.P.J North Carolina 
Slate Univ . Raleigh, NC 2pp. 45136;317-46135.326. 

-8804120303 Insp Ropi 60-207/88-01 on 88030l-04.No violallons cr devlaiions 
noied Major areas inspected leaks In RCS piping outelde reaclor bldg & in fso'able 
portion of reaclor primary sys within bldg 

BURNETT.P.T . BASSErT.C.H. JAPE.F. Region 2, Olc ol the Oiraclor. 86/04/04 
0pp 46135.319 45135:326, 


S. Reportable occurrences, LERs & related correspondence 

8804060325 PNO-ll-80-O15B.on 680229.1 con see Informed NRC that t MWl pool reactoi 
had been shutdown duo lo primary coolant leak ouisido conlalnment.Two leaks 
idcniihod.LII-l plans to isolate leak & test further lo assure that leak is In liner. 
FREORICKSON.P. Region 2. Olc ol iho O.ioctor. 68/03/24, 2pp. 45071360- 
46071:361. 
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V. Opsrelor Examlnaltons 

8803280056 InfDrnns of roacior operator & seo'or oporaior l.c©nsii>g exams schediilod 
(of wK o( 880425 Rooutroffiente (of adovins'iaiton ol vrfmert 0X8tTv3.euicie>u>&s Jot 
exams & regu-Tairients for faci'ity review o( wnltor* exafn ©nci 
JULtAN.C A Reg on 2. Olc o( the D recior 88/03/11 WEHH.’NG B North Carolina 
Stale Univ.. Ratcigh. NC 6pp 44d<15.01V-44945 022 


□OCKET 60-298 COOPER NUCLEAR STATION 


f. Security, medical, emergency & Nre proieclion plane 


8803290271 Rev 7 lo Ernojgoncy Plan Implemenbng Procedure 5.7. \2, ' Emergency fla- 
(Ji8'ior> Exposure Control W/680323 lir. 

TREVORS.Q.A Nebraska Pubric Power Oisirici 68/03/23 7pp 44945096- 
44945:102 


8804060384 Forwards Insp Repl 50 299/83 06on 690201 29 & noWO o( violation 
CAtLAN.L J nogiorr 4. Ofc of Iho D.rec)or 68/03/29 TREVORS G A Nebraska 
Public Power Oisliitl 2pp 45007 022-45007 034, 

-8804060387 Noiico ol vrotabon liom losp on 930201-29 Violaboas noted: (a lute to 
verily lel purnp opetebilily.(at.'irr8 (o (oliow fire protection procedure & failure lo pet- 
lortn adequate review ol lire survo'llance procrrdures 
• Reg-on 4. Olc Ol Ihe Onccior 68/03/23. 2pp 45007 024-45007 025 

-6804060397 insp Rept 50-298/88 06 on 88020l-2g.Vioi8tion3 noiadMaloi areas 
inspected I'censQS acirons on previous insp Indngs. operational safely 
verificai-onXER (ollowirp,l£ Bullelin 84-02 lol-'owup.monlhly Surveillance 8 maini ob- 
servations 

PLETTNER.E.A . HENNETT.W. R . HOLLER.E J rteg on 4. Olc ol the Director 68/03/ 
23 9pp. .15007 026-45007:034 


8804090233 Forwards revised pages to Rev 2 of procedures genoralion package due lo 
upgrades ;n training program asiesu’t ol fNPO acctediiBi>0A process, 

TREVOnS.G A. Nebraska Public Power District 88/03/31. Documant CoPiroJ Branch 
tOocumonlCJonUOl Desk) 4pp 45009:148 45090:151. 

8604120377 Responds to NRC 800224 Hr re violations noted in Insp Repl 50-298/88- 
02.Corroclive actions mainx being developed lo conetate emergeixcy response per- 
sonnel w/appro-priaio course. 

IREVOflS.G A Nebraske PubL-c Powor Oistiict. 69/04/05 Oocumoni Control Branch 
ttiocuiT.eni Coniio-l Desk) 6pp 45079 261-45076 266 


8804130026 Revised emergency plan inyHomanbng procedures jncludmg Rev U to 
5,7.7 "Aci^ation ol Technical Support Cir." Rev 1 1 lo 6.7 16, "neloasa Rate Oetor- 
m nation" A Rev II to 5 7.1 7. "Dose Assessment •' W/860409 Itr 
'"EVORS.C A Nebraska Pubbe Power Osttitl 88/04/08 70pp 45137:152. 


6604150376 Forwards SALP Board Repl 50-208/68 01 from Aug 1986 - Jan 1988 
MARTIN.ro. Region 4. Olc at the Oirectof. 88/04/11. TftEVORS.GA Nobraska 
PobLc Power 0-stnct 2pp. 45183 236-46183279. 

-8804150399 SALP Rept 50 298/06-01 lor 860301 830131 

• Rogion 4. Ofcol the Oirecicr 88/04/1 1. 42pp 45l03:23e-45183-27O 

B80420O297 Fonsaids -exoroso Evd'uaiion of imptemontauon ol Stale & Local Radio- 
logical Emergency Response Plans" of 371007 io>nl exercise & 871203 remedial 
exercise Fivo dalictencles identiiied & corrected during romadtal exorcise 

Cwdctor. 88/04/13, TREVORS.GA Nebraska 
Public Power Ots’ncL 2pp 45220:343-45221 043. 

-W04200307 "Exercise Evaluation of tmplementaUon of Stale & local Rsd olookial 
Emergency Respnso Plans." 

* Nebraska Pubisc Power OistilcV 88/04/13 61pp 45220345-45221:043 

8804180323 Forwards response lo NRC 880314 Itr re vioiabons nolod In Inso Roots 50- 
2fl8/67-2/.50 298/87-3 lA 50-298/97-32. M.hgation not being requested & payment 
of fee lor civil penally end Er»cl withheld (ref lOCFfl73 21) 

TREVORS.G A Nebraska Public Power (kstriot 88/04/14 Oocumenl Conbol Branch 
(Ooctimeni Conbol Desk). Ip 4519 5 334 4519 5 334. 

B80426045S Responds to uM Inquiries re status of procedures generation package/ 
emergericy operaiing procedures IPGP/EOP) revJew.NRC intends lo compleie PGP/ 
EOP review by conducting PGP/EOP inip'en>jonta*,ion audit per utvl 6^822 Itr 
WNG.W.O. pioloci Oireclorate iV. 88/04/)e. TREvOflS.G A. Nobraska Public Power 
DiSlricl. 4pp 45?62 346-45262:351. 


J. Insurance A Indenrnlty Information 

iJ^ar^Endoraemonl 61 lo MAELU Policy MF-70 & Endorsemenl 77 to 

A. Nebraska Publii: Power astricl 88/04/08. Office of Nuctear Reactor 
ireclOf (Post 870411) 5pp. 45177:162 46177:166 


8804200129 Fc 
NEUA Policy 
TREVORS.G 
Regulation, 0 


P. Operstlng license alage dooumenls A correspondence 


98Q324Q426 Generic Ctt 68-06 to all power teecloi licensoes A applicants ro removal Ol 
^ adminlsuailve control regurromanls Svc list end 

Ml^RAOyA.r.J. Associate Director for Projects (Post 87041 ij. 88/03/22- Ctonsolidatad 
Ed<Sor» Co. ol New Yodi. Inc. 47pp 44972:107-44972 163. 

8844120387 Appricatloo (or amend to Ucense OPR.46.tevl3irt9 Tech Specs to add ooer- 
S . .'S * ® reRuiremants (or aliecnala shutdown panelc.Fee paid 

KUNCL.L G Nebraska Public Power DisWct. 88/03/25. Oocumenl Conuol Branch 
(Oocumenl Conuol Desk). 9pp. 45 130 327-45 130 342. 


-8804120404 P^sed Tech Specs.adding operabihty A sutvattfance toquifomsMa tor 
anef*>ale snutoovw p^Dofs. 

• Nebraska Public Power Otolrict 88/03/25. 7pp. 45130.336-45130 342. 


8804120426 Appkcabon tor arnend to Lfconsa OPR-4e.revislng Tech Specs to reflect re- 
placement ol 125 veil dc alation batteries & chargers during upcoming rofucLnj 
ouiaga Fea paid 

KUNCL.LG. Nebraska Public Power Oistrict. 68/03/26, Oocumoni Coouot Biaxti 
(Document Conliol Desk). 7pp, 45135 33e-45l35:346 


-8804120429 Proposed Tech Specs changes reflecting replacemenl ol 125 voll dc sia 
lion batteries A chargers during upcoming refueling oulage. 

' Nebraska Public Power Olstrfci. 88/03/25 2pp. 45135,345-45135 346 

6804050328 Forwards Rev 4 to OA prog/am.Rev reftocls current organbohon 5 ptsc- 
Ilcos & clarifies responsibilities. 

TnEVORS.Q,A Nobraska Public Power Oisirici. 08/03/29. Oocumenl Control Qraxh 
(Oocumoni Control Desk) 4pp 45033.184-45033 252 


—6804050330 Rev 4 to OA prbgrann for operation. 

* Nebraska Public Power Districl 88/03/28. BSpp 45033:188 45033:252. 

680408025$ Forwards Amend 118 to License OPR-46 & satoty evalualion. Amend te- 
vlaes Tech Specs to permit inslallation of load teal assembly fuel assembl-os A con- 
irol bladas. 

L0NG.\N 0. Projacl Dlrectorale IV B8/04/01 TREVORS.G A Nebraska PuKkj Power 
Oisirict. 6pp. 45065:039-45066:049. 


-8804080258 Amend 1 18 lo License OPR-46.fevl9inQ Tech Specs to permit insiakBlion 
of lead tesi assembly fuel assemblies A control blauos. 

CALVO.J A PfO)ecl tyiroctorato IV. 88/04/01. 4pp. 45065:044-45065:047. 

-8804080280 Satety evaluation srmpotling Amend 118 to License OPfl-48 
* Office of Nuclear Reactor RegulBtlon, Oiroclor (Post 870411). 88/04/0f. 2iip 
45065:048-45065 049. 


8804080086 Generic LIr 88-07 lo ptswer reactor licensees A applicants ro modified en- 
forcement policy concerting 10Cfft60.49. "Environ Ouallflcatton oil Eleclfical Equip 
jnent Important to Satety lor Nuclear Power Plants." Svc iisl end 
MIRAGLIA.F J Associate Director for Protects (Post 670411). 88/04/07. ConsofWaiOd 
Edison Co ol New York, tnc 49pp. 45164:237-45164:265. 

8804200550 Forwards response to anomaUes IdonWied to NRC BBOl 13 SER lo lacillj 
toservice lasting program Reactor equipment pumps will be tested In accordance w/ 
Section Xl Ulrf evaluBtirrg need for any relief request In performing test. 

TREVORS.G A. NabrasKa Public Power Chstrict. 68/04/13. Oocumenl Control Bra-Uh 
(Oocumoni Control Desk). 34pp 45235:076 46235:109. 

8804200S78 Requests lhal end repts, ‘OomonBlration of Compliance W/lOCFflSO.Anp 
I Suppl" A ‘ Oemonstrallon of Compiiance W/l0CFR50.App I.Rev 1 A Suppl 2." o« 
entered in document control sya lor archiving. 

CUNNIN6HAM.LJ. Radiailon Protection Branch. 80/04/16. SKOCZLASJA, Decu- 
mom Control Branch (Document Conbol Desk) 2pp. 45178 001-45176:173. 

6804260013 Application for amend lo License OPR-46, revising Tech Specs re conia-n- 
menl pwge A vent valves as part ol Imal closaoul ol MulB-Plant Aciton Item B 24. 
’•Vsnbrto A Purging Containment While at Foil Power A Effect Of LOCA " Fee pad 
PARRIS.H.0 NabrasKa Public Power Oistrtol 88/04/19. Oocurrient Control Branch 
(Oocumenl Control Desk). 6pp. 45269.361-45259:362 

-8804289017 Proposed Tech Specs Pages 165a.173.l74.t75.t0O A 104 re contain 
meni vent A purge valves. 

• Nebraska PublTc Power District 66/04/19. 6pp 45259:357-45259382. 

8804200064 Requests addt Info ro SPOS to ensure compliance w/ NUREG-0737, Suppl 
1 .Inchjding discussion of SPDS response times-descrlpnon ol SPDS keyboard in ao 
cosslnq displaya A Info re location of SPDS lorminafs in control room 
LONG.W.O Project Olrectoraie IV. 80/04/22. TREVORS Q A. Nebraska Public Power 
Oisirici lOpp 45268:302-46260 359. 

-8804290075 "TechnicBl Evaluation Rep) tor SPOS " 

JOHNSON, W. HANSEN, W, LawrerKe Uvarmore National Laboratory. 87/11/09 NRC 
- No Oelaiied Affillallon Given. 4app. 45266:312-45268:369. 


Q. ipspecllon reporla, IC BuMallna A correspondence 

8804050212 AcK teuelpl ot 680218 hr Inlorntirig NRC ol stops token to coriecl violattons 
noted In Insp Repl 60-208/87-25. tmplemenlaiion of corrective actions will be re- 
viewed during future insp. 

CALLAN.I J Region 4, Olc ol the Director. 88/03/22. TREVORS.G A. Nebraska 
Public Power Oisirici 3pp. 44906:098-44996:102. 

8803210090 Suppl 1 to NRC Info Notice 87-044. ■'Thimble Tuba Thinning In Wesimg- 
house Reactors." Svc list encl. 

ROSSl.C.E, Division ol Operational Events Assessment (Post 970411). 88/03/28 
Consolidated Edison Co. of New York. Inc. 121pp 44995:126-44995:248. 

8803220296 NRC Info Notice 88-010. "Malls Ucer>sees;Lack of Mgl Controls Over Li- 
censed programs." Svc list encl. 

CUNNINGHam,R.E Division ol Industrial A Modlcai Nuclear Satety (Post 870728). SB/ 
03/20, Consolrdated Edison Co. ol Now York, Inc, 108pp, 44995:247-44995.363 

8804050384 Forwards insp Repl 60-290/80-08 on 880201-29 A notice ot violaiton. 
CAIUN.L J, Region 4, Ofo of the Ofractor. 88/03/29 TREVORS, G.A Nebraska 
Public Power DlSlrtct 2pp. 45007:022-46007:034. 

—8804060387 Notica ot vtolaUon trom Insp on 88021) l-29.V1olaUona noted. Isihire to 
verify (at pump operability, failure lo lofloW fire protection procedure A lailurs lo per- 
form adequate review Of nre siirveftlanoe proceoiiraa, 

• Region 4. Oto ol the Director, 88/03/29. 2pp. 4&007.-024-45007;026. 

-8804080397 (nap Rept 60-298/88-06 q<\ 88020 l-29.Violation« noted-Matof areas 
inspecled.-ilcensee aettana on ''MeVibiik Ipsp piidifigs, operatiortoi safely 
verificalioniLER followup, IE Bulfotin B4‘02 fQliowup.nwnfhly aurveWance A malnl ob- 
servailona; 

PLEnNEgj£Ag^^^N^^,R.,.HOaE0^E.J. Region' 4, /Old .of the Director. 86/03/ 
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•4060036 Forwards Exam Repl 50 39fi/OL-8B 01 actmlnistorod on 880216- 19 
ALLAN.L J negion 4. Ofc o1 the Director 86/03/30 TFIEVORS.GA Nebraska 
ubiic Power Disldcl 2pp 4504 7 328-4504 8 068 

104060042 Exam Rcpt 50 298/OL-88 01 administered during wk ol 060215. Exam re- 
ulls:l 1 o< 13 cattdidales administered tost passed all portions & will be issued appro- 
dale license. 

■RAVES.ON. PELLET.JL. Region 4. Otc of the Director 68/03/28, 99pp 
504 7 330 45048 068 

4120377 Responds to NRC 080224 lit ro violations noiod in Insp Ropt 50-298/88- 
2.Cotrectivo actions matnx being developed to correlate emergency response por- 
onncl w/epproptialo course 

REVORS.G A. Nebraska Public Power District. 88/04/05. Oocumonl Control Branch 
locoment Control Desk) 6pp 45079 261-46070 266 

4130025 Confirms 680331 arrangements lor 880420 SALP mgl mootmg to discuss 
ssossmoni lot Cooper Nuclear Station for period Aug 1986 - Jan 1088 
ALLAN.LJ. Region 4, Ofc of Iho Direclor. 88/04/08 TREVORS.GA Nebraska 
ubiic Power Oisfrict 2pp 45009 356-45009 357 

4019256 NRC Info Notico 06-01 1. "Polonlial Loss of Motor Control Cir &/or Swiicli- 
oard Function Duo to Faulty Tio Bolts." Sve list and 

OSSI.C.E. Division of Operational Events Assossmont (Post 870411). 88/04/07 
onsolldaled Edison Co. of Now York, Inc. 124pp. 45406 292-45407:051. 

4120013 Forwards Insp Ropt 50-298/88 04 on 880208 12 6 0229 0304 & notice ol 
elation 

ALLAN.L J Region 4. Otc ol Iho Director 86/04/07 TREVORS.G A Nebraska 
Jbilc Power Olsiricl 2pp 45142:128-45142:143. 

04120015 Noilco Ol violation from insp on 880208-12 & 0220 0304 Vto<alions 
}ted it could not bo osloblishod from exam of Idonlificoiion on blades that all blades 
^ from mall spocified on procuremoni documonis. 

Hoglon 4. Ofc ol Iho Diroclor 09/04/0/ 2pp. 45142;130-45142;131. 

04120017 Insp Rept 50-298/88-04 on 680208-12 & 29-0304 Violations noted Ma(oi 
eas inspeciod.liconsco OA prrMrarn implemeniaiion Including areas ol records 
gl.documont control & receiving S In^ ol malls & components. 

-LERSHAW.L.E . TAYLOR.R.G . BARNES.I. Rogion 4. Ofc ol Iho Director. 88/03/ 
). 12pp. 45142:132-46142:143. 

<140026 Notification of 800420 SALP mgt mooting In Brownvillo.NE to discuss es- 
jssment for Aug 1966 - Jan 1908 

OLLER.E. Region 4, Ole ol the Dlroctor. 80/04/07 Rogion 4. Otc of Iho Difoclor 
»p 45155 054 45155.055, 

4150378 Forwards SALP Board Ropl 60-298/80-01 from Aug 1988 • Jan 1988 
ARTIN.R D. Rogion 4. Olc Ol the Diroclor. 88/04/11. TREVORS.G A Nebraska 
iblic Power Oislncl 2pp. 45163:236-45183-279. 

04150399 SALP Ropt 50-298/88 01 for 860801-800131. 

Rogion 4. Ofc ol the Director. 00/04/1 1. 42pp. 45163:238-45103,279. 

1060370 NRC Into Noilco 06 012, "Overgieasing of Elociric Motor Goanngs" Sve 
I end 

DSSI.C E Division ol Oporolional Evonis Assossmont (Post 870411) 88/04/12. 
snso’idaied Edison Co of Now York. Inc 123pp 45I66:028-45165;160. 

1180328 Forwards response lo NRC 880314 Itr ro violations noted In Insp Ropts 50- 
i9/87-27.50-296/87-3l A 50-208/87-32. Mitigation not being toquoslod & payment 
lee lor civil penalty end End wilhhold (ret lOCFfl73 21) 

TEVOnS.GA Nebraska Public Power Oislilcl 08/04/14 Oocumonl Control Branch 
ocument Control Desk). Ip. 45105:334-46 105-334. 


erlodic operating reports & related correspondence 

1120306 Monthly operollng root lor Mat 1088.W/880405 Hr 

jHEUERMAN.J. T.. HORn.G.R. Nebraska Public Power OlsirIcL 88/03/31 6pp 

.132:153 45132:157. 


eporlable occurrencea, LERs & related correspondence 
1250074 Forwards LERs 88 004 & 68-005. 

3RN.QR, Nebraska Public Power District. 88/04/04. Oocumonl Control Branch 
ocument Control Desk) Ip 45208 326-45208:332. 

M 1900 16 LER 88-004 -00:00 860305.aduaiion of ESF group isolations occurred 
bsegueni lo plannod manual scram.Causod by plant design.Roacior vessel water 
/al Immodialely recovorod & plani sys restored lo normal condition. 

•EVES.DL Nebraska Public Power District. 68/04/04 3pp 45209:327-45208:329 

J4250080 LER 08 005’00;on 66030S,RWCU sys isolollon occurred when RWCU 
mp lost toquirod NPSH.Causod by sys design ro margin oxlsiing lor RWCU pump 
’SH. Engineering ovaluailon perlormed to oatermino feasibility ol Implemeniaiion 
xl to RWCU sys. 

leVES.D.I . Nebraska Public Power Oisirici. 88/04/04. 3pp 46208:330 45208:332. 

200266 LER 8d-006-00.on B80316.unpi8nned aulomalic aciuallon of diesel gonera- 
I starting logic occurred Caused by target reset lover Inadvertently contacting 
ercurrenl relay aoal-in contacts Relay removed & inspected W/8804 12 Itr. 

.'EVES.D L., HORN.G.R. Nebraska Public Power Oistricl. 88/04/12. 4pp. 46221:161- 

*i*S4.HC.A 


paralor Examinations 

250295 Forwards results summary shed for operator licensing exams administered 
ring wk ol 8802 1 6 8> roaclor cpe/alor A senior ooetalot exams & answer keys used 
grading W/o encls. 

lAVES.O.N. NRC • No Dolailed Alliliaiion Given. 68/03/21. DUTTON.J. Nebraska 
blic Power Oisirlct. Ip. 44946:219-44945-210. 

060036 Forwards Exam Rept SO-298/OL-88 01 admioislered on 880216- 19. 
.LLAN.LJ. Rogion 4. Olc of Ihe Director. 88/03/30, TREVORS.G A. Nebraska 
blic Power OiSlrlCl. 2pp. 46O47;328-45O48:O60. 


-8804060042 Exam Rept 50 298/OL-88-O1 admnislorod during wk of 6G02I5 Exam re- 
suits II Ol 13 carcfidsios administered losi passed an portions & will be issued appro- 
priate license 

GRAVES.DN. PELLET.JL Regcn 4. Olc ol Iho D.reclor. 88/03/28 99pp 
45047 330 45048 068 

8804160378 Forwards SALP Board Repl 50 298/08 01 liom Aug 1086 • Jan iOOe. 
MARTIN.RD Rogio.n 4. Otc ot the Director 88/04/ 11 TREVORS G A Heb'aska 
Pub'ic Power District 2pp 45103:236-45103 279 

-8804150399 SALP Repl 50 298/88 01 tor 060801-880131 
• Reg on 4. Olc ol iho D 'ecior 88/04/1 1 42pp 45183 238 45183 270 
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F. Security, medical, emergency & lire protecHon plans 

8804060280 Forwards drall technical evaluation ropt iTEfl) ro tire p/oiecilon Tecti 
Specs change for review & response to noiod deficloncios 

WAGNER.D H Project O.iocioraie 111-3 08/03/25. FAV.C W. Wisconsin Eioctnc Power 
Co 7pp 45029 098 45029:105 

8604060059 Forwards Saloly Insp Repls 50-266/88-07 & 50 301/68 07 on 870307- 
1 t.No vio'allons noted. 

SHAFER.V7 D Region 3. Olc ot the 0 rector 86/03/30 FAY.C W Wisconsin Eleclnc 
Power Co 2pp 45034 107-45034:1 10 

-8804060064 Insp Repls 50-260/88 07 & 50-301/88 07 on 880307-11 No 

vio?aiions.doficlonclos or deviations noted Major areas inspected, orrorgency prepared- 
ness program.includ ng action on previous opon items & act.vations ol emergency 
plan 

FOSTER.J E Region 3. Olc ol the Director 88/03/29 10pp. 46034: 109-45034: 1 18 

8804110333 Forwards environ assossmoni & lirnlmg ol no signlllcani impact re 860811 
pppl'calion lor exemption from requirements ol l0CFH50.App R.Seciion 
lll.G.3 b Assossmoni also forwarded to Ofc of FR lor publicotOn. 

WAGNER.D H Project Directorate III 3 88/04/04 FAY.C W Wiscons n Electric Power 
Co 2pp 45078 180 45078:184 

-8804110335 Environ assessment & findng ot no S'gnificani Impact te 860611 
application.os simplemenied by 861010 Mr. lor exemption from requiromems ol 
lOCFRSO.App R.Sect-on III G 3 b 

PEHKINS.K E, Project D roctorato III-3 80/04/04 3pp 45078.182 45078 184. 

8804200611 Forwards Saloly Insp Ropts 50 266/88 06 & 50-301/86-06 on 890201- 
03 1 5 No violeiions noted 

KNOP.n.C. Rogion 3. Olc ol Iho D rector. 88/04/05 FAY.C W. Wisconsin Electric 
Power Co 2pp 45231:119-45231:128 

8604210245 Forwards Safeguards Insp Ropts 50266/60 08 & SO-301/88-OB on 
880321-31 Apparent violations noted 

MALLETT.B.S. Region 3. Olc of the Director. 88/04/13. FAY.C W WiSCO.n3in Electric 
Power Co 2pp 45226 343 45226 346 

-8804210248 Parilally withhold Insp Ropts 60-26e/B8 08 & 50-301/80 08 on 800321-31 
(rol 10CFR73 2t).Violalion & opon Horn noted Major a'oas Inspected mgt 
eftoclivoness.&ecurily organi2atlon,records & repls & losi-ng & malnl. 

DROUIN.B Region 3. Olc ol the D.ioclor 88/04/ 1 1 2pp 45226 345 45226 346 


H. General correspondence 

B0033I019S Comment supporting proposed rule l0CFR50.App J ro mass point method 
ol data analysis. Recommends lest duration criteria m ANbl/ANS-56 8-l687,Scciien 
5.4 bo accepted in revised rogu’alions. 

FAY.C.W. Wisconsin Elociric Power Co. 08/03/18 CHILK.S. Ollice ol the Socreiary ol 
llio Commission 2pp 44964 06 1-44964 062. 


I. Financial Information 


8804160278 Forwards 1937 annual repl to stockholders.including cortiliod l.nanclal 
sialomonis Repl Included as epp to doLnitive Into slalomonl. 

FLEISSNER.J.W Wisconsin Eloctrfc Power Co 88/04/11. Oflico ol Nuclear Reactor 
Regulation. Director (Post 87041 1). 25pp 45138:123 45130:147. 


J. Insurance & Indemnity Inlormallon 

6804140089 Fonvatds Endorsemeni 90 to NELIA Policy NF.170 & Endoisomoni 74 to 
MAELU Policy MF-53. 

OUNDAS.w i Wisconsin Electric Power Co. 83/03/31 OINITZ.I. NRC • No Ootailod 
Alliiiatien Given. 3pp 45163 316 45163 317 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

6B04 130256 Comments on 6/1021 final ropl NSAC-113. "EPRI/Wesiioghouse Owners 
Group Analysis ol OHR Risk at Point Beach,” per NRC request Resources did not 
perm't exam of planLrevlow of training procedures & emergency guidelines. 

DAVIS.P.B Affiliation Not Assigned 88/01/11 BOEHNERT,P. ACRS • Advisory Com- 
mitteo on Reactor Safeguards 1 4pp. 451 1 7.326 45 1 1 7:339. 


P. Operating license stage documents & correspondence 

8803240426 Generic Llr 88 06 lo all power reactor licensees & applicants to removal ol 
OfflSh'ration charts Item Tech Spec administralivo control requiremants.Svc list oncl. 
M(nAQLIA.F.J. Associate Director for Projects (Post 87041 1). 88/03/22. Consolidated 
Edison Co. ot New York. Inc. 47pp. 44972.107-44972:153. 
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880WSC28<> Forwards draft techrtcal evaiuafen tepi IlER) re lire protection Tech 
Specs change (or review & response to noted dehcisncles 
WAGNERO H Project Directorate 111-3 68/03/25 FAV.C W Wisconsin EfecWc Power 
Co 7pp. 45029096 45029:105 


68040{0371 Forwards into package re beckround Info tor Commissioner Carr B804O4 & 
05 VIS43 to Kewaunee & Point Beach sites, respectively. 

OAVISAB Region 3. Ote ol the Oreciot 66/03/28 JOHNSON.M Retiion 3 Ole t>l 
the Oiroctor. I p 4S076 1 73 4 5076 1 73 


forwards response to MAC 870224 request tor add! into re 871204 audit el 
DCflOfl project & SPDS Set ol human engineanng dscrepancies (HEOs) that have 
chang^ s«tice summary repi submiltod & sol of pending HEOs oncl. 

FAY.C vv. Wisconsin Electric Power Co 88/03/29 Document Control Branch (Oocu 
meni Control Desk) 209pp. 4 4 998:123 -44996 331. 


8604 140 193 Provjdes listed into requested in 880225 Itr re operating nuclear power 
units located el twelve sdes along Great Lakes 

SIElLO.V Ole ol the Executive Okeevof lor Operations. 88/04/06. RiOGE T House 
oinep 5pp 45104:138 45104 143 


8804080088 Generic itr 88 0 7 to power reactor licensees & applicants re modilied on- 
tofceineni policy concerning l0CFfl50,49. •Ertviron Qaalificalion ol Elecincal Eoofp- 
mont Inipoftani to Saloty lor Nuclear Power Pfanis." Sve (isl end 
MIRAGlia,F J Associate Director lor Projects (Post 870411). 88/04/07 Consolidated 
Edison CO. ol New York. Inc 49pp. 45164 237-46164,286. 

8804200314 Forwards two-page set ol graphs pertahmp to plant extracted (rom repi on 
peitormance indicators lor oporaUng commercial nuclear powsr reactors sol ol dalmf. 
tioris lot hstod indicatots & 7 yi titstory. 

WAONEft.D.H. Project Directorate IH-3 88/04/08 FAY.C W. Wisconsin Elocliic Power 
Co. 33pp 45 1 79; 1 78-4 5 1 79 2 1 0 


8804220262 Responds to ubl 680323 Itr realfirming commitirenl lo check auxilleiy leod- 

sh.fl.per Generic Lir 88 OS.Commitmenis 
acceplab'o Generic Issue 93 considered resolved 

0^2^*452^ 33 Wisconsin Electric Power 


HospoJtoa to 880125 request for relief from ASME SecHOn XI Code require- 
" S® impractical lo perform during second 10-yr Insp interval at 
comments & reviso proposed relief request 

88/04/14. FA><C.W. Wisconsin Electric Power 

ix>. jpp. 4 dI91:?91*^45191-293. 


88042^48 Forwards Amends f 13 A 1 16 lo Licenses DPR-24 4 DPft-27. respectively 
Sc Amends revise asterisked noies lo Tech Spec Table 15 4.M iiern 

25. Steam Qeneratoi Piessute,'’ wHcft clarifies toqutiemonls 

aj 2w 4^201:061^1 FAV.C W. Wisconsin Etsclnc Power 


V? *■. ’ '® OPfl-24 & OPH-27.respeci(vely. revislrvo 

T^h Spec Tsbte 15.4.1-l.flem 25. "Steam Generator Pressure" which cianiies re- 
3ownT*"'^ testing of steam generator pressure channels during refueling ahul- 

PERKINS.K.E Project Ofrectorale 1(1-3 88/04/14 7pp 45201:069 45201:077. 


Amends 113 4 116 to Licenses DPR-24 & 
45«M-078^20roSo Regulation. Director (Post 670411) 88/04/14 3pp, 


“8804200519 Insp Repts 50-268/66-06 & 50-301/88 06 on 800201-0315 No violsMn 
or devlalions noted Major areas inspocied action on previous Insp l.ndinos.ic.'npoia'V 
9af®ty-fnaini.8u/velll8nco.physrcal socunly 4 LER Id lowirp 
UbFAYETTE.R Region 3. Ole ol the Chtotlor. 88/04/05 8pp 45231 121 45231 )2a 

6604010268 NRC Info Notice 88-011. "Potential Loss ol Motor Control C(r S/or Switch 
8iMfd Functiori Dos to Fsuliy Tie Bolts ** Sve list oncl, 

ROSSI C.E. Division ol Ooerailonal Events Assessment (Post 0704 it) 08/04/87 
Conso'idalod Edison Co. of Now York. Inc. I24pp 45406:292-45407 05i 

to NRC Butloiln 88-003, "Inadequato Latch Engogoma.ii in UFA 
Relays MIg by GE.” Relays not employod al plant 
FAY.C W Wisconsin Elociric Power Co 88/04/11 DA VIS. A B Region 3 Ofc o' ino 

Oireclor ip 45219.118-45219:118. 

**i?si^0*iv3^*^ Notice 88-012, "Ovorgioaslng ol Electric Motor Bearings' SvC 

flOSSlCE DMsIon ol Oporaiional Evenls Assossmont (Post 870411). 00/01/12 
Consolidalod Edison Co of New York, inc I23pp 45165:020-45165 150 

Safeguards Insp Repts S0 266/8Q-0Q & 50 301/80 08 on 
860321-31 Apparani viotailons noted. 

Director. 88/04/13 FAY.C W Wiscons n Elcc:-ic 
Power Co 2pp 45226:343-45226 346 

'l?®P '’®P*® 50-266/88-08 & 50 301/88-08 on 080321-31 
4 # i(lCrri73.2l) Vio.aiio/' & opon K6fn notdd. MajOf ar&as •'n$poclo<) fr«Qi 

45226 345-45226^46 Region 3. Ole of the t7.rectof 88/04/11 2pp 

Rqsponda lo 880125 loqoost lor retlel trom ASME Section XI Coda icr.jiro 
”if«i 1 •mp/actlcal to perform during second 10-yr Insp i.Horval si 

comments & revise proposed relief request 
WAGNER ON Pro eci Diractorale 111-3. 08/04/14. FAY.C.W. Wisconsin ElecviG Power 
Co jpp. 45191:291.45191:293. 


R. Periodic operoMng reporfs & Totaled corieBpondence 

'®P‘® 1988 W/Ba0408 Hr 

• f AY.CW. Wisconstn Elocltic Powoi Co. 08/03/31 9pp 45129:143 

45129.T51. 


8. Reportable occurrencoa, LERs ft related corfeapondence 


080420058^ Requests that Otv of Reactor Safely take fead in roqionaf fol'owup ro p'Ob 
P^ant a poientiat generic Implications 

GREENMAN.EQ. Region 3. Ofc of iho Director. 80/04/12 MILLER-HJ Region 3 
Ofc Ol the Director, Ip 45 1 75:039-45 1 75:039. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 


F. Security, medical, emergency & fire protection plana 


0804280540 Forwards Amends 114 A 1I7 to Licenses OPfl.24 A OPfl-27 rescecUvoiw 
f'JnmisiraVve changos to A clarifies Tech Spocs 

PERKINS.K e. Pii^ftcl Oirectoiale 111-3 88/64/ie. 21pp 45289 060-45289,080. 

~*pPR?l7.?elt4wX®''®'''®''°" *"’®"'** IM A 117 to Licenses 0PR.24 & 

45^8^08l“^69;062.'^*^‘^'°' R©eufalion. Oireclor (Post 870411) 08/04/18 2pp. 

0. Inspeciton reports, IE Bulletins A correspondence 

's“ !SiT ’'-‘"‘"s “ 

I*-* ”< “O' C'o.'.ol. Ov« U. 

ftsr'sft Nuclear Saieiy (Post 8707291 88/ 

3/2& Cofisofcdated Edison Co. ol Now York. Inc. lOdpp 44095 ?47.4409S-353 

5O-266'a8.07 4 60-301/88-07 on 870307- 

plan action on previous open (terns A actlvaiions of emergency 

’ 3. Ofc or the Director. 68/03/29. 

* M?6“no 50-266/8606 A 50-301/08-06 on 880201- 


e??A "’®P 60 302/60-01 on 871216 08021 1 A notice ol vlo'aldn. 

WILSON.B A, Region 2. Ofo of me Director. 88/03/11. WILGIIS.W.S Florida Powc> 
Gorp. (subs Of Florida Progress Corp.) 2pp. 44952 293-44952 313 

“8603280320 Insp Repi 50-302/88-01 on 871216-88021 1 Violations noted Ma,or areas 
mspectedplani op6tBtlons.security.radiologlc8l controls.LERs A nonconforming opor- 
“''PhS mpis.lacilily mods A review of special repia. 

' CRLENJAK.fl Region 2. Ole ol Ihe Director 88/03/10. 
17pp 44952 297-44952:313. 

©metgervey plan Implamerrting procedures inctodmg Rev 29 10 EM- 
^ of Emorgency Coordinator." Rev 7 to AR-702. 'SSFQ Annunciator Ro 
IRxDi2eMe?2.T AR-402. "PSA G Annunciator Response." 

Powf Corp. (subs of Florida Progress Corp) 88/03/ 14 
128pp 45282 183.4S2B2-310 

*® AR-703. "SSFR Annunciator Response" A Rev 10 to AR-SOS. 
cS£ Annunciator Responsa." 

'NITTMAN.R. Ftoilda Power Corp. (subs, of Florida Progress Corp) 
88/03/17 20pp. 45219:069 45219 038 

80O4WO44O Rw 14 to Emergency Plan Implemenlfng Procedure EM-307 re sampf'ng A 
anarysis ol RCS.reactof sump A misc waste storage A Rev 7 to EM 305 re post acci 
“ analysis ol efiluent releases from plant. 

blfcPHENSONJ.D, Florida Power Corp. (subs, ol Florida Pioocess Corp 1 08/03/22. 
1 13pp, 45218.284-45219.036. » 1 

8804040155 Clarilles util commiimonl In 670607 Hr lo Inslall now socunly computer lor 
computer to be Installed during 1908 will roplaco 
conlfollar 4 will bo compatible w/remainder ol sys. 
wlLGUS.W.S Florida Power Corp. (subs of Florida Progress Corp ) 88/03/28. Oocu 
mem Control Branch (Document Control Desk). 2pp. 4503t;317-45031 3i8 

880-4160206 Fonvards Insp Repi 60-302/80-06 on 080212-031 1. No violations or dovi- 
ahons noted. 

WlLSOM.a.A Region ^ Ole pi Ihe Dfiecloi- 88/04/07. WILQOS.WS Florida Power 
Corp. (subs, ol Florida Progress Corp.), 2pp. 45 175:244 .45 175:255. 

“8804160208 Insp fiept 60GQ2/8e-0Q on 880229-0311 -No violations or deviations 
notad-Majof areas lnspociod;p)anl operations, security .radiological controls.LERs A 
nonconforming operatlotis repts A (acifiiy mods. 

?0pp^ 45 iVs-^a 45176 •^*® director 88/04/05 
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PofwatOs summary o' Btt030'J ortlorcemonl conlotanco <0 'risp Hopis 50- 
3D2/a7'35 A SO SOP/US-OI Issuos OiSCusSQO ro unaulfion/eO onirios Into hgh radi 
at on ema «v/o tad ation monitoring dovi:o & hoadh pdys'cs tospons bi'iiios 
GHACe.J N R(Won 2. Ofc Ol Iho Oitociot. fl0/0<l/0i' WILGUS.WS Florida Power 
Co'p (Subs 0 ( no.'ida Progress Corp ) 5pp <151 JO 2l6-‘15n5 219. 

B04200072 flev 4 (o Frnotgoncy Plan implornonling Procedure An-£04. ICS t An.nun 
tiatot Oospoose ■■ 

VViirWAN.H Flo.' da Power Corp (Si.bs. o( Honda Progress Corp ) 80/04/07. 9pp 
45226 01 1-45226 019 

004IB0236 Forwards Rov 4-20 10 modilod amor.ded socurily plan.por 

1OCFRS0 54(0) Rov withhold (rot 10CPF173 21) 

Wn-SON.K n Honda Power Corp (subs ol Plorida Progress Corp ) 00/04/13. Oocu- 
mom Control 0far,ch (Uocumoni Control Desk) Ip 45190 265-45100 265 

004160241 Forwards Pagos 34a & 45 to securiN p'an Inadi/onenily omiltoi) horn 
060120 submittal of License Amend Request 150, Rov i Enel wilhiiold 
WILSOM.K n Florida Power Corp. (subs ol Florida (hogross Corp ) 00/04/14 Docii 
mom Control Branch ((Jof.umont Control Desk). Ip 45100 264-45198 264 

804200473 Partial rusponso ID FOIA roquesi ro (ire proioclion Forwards App E 
docuiT.onts App D & E documonis available in PCR App F dorumoni complaiely w.(h- 
held (rel FOiA Exemption 5). 

GRIMSLEY.DH Div.son ol Rules & Records (Post 0/0413) 06/04/14. JONES.C.R. 
Allil-aiion Not Ass.gnod 5pp 45206 03/-45200 043. 

6604200570 Advises that Fire Protection Sloorlng Commliioo has recommonded that 
oach teg on make ono iCCFRSO.App Fl-type Insp lor each lacility to assess status ol 
complianco w/ lOCFHbO 40 Piog'am listotl 

CO.kTLOU.T E Region 2. Ole ol the Director 64/ 1 1/06 HERDT.A.R Reg on 2, Ole ol 
Ilio O.rccior 3pp 45206 176 45206 170 

304270322 Revised omargoncy plan implomonlmj ptocodures. Including Rov 7 lo EM- 
203 ru ro entry procedure. Rev 13 lo EM-20S ro out os ol ladiallon omorgor.cy team & 
Rov 7 10 EM-2()4(A) ro roloaso & oll-siio doso assussmeni during redielogical. . 
STEPKENSON.JO Flohda Power Co:p (subs ol rtonda Piogross Cotpl, 86104/15 
174p(t ■55261:075-45 26 1 246 

304290291 Acks receipt ol 800315 Ur lionsmilling Rov 4-21 lo util pliyS'cal socurily 
plan & inlonns that changes acceptable lor inclusion lo plan per l0CFR50.S4(p] 
ClimE.WE. Region 2, Ole ol Iho Director. 00/04/25 WILGUS.W S Florida Power 
Corp (subs of Florida progress Corp ) 3pp. 45263.077-45203.079. 


Financial Informallon 


504010278 Forwards annual linancial repls lor eight ol participaling ownors ol plant 
SIMPSO-N.E C Florida Powor Corp, (subs, ol Florida Progross Corp.) 00/03/30 Doc- 
utnonl Ccmrol Branch (Decumoni Control Desk), ip 44046 013 44947 287. 

3804010279 "Flortdd Progross Corp 1087 Annual Hopt ■' 

* riotido Powuf Corp. (subs ot Florida Progress Corp) 07/12/31. 251pp. 44946.014- 
-1494 6 26-5 

38Q401026I "Comprehensrvo Annual Finaticial Root lo' FV Ending Sopi 1007 " 

* K ssimmoo UtMily Aolhonly, 07/09/30. 21 Ipp 44946 265-4494 7:1 16. 

580 40 10207 ■'Comprohonsivo Annual Financial Ropl for Fy Ending Sepl 1907.” 

* rai'ahassoo. Fl 07/09/30 1 72pp 44947:1 16-4494 7 207 


insuiance & indomnlty Inlormallon 

04070146 Forwards Endorsomenis i A 2 lo NELIA Cortillcaios NW-96, NW-103 & 
NW-3-1 tospectivoly.Endatsemonls 1 & 2 lo MAELU CortilicatUS MW-32.MW-62 & 
MW 8 respociively & Endorsement 140 to NELIA Policy NW-1 & Endorsomont 43 lo 
Policy MF-05 

O CONNOR.OJ. Morsh & McLonnan. Inc. 00/03/28. OINITZ.I. OMico ol Nuclear Ro- 
QCtet Regulation. Director (Post 0/041 1 ) 67pp 45098.020-45000.094. 


Operating license stage documents & correspondence 

03240426 Gononc Lir 00-06 lo all power ronclor I consoos & applicants (0 romoval ol 
organ zal'on chads Irom Tech Spec adn'inistrailve cortuol roqu-remanis Sve lisl end 
s/ihAGLIA.F J, Associate Director lor Projocts (Post 07041 1) OB/03/22 Consolidaiod 
cd.son Co. ol Now York, Inc 47pp 44972:107-44072 153. 

04010172 Discusses proposed act ons & gonornl consonsus on Generic tssuo 124 ro 
luhil a/y loedwaiet rellobr'ily Util will provide assurance that adequate loliability is 
na niained & pleased that rigorous Iroatmenl ol saloty is accopled. 

A/ILGUS.W.S. Florida Power Corp (subs ol Florida Progross Corp). 08/03/25 Docu- 
neni Control Branch (Documont Control Desk) 4pp. 45050:1 14-45050:1 17. 

340S0195 Forwards saloty ovaluat on accopling ulil 8701 15 reanalysls ol slat-on cool- 
lown lollowing loss oi otisilo power, conclusion lhai cleiihcaiions ol Tech Specs 
jasoa & FSAR requfod & that clarihcallons moot intent ol previous SERs 
3ILVEfl.ll. Ptojocl Direcioiato 11-2. 00/03/25. WILGUS.WS. Florida Power Corp. 
subs, ot Florida Progress Corp ). 2pp. 45029 000-45029 004. 

804060199 Saloty ovaluaiion accopling stalemnnts ol clariFcaiion ro natural cvcula- 
‘on cooldown Slalcmonls will not advorsoly alloct salo shutdown ot plant. 

OH'Co ol Nuclear Reaclot RegulaHon, D.toclor (Post 670411). 60/03/26. 3pp. 
15029 062-45029 004 

34010183 Forwards icquosl lor addi into ro ulil rosponsos to Generic LU 06 05 on 
sri.elonieniaiion ol NUREG 0737, item ll,K.3 5 conorning roactor coolant pump 
np.Responso roquesiorf within 60 days 

5ILVER.H. Proloct OirocloraiQ 11-2. 88/03/20. WILGUS.W.S. Florida Power Corp. 
subs, ot Florida Progress Corp ) 5pp 44949 022-44049 027 

34010169 Forwards request lor rei.el Irom certain roqu foments ot ASME Codo Soc- 
on XI fo insofvica Insp program Approval ol roquesi w.ll extend rocertilicalion ponod 
'om 3 10 5yr$. NRC action rcquoslod bOloro 080501 . 

VILSON.K.n Florida Power Corp. (subs ol Florida Progress Corp) 88/03/28 Docu- 
nonl Control Branch (Documanl Control Desk). 2pp 45031:163 45031:154. 


06040S0300 Summaiy ot 880311 mootng w/uiil iti Rockvi.le.MD to O.scuss rat-ab/ily ot 
omorgoncy feedwater sys at Unit 3. List of aiiondoes onci 

SILVER, H. Projoct D.'ecioiato 11-2 68/03/28 Pro.ect Diroctoraio II 2 4pp 4409/:2C6- 
44097 21 1 

0804019277 Fonvards reqcosi tor adoi into ro coniiol roam hab tobi'ity sys evaluation 
SILVER. H PfO.OCI Droclorate 112. 00/03/29 WILGUS.WS Florida Powor (^orp. 
(Subs Ol Flonda Progioss Coip ). 8pp 44948 259 44940 267 

8804110158 Advises inol 800201 Rev 9 lo FSAR, consisting ol operaiional OA 
plan, consistent w/prows-ons ot lOCFRSO 54(a) & BCCOplBble 

JUHAN.CA Region 2, Olc Ol tho G reciot. 08/03/29 WILGUS.WS Floncla Powor 
Corp (subs, of Florida Progress Corp ) ip 4607/ 340 45077.340 

8004080172 ForwD’dS SSF.H NUREG-1231 re B8VJ Cwr'ers Gro-jp p'anl roassossmonl 
prograrn Overall ovaiuat on remains lavorabio. Add' imp.'ovemo.si in area ol intogreieo 
tonUol sys/ non nuc'ea.' Instrumeniaiion sys review possible W/o one’. 
CRUTCHFIELO.O D.vision ol Roaciot Prc)oc!s - lll.iv.v & Scec'al Projects (Post 
870411) 88/03/31 WILGUS.WS Babcock 8 Wilcox Operalmg Pianis Ownu's Group 
WILGUS.WS Florida Power Corp. (subs ot Florida Progress Corp ) 7r)p 450/0 i(ii 
45076 107 

8804080088 Goncr.c Ltr 86 07 to powor reactor licensees & applicants lO modilMd ury- 
(otcemonl policy concerning tOCFRSO 49, "Env-ron Oualilicalian ol blocincal Equip 
moni imporiani lo Saloty (or Nuclear Power Plants.” Sve list onci 
MiRAGLiA.F.j Associate D.rector for Projects (Post 870411) qb/ 04/07 Consoltdaioci 
Edison Co ol Now Yo'k, Inc. 40pp 4516-1 237-45164 205 

6804190107 Forwards crrvrotr assessnrerrt & lltvd-^vg ot r.o s'otv.lrcar'.l ttrpacl re uUt 
680120 appi canon lot amend co.xotning survoillance tos! ng ol batier.cs 
SILVER.H Projecl Direcloraie 11-2 80/04/12. WILGUS.vJs Florida Power Corp 
(subs, of Florida Progress Corp ) 2pp. 45164 294-4516-1 299, 

-6804100111 Env.ron assossrr.enl & linding of no slg-iticanl Impact ro uU 800120 ap 
iicai'on for arrend co"corn ng survei'ianco losiir-.g oi baitcrios. 

ERKOW.H N Pro, Qct Direcloraie 11-2 80/04/12 4gp 45164 206 45164 299 

68041S03S7 Forwards Amend 105 to License DPR-72 & safely evaluailo-n Arrend ro- 
v-sos conialn.meni o r lock survo.l'anco roquromo.nls so lhai Toch Specs conform fo 
lOCFRSO.App J & 861209 exompl-on. 

SILVER.H. Project Onocioralo 11-2 08/04/13, WILGUS.W.S Florida Powor Corp 
(eubs ol Florida Progress Corp.) 2pp 45105.261-45165 289. 

"8804190360 Amend i05 lo Liconso DPR-72,rovlslng Toch Specs ro coniammoni ai 
lock surveillanco requ romonis 

BERKOW.H.N. Projecl Dirocloraie 11-2, 80/04/13 6pp 45165 263 45105 26/ 

-8804190359 Safely evpluat-on simporrng Amcind 105 lo License OPR 72 
’ Office ol Nuclear neaclor Ftegjiollon. O.roclor (Posi 870411) 80/04/13 2pp. 
45165 200 45165 269 

8804280182 Approves Ulil 880328 roquesi lo uso ASME Code Case N 356 lor applica- 
tion at plant.Use of cedo case should bo documoniod in inservico Insp (iiogrnm plan. 
SILVER.H Project Droclorato 11-2 88/04/19 WILGUS.WS Hlo'.da Power Corp. 
(subs Ol Florida Progress Corp ). Ip. 45276.231-45276 231. 


Q. inspeclion reports, IE Bulletins & correspondence 


8803290312 Forwards Insp RepI 50-302/88-01 on 8/1216 080211 & noiice of v.olation 
WILSON.BA Region 2, Ofc ol Mie Director. 88/03/11 WILGUS.WS, Flofda Powor 
Corp. (subs, of Florida Progress Corp.) 2pp, 44902 203-44952.313. 

-0003290310 Notice ol vioiai^n horn imp on 671216-08021 l .Viclav.on noiod Procedoi e 
OP- 703 not utilizod du'mg oporai on of v.ial bus iranslor switches i invoriof monuaS 
bypass switches. 

WILSON.OA Region 2, Ofc ol tho Director. 88/03/11. 2pp 44052.205 44952 2D0 

-8003290320 Insp Rept 50-302/88-01 on 87I2IG 88021 1 Violairons noted Ma^or areas 
•nspec led plant oporalions.socuniy.radiolog cal contiois.LERs & nonconform ng npor- 
aiiqiAs ropls.laciliW mods & levie-w of special ropis. 

STETKA.T., TEDROVV.J-, CRLENJAK.H Rcgbn 2, Olc ol iho Direcio' 00/03/10 
17pp 44952 297-44952 313 

6803210090 SuppI 1 to NRC Info Noi co 07-044, ' Thl.mblo Tube Thinnng in Wosing 
liouso Roactois.” Sve list end 

nOSSt.CE Division ol Ontuofonal Evenis Assessment (Post 870411), 80/03/20 
Conso'i-iatiQd Edison Co ol New Yotk. Inc I2lpp 44995 126 44995 246 

8803220296 NRC Into Nohee 08 010, "Metis Liconscas.Lack ol Mgt Controls Over Li- 
censed Programs ” Svc l.si onci 

CUNNINGHAM, R E Dlv.s on of Inrlustrral & Medical Nuclear Safety (Post 070726). 88/ 
03/28. Consol dalod Ed son Co. of New York, Inc, lOfipp. 44895 247 -14995:353 

8804010169 Forwards request for relief Irom certain rnqu foments ol ASME Codo Sec- 
tion XI ro InserviCO insp program Approval ot roquasi w>ll oxiond recoMllicairon period 
from 3 to 5 yrs. NRC aciion roquaslod bofora 800501 

WILSON, K.R rioiida Powar Co.'p. (subs, ol Florida Progress Corp). 80/03/20. Docu- 
moot Control Branch (Document Control Dosk), 2pp. 45031:153-45031, i64 

8804120124 Forwards insp Ropi 50.302/00.07 on 800307-11. No violations or devi- 
ations noted. 

COLLINS.DM Region 2. Otc ol the Droclor. 88/04/05 WILGUS.W S, Florida Power 
Coip (subs, of Honda Progress Corp). 2pp. 45128 233-45128 242 

"8804120131 Insp flepl 50-302/88-07 O.n 880307-1 1 .No vio'atons or deviatons 
noted Major areas mspecled 'iqu.d & gaseous radwasto sys.eflljent momiorlng sys & 
environ monitoring 

STODDART.P.G.. KAHLE.J.B. Reg'O-n 2. 0(c o( the Dirocior. 88/03/3 1 Qpp. 
45120 235-45120:242 

8804010266 NRC Into Notice 80 01 1, "PoionUai Loss ol Motor Control Clr A/or Sw.ich. 
board Fund on Due to Faulty Tie Bolts " Svc list enci 

ROSSi.CE Division ol Operaiional Events Assessment (Post 870411) 6R/04/07 
Consolidated Edison Co of Nevr York, me I24pp 45406 292-45407 051 
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88C4I309S2 Responds lo viola (tons noted in losp Ropl 50-302/88-01. Cowective 
actions Hipped channels reset 8 ptarti returned to pre-evont slatiis.ope(a(o<$ revtewed 
actions & made aware ol improper swtchlng sequence. 

WtlSON.K R. Flonda Power Corp (subs ol Flonda Progress Corp ) 88/04/07 Ooce- 
merit C>ontret Branch {Docurjierit Convol Desk). 5pp 45ii47.288-45147;292 

880415017? Forwards tnsp Repl 60 302/88-08 on 680308 It. No vtolaUons or devi- 
ations noted Unresolved item Identified irt rept win be pursued in future. 

HERDT.A R. Region 2. Ofc ol Iho Oireclof 88/04/07 WILGUS.W.S Flonda Power 
Corp. (subs, ol Flonda Progress Corp) 2pp. 45153 222-45153 232. 

-8804150201 tnsp Rept 50-302/88-03 ort 8B0308-II NO vtolstions or deviations 
noted Major areas inspecied'licensoo actions associated w/LER 88-003 (reactor tnp 
due to failure ol leo^aler Block Vaivo FWV-29). 

HALLSTROM.G A.. BtAHEJj Region 2. Ofc ot the Oireclor. 88/04/05 9pp. 
45153 224-45153:232 

6804150205 Forwards insp Rept 50-302/86 06 on 880212-0311. No violations or devi- 

WILSON.B.A. Region 2. Ole ol the Director. 88/04/07. WILGUS.W.S Florida Power 
Corp. (subs of Florida Progress Corp ) 2pp. 4$t75:244-451 75 255. 

-8804IS0206 Insp Rept 50'302/68-06 ort 880228-0311. No violations or deviations 
noled Major areas inspected.planl operations, secunty .radiological ruioHols.LERs 5 
nonconlorming operations repts & facility mods 

STETKA.T.. TEDROW.J. HOLMES-RAY.P. Region 2. Ole of the Director. 88/04/05 
lOpp 45175 246-45175255, 

8804I502SS Forwards summary of 860309 enlorcemenl conference re Irtsp Repis 50- 
302/87-35 A S0-302/M-03 Issues discussed re unauthortred entries Inlo high radi- 
ation area w/o radiation monitoring device 8 health physi^ responsibilities. 

GRACE.3 N Region 2. Ofc ol the Director. 88/04/07. WiLGUS.W S Florida Power 
Corp. (subs, ol Florida Progress Corp). Spp 45138 21 S-4513S 219. 

8804060370 NRC Info Notice 88 012. "Overgreaslng of Electric Motor Bearir>gs.’’ Sve 
list encl. 

ROSSI.CE. Orvisjon of Opetational Events Assessment (Post 8704tl) 98/04/12 
Consolidated Edison Co. ol New York, Inc. I23pp 45165 026-45165:150. 

8804200544 Forwards partial revised response to violations noted in Irisp Rept 50-302/ 
ei-li.Revlew of changes to Tech Specs 8 OL first completed by three person sub- 
committee to assure diversity ot review consistent w/Teef* Spec 6.5 2.8.d. 

WILSON.K R. Florida Power Corp. (subs. o( Flodda Progress Corp.). 08/04/(3. Oocu- 
moni Control Branch (Oocumont Control Desk). 3pp. 45235 053-45235.055. 

8804200473 Partial response to FOlA request re fire prolecbon.Forwards App £ 
documents App O & E documents available iri PDR App t document completely with- 
held iref FOIA Exemption 5) 

GRIMSLEV.D H. Division or Rules & Records (Post 670413) 88/04/14 JONES.C.R. 
AtfiliBbon Not Assigned Spp. 45206 037-45206043 

—8804200578 Advises that Fire Protection Sleeting Committee has recommended that 
each region make one 10CfR50,App R tyPB Insp for each lacility to assess status of 
compliance w/ tOCf fl50,4a Program hsted. 

GONLON.T.E, Region 2, Ofc ol the Director. 64/11/06 KEROTAR Region 2. Olo ot 
the Drector 3pp 45206:176-45206 176. 

6804210001 Requests extension ol submittal date fpr response to vtolstions noted In 
tnsp Repts 50-^2/87-05 S SO-302/88-03. Util will continue to Implement rtorrecBve 
actions blanncd. 

SiMPSON.E.C. Fforlda Power Corp. (subs, of Flonda Progress Corp ). 88/04/14. Doc- 
ument Control Branch (Document Conliot Desk), ip, 46235 338-45236:338. 

8804270226 Ack receipt of 880318 responses to ytolalions 4 deviations noted in losp 
Rept 50-302/87-40 Responsos meet requiremenis of 10CFR2 2Ol.lmp1emont/on of 
corrective actions w>K be examined during luture Insps. 

WILSON.B A Region 2. Ofc of the Director. 68/04/15 WILGUS.W.S Florida Power 
Corp. (subs, of Florida Progress Corp ). ip. 45244:250-45244:250. 

88042B01B2 Approves uW 680328 reauesi to use ASME Code Case N-356 tor applica- 
tion at planlUse ol code case should be documented in inservtce Insp program plan 
SIIVER.H Project Dirocto/al© M-2 88/04/19. WILGUS.W S. Florida Power Corp 
(sobs, ol Florida Progress Corp). ip. 45276 231-45276 231. 


R. Periodic operating reperia 8 related cortespondertce 

8804(50380 Monthly operating repl for Mar 1988 W/680412 icr. 

STEWART.S A.. BlNKOWSIfl.JA , WILSON.K H. Florida Power Corp. (subs ol Florida 
Progress cioip.). 68/03/31. Spp. 45192:245-45192 249. 


S. Reportable occurrences, LERa 8 related correspondence 


8804040103 LEft a8-006-00:on 880228.or>fl experienced reactor trip during power 
dacrease.Caused by broken stem itut In yoke of leedwator main block valve B.SIem 
nut rmlaced w/nut mtg onsite In accordance w/vertdor tnslruct1on8.W/889329 ttr. 
MOFfATT.L.W.. Wll.SON,K.fl. Ftorkta Power Corp. (subs, ol Florida Progress Coro ) 
88/03/29. Bpp. *4971:293 44971:301. 

860412G387 (.ER 87-013-01:00 0707(6,17 & IS.output breakers ol Channels A 8 B o| 
emergency feedwater intttation A control opened Caused by degraded light emitting 
diode In Mtlcal Iransmiber Light emitting cflode feplaced.W/8e0331 IH. 

MOFFATT.L.W , WILSON.K.R. Florida Power Corp (subs, of Florida Progress Corp) 
88/03/ai.4pp 46091:162-45091:165. ' 


8B0413D100 LER 88-007-00;on 880l27,Trair A bldg spray pump operating w/ low dis- 
charge head RaiTdont sampling A surveiitanoe data review revealed no mfo re occur- 
rence lime & cau8o.ThorouQh irryestlgation & mechai^l Insp pianned.W/880406 llr. 
MOFFATT.L.W., WilSON,K!r. Flortda Power CJot. (subs. o( Floilda Progress Coro 1 
68/04/06. 4pp 46132:243-45132:246. ^ 


88042(W380 LER 68-008-00:ori B601 04,instrumsnt drift led to loss ol reqiAred safely 
funciion.Causa of instrument error unkrKmm. Nudeat e^neerlng will evaluate insiru- 
ntenl error A corrective action will be based on evalual^.W/880414 Itr. 
MOFFATT,LW., W<LSON.K.H. FJorWa Power Corp. (subs, ol Florida Progress’ Corp). 
S8/04/14. 4pp. 4S22t:t47-4S221:160. ^ ^ 


8804200382 LER 88 009-0Ci.on 880303.plsnt petiod-cally operated outside design basis 
due to inaulficieoi eesorva vd In reactor coolant pump lobo oJ collection ays Caused 
by ofocedurai deliclency.Piocodure will be fevi 60 d W/68O4i4 Itr. 

MOFFATTIW WILSON.K R Florida Power Corp, (subs. o( Florida Progress Corp) 
68/04/14 'Spp 45226 196-45226 200. 


V. Operator Examinations 

8804260088 Responds to FOIA rcvjoest tor Info re scores ol reaciw oporalors S senio/ 
reactor operators Forwards requalillcaiion exam summary source sheets listed in encl 
app w/personal privacy into detetad. 

GRiMSLEy.DH. Division ol Rules & Records (Post 670413). 88/04/19 BOLEY.K 
Public Cithens Critical Mass Energy Project. 2pp. 45213:003-452(3:095. 

-88042S0167 Package of NRC administered requalificatlon exam results summary. 

• NRC - No Deiai’ed Aff.liatioo Given 87/07/20. 08pp. 45213:007-45213:095 
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F. Security, medical, emergency & (Ira protection plane 

8804120020 Responds to violations noted in Salegoetds Insp Repts 50-205/68-08 & 
50-304/68-09 on 880201-19 Response withheld (ref tOCFfl73 2t). 

BLISS, H E. CommonwosUh Edison Co. 86/03/31. DAVIS, A.8. Region 3, Ole of iho Di- 
rector Ip 45135 349 45135:349. 

S0O42OO26O Rev 1 to Emeigoncy Plan Implemonling Procedure EPIP 340-1. “Coro 
Oamage Assessment," table ot contents. 

RIECK,r. Commonwealth Edison Co 80/04/04 3pp. 46177:280 46177:282, 

8804160018 Forwards Safety Insp Repis 50-205/67-34 & &0-304/67-36 on 871116- 
880314 d nolice of viofation. 

MILLER,H.J. Region 3. Oic ol the Director. 88/04/08. REEO.C. Commonwealth 
Edison Co 2pp. 45153 014 45 1 53.046. 

-8804150018 Notice Of vidalipn from Insp on 871 It 8-6803 tri.Vlolations noted sale 
shutdown procedures required by Section Ili.L ol App R to IOCFrSO & plant operating 
Tech Spec not Implemented as listed. 

MiLLER.H J. Reg-on 3. Ofool the Director. 88/04/08. 2pp. 45163.016-45163 017. 

-6804150046 Insp Repts 50-295/87-34 & 60-304/87-35 on 871116-880314 Violations 
noiod Major areas inspected assessmeni ol compliance w/lOCFR50,App R & review 
ol fire protection program requirements. 

HOLME S.J., GARDNER.R.N. Region 3. Ole Ol the Director. 68/04/07. 29pp 
45153:018-45163 046. 

8604220113 Ack receipt oi 880114 revs to proposed amend to physical socurity 
plan Addi info & revs required prior to approvaL Requests response to encl comments 
within 30 days of (ir receipt. 

NORRIS.JA Project Directorate 1112 88/04/13. BUTTERFIELO.L. Commonwealth 
Edison Co. Spp. 45201 099-46201.(01. 


P. Operating Itcenae stags documents & correspondence 


6804120307 Corrects error on Page 2 ol steam generator activities special repl for 1987 
refueling ouiage. Total of 2.260 lubes tested through U-berid In Steam Generator 0.noi 
2.360 as listed In labte.Tolel number ol tubas tested still 3,379. 

RtECK.T A. Commonwealth Edisorv Co. 86/03/19. OAVIS.B. Region 3. Otc ol the Di- 
rector. 1p. 45080 051-45080.051 

8603240428 Generic Ltr 88 06 to sit power reactor licensees & applicants re removal ol 
OTMniiatlon charts from Tech Spec administrative control lequl/emems.Svc list encl. 
M1RAGLIA.F j Aasoclate Diraclor (or Projects (Post 870411). 80/03/22. Consolidated 
Edison Co. of New York, inc 47pp. 44972; 1 07-44072; (63. 

8604040238 Forwards Amends (09 A 98 to Licenses OPfl-39 4 0PR-4B. respectively & 
safety evsIualion.Amends change Tech Specs to upgrade plant program lor verifying 
existence of sdaquate battery capacity 

NORRI3.J A. Project Dlreclorete lll-l 08/03/28. BUnEflFIELO.L. Commonwoallh 
Edison Co. 2pp. 44972:216-44972:229. 

~M04040248 Amends 109 4 98 to Licenses OPR-39 4 DPR-4e,fospoclively. amendno 
Tech Specs to upgrade plant program tor verifying existence of edequaie battery ca- 
pdcity« 

MULLEn.D.R. Project Directorate l|l-2. 88/03/28. 9pp. 44972:218-44972:226. 

svaltiatton supporting Amends 109 4 98 to Licenses OPR-39 4 
pPR-48,re8p«ctlv8ly. 

*, Reactor Regulallon, Director (Post 870411). 08/03/28. 2pp 

44972'227-44972.-229. 

8004110230 Forwards Amends 110 4 99 to Licensee DPR.39 4 DPR-4B, respectively 4 
. 5**^*^®*^*^® change Tech Specs re low temp overpressure protection. 
MORRIS.J.A. Project Olreclorate 111-2. 88/04/04. BUTTERFIELO.L. Commonwealth 
Edison Co 2pp. 46070:126-45078. 142. 

Amends 110 4 99 to Licensea DPR-30 A DPR-46,re8pectlvely, changing 
1 overpressure protection, 

MULLER.D.R, Project Directorate 111-2. 80/04/04. Upp. 46078:128-46076:138 

”^PR-40?espfcUv^ evatualton supporMrrg Amends 110 A 68 (o Licenses DPR-39 4 

45078^39^78 M2 DireOiOr (Post 670411). 88/04/04. 4pp. 

iq of plants component cooling 
CommonweaMh 
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8804140193 Pfovidos listed into revested In &0022S Hr re operating nuclear power 
units located at twelve silos along Groat Lakes 

STELLO.V. Ofc of the Executive Director lor Operations. 88/04/00 RIDGE.T. House 
Ol Rep 5pp 45104:138 45104443 

8804220242 Forwards Amends ill & tOO to Licenses DPR-39 a OPR 48. 
respoctively,salety evaluation a locitnical evaluation (opt. Amends allow steam goner* 
ator tubes to be repaired utwrzing Wosdnghouse mechanical sleeving nTethodology. 
NORRIS.J.A Pfoloci Directorate 1112 flB/04/06 BUTTERFlELOl. Commonwealth 
Edison Co. 3pp. 46200 204-45200 324. 

*-8804220244 Amends 111 a 100 to Licenses DPR-30 a DPn-48.rospecllvo1y. changing 
Tech Specs to allow steam generator tubes repau utilizing Westinghouse mechanical 
sloevlog meihodology. 

MULLER.0 R Project Oireclorale 111-2 80/04/06. 8pp 45200 287-45200 294. 

-8804220248 Safety ovaluatlon supporting Amends 1 1 1 a tOQ to licenses OPfl-39 & 
DPR-48.rospectivoly. 

* Ollice ol Nuclear Reactor Regulation. Director (Post 870411). 88/04/06. 5pp. 
45200.295 45200 269. 

-8803040290 “Zion Nuclear Power Station Units I a 2 Proposed Amend to Facility OLs 
OPR-39 a OPR-40 to Allow Steam Gonoratoi Tube Sleeving “ 

* Science ApplicoHons Inlernallonal Corp. (lormorly Science Applications, Inc.). NRC- 
03 87-029 SAlC.60/3002 08/03/02 NRC • No Detailed AfrillaHon Given 25pp, 
45200.300 4.5200324 

8804080088 Genenc LIr 88 07 to power reactor licensees a applicants re modiiied on- 
lorcemeni policy concornlng 10CFR50 46, "Environ Quaiillcation of Electrical Equip- 
ment Important to Safety lor Nuclear Power Plants." Svc list enci 
MIRAGLIA.F J Associate Ouoclor lor Projects (Post 670411). 68/04/07. Consolidated 
Edison Co. of New York. Inc 40pp 46164 237-45164:285. 

8804280039 Foiwards Rev 50 to CE-l-A. "OA Program lor Nuclear Generating Sta- 
tions " Revs being made to rolloct organiMtional changoa 

MORGAN.W.E. Commonwealth Edison Co. 88/04/18, Oocumont Control Branch 
(Document Contiol Desk) Ip 45261:273-4526l;209. 

-8804280069 Rev 50 to "OA Program (or Nuclear Generating Stallons." 

' CommonwoaUli Edison Co CE-l-A RSO 88/04/18. 17pp 45261:274-45261:299 


O. Inspection reports, IE Bulletins & correspondence 

8803300428 Forwards request for adcil Info re util 660516,0826 a 870424 a 1124 ro- 
sponses to IE Bulletin 05-003, "Molor-Operalod Valve Common Mode Failures During 
Plant Transients Duo to Impiopor Switch Settings." 

GREENMAN.E G Region 3, <Jfc ol Iho Director. 08/03/24, REEO.C. Comrnonwealth 
Edison Co 5pp. 44967:238 44067:242 

8804040139 Forwards Safely Insp Repts 50-205/88 05 a 50-304/08 06 On 880116- 
0224. No violations of NRC rcquiromenls noted. 

FOHNEV.W.L Region 3. Ofc of (he Oiroclor. 88/03/25, nE£0,C, Commonwealth 
Edison Co. 2pp 44971:108 44971:214 

-8804040142 Insp Ropls 50-295/88 05 & 50-304/88 06 on 6801 IS 0224.No violations 
or deviaiions noted Major areas Inspociod aclion onprevli^us Insp finclings.summary of 
oporations.operaiional satoty vonflcation.LERs a IE bulloilns. 

HINDS.J M Region 3. Ole of the Direclor 88/03/25 15pp. 44971:200 44971:214 

8803210090 SuppI 1 to NRC Into Notice 67-044, "Thimble Tube Thinning In Westing- 
house Reactors." Svc list end. 

HOSSI.C E. Division ol Operalional Events Assessment (Post 8704 11). 08/03/28. 
Consolidated Edison Co. of New York, Inc. 12ipp. 44995:126-44095:246. 

8803220296 NRC Into Notice B8-0I0, "Malls Licensees: Lack of Mgt Controls Over Li- 
censed Programs." Svc lisi end. 

CUNNINGIIAM.R.E Division ol Indusirial a Medical Nuclear Safety (Post 870729). 68/ 
03/28. Consolidated Edison Co. of New York, Inc. lOBpp 44005:247-44095:353. 

8884120020 Responds to violations noted In Safeguards Insp Repts 5a-295/86-06 a 
60-304/88 09 on 880201*19 Response withheld (rol 10CFR73,21) 

BLISS.H.E. Commonwealth Edison Co. 88/03/31. OAVIS,A 0. Region 3. Olo ol the 01- 
rectof. Ip 45135 349 45135:349 

6604010256 NRC Info Notice 06-01 1, "Potenllat loss ol Motor Control Cir a/or Switch- 
board Function Due to Faulty Tie Bolts." Svc list and. 

ROSSl,C E. Division of Operational Events Assessment (Posl 870411). 08/04/07 
Consolidated Edison Co. of Now York. Inc. 124pp. 45406:292-46407.051. 

8804140023 Corrects typos In 680324 response to NRC Bulletin 68-002 re potential tor 
steam generator lube nrpturo event caused by propagating fatigue crack.Enhanced 
teakage monitoring program required lor Zion Units t a 2. 

MORGAN.WE Commonwealth Edison Co 88/04/08 DAVIS,AB Region 3, Ofc of 
the Director, epp. 45163:341-45163:346. 

8804140058 Fonvards response to NRG Bulletin 88-001 re Westinghouse Series DS cfr- 
coil breakers a safety concerns w/broakor use. Schedule lor short a fong-lorm Insps 
on all fosiafted a spare IE.OS-4 16 a DS-P06 breakera at Zion Hsted 
MORGAN.W.E. Commonwealth Edison Co B8/04/08. DAVIS.A.8 Region 3. Ofc of 
the Director 7pp 451 55:033-45 165.039. 

8604160018 Forwards Safety Insp Repts 60-2g5/87-34 a 50-304/87-36 on 671116- 
880314 a notice of violalion. 

MILLER, H.J. Region 3. Ofc of the Director B8/04/OB. REED.C. Commonwealth 
Edison Co. 2pp 45163.014-45153:046 

-SS04 160018 Notice of violation from Insp on 671 f (6-8803 14. Vfofatlons noted.ssfe 
shutdown procedures required by Sootion lll.L of App R to I0CFR50 a plant operating 
Tech Spec not implemented as listed. 

MILLER.H J. Region 3. Ofc of the Direclor. 8B/04/0B. 2pp 46153.016-48163 017. 

-8804160046 Insp Repts 60 295/87-34 a 50-304/87-35 on 871116 880314. Violations 
noted.Major areas inBpecied:aase&smenl of compliance w/10CFR50.App R & review 
of fire proledion program requirements. 

HOLMES,J. Bagion 3. Ofc oi the Olrector. PARKINSON.K Sonalysta, Inc. HODOR.R. 
Bfookbaven Natkmat Uboratory. S3/04/07. 28pp. 451 83:0 18-45 1 63.T)48. 


8804060370 NRC Into Notice 8 q 012. “Ove/greasing ol Elociiic Motor Bearings “ Svc 
list end 

ROSSl.C.E. Division ol Operational Events Assessment (Post 870411) 68/04/12 
Consolidstod Ed>son Co. or New York, Inc. 123pp. 45165.028 45165:160. 

8804250328 Confirms plans discusssd on 6804 14 between H Bkss a G VanSickle re 
upcoming 880506 meeting w/util to discuss response to IE Bullet n 85-903. 
GREENMAN.E.G. Region 3. Ofc ot Iho Oiredor. 68/04/ 18 REEO.C, Commonwealth 
Edison Co, 2pp 45251 :120-4526l:121. 


R. Perlodio operating raporta S related correspondence 


6804150251 "Annual Oporaling RepI lor 1987 " W/ee0320 Iti. 

PLIML.Q J Commonwealth Edison Co 67/12/31. lOpp 45138 050-45136 059 

8803300339 Monthly operating repi ter Jan 19B8.W/680203 Ur. 

AUSTIN.G, PLIML.GJ Commonwealth Edison Co 68/01/31. Bpp 44975 359- 
44976:005. 

8604220163 Forwards errata data lor previously submllled ladioaclivo eulueni ropls for 
Jul Doc 1986. 

PLIML.G J. Commonwealth Edison Co. 88/02/09 OAVIS.B Region 3. Ofc Of the Di- 
rector. Ip 45247:145-45247:150 

-8804220164 Errata to "Elllueni a Waste Disposal Semiannual Ropt.1966 " re gaseous 
a liquid elfluonts for Jul-Oec 1966. 

■ Commonwealth Edison Co 87/12/31. 4pp. 45247:146-45247 147. 

**8804220169 Forwards Part 3 ol operating ropl.conslsllng of results ol 
onvtron.radiological & motaorotogical monitoring Pad 1 ssbrnitied under separate 
cover In Feb a Part 2, "Radioactive Ellluonts" 3ubm.ll6d In Feb & Aug 
PLIML.G J. Commonwealth Edison Co 68/02/09. DAVIS.A B Region 3. Ole ol the Dt- 
rector, ip. 45247:180-4524/: 160. 

8804140369 Monthly operating repts lor Mar 1966 W/880407 Ur. 

AUSTIN.G . PLIML.G J. Commonwealth Edison Co. 88/03/31. l2op 45152 150 
45162.161. 


S. Reportable occurrences, LERs a ralaied correspondence 

8803290248 LER 88-004'00:on 880224.two diesel generators failed while un'l In hoi 
shutdown Caused by seizure ot lorbochargor. Turbochargef replaced w/r.ow one S 
correct operating parameters verllled W/eB0326 Hr. 

KRYSIAK.M.W.. PLIML.Q J. Commonweallh Edison Co 88/03/25 4pp 44916244- 
44916:247. 

8804160030 LER 8B.002'00.on 8803t2.discoversd that setpoint for ih'oe main steam 
safety valves exceeded tolerance limit Caused by ditleronco In maini procedure ac- 
ceptance erfterfa Procedure revised & valves retested & reset W/86041 f (tr. 
HARWOOD.n.. PLIMUQ J. Commonwealth Edison Co 88/04/11. 6pp 45164 013- 
45164:017. 


V. Operator Examinatlona 

8804260068 Responds to FOIA request for Info re scores ol reactor operaiors & senior 
reactor ope/alors Forwards requaiiftcaiion exam summary source sheets I sled in end 
app w/psrsonai privacy Info deleted. 

QRIMSLEY.OH Division ol Rules & Records (Post 870413). 88/04/19 BOLEY.K 
Public Citizen's Critical Mass Energy Project. 2pp. 45213:003-4521 3.095. 

-86042S0187 Package of NRC administered requalitlcation exam results summary. 

' NRC - No Detailed Affiliation Given. 87/07/20. eepp. 45213:007.45213 005. 


DOCKET SO-m KEWAUNEE NUCLEAR POWER PLANT 


F. Socurtty, medical, ameroancy & tire protecllon plans 

6804010027 Foiwards Safeguards low Rept 50-30S/8B 05 on 680216-23 & noiico ol 
violalion.Notice withheld (ref 10CFR7'3-21). 

MALLETT.8.S. Region 3, Olo ol Iho Director. 88/03/26. HINTZ.O.C. Wisconsin Public 
Service Corp. 2pp. 45010:17345016:176. 

-8804010029 Insp Rept 50-305/68 05 on 880216 23 Violation noted Major areas 
Inspected-revlew ol security Incident involving vital area barrier degradation that was 
discovered on 680209 & existed since const ol plant. 

KN(C£LEY,J.fl., Cfl£e0.J.R. Region 3. Ofc of the Director, es/03/23. Ip. 45016 176- 
45016:176. 

8804040166 Rev P lo Emargenoy Plan Implementing Procedures EP AD-7. • Nolilicailon 
of Unusual Event,*’ Rev J to EP-ENV-3C, "Primary Dose P/olecilon Calculation . IBM 
PC" & Rev B lo EP-App B, "Forms " W/880329 hr & revised Index 
HINTZ.D.C. Wisconsin Public Service Corp. 68/03/29. 25pp. 44969 255 44950 279 

6604110239 Forwards notice of enWon assessmeni & finding of no significant Impact re 
util 870623 request (or exemption (tom l0CFR50,App R.Secilon lll.Q requ remenis. 
QIITTER.J.G. Rojocl Olreclorate 111-3. 88/03/29 HINTZ.O C. Wisconsin Public Service 
Corp. 2pp. 46078:335-46078:340. 

-88041 10244 Emrfron assossmert i finding of no aignlficanl impact re licensae B706P3 
request (or exemption from lOCFRSO.App R, Section 111.0.3 requirements concerning 
(ifBpfOlactlon 

PEFIKIN8.K.E. Project Oirectorale III-3 88/03/29 4pp. 4&078.337-4&076 340. 

6804070007 Responds to 860301 request lo reevaluate NRC position that 87 tO 1 9-20 
exercise be treated as offhours exercIse-Ollhour exercise required once every 6 
yrs, conducted between 6 pm & 4 am or on weekends. 

NORELIU8.0.E. Region 3. Ofc of the Director. 88/04/ot. HINTZ.D.C. Wisconsin 
Pubfto Service Corp. 4pp. 46048:280-45048:283. 
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I. Financtal intormaDon 


8304060151 Fofwatds 198? anrtu8l lifienclal repis tor Wiscoftsn PuWic Svc 
Cofp WiMflfvsin Power & Light Co A Madison Gas A Oeclic Co 
HINTZ.O.C Wiicoosin Public Service Corp 68/03/50 Oocumont Control Branch 
(Document Control Desk). Ip. 45046' 133.45048 244. 


-8804060153 "Wisconsir* Public Svc Corp 1987 Annual Hwt " 
SrOLL.C.M Wisconsin Public Service Corp 87/12/31. 35pp 


45048 134-45048 168 


-8804060167 "Wisconsin Power A Light Co i987 Annual Bepi " 
UNDERKOFLER.J Wisconsir* Power a UghI Co. 87/12/31. 44pp 
4S048 212 


45048:169 


-8804060102 "Mad'Son Gas A Elociric Co 1987 Annual Rapt " 

HELFRECHT.O J. Madison Gaa A Electnc Co. 87/12/31 32pp 45048 213-45048 244 


8804210325 SuminarY ol 880331 mealir^g w/ulil A Wostinghouso ro Westinghouso lost 
resutls supporting change in sloam genorator tube sleeving process described In Topi- 
cal Ropi WCAP- 11643 List ot altendaos A agenda end 

GUTTER JQ Project Direcioralo 1113 88/04/08 Project Oiroctorale 111-3 9pp 
45192:113-45102 121 

8804 190268 Forwards safely eveluatlon re topical ropI on "notoad Safely Evaluation 
Methods for Application to Plant." per 870327 suminlital Ropt acceptable for lof in h 
cansing plant reioada 

GliTTCT.JG Projocl Directorate 111-3 68/04/11 HINTZ.DC Washington Public 
Power Supply System 2pp 45166 00 1 -45 1 66.01 2. 

-8604190271 Top cal rept evaluation ro "Reload Safety Evaluation Methods for App'lca- 
l.on to Plant." Rept acceptable lor rel in licensing documents. 

* Qtfice ot Nudaar Roacior Rogulaiion. Oireclor (Post 870411). 08/04/11 lOpp 
45T66;003-45166 012 


J. Insurance A indemnity information 

8804070026 Advises ol amount ol onsite property damage insurance ma-nieined by 
oliliper 10CFR50 54{W)(4) ^ „ u 

HINT2.D C Wisconsin Public Service Corp 88/03/30. DocomenI Control Branch 
(Document Control Desk). Ip. 45022:110 45022:110. 


8804290037 Provides pages from Feb 1988 performance indicator ropt that contain data 
pertinent to ulil A addi Info to assist In understanding use of Indicators. 

GUTTER J G. Project Direcioralo 111-3 89/04/19 MINT2.0 C. Wisconsin Public Soivico 
Corp. 31pp 45324:185-45324:215 


Q. Inspection reports, IE Bulletins A correspondence 


P. Operating license stage documents A correspondence 

8803080441 Forwards Amend 76 to License OPfl-43 A safety ova'ualion Amend adds 
llcanso condition A revises Tech Specs to allow sioam generator lube sleeving as 
method to repa r defective steam gonerator lubes. 

GUTTER J Q Pio'ecl D-reclorate 111 3, 88/03/01. HiNTZ.OC. Wisconsin Public Sorv.ee 
Corp 3pp 44638 221-44638 238. 

-8803080446 Amend 76 to License OPR.43.fevisin0 Tech Specs to allow steam goner- 
etor tube sicoving os method to repair deieclive steam generator tubes. 

PERKfNS.K E Project Directorate III 3 88/03/01 9pp. 44636 224 44638 232. 

-8603080451 Safely evaluation simporlmg Amend 76 to License OPR 43. 

’ Office ol Nuclear Reactor Ftogulalion. Director (Post 870411). 86/03/01. 6pp. 
44636233-44630 238 

8803240425 Generic Lt» 88 08 to ell power reactor licensees A eppiicanls re lornoval of 
organUelion chans from Tech Spec adminisirative control raquuementa Svc list end 
MIRAGLIA.F J. Associate Director lor Projects (Post 870411) 88/03/22 Consolidated 
Edison Co ol Now York. Inc. 47pp. 44972:107.44972:153. 

8804060371 Forwards info package re backround info for Commissioner Carr 800404 A 
05 visits to Kewaunee A Poirtl Beach sites, respectively. 

DAVIS.A 8 Regiorr 3. Ole of the Oireclor. 68/03/28 JOHNSON.M Reg:on 3. Ole ol 
the Director. Ip 45076:173-45076:173 

8804070170 Ihforms of se'ecilon ol Wesilnghouse steam generaier lew level ATWS 
mitgalion Sys design for installation at facliily during 1689 refueling outage.NRC ap- 
proval tw 880603 requested AddI Info anci W/soven oversize drawings. 

HINT2.0C. Wisconsin Public Service Corp. 80/03/31. Document Control Branch 
(Document Control Desk) 27pp. 45044.081 -45044.107. 

8604070267 Informs that Rev AF to Drawing M.21 i.Rav X to Drawing M-2t7. Hov AC to 
Drawing M-2ie A Rev AX to Drawing XlC 100-131 boing forwarded to Reg-on III Inci- 
dent Response Ctr ref Lbrary per JG Xeppfer 800320 reouesl. 

HINTZ.OC Wisconsin Public Service Corp 88/03/31. Document Control Branch 
(Document Control Desk). Ip. 45029 265-45029 265. 

8804120080 Informs NRC ol mod lo proposed reactor vessel surveillance capsule with- 
drawal schedule Cepsu'a P scheduled for removal lo'lowing 17 EFPY ol operation. 
HINTZ.DC. Wisconsin Public Service Corp. 86/04/04. DocomenI Conirol Branch 
(Docurrioni Control Desk). 2pp. 45135:201.45135 292. 

8604120470 Nolties lhal steam gonerator sleeving operations performed during current 
selvoi ng outage required 8d|ustmeni in one process control vadabte Lower nard roll 
length ^oriened. Change presented lo NRC at 680331 meeting 
HINTZ.DC Wisconsin Public Service Corp. BB/04/06 Oocumeni Control Branch 
((Document Control Desk), ip. 45090.173-45090:173. 

8804130367 Oocumenis 680316 le'eon response re lOCA/ECCS analysis. Analysis 
submitted In support ol faci'ily operation w/peaking factors ot 2 28 FQ « t.65 F dells 
H at steam generalor tube piugg ng level ol 5%. 

HINTZ.DC. Wisconsin Public Service Corp 88/04/06 Document Control Branch 
(Document CoiUrol Desk), tp. 45122.135 45122 135. 

8804140193 Provides listed Info requested in 860225 Hr re operating nuclear power 
un ts tocaled at twelve sites along Great Lakes. 

STBLLO.V. Otc ol the Execulrva Director for OperaKons 88/04/06 ftlOGE.T. House 
ol Rep. 5pp. 45104:136 45104:143. 

8804080088 Generic Ltr 86 07 to power reactor I censeas A applicants re modified en- 
loicomertl policy concerning l0CFR50.4g, "Environ OualiUcalion ol Electrical Equip- 
ment Important to Safety for Nuclear Power Plants." Svc l-sl encl. 

MIRAQLiA.F.J. Associate Oiroctoi lot Projects (Post 870411). 66/04/07. Consol dated 
Edison Co ol New York. Inc. 49pp 45164:237-45164 285 

6804190061 Advisee that NRC finds current situation roflecis change In process varia- 
bles A agrees to opeialicn of plant w/modiiied steam generator lube sleeving 
process. per 880331 meeting w/ util A Westmghouse 

GUTTER. J.Q. Project Oireclorate 111-3. 88/04/07. HINTZ.O.C. Wisconsin Public Sorvlce 
Corp. 2pp. 46164:287-45164:288 

8604200316 Forwards safety evaluation re ulil 880328 evaluation ol Steam Generator A 
girih weld flaws lhal exceeded code lim‘.ls.Plani can safely return to lull power w/flaw 
indications detected during Mar 1988. 

GIITTER.J G. Project Oirectorale 111-2 68/04/08 HlNTZ.D.C. Wiscons-n Public Service 
Corp 3pp. 45179 278 45179:286. 

-8804200322 Safely ovaluatlon supporting ulil 860328 evaluation of Haw indications frr 
Steam Generator A girih weld Slgnilicani cracking near Inner diameter surface not 
present in lacl'ity Sloam Generator A. 

* OHico of Nuclear Reactor Regulation, Director (Post 87041 1). 88/04/00. 6pp. 
45179 281-45179 286. 


8804010027 Forwards Safeguards Insp Ropt 50-305/88 05 on 880216 23 A notice ol 
violation. Notice Withhold (ref tOCFn73.2t). 

MALLF.rr.BS Region 3. Ole of the Director. 80/03/25 HINTZ.D C Wisconsin Pub!ic 
Senrlce Corp. 2pp. 45016.173-45016:175 

-8804010029 Insp Rept 50-305/88 05 on 880216 23 Violetton notod Major areas 
inspected review ol security Incident Involving vital area barrier degradation that was 
discovered on 860209 A existed since const ol plant. 

KNICELEY.J R . CREED, J.R Region 3, Ole ol me Director. 86/03/23 ip 45016 175- 
45016:175. 

8804200467 Forwards Safety Insp Ropt 50-305/88-03 on 800101-0229 A notice of vto 
latlon. 

KNOPR.C Reg on 3. Ole ot tho Director. 88/03/25. HINTZ.O.C. Wisconsin Public 
Service Corp 2pp 45224:087-45224 095 

-B80420Q48B Notice oi violation from Insp on 880101 -0229.710181100 noted. adequate 
measures not In-plsmenlod in selection A review process for parts used in Dosrgn 
Change Request 1544, re cliange lo eefety-refated sys. 

KNOP.R.C Region 3. Ole ol Ihe Director 88/03/25 tp 45224.089 45224:089. 

-8804200502 Insp Rept 50-305/88 03 On 880101 0229 Violallons noied Major areas 
tnspecied'prevlous Insp lind.ngs, operational safely .sutveiHanco.malni.rogionai 

requests desigrr change mods A temporary Instruction re natural Circulation. 
(DEFAYETTE.R Region 3. Ofc of the Drrrsctor. 88/03/26 6pp. 45224 090-45224 095 

8803210090 Suppi t to NRC Info Notice 87 044. ‘ Thimble Tube Thinning In Woslmg- 
house Reactors " Svc list end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 80/03/20. 
ConsoLdeied Edison Co. ot Now York. Inc. I2lpp. 44995: 126-449B5:246. 

8803220296 NRC Info Notice 88-010. "Matls Llcensnoe Lack of Mgt Controls Ovor Li- 
censed Programs." Svc list enct. 

CUNNlNGHAM.ft.E Division ot Industrial A Medical Nuclear Safely (Post 870729) 88/ 
03/28 Consolldalod Edison Co. of New York. Inc. lOBpp. 449B5:247-44995:353. 

8804010266 Informs ol plan to cancel Kewaunee m'd-SALP warn Insp.due lo licanseo 
continued excellent performance In alt areas Region III Intont la to follow core program 
at all plants In regton 

DAVIS A.B. Region 3. Ofc ol the Director 88/03/28 MURLEY.T.E Office of Nuclear 
Reactor Regulation. Oireclor (Post 8704(1). tp 44945:34e-44945:346 

8804040110 Notifies that ulil performing NDE ol piping A pressure vessels as pan ot 
inservice Insp program as stated Indications determined to exceed allowable limits 
per Table IWB-3S1 1-1 evaluated A found accepleble.ResutlS oncl. 

HINTZ.O.C. Wisconsin Public Servico Corp. 88/03/28. Oocumont Control Branch 
(Document Control Desk). 24pp. 44971 322-44971:345. 

6804060013 Forwards Exam Rept 60-305/OL-86-0t ol exam administered during wk of 
880222 

WRIGHT G C Region 3. Ofc ol tho Oireclor. 88/03/30. HlNTZ.D.C Wisconsin Public 
Senrlce Corp. 2pp. 45046 208-45047:059. 

-6804060018 Exam Rept 50-305/OL-B8 01 of oxam admlnisteiod during wk of 
e80222.Exem results all six reactor oporalor A three sonloi tesetor operator candi 
dales passed exams 

BRIGGS.L E.. HOPKINS.J A . LENNARTZ.J.A. Region 3. Ofc ol the Diroclot. 88/03/ 
30 150pp. 45046 270-46047:059. 

8804060430 Forwards Safety Insp Ropt 50-305/88-07 on B803t0-1 1,16-18 A 2l-23.No 
violations noted 

HARRI80N,J J Region 3. Otc ot tho Director. 80/04/01. HINTZ.D C Wisconsin Public 
Service Corp. 2pp. 45072 074-45072.081. 

-8804080444 Insp Ropt 50-305/68-07 on 880310-1 1.15-18 A 21-23 No violations or de- 
ytailon notedMisjor areas inspecied.eddy current exam of sloam generalor tubing A 
utuasonic exam ol generator iransltton girth weld. 

SCHAFKEH.JF., DANIELSON.D.H. Region 3. Ole ol Ihe Director. 88/04/01. 8pp. 
45072.076-45072 081. 

8804130307 Responds lo NRC BuEelln 89-002, "Rapidly Propagating Fatigue Cracks In 
Steam Generalor Tubes.” requiring utH to Imptoment enhanced primary lo secondary 
leak rale monitoring program. 

HINTZ.DC Wiscons'n Public Service Corp 86/04/04. DAVIS.A B. Region 3, Otc ot 
the Direciof. 2pp. 45122:146-45122:147. 

8804120066 Forwards Safely Insp Rapt 60-305/88-09 on 080322-24 No violations 
noted. 

HARRISON. J J. Realon 3. Ofc of the Director. 88/04/05. HINTZ.D C. Wisconsin Publlo 
Service Corp. 2pp 45142.123-45142:127. 



-8004120060 rnsp Ropi 50 30$/06 00 on 660322-24 Ro violations or Oevrations 
noted Major areas irtspected licensee activities re damaged 4160 volt bus & implo- 
ntentaiiort ol commitrnonis to Generic Ltr 83-26. 

NEISt.EnjH. GARONER.RN Region 3, Ole ol the Oiroctor. 8B/04/05 3pp 
4S142;t2S-46l42 127 

8604010266 NRC Info Notlco 88 Olt, "Potential Loss ol Motor Control Cir S/or Switch- 
board Function Due to Faulty T(o Bolls." Sve list encl. 

nOSSI.C.E Division ol Operational Events Assessment (Post 870411). 60/04/07. 
Consolidated Edison Co ol Now York. Inc. 124pp 45406:292-45407.051. 

8804140019 Responds to NRC Bulletin 80 001, "Defects in Westinghouse Circuit Break- 
ers " Breakers subf to bulfelin not appticabte 

HINTZ.OC. Wisconsin Public Service Corp. 88/04/08 Document Control Branch 
(Document Control Desk) ip. 45163:354-45 163354. 

8604060370 NRC Into Notice 80-012, "Overgreasing ol Electric Motor Bearings." Sve 
list end. 

ROSSI.C.E D.vislon ol Opoiotional Events Assessment (Post 870411) BB/04/12. 
Consolidated Edison Co. ol Now York. Inc. t23pp. 45165:028-45105.160. 

B604250I4S Provides addi info re method of Implomonting leakage monitoring 
program,per NRC Bulletin 8B-002.Admlnlslralivo limits will ba Incorporatod Into plant 
procedures which require increased troquoncy ol leak rote doterminaliona. 

HINTZ.D.C. Wisconsin Public Service Corp 80/04/13 DAVIS.A0 Region 3. Ofc of 
the Director 7pp 45237:107-45237:1 13 

6804250275 Fonvards response to NRC 880325 Mr re violations noted In Insp Rept 50- 
305/88 05 Response withheld (rol tOCFR73 21). 

RINTZ.OC. Wisconsin Public Service Corp 88/04/22. Oocumont Control Branch 
(Document Control Desk] Ip. 45251:1 t6-4525t:l 16. 


R. Periodic operating reports & related correspondence 

8804160143 Monthly operating ropI lor Mar l988.W/0B04t 1 Hr. 

RUITER.Q H . HINT40.C Wisconsin Public Service Corp. 80/03/31. 6pp 46163 208 
45183:212 


8. Reportable occurrences, LERs & related correspondence 

8604130113 LER 88 OOt-OOon 860302,roactor trip occurred.Caused by Insulation failure 
on bus bar combined w/accumulatlon ol debris & water. Oamagod section ol bar will 
be replaced & bar vendor lo rocommond corroclivo acllons.W/080404 ltr. 
BEHuMANN.J.W.. HINTZ,D.C Wisconsin Public Sorvico Corp. 80/04/04 6pp. 
45161 001-45151:066 


V. Operator Examinations 

8804060013 Forwards Exam Ri>pl 50-305/OL-68-01 ol oxam odmlnlslered during wk ol 
6B0222 

WRIGHT.G.C. Region 3. Ofc of Iho Oiroctor. 88/03/30. HINTZ.D.C. Wisconsin Public 
Service Corp 2pp. 4$046 268-45047:050 

-8604060018 Exam Ropt 50-305/OL-88-01 ol exam administered during wk of 
880222.Exam fo.su1tS:alf six reactor operator & Ihreo senior reactor operator candr- 
dates passed exams 

8HIGGS.L.E . HOPKINS.J A.. LENNARTZ.J A, Rog-on 3. Ofo ol the Director. 08/03/ 
30 ISOpp 45046:270 45047:059. 


DOCKET 60-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A lira protection plans 

8804140039 Conlitms special insp dales of 880718-22 ostoblishod during 860405 lelcon 
w/K Beadell to roevaluele compliance w/ applicable t0CFR50.App R seclions.Curront 
revs lo Irsied addi Mo roquosted prior to pro-App fl moating. 

HARflISON.J J. Region 3. Ole of the Dirocior. 88/04/07 LARSON.CE Northern 
States Power Co. 3pp. 45147 335-45147 337. 

8804160262 Forwards Rev 6 lo security force training & qualification plan.per 
t0CFR5O.54(p) Rev withheld (rol fOCFR73). 

LARSON.C.E. Northern States Power Co. 80/04/12. Document Control Branch (Docu- 
moni Control Desk) ip 45100:268-45198:260. 


-8804190096 Notice ol consideration of issuance of amend to License OPfl-42 S DPR- 
80 Amend Changes surveillance lest frequency ol turbine stop valves in Tech Specs 
VIRQILIO.M J. Projocl Direclorale 111-3 88/04/05. 5pp. 45158 291-45158 295 

8804080088 Generic Ltr 88-07 (o power reactor licensees S applicants re modified en- 
iorcemont policy concerning i0CFR50.49. "Environ Qualification ol Eleclncal Equip- 
ment Important to Salety (or Nuclear Power Plants." Sve list encl. 

MinAQLlA.F.J. Associate Dirocior lor Projocis (Post 870411) 80/04/07 Consolidated 
Edison Co. ol New York. Inc. 49pp 45l64:237-45te4;285 

8804280101 Forwards Amends 82 S 76 to Licenses OPR-42 & OPn-60. respectively S 
safely evaluation Amends change Tech Specs 6. 1-2.6. i.O S 8.6.G re adminlsirat-ve 
requiremonts.per util 870814.27 S 880104 & 0210 applications 
DILANNI.D.C Project Directorale III-1. 88/04/18. MUSOLF.O.M. Nofthorn Stales 
Power Co 3pp 45262:296 45262:309 

-8804260129 Amends 82 & 75 lo Licenses DPn-42 & OPR 60 .respectively, revising 
Tech Specs in rosponso lo 870814 appllcallon suppi by 870627,860104 & 0210 Mrs 
VinGILlO.M.J. Projocl Direclorale IH-I. 06/04/18. Bpp 45262:299-45262.306 

-8804280168 Safety evaluation supporting Amends 82 & 76 lo Licenses DPR-42 & 
DPR-80.re8peclively. 

' Olheo of Nuclear Reactor flegu'ation. O-rector (PosI 870411). 88/04/16 3pp 
45262307-45282:309. 


Q. fnapecllon reports, IE Builellns & correspondence 

6803210090 Suppi 1 lo NRC Info Notice 07-044, "Thimble Tube Thinning In Westing- 
house Reactors." Sve list oncl 

ROSSI.C.E. Division ol Oporational Evonts Assessment (Post 670411). 88/03/26. 
Consolidated Edison Co ol Now York, inc 121pp 44996:126-44995 246 

BB032202S6 NRC Into Notice 68-010. "Mails Licenseas Lack ol Mgi Controls Over Li- 
censed Programs " Sve LSI encl 

CUNNINGHAM.R.E Division ol Industrial & Medical Nuclear Safety (Post 870729). 86/ 
03/26 Consol dated Edison Co. ot New York. Inc. 108pp 44995:247-44995:353 

8804010266 Informs of plan to cancel Kewaunee mid-SALP team insp.due to licensee 
continued excellent performance in all areas. Raglon III Intent Is to lollow cere program 
al all plants in region. 

OAViS.A B. Region 3. Ole ol the OIreclor 68/03/28 MURLEY.T E. Ollico ol Nuclear 
Reactor Rogulaiion. Director (Post 870411) ip 44945:346-44945:346. 

6804150374 Responds to NRC Compliance Bulletin 88-003, "Inadequate Latch Engage- 
monI In UFA Type Latching Relays MIg by OE ” Subj laiching relays not used in Class 
IE SVC at plan! 

LARSON.C E. Northern Slates Power Co. 88/04/06. Document Control Branch (Docu- 
ment Control Desk). 2pp. 46l38:l01-45138:t82. 

8804010266 NRC Inlo Notice 88-01 1 , "Poieniml Loss ol Motor Control Ctr &/or Sw/lch- 
board Function Due to Faulty Tie Bolls." Sve list oncl. 

ROSSI.C.E. Division ol Opatallonal Events Assassmani (Post 670411) 88/04/07. 
ConsoLdalod Edison Co of Now York. Inc. 124pp 45406:292-45407.051. 

8804140039 Confirms special Insp dates ol 880718-22 established during 680405 tolcon 
w/K Beadell to reovaluate compliance w/ applicable l0CPR50.App R sections Current 
revs to listed addi Inlo requested prior lo pre-App R meeting. 

HARniSON.J.J. Region j. Olo ol the Director. 88/04/07. LARSON.CE. Northern 
Slates Power Co. 3pp. 46147;335-46147;337 

BB04200S54 Provides linal response lo IE Bulletin 85-003, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Duo to Improper Switch Settings." 
Program implemented to ensure valve operator switch oporational readiness 
LARSON.C. E. Northern Stales Power Co. 88/04/08. Ollice ol Nuclear Reactor Regu- 
lation. Oiroctor (Post 87041 1 ). 9pp 45219 039-45219.047. 

8804060370 NRC Inlo Notice 86-012. "Overgreasing ot Electric Motor Bearings." Sve 
list oncl. 

ROSSI.CE. Diylsron ol Operational Events Assessment (Posi B704I1) 88/04/12. 
Consokdalod Edison Co. of Now York. Inc. 123pp. 45165:028-45165:150. 

8804210327 Forwards proprietary WCAP-11787 & nonproprietary WCAP-I17BB. "Pre'ile 
Island Units t & 2 cvs'uaiion (or Tube Vibration Induced Fatigue," in response to 
NRC Compliance Bu'loFn 88-002 & 660325 application lo withhold propriolary Inlo 
LARSON.C.E. Norlhorn States Power Co. 88/04/ 1 2. Document Control Branch (Oocu- 
mont Control Desk). 3pp 45194:001-45194.-160. 


8804IB02S8 Fonwards Rev 18 lo security pl8n.por l0CFn50.54(p).Rev withheld (rel 
10CFR73). 

LARSON.C.E. Northern Slates Power Co. 88/04/12. Oll<ce o( Nuclear Reactor Regu- 
falton. Director (Post 3704 1 1) Ip 45108 263 46198:263. 

8804180261 Forwards Rev 2 to safeguards contingency plan.per tOCFR50.54(p).Rev 
withheld (ref 10CFR73) 

LARSON.C.E. Northern Stales Power Co. 86/04/12. Oltice ol Nuclear Reactor Regu- 
lation. Director (Post B70411) tp 45195:337-45195:337. 

8804270274 Ack receipt of 680325 Ur re plant emergency plan exercise schadulod for 
880622 Exorcise scope & oblectives acceptable. 

SHAFER.W D. Region 3. Ole ol the Director. 80/04/19 LARSON.CE. Nonhern 
Stales Power Co. fp. 45242:360-45242:360. 


P. Operating license stage documents A oorreepondenco 

8803240428 Generic Lti 88-06 lo all power reactor licensees & applicants re removal ol 
organiiation charts from Tech Spec admtnistrallvo control requirements. Sve list oncl. 
MiRAQLlA.F.j. Associate Oiroctor (or Projects (Post 67041 1). 88/03/22. Consolidated 
Edison Co. of New York. Inc 47pp. 44972:107-44972:163. 

8804190083 Forwards notice of considerallon ol Issuance ol amends lo Licenses OPR- 
42 & DPR-60 & opportunity (or hearing concerning 870928 application. 

DilANNl.O-C- Project Directorate tll-3. 88/04/06. MUSOLF.DM Northern Stales 
Power Co 3pp. 46158:288-45158 296. 


-8804210384 Requests that propriolary WCAP-lt787. "Prairie Island Units I & 2 Eval- 
uation lor Tube Vibration Induced Fatigue." bo withheld Irom public d-sclosuro (rel 
10CFR2 700(b)(1)). 

WlESEMAm.RA. Wosunghousa Elacfrtc Corp. BB/03/26. MURLEY.T. Oltice ol Nu- 
clear Reactor Regulation, Direclor (Post 870411). 10pp. 45194:004-45194:013. 

-8804210302 "Prairie Island Units 1 & 2 Evaluation lor Tube Vibration Induced Fa- 
tigue." 

C33NNORS.H J.. FRICK.T.M.. HAIL.J.M Wostinghouse Eteciric Corp. WCAP-11788 
88/03/31. 210pp. 45194 014-45194:160 


R. Periodic operating reports & releled correspondence 

8804160133 Monthly opareiing repis tor Mar )9BaW/8804t t ltr 
DUQSTAD.O.. MUSOLF.D. Nofthorn States Power Co 88/03/31 9pp 45163:111- 
45153:119. 


V, Operator Examinallona 

8803300243 Informs of rev lo commllmeni made several yrs ago re training ol licensed 
operators In response to Generic Lir B7-07.Fecility lo conduct operator training In 
future in accordance w/accrediled program. 

MUSOLF.D, Northern Sletes Power Co 88/03/21. Olfice of Nuclear Reactor Regula- 
tion. Director (Post 87041 1). ip. 44679:139-44979:139 


80 DOCKETED ITEMS 


6804 1 10054 Inlofms lhal oporator & senior oporaloi IcenS'n^ oxams scheduled >or wks 
01 68071 1 & tS nequosts properly bound & indexed rel rratl al least 60 days prior to 
exam date.W/ slated ends 

WflIGHT.GC neg oii 3. Ole ol me Direcloi 88/04/06 LAHSON.CE Nonhem Siaies 
PovferCo lOpp 45tS9 310 4SI2Q3t9 

88041 S03S2 In'orms ot rev lo shill lechmcal adv.sor (ST A) iraong progiem orig-nally 
provided to Nnc .n u!il 810130 lir.Hov duo lo corrpteiion ol STA task iist lor accredit- 
ed ST A program 

.\it>SOLF.D Norjnern Stales Power CO 08/04/00 Oocuroenj Control Branch (Oocu- 
■nent Control Dos k) ip 45130 205 45138 205 

8804250080 Responds to FOIA requosi lot mlo to scores ol roacior oporaiots & senior 
leacio' oporators Forwards tequa'ikcaiion exam summary source sheois isied in onU 
epp w/porsonal privacy inlo doloied 

GfllMSlEY.DH Division ol Rules & Records (Post 670413). 08/04/19 BOLEY.K 
Pub'.c CCizert'8 Cniical Vass Energy Project. 2pp 45213 003-45213 095 

-8804250167 Package ot NRC adrninisterod roquaiilicat on exam results summary. 

• NRC - No Oaiai ed AWielion Given 67/07/20 86pp 45213 007-45213 095 


DOCKET S0<309 MAINE YANKEE ATOMIC POWER PLANT 


F. Securlly, medical, emergency A lire proCecKon plena 

8804010118 Rev 3 to Ernorgency Plan Implement ng Procedure 2 50 23. "Emergency 
Preparedness Exercises 8 Orfis.'* 

BOULETTE.ET Mame Yankee Atomic Power Co 88/03/25 I6pp 44999 020- 
44993043 

8804130160 Forwards Insp Repl 50 309/69-03 on 860204-0316 No violations noted 
W((3G!NS.J.T. Regorx 1 , Ole ol the Director. 88/04/06 HANDAZZA.J 8 Maine 
Yankee Ato-m c Power Co 3pp. 45151.035-45151 040 

-6804130153 Insp Rept 50-309/88-03 on B6O204-O316 No vio'aliot^s noted Major 
areas inspoclod lol'owup on pievious Insp lindnos. liconsoe event 
lol'owup.cpcrational safety veriflcaiion. mainl.survoiiis'ico.physical security & radiation 
roicclion. 

RIPP.LE fteg.on I. Ofcolthe Chroctor 38/04/05 Dpp 45151 038 45151 048 

8804210232 Forwards changes to emergency plan as a resu>l ol State of MN onacled 
log slaiion which changed oounefory ol EP2 to co.nc<do w/pol leal boundaries 
WHITTIER.QD Ma.no Yankee Atom’c Power Co. 88/04/11 RUSSELl.W T Reg on 1. 
Ole 0 H^e Oirecior 4epp 45193 031-45193 070 

BB04260320 Forwards Physical Security insp Rept 60-309/83 05 on 880314-16. No vio- 
laliot^s notod 

BELLAMY.nn. Region I. Ole ol the Director BB/04/t3 RANDAZZA.JB Mane 
Yankee Atornic Power Co 2pp 45248 033-45248 038 

-8B042S0329 Parlaily withheld Physical Security Insp Rept 50-309/63 05 on 8803l4.t6 
(ref tOCFR73 2l)No violations noied.Majo' areas Inspected. followup on lindings ol 
rcguiaioiy elloclivenoss review conducted on 670608-12 

BAIIRY.B J, LANCASTER.W K . KGIMIG.RR Region 1. OJe ol Iho O.recloi 68/04/ 
1 1 4pp, 45248035 45248038 


1. Financial Inlotmatlon 

8804 160274 Forwards 1687 annual hnanclai rop) lot Main Yankee Alom;c Power Co.per 
I0CFH50 71(b) Original rept on li'o w/ Securities 8 Exchange Commission. 
WHITTIER.G D. Maine Yankee Atomic Power Co. 68/04/07. Document Control 
Branch (Document Control Desk) 62pp 45138 220-45138 282 


P. OperalIng license stage documents & correspondence 

8603240428 Generic Ltr 83 06 to ell power reactor Hconsees & applicants ro removal ol 
organization charts Irom Tech Spec adminisliaiive control tequiremonls Sve list end. 
MiHAGLlA,F.j. Assoc-eie Oiieclor lor Projects (Post 670411) 88/03/22. Consolidalod 
Edison Co ol New York. Inc. 47pp. 44972 107-44972.153 

8603310253 Appl-caton tor amend lo License DPR-36.incroaslng max nominal (uoi on- 
iichn'.anl (torn 3 5% to 3.7% U*235 Feo paid 

HANOAZZA.J B. Maine Yankee Alomic Power Co 88/03/24 OINce ol Nucloar Ftoac- 
tor Regulation, Oireclor (Post B7041i). 7pp. 44096 008 44996 077 

-8804060178 Proposed Tech Specs.lncreas.ng max nominal luel onrichmoni from 3.5% 
lo 3 7% U-235 

‘ Ma ne Yankee Atomic Power Co 88/03/28 2pp 44936013 44998 014 

-8803310254 "Cnlicaiity Analysis ol Maine Yankee Spent Fuel Pool 8 Now Fuel Vault " 
NAPOLITANO.D.G. AOLI.OG . CaCCIAPOUTI.R Yankee Atomic F.lochic Co 00/02/ 
29 Sipp, 44996 015-44996077. 

6604080088 Genoric Ltr 88-07 lo power reactor licenseos A applicants re modilied on- 
(orcemenl po'icy concerning t0CFR50 49. "Environ Quaiihcaiiot) ol Electrical Equip- 
ment Impodant to Salety lor Nuclear Power Plants." Sve hsi unci 
MIRAGLIA,F J Associate Director lor Ptolecis (Post 870411) BB/04/07. Consol dated 
Edison Co. ot New York. Inc. 49pp. 4SI04 237-45184 285. 

8804 130303 AdvlBOS that Slaio ol ME has no obiechon to Proposed Change 137 to 
Tech Spoc 5 2. 

SCHELl.R J. Maino, State ol. 88/04/07. Document Control Branch (Documont Con- 
IroIDesk). Ip 46154 071 451 54 07 1 

8804200192 Inlorms that State oi ME has no objections lo uhl Proposed Change 13B lo 
Tech Spec 1.3 lo Increase max nominal luel enrichment to 3.7% U-235.pof 
IOCFn50B1{b) 

SCHELL.R J. Maine. Slate of 88/04/07. Document Conircl Branch (Document Con- 
trol Desk) ip. 45177.194-45177:194. 

8804190338 Discusses Rev 3 to Reg Guide 1.97, which recommends that Category 2 
Inslmmentaiion be Installed Previous commitment amended lo propose use of exist- 
ing alternate instrumentation to provide into On component coolirra water How. 
WHITTIEH.G-0- Maine Yankee Atomic Power Co 68/04/OB. WKSmAN.R.JI. Ptoiecl 
□.lectoiate 1-3. 4pp, 45216:342-45216:345. 


8804210010 Forwards YAEC-1363. "CASMO 3G Validat:o.n " Rept entitled • Simulate 3 
Valdaiion S Verilieat on" wll be submitted by 080701 Schoduto lor submission ol 
plani-spec-hc ropts ro Sub) repts staled Fee paid 

PAPANiC.G Yankee Atomic Electric Co 80/04/11 OocumeiU Conircl Branch (Oocu- 
ir-rtni Conltol Desk) 2pp 452IR074 45216 174 


Q Inspection reports. IE Bulletins A correspondence 


8804010270 Ack icceipi ot 860212 Hr informing NRC of slops taken lo corroci violations 
noted in Insp Rept 50-309/07-12. 

DURR.JP. Region i. OJe ol the D.rocloi 80/03/24 RANDAZZA.J B Mane Yankee 
Alom c Power Co Ip 46058 104 45058:105. 

8803210090 Supp! 1 to NRC Into Notice 87-044. "Thimble Tube Th nning in Westing 
house Reactors." Sve list end. 

nOSSl.CE Division ol Operational Evonis Assessment (Post 870411) 88/03/28 
Conso'idaled Edison Co oi New York. Inc. i2lpp 44095:126 44995 246. 


8803220296 NRC Info Not-ce 86-010. "Malls Licensees Lack ol Mgl Comrofs Over li- 
censed Programs " Svc list enci 

CUNNINGHAM.H £ Divis'on ol Industrial A Medical Nucloar Safety (Post B70729) 80/ 
03/28. Consolidated Ed-son Co ol New York. Inc 108pp. 44995.247-44995 353. 

3304060109 Forwards Exam Repl 6O-309/08-02(OL] to exam adm rristerod on 880211 
GAILO.R M. Region 1. Ole ol the Oireclor. 08/03/28. RANDAZZA.J.8 Mane Yankee 
Alomic Po'wer Co. 2pp 45045:245-45045 324 

-8804060116 Exam Repl 50-309/88 02(OL) adminIsUed on 800211 Exorn tosultor^e 
sen or reactor operator passed 

NOHRIS.B.S. ESElGHOTH.P W Region 1. Otc of iho Oireclor 89/03/23 7epp 
45045 247-45045 324 

8804110278 Forwards ' Thermal Shield Status Rept ' Rapt concludes that positioning of 
thermal shield has not changed signil canliy liom repair work performed in 1 084 Next 
reactor vessel Insctvice Insp will be scheduled for 1 090 insiead of 1 902 
WHiniER.G.D Maine Yankee Atomic Power Co. 88/04/05 WESSMAN.R.H Project 
Diiectorato 1-3 2pp 45 f 20 104-45120 229 

-8604110280 ‘Thermal Shield Status Repl." 

' Maine Yankee Atomic Power Co 88/03/31 34pp 45126 196-45128 229. 

3804130160 Forwards Insp Rept 50-309/08 03 on 880204-0316 No violations noted. 
WIQGINS.J T, Region 1. Ole ol the Diioclor. 08/04/06 RANDAZZA.J 8, Mono 
Yankee Alomic Power Co 3pp 45151.035. 45151 046 

-0004130163 lr\sp Pool 50-309/66-03 on 860204-D318.No violations noied Major 
areas Inspocied.loi-owup on previous insp lindings. Ilconson event 
lollowup.opeiai'onal salety venhcation, maint.surveillanco.physTcal security & radiakO-'i 
rolection 

HIPP.L F. Region i, Ofc of the 0-rocior. 06/04/05 gpp 45151 038-45151 046 

8804010266 NRC Into Notice 06-011. ' Potonlial Loss ol Motoi Control Ctr A/oi Swilch. 
board Function Due to Faulty Tie BoMs." Svc list end. 

ROSSI.C.E Division ol OperaHonal Events Assessment (Post 870411) 88/04/07 
Consolidated Edison Co. ol New York, Inc. 124pp. 45406.292-45407:051. 

6804060370 NRC Into Notice 88-012. "Oveigieasing ol Eleclnc Motor Bearings " Svc 
list end. 

ROSSI.C.E, O.vislon ol OperaHonal Events Assessment (Post 670411). 68/04/12 
Conso'idated Edison Co. of New York, Inc t23pp. 45165:020-45165:150 

6304260320 Forwards Phys cal Security Insp Rept 60-309/83 05 on 600314-16. No vio- 
lations noted 

BELLAMY.RR Region 1. Ofc of iho Director. 88/04/13, RANDAZZA.J 8 Maine 
Yankee Atomic Power Co 2pp. 46248.033-45248.038. 

-8804260329 Parlietly withheld Physical Security Insp Rept 60-309/88-05 on 880314-16 
(rel 10CFR73 2l).No violations noted. Major areas inspecled.loMowup on lindings el 
regulatory effectiveness loviow conducted on R 70608 -12. 

BAIlEY.n J.. UNCASTER.WK. KElMlG.fl.R Region t. Otc of Iho Oireclor. 80/04/ 
1 1 4pp. 45248.035-45246 038. 


R. Periodic operating reports & related correspondence 


68041601 1 1 Monthly opotaling rapt tor Mar 1 980.W/680408 Hr. 

RIVARD.OA . WHITTIER.G O, Maine Yankee Alomic Power Co 88/03/31 6pp 
45153 243 45153:240 


8. Reportable occurrences, LERs & related correspondence 


8604270250 LER 88 033 00 on S8032l,d.8covered lhal vol conuol lank oulol isolation 
molor-oporaied valve CH-M-87 may not have closed fully during design bas-s 
accidcni.Causcd by less conservative swilch sellings Sellings reset W/680421 Hr 
MCALLIST£R.S,A . WHITTIER.G.O. Maine Yankee Atomic Power Co. 00/04/20 3pp 
4526 1;065 45261:067. 


V. Operator Examinations 


8804060109 Forwards Exam Repl 60-309/88 02(01) re exam administered on 880211. 
GALLO.R.M. Region 1, Ofc of iho Director. 88/03/28. RAN0AZZA,J-6 Meino Ysnkeo 
Alomio Power Co. 2pp. 45046:245-45045:324. 

-8804060118 Exam Repl 50-309/88-02(01) adminlslred on 6802 11 .Exam rosulLone 
senior reactor operator passed 

NOnRIS,B S . ESELGROTH.P.W. Region 1. Ofc ol the DItociot. 88/03/23. 7Bpp 
46045;247-4 5046:324. 
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DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

0803300210 Forwards Onsign Memo S-C-M200'NOM-0610-0 & results ol review by (Ire 
area & Include alleciod cables & shutdown equipment es well as alternate shutdown 
oplrons.fn response to Unresolved Horn 50-311/07-29 00 re App R contphanco. 
MiLTENeERGER.S Public Service Electric A Gas Co ol flew Jersey 08/03/ ta Ooc- 
umoni Control Branch (OocumenI Conirol Desk) 3pp 44945:1 15-4<tg4S.106. 

-8803300216 "Appond-x R/Broakor Coordination as-Found Review <Pre-Aud,l 1937)." 
ADAMS.M. Pobnc Service Electric & Gas Co. ol Now Jersey. S C-M2OO-NOM O01O-O 
83/02/ 18 79pp. 44945 118-44945 196 

8803310033 EN-85-025 on eB0329.nolico ol violation & proposed imposition of civil pen- 
alty in amount ol $50,000 w,ll bo Issued Action based on several examples of lailure 
to satisfy fire nrolection requirements. 

WONG.II, LIEBEflMAN.J Ofc ol Enlorcomont (Post 8/0413) 8B/03/24 ip 

44953 242-44053 243 

8804040036 Forwords Safety Insp fiopts 50 272/88 05.50 31 1/06-05 60 354/08-02 on 
860 125 -29. No violations or deviations noted. 

BElLAMY.n R fleg on 1, Ofc ol Iho Direcior 88/03/24 MCNEILL.C A Public Service 
Electric & Gas Co ol Now Jorsey 2pp 45031.305-45031 3l3 

-8804040042 Insp flepis 60-272/88 05.50-311/88 05 a 50 354/08 02 on 880125- 
29 No vlolations.dovlatlona or unresolved items noted Maior areas 
Inspected. omorgoncy preparedness program conducted on 680125-29. 

AMATO.C G Region 1. Ole ol the Ouoctor 88/03/11 7pp 46031:307-45031:313 

8804050326 Forwards SALP Board Ropls 60-272/86-99 & 50-311/66-99 during Oct 
1986 - Dec 1987 & Rept 50 354/86-99 on 801201-8801 16 

RUSSELL.W.T Region 1. Ole ot the D.rocior. 80/03/29. MILTENBERGEH.S. Pubhe 
Servico Electric a Gas Co. of New Jorsoy. 2pp. 45033:262-4S034:034. 

-8804080022 SALP Repis 60 272/06-00 a 50-31 1/66-99 lor Ocl 1986 - Doc 1987. 

* Region 1. Ole ol Ihe Oitoclor 88/02/05 69pp 45033:327-45034 034. 

8804120432 Discusses Insp Rept 50-311/87-20 on 870914-18 a 1215-16 a forwards 
nonce ot violation a proposed imposition ol ciwl penally in amount ol $50.000.lnsp 
Included review of compliance w/lire protection roquiremenis. 

RUSSELL.W.T Region l. Ole of the Direcior. 88/03/29 MILTENBERQER.S. Public 
Service Electric & Gas Co ol Now Jersey. 4pp. 45101:077-45101:004. 

-8804120438 Nolico ol violation a proposed Imposition ot civil penalty In amounl ol 
$50.000 Violations nolod insiencos existed al unit where cables A equ pmoni located 
within same lire area outside ol primary conlalnment not provided 
RUSSELL.W.T. Region I. Ole ol Iho Direcior 80/03/29 4pp, 45101.081-45101:084. 

8804060111 Forwards Enlorcomont Conference Rapt 50-311/87-29 on 880212 re llnd- 
ings in Insp Rept 60*31 1/87-29, 

JOHNSTON.W.V Region 1. Olo ol the Director 88/03/31, MCNEILL.C A, Public Serv- 
ice Electric A Gas Co. of Now Jersey. 2pp. 45100:1 12-45100:162. 

-88040B0113 Enlorcomenl Conference Ropt 60-31 1/67*29 on 880212. Violations 
/>ofod Major areas discussed Irwp Ropl 60-3 (1/07*29 re safe ahutdown In event of 
lire. 

KRASOPOULOS.A. Region 1. Ole ot tho Direcior. 88/03/23 22pp. 45100:114* 
45100:162. 


P. Operating license stage documents A correspondence 


8803240426 Generic Lir 88-06 lo all power roeclor licensees A applicants to removal ol 
organization chans from Tech Spoc adminisiralive control reQuframems.Svc list end. 
MIRAOLIA.F J. Associate Direcior for Protocls (Post 870411). 68/03/22 Consolidated 
Edison Co. ol New York. Inc 47pp 44972:107-44972:153 

8804040100 Requests safely Issues mgl sys printout lo assist In maintaining current 
data base ol outstanding solely Issues in egroemenl w/NRC Inlo will assist In Idenlily- 
Ing open issues a will facilitate rapid responses to inquiries. 

MiLTENBERGEfl.S. Public Service Eleclric a Gaa Co. ol Now Jersey. 88/03/25. Ooc* 
ument Conirol Branch (Oocumeni Control Desk). 2pp. 4497l:201*4497l:202. 

8804080088 Generic Ltr 88 07 to power reactor licensees A applicants re oiodlllad en- 
forcement policy concoming 10CFR50.49. "Environ Qualification ol Electrical Equip- 
ment Important to Safely for Nuclear Power Plants." Sve lisl end. 

MIRAQLIA.F.J. Associate O,reclor lor Projocis (Post 870411). 88/04/07. Consolidated 
Edison Co. of Now York, Inc 40pp. 45164 237-45164:285. 


Q. Inspection reports, IE Bulletins & correspondence 

8802260380 Forwards Safety Insp Hepts 50-272/88 04 A 50-311/88-04 on 871221 A 
notice ol viotatlon. 

MARTIN.T.T Rogion 1. Olo ol the Direcior. 88/02/22. MCNEILL, C.A. Public Service 
Electric A Cas Co ot New Jorsoy. 3pp. 44482:354-44482:359. 

8803300210 Forwards Design Memo 8 C M200-NDM-0610 0 A results ol review by (Ire 
area A Include allacled cables A shutdown equipment as wall as alternale shutdown 
optlons.ln ro^onse to Uniesolvad Item 50 31 1/87-20-08 re App R compliance. 
MILTENBERGEB.S. Public Service Electric A Gaa Co. ol New Jersey. 88/03/18. Doc- 
ument Conirol Branch (Document Control Dask). 3pp 44946:1 16-44945.196. 

-08033002(5 "Appendix R/Breakar Coordination as*Found Review (Pra-Audil 1987)." 
ADAMS.M. Public Service Electric A Gas Co. of New Jersey. S-C-M200-NDM 06IO O. 
88/02/10 79pp. 44945:116-44946:196 

8803300046 Responds 10 NRC B80222 Hr re violations noted in Insp Repts 50-272/88* 
04 A 50-31 1/88-04. Corrective actions tadwaste ahipment procedure revised to more 
clearly define ^ecific survey locations lo be used when surveying buck cab. 
MILTcNBERQER.S. Public Service Electric A Gas Co. ol New Jersey. 68/03/22. Doc- 
ument Control Branch (Document Control Desk). 3pp. 44946:286.44945 289 


6803310033 EN-85-025.on 080320.notico ol violation A propesad Imposition ol civil pen- 
ally In amount ol $50,000 wiii bo issued Action based on several exempios ol failure 
to salisiy lire protection requ romenis. 

WONG.H., lIFSERMAN.J Ofc ot Enlorcemont (Post 870413). 88/03/24 Ip 
44953 242 44953 243 

8804040007 Ack receipt of 880226 Ur informing NRC ol slops taken to correct vio'alions 
noted in Insp Ropt 50 31 1/B7.30 Actions will be oxemined during luture msp 
DURR.J.P. Region 1. Ole ol the Director 80/03/24 MCNEILL.C. A. Public Service 
Eleclric A Gas Lk) ol New Jorsey. Ip 45010.106-45010.200. 

8804040036 Forwards Safety Insp Repts 50-272/88 05.50 311/68 05 50 354/88-02 on 
0601 25-20 No violations or doviailons nolod 

BELLAMY.R H Region 1. Ole ot the Director 88/03/24 MCNEILL.C A. Public Service 
Electric A Gas Co ot Now Jersey. 2pp. 45031. 305-45031:313. 

-8804040042 Insp Repts 50 272/08 05.50-311/08-05 A 50-354/88 02 on 000125- 
29.No violaWons.rJovialrons or unrosolvod iioma noied.Mafir areas 
Inspected emergency ptMaredness program conducted on 880125-29 
AMATO.CG. LAZARUS.WJ Rogion 1. Ofc ol iho Director. 88/03/11. 7pp, 
45031:307 45031:313. 

8604010160 Prov.dos response to concerns raised in Insp Repts 50-272/07-37 A SC- 
SI l/87-37.per 880125 request Corrective action data collect-on ol in I no monitor vs 
lab rasulle was implemented 880115. 

MiLTENBERGEfl.S. Pubi c Service Electric A Gas Co ot New Jorsey. 83/03/25. Ooc- 
umeni Control Branch (Oocumeni Control Desk). 4pp. 4S020:005-4S020.008. 

8804010184 Requests exlonsion of submilial date unl.l 880429 lor supplemental ro- 
sponse lo NRC Compliance Bulletin 67-002 due lo delay in receipt ot lest results. 
MILTENBERGEB.S. Pub'ic Servico Electric A Gas Co. of Now Jersey 88/03/25 
RUSSELL.W.T. Region 1. Ole ol iho Director 2pp 45020 009 45020010 

8603210090 Suppi 1 lo NRC Inlo Notice 87-044, "Thimble Tube Thinning in Westing- 
house Reactors." Sve list encl. 

ROSSI.C.E. Division Ol Operational Events Assessment (Post 870411) 88/03/28. 
Consolidated Edison Co Ol New York. Inc. i2lpp 44995 126-44995 246 

0803220296 NRC Inlo Notice 68-010. "Malls liC8nsee8:Lack ol Mgl Controls Over Li- 
censed Programs." Sve l-si oncl. 

CUNNING1IAM.R E Division ol Industrial A Medical Nucloar Saloly (Post 070729). 88/ 
03/28 Consolidalod Edison Co ot New York. Inc I08pp 44995:247-44095 353 

8604060328 Forwards SALP Board Repts 50-272/00-99 A 50-311/86-90 during Oci 
1968 • Dec 1907 A Hop! 50-354/66 99 on 861201-080115 

RUSSELL.W.T. Rogion 1. Ole ol Iho O reclor 68/03/29 MILTEN8ERGER.S Publ-c 
Service Electric A Gas Co ol New Jersey 2pp. 45033:262-45034 034 

-8B04080022 SALP Ropls 50 272/06-09 A 50-311/86-99 lor Ocl 1986 Dec 1987 
• Region 1. Olc of tho Direcior. 88/02/05. 60pp, 45033 327 45034 034 

8804120432 Discusses Insp Ropt 50-311/87-29 on 870914*18 A 1215-18 & forwards 
notice ol violallon A proposed imposli'On ol civil ponalty irt amount ol $50.000. Insp 
Included review ol compliance w/l:ro prolecHon foqu'romenis. 

RUSSELL.W.T. Rogion 1. Olc of tho Oliecior 88/03/29 MILTENBERGER.8 Publ-c 
Service Eleclric A Gas Co 01 Now Jersay. 4pp 45101:077-45101:004. 

-8604120438 Notice of violation A proposed Imposilion ol civil ponalty in amount ol 
$50 ,000. Violations noted Insioncos oxisted al unit where cab'es A equipment located 
within same lira area outside ol primary conlalnmonl not provided 
RUSSELL.W.T. Region 1, Olc ol the Director. 68/03/29 4pp. 45101:001-45101.084 

8804070316 Responds lo NRC Bulletin 66 001 re delects in Weslinghouse OS/DSL c r- 
cult breakers Plants do not utilizo subi circuit broakars. 

MILTENBERGER.S. Pub'lo Service Electric A Oas Co of Now Jersay. 08/03/31. Doc- 
ument Conirol Branch (Oocumont Control Desk). 3pp. 45075:214 45075:216. 

8804080111 Forwards Enlorcemont Conference Ropt 50-311/87-20 on 880212 re lind- 
Ings In Insp Rapt 50-31 1/87.29. 

JCShnSTONW V. Rogion 1. Ofc ol the Direcior 68/03/31. MCNEILL.C A Public Serv 
Ice Electric & Gas Co. ol New Jersey. 2pp. 45100:1 12-45100:162 

—6804080113 Enforcement Conference Rept 50-311/87-29 on 860212. Vio'alions 
noted Malot areas dl6cussad:ln$p Rapt 50-311/67-20 re sale shutdown in event ol 
fire. 

KRASOPOULOS.A. Reg on I. Olc ol the Direcior. 88/03/23 22pp. 45100:114- 
46(00:162 

8804130007 Nolillceiion el Licensee Meeting 66 051 on 680414 w/ulil in Hancocks 
Bridge.NJ lo discuss SALP. 

SWETLANO.P. Region 1. Olc ol Ihe Direcior. 68/03/31. Region 1. Ofc of the Oireciot 
2pp. 46099.3t2-46099:3l3. 

8804010366 NRC Inlo Notice 88-011. "Polanllal Loss ol Motor Conirol Cir A/or Switch- 
board Function Due to Faulty Tie Solis." Sve list encl. 

ROSSI.C.E. Division ol Opaiaiional Events Assessment (Post 870411) 86/04/07. 
Consolidalod Edison Co. of Now York, Inc. 124pp. 45406:292*46407.051. 

6804130040 Forwards request lor addl Inlo re util 860527 response lo IF. Bulletin 85- 
003, "Motor-Operated Valve Switch Settings " Response requasled wittiin 30 days 
WENZINQEB.E.C. Region 1, Ofc ol Ihe Direcior. 86/04/07. MILTENBERGER.S 
Publlo Service Electric A Gas Co. ol New Jersey. 7pp. 46135:350-45135.356 

8804088370 NRC Info Notice 86-012, "Overgreaslng ol Electric Motor Bearings." Sve 
lisl end. 

ROSSI.CXE. Division ol Operational Events Assessment fPosI 670411), 66/04/12. 
Consolidated Edison Co. of New York, Inc 123pp. 45165.028-46165:160. 


R. Periodic operating reports A related correspondence 


88041 10008 "NPDES Discharge Monllorina Repl for Feb 1988." 

TREJO.J. Public Service Eleclric A Gas Co. ot New Jersey 88/02/29. CaPORALE.Q 
New Jersey, Slate of 26pp 45072 204-45072 31 9 


82 DOCKETED ITEMS 


8604190044 M.onih'y oporaMhg lepi fof Mar 1968 W/8B04n lit. 

WHITE.P.. RONAFaLVY.J . 2UPKO.J M Puh'ic Seivxe Elecinc S Gaa Co ol New 
Jetaay eB/03f3l. lOpp 45208.^4^45^C8^56 


S. Reportable occurrencea, LERs & related correapondence 

0804060053 Soecial RepI 68 3:on 88030B.hourly roving hie wsicb nol comploied lor 
eiavaiion swiichgear room Caused by personnel error Individual involved removod 
Irom Site A employment lormmaied by contractor hrm 

ZUPKO.J.M. Public Sorv CO Elec'jic & Gas Co ot New Jersey 86/03/29 Oocumom 
Coniiol Branch (Oocumeni Control Desk) 3pp. 4D034 185 4S0 j4:187 


V. Operator ExaminatJane 

8804050326 FoivrarOs SALP Board Repis 50 272/e8-99 & 50 311/86 99 djnng Ocl 
1666 • Dec 1987 & Rept 50-354/66 99 on 861201-660115 
BUSSELL.W T. Region i. Ole of tha D.rectoi. 88/03/29 MILTENBERGEH.S Publ-c 
Service Etecinc & Gas Co of New Jersey epp 45033 262-45034 034 

-8804080032 SALP RopIS 50-272/86 99 & 50 31 1/86 99 for Ocl 1966 ■ Oec 1937 
' Region I. Ole ol Iho Qiecior. 88/02/05. 69pp <5033 327-45034:034. 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATION 


F. Securlly, medical, einergencY & lire prolecllon plans 

8804040123 Forwards Insp RopI 50 312/68 09 on 860307-08 No vio'alions noted. 
WENSLAWSKI.F Region 5. Ole ol the Director 88/03/17 aNDOGNiNI.C Sacramen- 
to Wuniopal Ulility Ois'rtct 2pp. 44970 239 44870 243 

-8804040125 Insp Rept 50-312/88 09 on 880307-08 No vicial-ons noted Major a'oas 
tnspcclod emDrgency preparedness program & (ollowup on open Items Insp Pioceduro 
92701 covered 

PREMOERGAST.K Region 6. Ofc of tho D-rocior. 88/03/15. 3pp 44970 241- 
44970 243 


G. Adjudicatory correspondence 

M04280044 Mcrma ihel ima provkJod wllOirt which Commision may acl lo tsvlew Or- 
reclor's Oeclsion UO 86-05 expired Commission declined roview Decision bocamo linal 
Bganty act on on 6804 18 Served on 880420. 

CHILk.SJ. Oltice ol the Secretary ol tho Commissoh #288 6i08 BB/04/20 
BRADLEY.!. Louisiana. Slate ol Ip. 45211:030-45211:030 

8804260066 Advises ihai lime lor Commission lo review Oroclot's Decision 00-66-04 
expired Commiss.on declinad review. Oecfeion bocamo fine) agency action on 
860412 Served on 860420 

CHILK.SJ. Oflico ot the Secieiary ol tho Commission #208 6107. 66/04/20 
MOLIER.B. Alli'lation Nol Assigned ip 45211 025 4521 1:025 


H. General correspondence 


6604040073 Baquesis eve lisi be updated as staled to relleci appointmenl ol SL Crunk 
as nuclear licensng dept manager, elloclive on 860123. 

CRliNK.S.L. Sacramenlo Municipal Utility Oislrlcl. 68/03/19 MARTIN. J B Reg:on 5. 
Ole ol tho Oiroctor. MIRAGLIA.F j Associate Oireclof lor Projocls (Post 870411). Ip. 
45031:295 45031:295 


P. Operating license stage documents & correspondence 

8803060464 Nolillcaiion ol 6003 J I meoling w/ulil in fiochviVo.MO to (Hacuss p'ani to- 
start status. 

KALMAN.G Project Directorate V. 88/03/03 KNIGHTON.G W Pro, eel Direcloralo V 
3pp. 44638 216-44636 220 

8803100167 Informs ol AEOD moniior ol select power p’anis performance as part ot 
expanded performance Ind color program J Crews ot Region 5.S Siern ol AEOD & J 
Firhl ol SMUD mei 10 initiate program lor Rancho Seco 

JOHOAN.E.l. Olhee for Analwss & Evaluation ol Operational Data. D.fecioi. 88/03/ 
08. MARTIN.J.D Region 5. Oic ol the Oirecior. 9pp. e924i-096'6924t:i06. 

6803 160091 Expresses concerrt (hat oporahons factors of uMicahon ordinance may not 
be consistent w/reaclor safety.Ptens to assure that operations stall does r.oi cut cor- 
ners & that implementation will nol adversely Impact safely requested 
MUfllEY.T.E. Olhee ol Nuclear Reactor Regulation, Direcicv (Post 87041)). 80/03/ 
1 1. ANOOGNINI.G C. Sacramento Municipal Utility District 2pp, 44996 342-44996 343. 

8804050205 Forwards updated schaduta & summary status lor NRC open item 
cfoaura.Weahly updafes vnS be provided until restart. 

CBUNK.SI Sacramento Municipal Utility O'shicl, 86/03/17. MARTIN. J B. Region 5 
Ofc of the Oirecior, 10pp. 44996 332-44996:341 

8803240426 Generic Ltr 88 06 to all power reactor licensees & applicants ro removal of 
or^mzation charts Irom Tech Spec administrative conircl reguiremonis.Svc list encl 
MtflAQLtA.F.J Associate Director lor Projects fPosi 67041 1) 68/03/22 Consolidated 
Edison Co. ol Now York. Inc. 47pp. 44972; 107-44872; 1 53 

6804010234 Forwards list of all util engineering ca'cuiaiicns associated w/TOI diesel 
eneralors devaloped after 300222. 

ROLEY.B G. Sacramento Municipal Utility Disinci 68/03/24. MIRAGLIA.F.J. Associ- 
ate Director (or Projects (Post 670411). 2pp 4503t; 150-4503 1:1 51. 

6604060123 Forwards safety eva'uatron addressing mods made (0 TO( d esol engines to 
reduce vibrations & acceptability ol resuttani vibration level.Considers diesel vibraFon 
Issues resolved. 

HOLAHAN.Q M. DWiaton ol Reactor ProJocls • III.IV.V 4 Special Projocts (Post 
670411). 88/03/28. ANOOGNINI.GC. Sacramento Municipal Utihly Oisirici. 3pp. 
44997.009 44997:017. y r yy 


-8804050128 Safety eva'uahon supporting resolution of TOi diosoi eng ne vibrahcn 
problems at facility. 

' O/hce of NUc-'ear Roacio-' Regulation. 0 rector (Post 8704 1 1). 08/03/28 6pp 
44997 012-44997 017 


6604050316 Fonva'ds bmeekiy notice of appticaticn S amends to .license -nvofvtng 
NSHC did 880309 r© rev ew ol plant lor Into W/o onci 

* Oltica ol Nuc’ear Reactor Regulation. Director (Post 870-111) 08/03/28 
ANOOGNINI.G C Sacramento Municipal Utility Oisinct 2pp 45029 124 45029 125 

6804060464 Forwards Gale vs Lebog code comparison siud-/.Sluc)y represonis supple- 
mental radioactive liquid elflueni sys evaluation Lebog codo used to oul'ino conditions 
under which plant can operaio wilhin lOCFRSO.App ( guldellnos. 

ANOOGNINi.G C Sacramento Mun.c pal Utility District 88/03/28 MIRAGLIA.F J As- 
sociate D.reclor tor Pio;ecl3 (Post 870411) t3pp 45010 20l 45010 213 

8604070053 Discusses util complollon ol work required lor TDi d-esol gonoralors in 
preparation lor resiarLper roslart conditons sei torih at Commissioners 680322 
meaiinQ TDI diosci oonorotors doclarod opereWa per Tech Spec 3 7 1 
ANDO0NIN1.O C Sacramonto Mun cipal Utility OiSIncI 88/03/28 MIRAGLIA.F J As 
soclalo Director lor Pfo:ocls (Post 870411) 3pp <6022142 45022 1 44 

8804050083 Re^onds to lecipionl 860317 Hr expressing concerns ro Implomeniatlon of 
B&W Owners Group lecommondalions at P'ani. NRC has not found any now info In ltr 
which could allor NRR rocommcndailon lo Commission that plant toady tor cporaiion. 
MURLEY.T.E Olheo ol Nuclear Reactor negulalion. Director (Post 8704))). 80/03/ 
29. POLLARO.R.O Union ot Concerned Scientists. 8pp 45009 336-45009.347. 

-6604050094 Discusses fecil.ly restart Plant cannot bo permitlod to resumo operation 
w/o demonstrable basts lor finding that plant can & will bo sately operated. 
POI.LARD.RD. Union ol Concemod Sclonlists. 80/03/17. ZECH.L W . 
ROBERTS.! M , BEHNTHAL.F M. Commisslonors. 4pp. 45009:344-45009.347. 

6604200125 Notifies ol complet on of prerequisites lor loaclor criiicahly & toadmess tor 
roslett Uhl intends to bring reactor critical & commence increase to approx 25% ot 
rated power.P/erequ site boms voobed listed. 

ANOOGNINI.GC Sacramento Munictoal Uii'ity District 00/03/29 MARTIN.JB 
Region 5. Ofc ot tho Director 3pp 45) 77: 169 451/7:161 

6604050206 Authorizes facility restart & conduct of power ascension tost 
program Conditions ot 851226 conhrnnalorv action iirs mei.basod on submittals docu- 
ment ng resolution ol emergency diesel generator vibration probloms & 24 h surveil- 
lance run. 

MURLEY.T E. Olhee Ot Nucfoai Reactor flogolallon. DJoctor (Post 8704t1) 88/03/ 
30 ANOOGNINI.G C. Sacramento Municipal Utility District 3pp 45029 085 45029 087 

6604060164 Forwards errata lo Amends 97 & 98 lo Liconeo OPR-54. corrocting mad 
voitonl errors in Tech Specs. 

KALMAN.G, Project Directorate V. 88/03/30 ANOOGNINI.GC. Sacramento Municipal 
Utility District 3pp 45084 299-45064:310 

-8804030167 Errata to Amends 97 & 98 lo Licooso OPR 54.corrochng inadvoilont 
errors m Tech Spocs. 

' Project Directorate V. 88/03/30 8pp 46064 302-45064:310 

8804000045 Forwards Rev 6 to uitl position on Reg Guide t 07 ro display of Category 1 
variables on SPDS.ln rosponso to Generic Ltr 62-33 Changes Incorporoted In position 
rev based on NUREQ 0737 & NUflF,G-t280 documontalii/n, 

ANOOGNINI.G C Sacramenlo Municipal Utility OlstiicI 08/03/31. MIRAGLIA.F J As- 
sociate Director lor Projects (Post 87041 1) 22pp 46099 001-45099 112 

6804060172 Forwards SSER NUREG-1231 ro B&W Owners Group plant reassossinoni 
program.Overall evaluation remains lavorable. Addi improvomoni in area ot iniograted 
control syS/ non nuclear Instrumentation sys roview possible.W/o oncl. 
CRUTCHFIELD.O. Oivis'on ol Reactor Projects - III.IV.V S Special Projects (Post 
S704 1 )). 00/03/3). W)LGUS.W.S. Babcock & Wfeox Opeialing Plants Owners Group 
7pp 45076:181-45076 187, 

8804DS0230 SAFETY EVALUATION REPORT RELATED TO THE RESTART OF 
rancho SECO NUCLEAR GENERATING STATION.UNIT 1 FOLLOWING THE 
EVENT OF DECEMBER 26.1985 Docket No 50-312 (Sacramenlo Muncipal Utihty 
Disihct) 

* Owiston of Reactor Projocts - III.IV.V & Special Projects (Post 8/04 it) NUREG- 
1266 501 88/03/31, 233pp 45041 231-45042:103 

8804120044 Noblcdton of 800412 mooftng w/ufrl at site to discuss gooiogical condi- 
tions in plant vicinity. 

KALMAN.G. Project Dueciorate V. 88/03/31 KNIGHTON.G.W Projocl Directorate V. 
4pp 45089 224-45009 227. 

8804120149 Notihcatlon ol cancelorl 8804)2 mooting w/util.USGS & CaMornia div of 
mines & geology lo discuss goolog cal condilions In vicinity. 

KALMAN.G Projocl Diroctorato V 08/03/31. KNIGHTON.G W Project D-roclorate V 
3pp 4510) 001-45101:003 

8004080195 Forwards into re OSR-48 cianhshafts.inclodlng Johnston 880328 ltr lo 
Khan & related malls ret In lir.per tolcon. 

CROLEY.8.G Sacramento Municipal Utility Oiatiicl 88/04/04. MlRAGLIAF J Associ- 
ate Director lor Projects (Post 8704)1). tOpp 45)15:060-451 16 10). 

8B04130288 Discusses long term corrective action re upgrade of cathodic protection 
sys Cathodic protection sys upgrade will be prioritized by long range schedule review 
group A scheduled, per lacitlly administrative procedures. 

ANOOGNINI.G C Sacremento Municipal Utility 0.stfici. 88/04/05. MIRAGLIA.F.J As- 
sociate Direclof lor Projects (Post 870411), ip. 45137:017.46137:01 7. 

8804080088 Generio Ltr 68-07 to power reactor licensees & appllcenis re modifiod on- 
loicemeni policy concerning 10CFR60-49. “Environ Ouaiilicatlon ol Electrical Equip- 
ment Impofiani to Safety lor Nuclear Power Planls." Sve list encl 
MiHAQUIA.F J. Associate Director lot Projects (Post 8704 ti) 08/04/07 Consolidated 
Edison Co ol New York. Inc. 49pp 45ie4-237-45l64;265, 
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8804270136 Forwards STP.II54, "Fiemolo Shutdown Panel Test." Casually Procedure 
OP C 13A. ••Homoio Shuldown.” comparison of subi procedures & Ovalualion of ap- 
proprmlenoss of Casually Procedure OPC- ISA steps to secure reader coolani 
pumps 

ANDOGNINI.GC Sacramento Municipal Uiiiily 0.slricl eo/04/lS MIKAGLIA.F J As- 
sociate Director tor Projects (Post 87041 1) ip 45246 136 4S246 252. 

-8804270230 Hev 0 to STP.l 154. •nemoto Shutdown Panel Tost" 

* Sacramento Mumc-pal Utility District 88/04/15 71pp. 45246 13 7-4 5246. 207. 

-6804270238 Hev 8 to OP C 13A. "Romolo Shutdown " 

* Sacramento Mun cipal Utility District 68/04/15 45pp. 45246 208 45246'252. 

8804270303 Responds 10 860321 Hr to Zech expressing concerns re SMUO ability to 
operate facility w/o adversely affecting health & saloly of general public In view of 
relerondums scfieduled fo apppear on 800607 baliol for SMUD ratepayers 
MUHLEY.T E OHico oi Nuclear Reactor Regulation, Oirocloi (Post 870411) 88/04/ 
18 CONNELLY.L G California. State of 8pp 45266 161-45266 1 70 

-8804270308 Request that rosiad ol lacilily beloro 880607 bo evalueled solely on 
public salely considerations by NRC. 

CONNELLY.L.G CaMottua. State ot 88/03/21. ZECH.L W NRC • No Detailed Alfill- 
alion Given 2pp 45266 169-45266 170. 

8804280442 Forwards SER & SSEH I (NURb'G-l23l) on B8.W Owners Group plant to- 
assessmonl program contained In OAW-lOIS.Rov 5. "Q&W Owners Group Safety & 
Performance Improvement Program (SPIP) " Overall ovalualion favorable W/o oncl. 
KNIGMTON.G W Project Directorate V 80/04/19 ANDOGNINI.G C Sacramanlo Mo 
nlcipal Utility District. 3pp. 45264 OB t -45264 .083. 

8804280573 Requests SER which summarizes verbal agroomonis as oullinod In 600125 
& 0222 lirs & ovaluaios lochnical adequacy ot GC Andognini 8804 15 Itr to FJ M reglia. 
KNIGMTON.G W. Pioieci Oirocloialo V 88/04/20 WEISS.S H. Quality Assuranco 
Blanch. 2pp. 45271 065-45271 066 

8604280369 Oiscussos NRC briefing by licensee re readiness for restart. LIcensoo com- 
miitod to listed action per Comm sslon request 

CHILK.S J. Olfico ol tho Socrolary of Iho Commission. 88/04/22. Olllco of tho Socre- 
lery of the Commission. 2pp 45263 360-45263.301. 

8B04280374 Advises that proposed scopo of remote shutdown lost appropriate to lost 
roceni plant mods which may Impact capability to control plant shutdown & cooldown 
from outside control room. Romolo ahutdown test procedure undor review. 
KNIGMTON.G W Projocl Diroctorato V. 88/04/22. ANDOQNINI.G C Sacramento Mu- 
nicipal Utility Oistnet 3pp 45269 340-45260 342 


O. Inspection reports, IE Bulletins & correspondence 

8804040123 Forwards Insp Ropt 50-312/88-09 on 600307-08 No violations noted 
WENSLAWSKI.F. Region 5. Ole ol tho Director 88/03/17. ANDOGNINI.C. Sacramon- 
lo Municipal Ulilily Dislricl. 2pp. 44070-239-44970 243. 

-BB04040125 Insp Ropt 50-312/00 09 on 680307-06 No violaiions noted. Major areas 
inspected emergency preparedness program & foUowup on opon iloms Insp Procedure 
92701 covered. 

PRENDERGAST.K. Region 5. Ofc Of tho Director. 88/03/15 3pp 44970:241- 
44970:243. 

8804040148 Responds lo IE Bulletin 85-003, "Molor-Operalod Valve Common Mode 
Fai’uies During Plant Transients Duo lo Improper Switch SoMlngs." Util expanded re- 
furbishment & test program to include all Limllorque molor-oporalod valves on silo. 
ANDOGNINI.GC, Sacramento Municipal Utility 0>strict. 68/03/19. MARTIN, J.B. 
Reg on 5. Ole ol the Director. 3pp 45031 :296-4503f:298. 

8804120368 Forwards Insp Ropt 50-312/87-44 on 071205-880203 & notice ol violallon. 
2IMMERMAN.H. Region 5. Ole ol Iho Diroclor. 88/03/26 ANDOGNINI.G C. Sacra- 
rooMo Municipal Utility Oistiict, 2pp. 45132.176-46132:212 

-8804120372 Notico of violation from insp on 67 1 205-680203 Violation noled.on 
670702.NCH S6053 signed & closod by quality engineer w/o corrective aclions in 
Block II of NCR lor Wire IMIB18OB being performed. 

• Region 5. Ofc ol Ihe Director. 88/03/25. 2pp. 45132.178-45132:179. 

-8804120375 Insp Repl 50-312/87-44 on 871205 880203. Violation noted Major areas 
Inspeclod.opcrallonal satety vorihcaiion.malni, surveillance & followup Items. 

D ANGELO.A J . MYERS.C.J.. QUALLS.P M Region 6. Ofc ot tho Director. 88/03/24. 
33pp. 45 132.1 BO-45132 212 

8803210090 SuppI 1 10 NRC Info Nollco 87-044, "Thimblo Tube Thinning In Westing- 
house Reactors." Sve list oncl. 

ROSSI.C.E. Division of Operational Events Assossmont (Post 070411). 88/03/26. 
Consolidated Edison Co. or Now York. Inc 121pp. 44995:126-44095 246. 

8603220296 NRC Into Notice 8B-OIO. "Malls Licensees Lack of Mgt Controls Ovor Li- 
censed Programs." Sve Hst oncl. 

CUNNINCHAM.R E Division ol Industrial & Medical Nucloar Safely (Fosl 870729). 86/ 
03/26 Consolidated Edison Co. ol New York. Inc 108pp. 44995:247-44095:353, 

6804200141 Confirms that Weslinghouse OS breakers not used at facility, per IE Bulle- 
tin 88 001, "Defects In Westinghouse Circuit Breakers " 

ANDOGNINI.GC, Sacramento Municipal Utility District. 80/03/28. MARTIN.J.B. 

Region 6. Ofc ol the Director. 2pp. 45l77:167.45177:t68. 

8804190380 Discusses anaiysis.reiurbishmeni & test program designed lo ensure Im- 
provement of IE Bulletin 65-003, "Molor-Operalod Valve Common Mode Failures 
During Plant Transients Due to improper Switch Seltings.” 

ANDOGNINI.GC. Sacramento Municipal Utility District. 66/04/01. MARTIN.J.B. 

Region 5. Ofc of the Director. 2pp. 451 64:161-45 164:162. 

8804010256 NRC Info Notice 88-01 1, "Potential Loss of Motor Control Clr 8/or Switch- 
board Function Due lo Faulty Tie Bolts " Sve list end 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co. of Now York. Inc. 124pp. 45406:292-45407:051. 

6804060370 NRC Into Notice 88-012, “Overgroasing of Electric Motor Bearings." Sve 
list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 67041 1). 88/04/12. 
Consolidated Edison Co, of New York, Inc. 123pp. 45166:028-45166:!60. 


BG 04200261 Ack receipt of 880323 Ur informing NRC Of steps token (o correct v-olalions 
noted In Insp Repl SO 312/88 06. 

ZIMMERMAN.R P Region 5, Ofc of the Direclor 08/04/12, ANDOGNINI.G C. Sacra- 
mento Municipal Utility Di&irict. Ip. 45225:354-45225 356. 

-6604200272 Responds lo NRC 880302 Itr re violaiions noted In insp Repl 50-312/88- 
OS.Corrective actions Mails Mgl Desk Instruction MMDI-W036, "She3 Lite.*' issued to 
provide Instructions on handling stock Items w/sholf tile. 

ANOOGNINl.G.C^. Secramenio Municipal Utility District 88/03/23. MARTIN.J.B 
Rog-'on 5. Ofc of tho Director. 2pp 45225:355 45225:356 

6604270206 Ack receipt of 6B0307 Itr Informing NRC ot steps taken to correct vio'aLons 
noted In Insp Repl 50-312/67-3/ NRC has concluded that notice of violailon appo 
priate as written.pdr 880415 & 18 telcons. 

ZIMMERMAN.R P Reg on 6. Ole of the Director 80/04/18 ANDOGNINI.G C Sacra- 
inonto Municipal Utility Oisincl. Ip. 45244.266-45244:272. 

-8804270219 Responds to NRC 860216 llr re violations noted in Insp Repl 50-312/87- 
37 Cotreclive actions. personnel involved rolnsirucled in roqu remenls of Procedures 
RSAP 0803 SOAP- 17 

ANOOGNINI.G C Sacramanlo Municipal Ulilily Dlsirtcl. 88/03/07 MARTIN.J B. 
Region 6. Otc ol Iha Direclor. 6pp 45244-267-45244:272 


R. Periodic operating reporla A related correspondence 


6804060330 "Discharger Self Monitoring Ropt tor Fob 1988," W/880308 llr. 
YOCHHEIM.E.. FIRLIT.J.F. Sacramento Municipal Utility Oiatricl. BB/02/29. 
MURLEY.T. Oltico ol Nuclear Reactor Rogulailon. Director (Post 870411). 7pp. 
45047:100 45047:106, 

8804200164 Submits monthly updalo of restart scopo list & long range scopo 
hsi, Including total statistics as ol 800325 & reslen items downgraded to long range or 
voidod since B80222 

CROLEY.Q.Q. Sacramento Municipal Utility O.-sirict 88/03/25. MARTIN.J B. Region 5. 
Otc of Ihe Director 23pp. 45174 090-45174:112 


S. Reportable occurrences, LERs & related correspondence 

0803290362 Special Ropt 88-06 provides updated list ol l.re nonfunctional lire barriers 
which have not been restored to funcilonal status wilh'n 7 days.por Tech Spec 
3-1462 

FIRLIT.J.F, Sacramonlo Municipal Utility Dislricl. 86/03/15 MARTIN.J.B Region 6, 
Ofc ol Ihe Director. 3pp 44003 027-44983;029, 

8803290389 Conoctod Special Ropt S8-05:on 880206 & 0B,boih elocirlc & d osel driven 
lire pump8.P-440 & P-B96 declared inoperable due to conirol'or roplacemeni Errata 
corrects dale ol ropt Inadverlenlty om.iiod from original submit lal. 
onUNK.S. Saciamanto Municlpat UMity Oistiict. 86/03/15. MARTIN.J.B Region 5. 
Ofc of Ihe Diroclor. 3pp. 44913.001-44013:003. 

8803290351 PNO-V-88-023.on 880323.undonrollage aliachmoni of CRO breaker failed 
to operaio.lnierference ol undervollago allachmeni trip lever w/exlerior label 
plalo.noled. Invesligation continuing. 

MiLLEfl.l. D ANGELO.T. Ratfon 6. Otc ol tho Director. 88/03/24 ip 44952 235- 
44952:235 

8804010234 Forwards list of all util engineering calculations associated w/TOl dosol 
gonetalors developed alter BB0222 

CHOLEY.Q.G Sacramonlo Municipal Utility Oislnct 88/03/24. MIRAGLIA.F J Associ- 
ate Diroclor lor Projects (Post 870411). 2pp. 45031:150-45031:161. 

8804190068 Special Repl 68-03:on 90O225.Tech Spec 3,14 4 violated. Caused by lire 
suppression C02 sys not being roslorod to operable status wJhin 14 days Fite watch 
p0Sted.CO2 sys wi'l rema'n inoperable until redesign ol lire damper lop c. 

FIRLIT.J F. Sacramento Municipal Utility Dislricl 88/03/25 MARTIN.J B Region 5. 
Ofc ot the Director. 3pp 45208:1 97-45208: 1 89 

8804060123 Forwards safely evaluation addressing mods made lo TDI diesel engines to 
reduce vibrations & acceptability of resullani vibraHon levoLConsidera diesel vibration 
Issues resolved. 

HOLAHAN.Q.M. Division ol Roador Projocis - III.IV.V & Special Projects (Post 
870411). 88/03/28. ANDOGNINI.GC. Sacramento Munlcpal Ulilily District 3pp 
44087:000-44697.017. 

-8004050128 Safoly evaluation supporting resolution of TDI diesel engine vibration 
problems at facility. 

’ Olfice ot Nucloar Reader Rogulailon. Director (Post 670411). 88/03/28. 6pp 
44097:012-44997:017. 

0804070053 Discusses ulil completion oi work required lor TOI diesel generators In 
preparation lor re8larl,per restart conditions set torih at Commissioners 860322 
meeling.TDI dissel generators declared operable per Tech Spec 3 7.i 
ANDOGNINI.G C Sacramenlo Municipal Utility Districl. 88/03/28 MIRAGLIA.F J As 
soctate Direclor for Projects (PosI 970411) 3pp 45022 142-45022:144 

8804050023 LER 88 004-00:on 80O3O2.8urveillence lest did not verify eulomaiic larml- 
natlon ol release pathway resulting In monitors being declared inoporablo.Causod by 
Inadequate surveillance procedures Procedure revised W/8B0329 Hr. 

RUTTER.S.. ANDOGNINI, G.C. Sacramento Municipal UMily District 88/03/29, 4pp 
46028:242-46028:246 

8804050206 Authotiies lacilily restart & cotwiucl ot power ascension last 
program.Conditlons ol 851226 confirmatory action lirs met.based on submillals docu- 
menting resolution ol emergency diesel generator vibration problems & 24 h surveil- 
lance run. 

MURLEV.T.E. Office ol Nudear Reactor Regulallon. O-rociof (Post 870411), 86/03/ 
30. ANOOGNINI.G C. Sacramento Municipal Utility 0>Blrlcl 3pp 45029.085-45029 087 

8804070338 PNO-V‘88-O24;utll received final authorization from NRR lo restart facility 
on 880330 Enhanced operational readiness insp learn & resident Insp stall observing 
reactor startup which will require 6-10 h to complete. 

MILLER, L. Region 5, OIC of the Director. 08/03/30. Ip. 48021:254-45021:254. 
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8B04I60374 Sufnmarv of Operaimg Reactors Events Meoing B8*t3 on 880329 List of 
altendoes rliscussion of ovonis 8 summary of reactor scrams encl. 

LANNSNG.W EveitlS Assessmenl Branch 68/03/31. ROSSl.CE Division of Oper- 
ational Events Assessment (Post 87041 1) IBpp 45140 205-45149 222. 

8804210136 LER 68 002 00on BB0323.tnp breaker fai'od to Open when reactor prolec 
Hon sys Channel D ifipped Caused by armature button improperly mounted due to mtg 
de'eci Supplied by GE Malnt procedure lor trip breaker revised W/B80407 Itr. 
RUTTEFt.S ANUOGNINI.G C Sacramento Municipal Utnty Oisiricl 86/04/07 4pp 
45231;t78 4 5231 181 

8804210342 Special Repi 86-07 on a603l6.water deluge sys for Rre Zone 1 10 doeferod 
inoperable Acluahon ol deluge sys cou’d adversely allocl operability of both auxiltary 
leedwaler pumps Compensatory measures taken & lira watch establ-shed 
FIRLIT.jf Sacfamanlo Municipal Utility District 88/04/11 MARTiN.JB Region $. 
Ole ol the n roclor 2pp 45235 315 45235 316 


V. Operator Examinations 

88043SQ08S Responds 10 FQiA request for inlo te scores of reactor operators & senior 
reactor operators Forwards requaliFcation exam summary source sheets listed In encl 
app w/porsonai privacy inlo deleted 

nniMSLCY.OH Division of Bu'os & Records (Post 870413) 88/04/19 BOLEY.K 
Public Citizen's Cntical Mass Energy Project. 2pp. 45213 003-45213 095. 

-8804250167 Package of NRC administered requahficatlon exam results summary. 

* NRC • No Oelailed AflCiaiion Gvan 67/07/20 88pp 45213 007 45213 095 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT t 


F. Security, medical, emergency & tire protection plans 

8803790313 flovised amergoncy plan Implementing procedures (EPiPs). Includ ng Rev 4 
to 1903.04. "Admlnistratiort & Malnt ot EPiPs." Rev 16 to 1903 23. "Personnel Emor- 
goncy'' & Rev 14 to 1903 50, "Emergoncy Response Organization." 

’^Arkansas Power & UghI Co 88/01/12 2Spp 44962 185 44662 209 

S804070l6t Rev S to "Arkatisas Nuclear One Emeigency Plan." W/860330 Ur. 
HOWARD.D.R Arkansas Power & Light Co 88/03/Ot 48pp 45044,028-45044:075 

8803290318 Rev 4 to Emorgoncy Plan Implomenlmg Procedure 1903 54. "Requosis lor 
Addi Personnel " 

* Arkansas Power S Light Co. 88/03/17, 9pp. 44915 320 44915:326 

8803290335 Rev 4 to Emergency Plan Implementing Proceduto 1905 001, "Emergoncy 
Had o'ogical Conlrols." 

* Arkansas Power 8 Light Co. 83/03/17 3pp. 44976 239 44970 241. 

6803300360 flov 7 to Emergency Plan Implementing Procedure 1904 07, 'Protoctiva 
Action Recommendations." 

* Arkansas Power 8 Light Co. 83/03/23 t4pp 44979:125 44979:138. 

8803300352 Rov 3 to Emergency Plan Imp’amenting Procedure 1903 40. "Outies ol 
Doso Assessment Team." 

* Arkansas Power & I ighi Co. 88/03/24 I9pp 44962 347-44963 005 

8803300353 "Arkansas Nuclear One Emergency Preparedness Exorcise REX-eo Exor- 
cise Scenario." 

* Arkansas Power A LighlCo 88/03/24. 325pp 44060 027-44661 029 

8804210168 Responds to violation noted In Insp Repis 60313/88-01 4-50-368/86- 
Ol.Coirective action cloth rags removed Irom room, rubber hoses used lor routine 
mainl trt room relurnod lo metal storage conia;ner & fro watch posted. 

LEVINE.J M. Arkansas Power 4 Llghi Co 80/04/07 CALLAN.l J, Region 4. Ole ol 
theOireclor. 3pp 45219:169 45210:171. 

8604210270 Forwards revised Figure 8.3-2,Seclions 6.5. 2.2 4 6 5.2.1 & description ol 
amend request lo suppi previous submittals, dtd 661212 4 871204 Changes are lo 
note trigt responsibility tor omorgency preparedness 4 lire protection iuncllon 
CAMPSELL.t.G. Arkansas Power 4 Light Co 88/04/14 CALVO.J A Project Director- 
ate IV. 6pp. 45235-260 45235:266. 

-6804210273 Revised pioposed Tech Specs re mgl responsibility for emergoncy pre- 
parednoss & fire protection function on plant organizatianal chart 

* AiKansas Power & Light Co 88/04/14 2pp 45235;265-45235 286. 


I. Financial inlormatlon 


8804200086 "Arkansas Power A light Co 1987 Annual RepL" W/8B0412 Ilf. 
MAULOEN.J.I . HOWARO,DR. Arkansas Power 4 Light Co. 87/12/31. 49pp 
46226 094-46226.142. 


J. Insurance 4 indemnity Information 


8844080372 forwards ANI cerlificalos of insurance lor MAELU Pol’cles 
6253,TA6002.X67139 4 XTAS246 as evidence of util primary 4 excess nuclear prop- 
erty darnaga Insurance rxiverage. 

HOWARD!b.R. Arkansas Power 4 Light Co, 88/03/31. WOOD.R. Document Control 
Branch (Oocumeni Control Desk). 5pp 45008:323-45006.327. 

8804190374 Forwards Endorsement 74 to NELIA Policy NF-210 & Endorsement 63 to 
MAELU Policy MF-74 

SAMUELS.J.L. Marsh & McLennan, Inc. 88/04/08 OINITZ.I. Office ol Nuclear Reac- 
tor Regulation. Director (Post 870411). 5pp. 45164:163 45164:167. 

8804200420 Forwards Endorsemenls 1 & 2 to NELIA Policy NW-118 & MAELU Policy 
MW-47. 

SAMUELS.J.L. Marsh & McLennan. Inc. 88/04/12. DINlT2,l. Ollice ol Nuclear Reac- 
tor flegulailon. D»rocior (Post 870411). 21 pp. 46226:235-45226:255. 


P. Operating license stage documents & correspondence 

8803240426 Generic LIr 80 06 to all power reactor licensees & applicants ro removal ol 
organizalion charts Irom Tech Spec edminislretive control toqii romonis.Svc lisi encl 
MirAQliA F j. Associata Oireclor lor Projects (PosI 87041 1). 08/03/22. Consolidated 
Ed son Co ot Now York, tne 47pp 44972 107-44972 tS3 

0803300117 Oocumonis 060322 meoiing w/util List ot attondeos encl. 

CALLAN L J Roglon 4. Otc ol Iho Director. 06/03/23. CAMP0ELL.G Arkansas Power 
& UghlCo 2pp 44962 098-44902 099 

6B033I0114 Ack receipt o( 080120 Hr re summary of progress made toward Identilica- 
tion 8 corrociion ol discrepancies. Roquesis that NRC should bo notified of any ex- 
tremity or skin exposures that exceed any 10CFH20 exposure limits. 

CALLAN L J. Region 4, Olc Of the Director. 88/03/25. CAMPBELL.G. Arkansas Power 
a Ught Co 2pp 44967 337-44967:338 

8804050160 PRA APPLICATIONS PROGRAM FOR INSPECTION AT ARKANSAS NU- 
CLEAR ONE UNIT 1 Docket No. 50 3l3,(Arkan3as Power And Light Company) 

VO.T V., tlARniS.M.S , QORE.B F. Oaltcllo Memorial Institute, Pacilic Northwosi Lob- 
oratories FIN Q-2602. NUREG/CR-5058 80/03/31. Region 1. Olc ol the Director. 
74pp 44972 032- 440 72: 106 

6804080172 Forwards SSER NUREG-123t to BSW Owners Group plant roassassmoni 
program Overall evaluation remains favorable. Addi impruvomonl In area of intograiod 
control sys/ non nuclear instrumonialion sys toviow possiblo.W/o encl. 
CflUTCHFlELD.D Division of Reactor Projects - III.IV.V & Spoclol Projocls (Post 
67041 1) 86/03/31 WILGUS.WS OsbcocK & Wilcox Operating Plants Ownois Group 
WILGUS.W.S Florida Power Corp (subs of Florida Progress Corp.), 7pp 45076:181- 
45076 107 

8804080086 Genetic LIr 00 07 lo power reactor liconsoos & applicants re modified on- 
lorcemenl pol cy concorning tOCFn60.40. "Environ Ouaiiflcellon ol Elocirical Equip- 
ment Important to Safely lor Nuclear Power Plants." Sve list oncl. 

MIRAQLIA.F.J Associate Director for Proiocls (Post 870411), 80/04/07. Consolidated 
Edson Co. ol Mow York. Ir>c 49pp 45164 237-45164:265 

8804210270 Forwards revised Figure 6 2-2.Seclions 052 2 & 6 5 2.1 & description ol 
amend request to suppi previous submittals, dtd 661212 & 8/t204.Chango3 are to 
noto mgl lesponsibi'ity for emergency preparedness & fireptoleclion lunction. 
CAMPBELL. t.G. Arkansas Power & Light Co. 86/04/14. CALVO.J.A. Project Oiroctor- 
810 IV 6pp. 45235 260-45235-266 

-BeC4Z10273 Revised proposed Toch Specs re mat fasponsiwiily tor omerigoncy pro- 
parodness & fire protection luncHon on plarii orgaiiizalionel chart. 

^ Arkansas Power & Light Co 00/04/14. 2pp 45235:265-45235:?66 


O. Inspection reports, IE Bulletins & correspondence 


8803210090 Suppi 1 lo NRC Inlo Nolice 07-044. "Thimble Tube Thinning in Westing- 
house Roaclors." Sve list encl 

ROSSl.CE. Division ol Operational Events Assessment (Post 870411). 08/03/28 
Consolidated Edison Co. of Now York, Inc. 121 pp. 44695:126-44095:246 

8803220296 NRC Into Nolico 68 010, "Malls Licensoos Lack of Mgl Conlrols Over Li- 
censed Programs." Sve list encl. 

CUNNINQHAM.R.E Division ol Industrial & Medical Nuclear Safety (Post 870729). 80/ 
03/28 Consolidated Edison Co ol New York. Inc 100pp. 44995:247-44995:353. 

8804120410 Requests that violation nolod in Insp Repis 50 313/06-34 & 60-36&/86-34 
be withdrawn No violation occurrod.UliI will iroal insp team Ondinq as Idonlificaiion of 
potential weakness Reasons end Encl withhold (ref I0CFR73.21). 
lEVINE.J.M. Arkansas Power & Light Co. 88/03/29. CALLAN.L J. Region 4, otc ol 
the Oireclor. 2pp. 45154:057-45154:056. 

8604080044 Ack receipt of 860321 Ur & payment ol $25,000 lor civil penally Imposed by 
NRC in 000120 order. 

LIE8EnMAN.J Olc of Enlofcement (PosI 870413) 88/04/01. CAMPBELL.T.G Arkan- 
sas Power & Ught Co. Ip. 45044:242-45044:242, 

8604200343 Responds lo violations noted in Insp Repis 50-313/87-39 & 50-366/07- 

00. Correctlvo aciions addl personnel assigned to plant licensing section & man hours 
Increased temporarily lo reduce backlog 

LEVINE.J M. Arkansas Power & Light Co 60/04/04. CALLAN.L.J. Region 4. Olc of 
(he Oireclor 4pp 45 1 74; (65 45174.-108. 

6804120365 Ack receipt ol analytical results transmitted by 660222 Itr re 
feedwater, steam generator blowdown & boric acid batch lank samples collected & 
noted in Insp Repis 60-313/67-33 4 60-360/67-33 on 871 116-20.BNL results not yot 
received 

CALLAN.L.J. Region 4, Olc of the Director. 86/04/06. CAMPBELL.G. Arkansas Power 
8 Ught Co. 2pp. 45089 322-45089:323 

6604210163 Requests extension ol submillal dale re response to notice of violallon 4 
proposed imposilion of civil penalty unfit e80430.Addl time needed to complete prepa- 
ration of response. 

ROWARD.O n Arkansas Power 4 Ught Co. 08/04/06. CALLAN.L J. Region 4. otc ol 
the Diroclor. Ip. 45219:164-45219:164 

0604010258 NRC Info Notice 88-011. "Potenllal Loss ol Motor Control Ctr 4/or Switch- 
board Function Doe lo Faully Tie Bolts." Syc lisI encl 

ROSSI.C.E. Division ol Operational Evertts Assassmenl (Post 070411). 68/04/07. 
Consolidated Edison Co. of New York. Inc I24pp 46406:202-45407.051. 

8604210166 Responds lo violation noted in Insp Repis 60-313/68 01 4 50-360/88- 

01. Corrective actioacloth rags removed Irom room, rubber hoses used lor routine 
malnt in room relumed to metal storage container 4 fire watch posted 
LEVINE.J.M, Arkansas Power 4 Light Co 88/04/07. CALLAN.L.J. Region 4. Olc of 
the Director. 3pp 452 1 6. 1 69-452 1 9: 1 7 1 . 

9804060370 NRC Inlo Notice 88-012, "Overgreaslng of Electric Motor Bearings." Sve 
list encl. 

ROSSI.C.E. Division ol Operational Evenis Assessment (Post 070411). 66/04/12. 
Consolidated Edison Co. of New York. Inc. 123pp. 45165:028-45165:150. 



da04210317 Fomrards Insp RepIS &0 313/88 06 & 50 368/88 06 on 880222 0317 & 
notice ol violation. 

CALLAN.L.J Region 4, Olc ol the O.rocior. 88/04/14. CAMPBELL.G. Athansas Power 
& Light Co 2pp 45231. 150-4523 1:164 

-8804310321 Nollco ot violation from Inap on 060222-0327. Violation noted on 
880226.replacernont of Relay 63X/4026 & Relay 94 0340 2 Initiated w/o approved fob 
order NRC inspeefora observed housekeeping ckscrepancies on fuel handllrig bridge 

• Region 4. Olc ol the Director 88/04/14 2pp 46231 152-45231:163. 

-8804210326 Insp Hepis 50-313/68-06 & 50-368/86-06 on 880222-0327 Violations 
noiodMofor areas inspected oporatonal salely 

vonlicatlon.mainl.survelllanco.ailogation followup & generic Hr followup. 

JOMNSON.W.O . HAnOUCK.e e . HAAG.R C Rogton 4. Otc of Itio Director. 88/04/ 
13 lipp 45231:154-45231:164 

6804250045 Forwards Insp Ropls 50 313/88 07 & 50-360/68 07 on 880307-11. No vio- 
lations or deviations noted. 

CALLAN.L J. Region 4, Otc ot Iho Oiroclor. 88/04/15. CAMPBELL.G. Arkansas Power 
& Light Co 2pp 45254:181-45254:100 

-8804250050 Insp Ropls 50-313/88 07 d 50 368/88 07 on 880307-11. No violations or 
dovialions notod.Major areas Inspoclod. inservice testing program lor pumps & 
valves. tncluf^M itacMng molhodology lot insorvlco testing 

STEWAflr.R SINGH.A . BARNES.! Region 4. Olc ol the Director 88/04/12. 7pp 
45254:183-45254:189 

8604260023 Forwards Insp Repts 60 313/88 02 d 50-368/88-02 on 800221-26 d notice 
of violation Actions taken in response to previously idonlillGd lindings also examined d 
discussed in Paragraph 4 ol ropt. 

CALLAN L J. Region 4. Ofc of the Director. 08/04/16. CAMPBELL.G. Arkansas Power 
d Light Co 2pp 45254:313 45254.324. 

—8804280027 Notice ol violation from Insp on 000221-26.Violallon noted: radiation 
survey insirumonls inadequate (or moasuilng lower dose rato limits lor Identifying radi- 
ation areas outside controlled accoss d aroas nol properly posted. 

• Region 4. Ofc ol iho Oiroclor. 88/04/15 2pp 46264:315-45254:316 

-8804260031 Insp Ropls 50-313/88 02 d 50-368/88-02 on 880221-26 Violation 
noted Major areas inspected radlDllon protection acilvillos during Unil 2 refueling 
outage 

CHANEY.H D . MUnnAY.O Region 4. Ofc ol tho Director. 80/04/08 Opp 46254:317- 
45254:324 


R. Periodic operating reports & related correspondence 

8804200173 Monthly operniing repl for Mar I988.W/B804I2 Hr. 

WHin.M.S , HOWAnO.O n Arkansas Power d Light Co 80/03/31. 6pp 45220 268- 
45220:273 


S. Reportable occurrences, LERa & related correspondence 

8804080228 LER 8S-OOI-OO.on OSOSoe.discoverod incorrectly contigurod target rock so- 
teneid operated vatvos.On 860125 discovered (hat valve still Incorrocify 
confIgured.Causod by foiluro to rocognlro valve directional characteristics W/680328 
Hr 

TAYLOR.L A.. LEVINE.J M. Arkansas Power d Light Co. 88/03/28 Opp 45048 078 
45048086. 

8804200027 LER 68-004-00:on S80210,roactor bldg hydrogen concentration instrument 
observed Inoperable during operability verification lesi.Caused by wires not terminated 
on correct terminal block locations Wiring corrocled.W/60040S Hr. 

HOGERS.P.C . I EVINE.J.M Arkansas Power d Light Co. 88/04/05 Cpp 46216 288- 
45215:293. 


V. Operator Ekaminatlons 

8804250088 Responds to FOIA roauosi lor into ro scores of reactor oparatois d senior 
reaclor operators.Forwards requatificabon exam summary source shoots listed In onci 
app w/porsonat privacy info deleted. 

GRIMSLEY.DH Division ot Rules d Records (Post 870413). 88/04/19. BOLEY.K. 
Public Citizen’s Critical Maas Energy Profect. 2pp. 45213.003-45213.095. 

-8804250167 Package ol NRC administered reqiialilicalion exam results summary, 

• NRC - No Detailed Attiliatlon Given. 87/07/20. 88pp. 46213 007-46213,095. 


DOCKET 60-314 NUCLEAR SHIP SAVANNAH 


O. Advisory Committee on Reactor Safeguards reports d correspondence 

8804140216 Submits summa^ ol actions discussed at ACRS 335lh meeting on 800310- 
12 in Wa8hington,DC, Including ACRS ropls/ recommendatlons.other 

actions, agreements, assignments d requests & future agenda. 

KERR.W. ACRS - Advisory Committee on Reaclot Samguards. 88/03/24, 2ECH.L.W. 
Commissioners. 4pp. 45118:172-451 18:175. 


DOCKET 60-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 1 


f. Security, medical, emergency 8i tire protection plans 

8804010026 Rev 1 to Emergency Plan Implementing Procedure PMP 2081 EPP.210. 
"Unil Vent Sampling." 

• Indiana Michigan Power Co. (formerly Indiana d Michigan Electric Co.). 88/03/25. 
9pp. 45031:166-45031:164. 

8804010035 Change Sheet 1 to Rev 2 to Emergency Plan Implementing Procedure 
PMP 2080 £PP.t07, "NotIHcation of Plant Personnel." 

BURRIS.L.O. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
86/03/25. 45pp. 45010:023-45010 067. 


8804060118 Forwards Safety Insp Repts 50-315/88 08 d 60-310/66 09 on 880127- 
0314.No violations noted 

QULDEMONO.W.G Region 3. Olc ol tho D rector. 38/03/25 ALEXICH.M P American 
Electric Power Co. Inc. ALEXiCH.M.P. Indiana Michigan Power Co. (formerly Indiana 
d Michigan Electric Co ) 2pp 45040:235-46048 249. 

-8804060123 Insp Repts 50-315/36 08 d 60-316/68-09 on 880127 0314 No violations 
or deviations noiod.UaJor areas Inspected actions on previously itfenliFed ilems.piant 
operations.radioiogtcat controls, m8int,8urvol’lance,firo protection d security 
BURGE8S.B L. Region 3, Olc ol the Director. 88/03/25 l3pp 45046 237-45048 249 

8804040143 Responds to NRC 630229 Hr re violations nalod In Insp Repis 50-315/88- 
06 d 50 3l6/8B-07.Cotreciive actions. telephones tested lot opeiab'lity on 660129 d 
proper documentation ol tests made d filed in emergency planning coordinator hies. 
ALEXICH.M. P. Indiana Michigan Power Co. (lormeily mdisna d Michigan Electric Co ). 
88/03/30. DAVIS.A.B. Oocumenl Control Branch (Document Control Desk). 4pp 
45020:310 45020 319 


I. Financial Information 


8804200090 " 1 687 Annual Repl.lndiena Michigan Power Co " W/8804 1 3 Hr. 
ALEXICH.M.P. Indiana Michigan Power Co {formerly Indiana d Michigan Electric Co). 
87/12/31. MURLEY.T.E. NHC • No Oeleiled AIMIaton Given 32pp. 45210 112- 
45210-143 


P. Operating license stage documents & correspondence 

8803240426 Generic Lir 66-06 to all power roacior I consoes d applicants re removal of 
or^nlzation cherts from Tech Spec admlnlslralivo control loeulromonts Svc list end. 
MIRAGLIA.F J Associate Director lor Projects (Post 87041 1) 88/03/22 Consolidaiod 
Edison Co. of New York. Inc 47pp. 44972 107-44972:153 

8804060236 Ack leceipl of ull 860321 Ur re requested exception to lifetime storage of 
rad-traraphs contained In ANSI N45.2.9. Revised program acceptable. 

WRKjHT.G C Region 3. Olc of the Director. 68/03/29 FAY.C.W Wisconsin Electric 
Power Co, 2pp 45007:299-45007:300 

8804060095 Responds to NRC 880127 requoai tor addi Info on ATWS mitigation sys 
actuation cirevilry. 

ALEXICH.M.P. American Electric Power Co.. Inc 68/03/31 MURLEY.T E Document 
Control Branch (Document Control Dosk). t2pp. 45069:160-45009:171 

8804I203S5 Conlirmaloiy Action LU CAL-Rlll-8e-07 re A B’ind BB0405 lelcon concern- 
ing potential tampering event involving foreign matt lound In turbine drive auxiliary 
feedwater pump bearing housIng.Proventive actions listed. 

OAVIS.A.B. Region 3. Olc ol the Dlroclor 86/04/05 ALEXICH.M P Indiana Michigan 
Power Co (lormerty Indiana & Michigan Electric Co ). 2pp 45146063-45146:064. 

8804140183 Provides listed ittlo requesiod in 880225 lu re operating nuclear power 
units located at twelve sites along Great Lakes 

STELLO.V. Olc ol the Executive Director lor Operations 88/04/06. fliDGE.T House 
ol Rep 6pp. 46104:138-45104:143. 

8804080086 Qanorfe Lir 88-07 to power loacior licensoos & applicants re mod-lied err- 
lorcemenl policy concerning 10CFR50 40. "Environ Oualiticailon ol Electrical Equip- 
ment Important (o Safety for Nuclear Power Plants '* Svc list oncl. 

MIHAGLIA.F.J. Associate Director for Projecla (Post 870411) 88/04/07. Consolidated 
Edison Co. ot New York, Inc. 49pp. 45t64:237-45t64:205. 


Q. Inspection reports, IE Builotlne & correspondence 

8803290085 Forwards Safely Insp Ropls 50 315/68-07 d 50 310/08-00 on B80208- 
26.No violations or deviations nolod.lnsp consisted ot exam ol safety evaluations con- 
ducted per requirements ot tOCFRSO.Seci-on 60.69. 

WRIQHT.G.C. Region 3. Olc ol the Director. 88/03/22. ALEXICH.M P. mdiana Michi- 
gan Power Co. (formerly Indiana d Michigan Electric Co.}. 2pp. 44921:205-44021:215. 

-8803200089 Salely fnap Repis 60-31&/88-07 & 60-316/88-08 on 880208-26 No viola- 
tions or deviations noied MaJor areas inspected: adequacy ot llconseo tOCFRSO 59 
safety evaluations. 

HASSE.R A., SUTPHIN.R.N., AZAB.B A. Hog'on 3. Otc ol the Director. 88/03/21 Opp 
44621:207-44021:216. 

8803300026 Forwards Exam Repts 50-3t5/OL-6e-0l d 50 3t6/OL-e8 Ot on 880222- 
24. 

WRIQHT,Q C Region 3. Olc of the Director. 88/03/24. ALEXICH.M P Ind ana Michi- 
gan Power Co. (formerly Indiana d Michigan Electric Co ). 2pp 44963 013 44963 080. 

-8803300165 Exam Repts 60-316/OL-88-0t d 50-3ie/OL-B8-0t on 860222-24. Exam 
resuHsrone retake senior reactor operator tailed exam, all other candidates passed 
exams. 

OAMON,O.J. Region 3, Ofo of the Director. 88/03/24 86pp. 44063 016-44963 080. 

8804080118 Forwards Safely Inap Repts 60-316/88 08 d 50-316/88-09 on 880127- 
0314.No violations noted. 

OULOEMONO.W.Q. Region 3, Ofc ot the Oiroclor. 88/03/25. ALEXICH.M.P. American 
Electric Power Co , Ino. ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana 
d Michigan Electric Co }. 2pp. 45046:235-45046:249. 

-8804080123 Inap Repts 50-316/88-08 d 60-316/88-09 on 8BOl27-03l4.No violations 
or deviations noted-Major areas Inspectsd acilons on previously identified items.plant 
operations, radiological controt8,maint.8urvelilance.firo protection d security. 
BURQESS.B L. Region 3, Ofo ol Iho Director. 80/03/26 I3pp 46046:237 45040:249. 

8803210090 Suppi 1 to NRC Info Notice 87-044, "Thimble Tube Thinning In Westing- 
house Reaclora." Svo list end. 

flOSSI,C.E Division of Operational Events Assessment (Poal 870411) 88/03/28. 
Consolidated Edison Co. oi New York, Inc t2lpp. 44995: 126 -44695 246. 

8803230298 NRC Into Notice 86-010, "Matts Llc6nsees:LBck of Mgt Controls Over Li- 
censed Programs," Svo list end. 

CUNNINQHAM,R.E Division Of Industrial d Medical Nuclear Safety (Post 670720) 88/ 
03/28. (^onsolldaied Edison of Now York. Inc. tOBpp. 44996 247.44995:353. 


86 DOCKETED ITEMS 


8804040143 Responds to NRC 880?29 lu le vioia!.ons noted in ln$p Hepts 50-3 15/08- 
06 & 50-3 16/88- 07 Corrective actions telephones tested tor operabi'ilv on 880129 & 
proper documentation ol teals made & h'ed in emoroency planning coordinator iiies 
ALE}(ICH.M P, Ind-ena Michigan Power Co (lotmojiy Ind ana S Michigan Elecinc Co.) 
88/03/30. DAVIS.AO. Oocumont Control Branch tOocumonl Control OosK] 4 pd 
45020 316-45020 319 


8804060191 Discusses Satofy Insp Ropis 50-315/88 03 & 50 316/88-04 & lorwards 
notico of violafion Violation categoflioo as Sevoniy iv tof stated reasons Responso 
should include steps to ba taken lo preclude further inadequate dosign control 


MiLLER.H J Rrraion 3. Otc of ihs Ditecior. 88/03/30 WILLIAMS.DH. Ind ana Michi- 
gan Power Co (Toimoily indana S Michigan ElociiicCo) 2pp 45028 303-45028 306 


—6604060(96 //oftce of viofalfon (rom msp on 880111-14 & 0225-28 Violation 
oole-d ta-lure lo provide adenuaie design control rneasuresjoclud ng tovlows re e’ocln 
cal isotal-on betwoon local snuldown £ indication panels 
MILLER.H J Region 3. Olc ol Iho Duecloi 83/03/30 2pp 45028 305 45028:306 


8804110191 Responds lo NRC Buiieim 88-002. "Rapdly Propa9atir.g Faiigua Cracks in 
Steam Gerieraior Tubos." Evaluation of steam genoralor lube dentmg.doscnpiion ol 
in-placa leak dotecLon methods & corrocLve action program oncl. 

AlEJrtCH.MP. Indiana Mich'gan Power Co. {formerly Indiana & Michigan Eleciric Co.). 
88/03/3). OAV)S.A.B. Document Control Branch (Document Convot Desk). S3po 
45135 250 46135 272 


8804010256 NRC Inlo Notice 88 Oi i. "Poteniiai loss ol Motor Control Cir S/oi Switch- 
board Funclon Due to Faulty Re Bolts." Sve fcsl oncl 


ROSSr.CE. Division of OperaL'anal Events Assessment (Post 8704 it) 88/04/07 
Consolidated Ed son Co ol New Yoik. Inc i24pp 45406 292-45407 05l 


8804150050 forwards Satety Irrsp Repis 50-315/88 13 & 50316/88-15 on 080315- 
3 1 No vioiat-ons noted 

HARniSON.J J Region 3. Olc of the D.reclor. 88/04/11 AlEXlCH.M P, Indiana Michi- 
gan Power Co. (lormerly Indiana & Michigan Electric Co). 2pp 45184:037-45184 044 


-B8041600S3 (nsp Repts 50-315/88-13 S S0-3I6/e3-15 on 880315 31 No violations or 
deviations noiadMa/or areas inspected irrp'amemaljcn oJ Generic Ltr 83-28 m areas 
ol oquipmoni classifica lion, vendor interface & post-ma:ni testing 
NEISLER.JH. GarpnER.H.N Regon 3. Ofc of the Oiroctor 88/04/08 6pp 
45184 039-4516 4 044 


8304190483 Forwards request tor edoi into supplementing 880516 & 1010 S 870528 & 
1110 responses to IE Bulletin 85-003. "Molor- Operate Valve Common Mode Fail- 


ures During Plant Transients Due to Improper Swiich Selling" 

GfiEENMAN.E.G. Region 3. Ofc Ol iho 0 rector 88/04/11, AlEXlCH.M P, Indiana 
Michigan Powor Co, {formerly Indians i Michigan Electric Co) 3pp 45155 171- 
45(55: 173 


8804060370 NRC Into Notice 68-012, "Overgroasing ol Elecinc Motor Bearings ” Sve 

|iS( GHCl. ^ 

ROSSI.CE. Division ol Opoiailonal Events Assessment (Post 8704 jji 68/04/12 
Consolidated EdsonCo. or New York. tnc. i23pp 45165 028 45165 160 


68042 lOOlS Responds to NRC Bullet n 88-001. "Oeficloncies In Weslrnghouso Circuit 
Breakers •• Suilelin addresses doLcienctes exclusive lo Westmghouse OS/OSL typo 


46235:336-4623 5 337. 


R. Periodic operating reports & roialod correspondence 


6803300326 Monthly operating rep( for Fob 1986.W/860304 Hr. 

MICHAEisON, PUPILS. AS. SMITH. W.G. intiiQne Michigao Power Co (lornwrfy frKft- 
ana S Mich'gan Electric Co) 68/02/29 6pp 44907:250 44967:255 


S. Reportable occurrencei, LERa & related correspondence 


68041 10103 Pan 21 repi ro environ qoalllicatiort ol torque switches designed by Limitor- 
que Corn IniliBlly ropoited on 680330, Design not qualiTcaiion tested lor nucloar 
sala^ -relalod sve Unteslod torque switches will bo replaced 
Al£XICH,M P. Indiana Michigan Power Co (lormorly Indana S hfichlgen Eteclnc Co ) 
66/04/04. MURIEY.T.E Oocumanl Conlrol Branch (Document Control Desk) 4dd 


46135:105 45135:108. 


6804130125 Partial losponso to FOIA request lor documenis ro Info Assessment Team 
noiificaiion S alleged valve tampotmg App A documents evailab'o In POfl Forwards 


. vvii.uiii^iii9 ovunauiu HI run.ruiwaros 

App B documents App B documents also aval'eble in PDR 

GRIMSIEV.O H. Division ol Roles & Records {Post 070413) 88/04/04 MAXWELL B 

Cosmos Broadcasting Corp 3pp 45102031-45102 048 


-8804130165 Forwaids FBI communication to be disseminated only lo NhC employees 
WnoM to know.W/o FBI communication Records ol 860610.0926.1212.870404 & 


nnnX t . - . . - ■■VMUUi I ri^wi U9 Ul OVUD l U.UUCD. I /T l ^.D/USUH 5 

0929 telcons & Region III rapls of 880610.870318 & 0929 events end. 

DAVIDSON.J Otilce ol Nuclear Material Salely & Safoguaids.Oirecior 87/10/15 
HAYES.B Olfico oMnvosilgailona lipp 45)02 038-45102 048 


6804(^0211 PN04II.68-030 or) 0aO4O4.supenrisor d scovorod two pleco,s of loam mall 
insido bearing housing on tuiblne-drtven auxiliary leedwater pumpFfli notified ol 
lamparlng Heeion ll^lans 10 Issue confirmalory action Hr. 

CflEEO.J. MAllEr/.S . SURGESS.S. Reg'ort 3. Ofc ol the Dreefor. 06/04/05 In 
46096-182-45098:I82. 


8®0<W0090 RO.on 88041 l.h/e prolecilon water sys not operable per Tech Spec 
3.7 8 l .b.Caused by planned Isolalion el porLon of south leg of outside fire protection 
rirld hfidrf^r S^rkiin nmit^rfirkn AL^ArfaKiA 


rififl heaefer aachup ftre profeclion ava fable fiom nearby fire dopt. 

SMITH.W.G. Indiana Michgan Power Co (formoity Indiana & Michigan Electric Co) 
68/04/11, OAVJS.A B Document Conlrol Branch (Oocumeni Control Desk) 2pp 


68/04/11. bAVJS.A.B. Document Control 
45216 224-45216:225. 


V. Operator Eaemlnatlone 


8803300025 Fonvards Exam Repis 50-316/OL-86.01 & 50.316/OL-88-01 on 860222- 
WflIGHT.Q.C. Region 3. Ofc ol the Oirector. 88/03/24. AIEXICH.M.P. Indiana Michl- 


-8803300185 Exam Repis 50 315/OL-08 0I & 50 316/OL B8 01 on 880222-24 Exam 
resulis ona letahe senior reactor opetaior la led exam, all other cand dates passed 
exams 

OAWav.DJ. Region 3. Otc ol the D.reclor 88/03/24. 66pp 4-1963 0(5-44963 000 


8804250086 Responds to FOIA loquesl for info re scores of reactor oporalora 8 somo' 
reactor operators Forwards requalil catlon exam sun-maiy souico sheets l.3tod in end 


w/por$onal privacy Into deleted. 

GRIMSLEY.DH Division ol Rules 8 Records (Post 870413) 00/04/10. BOIEY K 
Public Citizen's Crit col Mass Energy Pio|ocl 2pp 45213 003-45213:095 


-BB04260167 Package of NRC admimsiored reqoa'itlcaiion oxam results summary 
• NRC - No Delaileo AHi'ieiion Given 87/07/20 88pp 45213 007-45213 095 


DOCKET 60-310 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency A tire protecilon plans 


8804010028 Rev 1 lo Emorgency Plan Implemenlmg Procoduro PMP 2081 EPP2I0 
■'Unit Vent Samphng." 

* Indiana Michigan Powoi Co (lormeily Indiana & Michigan Electric Co) 68/03/25 
0pp 45031:156-45031:164 


68040)0035 Change Sheof I lo Rev 2 to Emorgoncy Plan fmplornenrino Procedure 
PMP 2080 EPP. 107. ■ Nolilicatron of Plant Personnel 


BURRlS.L D Indiana Michigan Power Co (lormorly Indiana & Mlch'oan Elociric Co) 
88/03/25 45pp 45010 023-45010 067, 


6804060110 Forwards Safety Insp Ropis 50 315/8B-0B & 50-3f6/88 09 on 030127- 
0314 No violations nolod 

GULOEMOND.WG Region 3. Ofc of tho Dirocioi 88/03/25 ALEXICH M P American 
Elecliic Powor Co . Inc. 2pp 45046 235-45046 249 


•8804060123 Insp Hepta 50-315/88 00 & 50-316/88 09 on 880127-0314 No violailons 
Ol deviations nolod Mo|or areas inspected actions on previously Idonliliod Homs plant 
oparaiions, radiological controls.maint, surveillance, lire proioclion & security. 
BURGESS.Q.L. Region 3. Olc ol the Director. 68/03/25 i3pp. 45046.237 45046 249, 


8804040143 Responds to NRC 880229 ltr re violations noted in Insp Hepta 50-3 15/89- 
06 8 50-316/68 07,Cofrociive acfions telephones leslod lor oporabil-ty on B60129 & 


prefer documeniat'On of tests mado & filed In emergency planning coordinator files 
P Inpiena Michigan Power Co. (formerly fncfiana & Michigan Elociric Co J 


68/03/30. OAVIS.A.B. Document Control Branch (Oocumont Conlrol Desk) 4pd 
45020 316-45020 319 


I. Financial Information 


8804200090 "1967 Annual Ropl.Indiana Michigan Powei Co." W/880413 ltr. 

AlEXlCH.M P Indiana Michigan Powor Co (lormorly Indiana & Michinan Elecinc Co ) 
87/12/31. MURLEY.T E. NRC • No Detailed Alfiliation GIvon 32pp 45218:112. 


P. Operating Hcenae atage documents 8 correspondence 


6803240426 Gonoric Lit 08-06 to all power readot llconsees & applicants ro removal ol 
organization chans from Tech Speo administrative control roquiromonis.Svc lisi encl. 
MinAOllAF.J /tssociaie Oirector lo/ Prolacts (Posi 8704)1) 88/03/22. Consolidated 
Edison Co, ol New York. Inc 47pp 44972.1 07-44972: )53 


8804080098 Responds lo NHC 880127 request for add! info on ATWS mitigation svs 
actuation Circuitry. 

AtEXICH.M.P Amorican Elecinc Power Co . me 88/03/31. MURLEY T E Document 
Control Branch (Oocumont Control Desk). I2pp 45099:160 45099:17). 


$604120355 Confiimaiory Action Lir CAL-Rlll 88-07 re A Blind 880405 tolcon concern- 
ing DotenliBl laroperlrig event Involving torolgn mstl found In furb-rre drive auxiliary 
leoowator pump bearing housing Proventivo actions fisted 

OAVIS.A B Region 3. Olc ol the Diiecior 88/04/05 AlEXlCH.M P Indiana Michigan 
Powei Co (formerly Indiana & Michigan Elociric Co,), 2pp 45146 063-45146:064. 


8804140193 Provides lislod Info requosled in 680225 Hr ro operating nucloar power 
units located al twelve sites along Great Lakos 

STELLO.V Olc of Ihe Exocut.ve Direciot (or Oporafions, 88/0-1/06 RlOQE T House 
of Rep, 5pp 45104:138-45104:143 


8804080088 Generic Hr 88-07 lo powor roacior licensees 8 applicants ro modillod en 
torcomont policy concerning lOCFRso 49. "Environ Ouafillcatlon of Electrical Equip 
men! Important to Salety tor Nuclear Powor Plants. " Sve list encl. 


MIRAGLtA.F.J Associalo Oirecior lor Projects (Post 87041 1) 88/04/07 Consolidated 
Ed-son Co of New Voilt. Inc. 49pp 45164.237-45164:285 


Q. Inapaction reporta, IE Bulletins A correspondence 


*803290065 Forwards Safety Insp Repta 50-315/88 07 A 50-316/88 08 on 880208- 
26 No violations or deviations nolod Insp consisted ol exam ol safety evaluations con- 
ducted per fequVemenis of tOCFRSO.Sociion 50,59. 

WRIGht.G C Region 3. Olc of Iho Director. 88/03/22. ALEXICH.M.P. Indiana Michi- 
gan Powei Co. (formerly Indiana & Mich-gan Electric Co ). 2pp. 44921 205-44921:216 


•8803290069 Salety insp Repis 60-315/88 07 & 50-316/88 08 on 880208-26, No viola- 
tions or deviations noted Major areas Inspected: adequacy ol hconsoo 10CFR50 69 
safety evaltratfons 

^ • SUTPHIN.R N.. AZAB.B A Region 3. Olc Of Ihe Difoctor. 86/03/21. 9pp 
44921:207-44921:216. 


8803300025 Forwards Exam Repta 50-31 5/OL-8B-01 8 50O)6/OL S8-0I on 080222- 
24. 

WRIGHT.G.C. fiaoiftn 3. n1 Ihp riirArrnf o \ 


DOCKETED ITEMS 87 


-8803300165 Exam Hepls 50-31 S/OL-S8-01 & 50-316/01-88 01 on BB0222-24. Exam 
iesiilts:ono relake senior reactor operator (ailed exam, all other candidates passed 
exams 

DAMON.D J fleglon 3. OlC ol the Director 88/03/24. 66pp. 44963 016-44963:080 

8604060118 Forwards Safety Insp Ropts 50-315/86 08 & 50-316/88 09 on 880127- 
0314 No violations noted 

GULDEMONO.W.G Region 3. Ofc o( the Oiroclor. 88/03/25 AlEXlCH.M.P. Amoricar) 
EloCiric Power Co . Inc ALEXICH.M P Indiana Michigan Power Co (formerly Indiana 
& Michigan Electric Co). 3pp. 45046:235-45046:349. 

-8804060123 Insp Ropts 60-315/88-08 & 50 316/86 09 on 8B0127 0314 No violations 
or deviations noted.Malor areas inspected actions on previously identihed items.plant 
oporaiians.rad>ologlcai contiots.mainl.survoiltanco.nio prolecllon & security. 
BURGESS.B L. Region 3. Ole ot the Director 88/03/25 13pp. 46046 237-45046 249. 

8803210090 SuppI 1 to NRC Into Notice 87-044. "Thimble Tube Th'nning In Wosllng- 
houso Reactors '* Sve list end 

flOSSl.C E Division ot Operational Events Assessment (Post 870411). 88/03/28. 
Consolidated Edison Co, of New York. Inc. t2lpp 44995:126-44995:246. 

8803330296 NRC Into Notice 86 010. "Malls Ucensoos Lack ol Mgl Controls Over Li- 
censed Programs." Sve list end 

CUNNINGHAM.R.E Division oi Industrial & Medical Nuclear Safety (Post 870729). 88/ 
03/26. ('onsolldalod Edison Co ot New York. Inc. lOSpp 44995:247-44995:353. 

8804040143 Responds lo NRC 880220 Hr ro violatinns noted In Insp Repis 60-315/88- 
06 8 50-3t6/88-07.Corioclive ections tetephones tested for opersbility on 880129 & 
proper documentation ol tests made & litod In emergency planning coordinalot files 
ALEXICH.M P. Indiana Michigan Power Co. (lormerly Indiana & Michigan Electric Co ). 
88/03/30 DAVIS.A,B Document Control Branch (Document Control Desk) 4pp 
45020 316 45020 319 

8604060191 Discusses Safety Insp Ropts 50-315/68-03 & 50-316/86-04 & forwards 
notice ol violation Violation catogorired as Sovority IV for siaiod roasons.Response 
should include steps lo be taken To piecludo further inadeouato design control 
MILLER.H J Region 3, Ofc ot tho Oiroctor. 88/03/30. WILliAMS.D.H. Indiana Michi- 
gan Power Co. (loimerly Indiana & Michigan Elocirfc Co ). 2pp. 45028:303-45028:306. 

-8804060196 Notico ol violation from Insp on 880111-14 & 0226-28. Violation 
notod:faiiuro lo provido adequate design control inea&uies,lncludln9 reviews ro electri- 
cal isolation between local snuldown & Indication panels. 

MILLEfl.H J Region 3. Ole of tho Director. 88/03/30. 2pp. 45028:306-45028.306. 

8604110191 Responds to NRC Bulletin 88-002. "Rapidly Propagallng Fallguo Cracks In 
Steam Generator Tubes." Evaluation ol steam generator lube denling,aescripllon ol 
in-place leak detection methods & corrective action program encl. 

ALEXICH.M. P. Indiana Michigan Power Co. (formerly Indiana 8 Michigan Electric Co.). 
88/03/31. DAVIS.A B, Documenl Control Branch (Document Control Desk) 23pp. 
45135 250-45135:272 

8804010266 NRC Inlo Nolica B6 0t 1. "Potonllal Loss of Motor Control Ctr &/or Switch- 
board Foncilon Due lo FauKy Tie Botts." Sve l;St end. 

ROSSt.C.E. Division ol Operational Events Assessment (Post 870411). 06/04/07. 
Consolidated Edison Co. oi New York. Inc. t24pp. 45406:292-45407:051. 

6604160050 Forwards Safety tnsp Ropts 50-315/88-13 & 50-316/68-15 on 880315- 
3t.No violations noted. 

HARRISON,j.J. Region 3. Ofc of tho Oiroctor. 88/04/1 1. ALEXICH,M.P. Indiana Michi- 
gan Powor Co. (formerly Indiana & Michigan Electric Co ). 2pp. 46i84:O37-46104:O44. 

-6604150053 Insp Repis 50-315/88-13 & 50-316/86-15 on 880315-31 No violations or 
deviations noteaMajoi areas Inspected, implemonlallon ol Generic Ltr 83-28 in areas 
ol equipment classification, vendor Interface & post-maini testing. 

NEiSLER.J.H. OARONER.R.N. Region 3. Ofc of tho Oiroclor. 80/04/08 6pp. 
45164:039-45184:044. 

6804190403 Forwards request lor addi Inlo supplementing 860516 & 1010 & 870528 & 
1110 lesponaos to IE BuHeiin 85-003, "Motor- Operated Valve Common Mode Fail- 
ures During Plant Transients Due to Improper Switch Sotting." 

QREENMAN.E.G. Region 3. Ofc ol the Director. 88/04/11. ALEXICH.M.P. Indiana 
Michigan Power Co. (lormerly Indiana 4 Michigan ElecIrio Co.) 3pp. 45165:171- 
45155:173. 

8804060370 NRC Inlo Notice 86-012, "Overgreasing ot Electric Motor Bearings." Sve 
lisl end. 

ROSSt.C.E. Division of Operational Events Assessment (Post 670411). 88/04/12. 
Consolidated Edison Co. of New York. Inc I23pp 46165.028-46105:150. 

8804210015 Responds to NRC Bulletin 88-001. "Oeliclencies In Westinghouse Circuit 
Breakers." Bulielln addresses deficiencies exclusive to Westinghouse DS/OSL type 
circuit breakers 4 outlines specific insps lo be performed. 

ALEXICH.M P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/04/13. MURLEY.T E. Documenl Control Branch (Documenl Control Desk). 2pp. 
45235:336 46235:337. 


R. Periodic operating reporte & related correspondence 

8803300322 Monthly operating rept lor Feb iga8.W/860304 Hr. 

MICHAELSON, PUPILS.A,S., SMITH.W.Q. Indiana Michigan Power Co. (formerly Indi- 
aria & kAtcNgan EteeWo Co.>. 83/02/29 8pp. 44953.1 26-44953:1 30. 


S. Reportable occurrences, LERe & related correspondence 

6804130125 Partial response to FOIA request lot documents re Inlo Assessment Team 
notification 4 alleged valve lamperlng. App A documenls available In PDR.Forward8 
App B documents. App B documenls also available In PDR. 

GfflMSLEY.D.H. Division of Rules 4 Records (Post 870413). B8/04/04. MAXWELL.B. 
Cosmos Bioadcasllng Corp. 3pp. 46 102:03 1-45 102:040. 

-8804130165 Forwards FBI communicalion lo be disseminated only to NRC employees 
w/need lo know.W/o FBI comrmiolcatlon.Records ol 860010,0926.1212,670404 4 
0929 lelcons 4 Region III repis ol 860610,870318 4 0929 events end. 

OA\/IOSON.J. Office of Nuclear Material Safety 4 Seleouards, Director. 87/10/16. 
KAYES, B. Office of Investigations. 11pp. 45102;038'4SI02;048. 


6804210261 LER 88 003 OO on BB031 l.discovored that seipolnis ol vollsgo retays out- 
side Tech Spec aVowabls values. Tech Spec change icquosi will be submillod as soon 
es engineering review lo ova'uate acceptable Teen Spec values 4 tolerance complet- 
ed 

BGILMAN.T.P.. SMITH.W.Q. Indiana Michigan Powor Co (formerly IndPna 4 Michigan 
Electric Co ) 08/04/11. Spp 45281 259 45281:263 

8804220090 ROon 80041 l.tiio protection water sys not operable per Tech Spec 
3.7.6. f .b.Causerl by planned Isoiallo/i ot portion ol south leg ol ouielcfs fire protection 
ring header Backup (ire protection available from nearby tiro depl. 

SMiTIf.W.Q. Indiana Michigan Power Co. (lormerly Indiana 4 Mchigan Electric Co ). 
66/04/11. DAVIS.A.8. Document Control Branch (Document Control Desk). 2pp. 
45216:224-45216 225. 


8004I902SO RO.lire detection syS Inoperable lor Fire Zone 34 East main sloam end has 
been Inoperable In excess ol 14 days Caused by Inoperable detector 
sprlim Replacement parts received Sys returned to sve on 880412 
SMITH.W.G, Indiana Mich'gan Power Co. (formerly Indiana 4 Michigan Electric Co ). 
66/04/13. Document Control Branch (Oocumont Control Desk). 2pp 45215 268- 
45216:270, 


V. Operator Examlnatlona 


8803300025 Forwards Exam Ropts 60-3t5/OL-68 Ot 4 50 3t6/OL 88 01 on 080222- 
24 

WRIGHT.O C. Region 3, Ole ol the Olieclor 06/03/24 ALEXICH.M P Ind-ana Michi- 
gan Power Co. (lormerly Indiana 4 Michigan Electric Co ). 2pp. 44663 013 44063:080. 

-8803300166 Exam Repts 50-31 6/OL-88 01 4 50-316/OL B8-01 on 880222-24 Exam 
tesullsono reiako senior reactor operator fa led exam. 84 other candidates passed 
exams. 

DAMON.D.J. Region 3, Ole of the Director 88/03/24 66pp 44963 015-44963 080 

8804250086 Responds lo FOIA request tor inlo re scores ol reader oporalora 4 senior 
reactor operators. Fonvards requalilicaiion exam summary source sheets listed in orxcl 
app w/porsonal privacy Inlo deleted. 

GRIMSLEY.D H Division ol Rules 4 Records (Post 870413). 88/04/19 BOlEY.K, 
Public Cill2en's Critical Mass Energy Pro)ect. 2pp. 45213:003 45213:095. 

-8604260167 Package ol NRC administered requalilicaiion exam results summary. 

’ NRC - No Oatailed Alfibalion Given. B7/07/20. 8Bpp 45213 007-45213 095 


DOCKET 60-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency 4 lire protection plans 


B8040701S4 Revised omergoncy response plan Implementing procedures, including 
Change 7 to Rev 1 1 to Attachment 2 of ERPIP 4.1.6. "Airborne Activity" 8 Change 1 3 
to Rev 9 to Attachment 4 to ERPIP 4.1.7. "Airborne Activity." 

‘ Baltimore Gas 4 Electric Co 88/03/16. t2pp 45029 316 45029 327 

8604130206 Forwards Safety Insp Repis 50-317/88 04 4 50-318/6B 05 on 880211-12 
4 notice ol violation. 

CONGELF J Region t. Ole of the Direclor 08/03/24 TIERNAN.J A Baltimore Gss 
4 Eloclrlo Co. 3pp. 45161:250-45151*266 

-8004130211 Notice ol violation from Insp on 88021 t-t2.Viol8lion noted- failure to 
notify 4 recall emergency response personnel 4 activate amoigoncy response fac*li- 
lles after ALERT declared. 

CONGEL.F.J. Region 1. Ole of the Director. 88/03/24, Ip 45161:262-45151 262. 

-6004130216 Insp Repis 60-317/86 04 & 50-318/88-05 on 86021 t-i2. Violations 
noted.Major areas inspected.clessilicallon. reporting & response lo ALERT doclarod 
on 680201 

CONKLIN C. LA2ARUS.WJ. Region 1, Otc ot the Ditorrtoi. 88/03/14 4pp 
45151:263 45151:266. 

8804070269 Advises that 871005 4 8B0202 4 09 Revs 6.7 4 7-amend8d lo safeguards 
contingency plan consistent w/provislons ol 10CFn60.54(p) 4 occqplable. 

BELLAMY R R Region 1 Ofc of the Director. 66/03/29. COSS.H.O. Qsitimore Gas 4 
Electric Co, 3pp 4&376:21 1-45075 213, 

8B04200034 Rev l2.Ch8nQe 16 to Emergency Plan Implementing Procedure EHPiP 3.0. 
"Personnel Injury." 

* Baltimore Ges 4 Electric Co 88/03/30. 14PP. 45219:055 45219:068. 

0804160093 Advises that emergency planning zone reduction requests shall remain on 
plant active docket liie.bul no further review elforts until notice given to NRC to reactl- 
V&I 0 f9vi0W 

VARGA.SA. Division ot Reactor Projects • I/ll (Post 870411). 88/04/11. 
TIERNAN.J A. Baltimore Gas 4 Electric Co. 3pp 45134.020-46 134.022. 

8604200018 Revised emergency plan (motemenimg procedures Jncluding Change 12 to 
Rev 10 lo Attachmeni 2 ol EPRIP 4.1. 3, "Technical Support Clf flosloi " 

* Baltimore Gas 4 Eleclrlc Co 68/04/11. 7pp. 45218 216-45218:221. 

8804200021 Revised emergency plan implementing procedures.including Rev 0 to 
Charrge 3 to ERPIP 4.4.4, ^'Inpul Determining Atmospneilc Stability Class 4 Moieorol- 
ogy" 4 Rev 9 to Change 2 10 ERPIP 4.4.9. 

♦Baltimore Gas 4 EteclrloCo 88/04/11. tOpp, 45226:271-45226:270, 


I. Financial Information 


8804070222 Forwards annual rept for 1987. 

RINaSDORF.J.E. Baltimore Gas 4 Electric Co 88/03/31. Document Control Branch 
(Document Control Desk). Ip 45030.046-46030:104. 



88 DOCKETED ITEMS 


K. ututty Final Sataly Analysis Repart (F5AR) A amends 

8S04Q50S71 fie/ ? fo apOatad FSAR for Calvert CWs Njcloat Poo-er Plant it/jiis I J 
2W/8B0331 lit 

riERNANJA. Bai; mote Gas & Electnc Co B8/03f31 61pp 45020 331-45021032 


8604290090 Nolihcal-on of 080502 moeiing w/ulil & Dechlel in Rockvillo.MD to discuss 
uiil 6B0406 request lot ASME Code relief (or up to 151 roliof & safely valves which 
setpoints may be high oui-of-spec by up to 70 p$i. 

MCNEIL.S A Pro|ecl I3irectorato i f 89/04/22 CAPnA.nA P»o|ecl Difociofato Ul 
3pp 45322:344-45322 346. 


P. Operating license stage documenia & correspondence 


O. Inspection reports, IE Bulietlna A correspondence 


6803250364 Requests vrilhdrawal Of portion of 660212 app':cation for amcnil on Cycio 
to reload re Page 3/4 1-1 o( Tech Spoc 3 l.l t.oxcept ret to Figure 3.1-ib. 
MJMaLCIK.J A t]a‘iifrore Gas & Electric Co 86/03/21. Document Control Branch 
(Document Control UesM 5pp 44945 226 44945 230 

6803240426 Gononc Lir 86 CG lo all povvor reactor licensoas & appi cams re retnovsl of 
prgarizal'On ctrarts (rom Tech Spoc admin-straiivo control requirements Sve I st end 
MiriAGliA.F j Associate D.iector (or Pro, eels (Posi 67041 1 ) 08/03/?? Co.'isolidaiocl 
EeftsonCo o( Now Vork. inc 47pp 44972 107-44972 t53 


8804120453 Notification ol Significant Liconsee Mooting 88 023. Rev 1 in King ot 
Pftissia.PA on 860218 to discuss licensee SSFI Insp 

TfliPP.t.E. Region 1, Ole of the Director. 88/02/18. Hog on I. Ole ol the Director. 
2pp 4509 1 ; 1 4 f-4509 1:148. 

6804130309 Forwards Safely Inap Ropts 50 317/68 04 & 50-318/6805 on 8802ti-i2 
6 notice ol violation. 

C0N6EI.F.J Region I. Ofc of Ilia Director. 88/03/24 TiERNANJA, Baltimore Gas 
A Elecbic Co. Spp 45 t5f 269-45 fSt:266. 


88040S009I Provides response to concerns raised irr NRC 860311 Hr re Cycle 10 
reload design 

riERNAN JA Baitimpre Gas & Electnc Co 80/03/26. Oocomeni Control Oranch 
(Uecunr-enl Control OesV) Spp. 45021 060 4502t:OG4 

8803310247 Roquesis relief from ASVE Code Section Xi requirement determined in»- 
pracHcal 8 permission to defer bydrosiai-c pressure losIRellol requested unmedaleiy 
to avoid Unit 2 start up delay Fee paid. 

TIEPNAN.JA. Bait-mo'e Gas A E'ocinc Co. 96/03/28, OocLmeni Confiol Branch 
IDocumenl Cendo' Desk) 5pp. 44996. 001-44998 005 

8804120338 Forwards Rev 16 lo ' OA Poticy lor Caiverl Cl fis Nuclear Power Pient." per 
3/0316 leicon. 

ANUJE.A B Baltk-nofo Gas & Elacfnc Co 88/03/29 EAPEN,P K Hegion 1. Ofc ol Iho 
Director. lOpp 46132043 45132 109 

-8694120330 Rev 15 to "OA Policy for Ca'vort Cliffs Nuclear Power Plant" 
LUNOVAttAE. TIERNAN.JA. COSS.HO. Ga'iimoro Gas & flcctnc Co 68/02/10 
57pp 45132 053 45132 109, 

B804060492 Forwards addl requests lor rcliel from ASME Section XI iiump & valve lest 
program as suppi lo 8702 1() submriiai. JuStificairon tor removal of various valves A 
lesiing roquiremerts Irorn mservice test program also enci. 

TIEnNAN,JA Bailirnoro Gas S Electfic Co. 88/03/30 Documeni Control Branch 
(Oocumem Coniid Desk) lOpp 45047:167-45047:166 

66(14110103 Responds to Generic Lir 86 03 re icsolulion of Generic Safely Issue 03, 
'Steam Binding ol Aui-llary Feedwater Pumps" Util maintains procedures lor recoQ- 
nizicp steani b nding & restoring feedwalar sys U> opc-rah'a status 
TIERNAN.JA Baitimuie Gas & Electric Co. 86/03/31. Oocumoni Control Bianc.b 
(Document Control Desk). 2pp 4S064:360-4S064:3(3( 

8804 t30t34 Pocaards p.'opnoiary A nonproprfefary repfacemenf cages to rapt subrnilfed 
hy 071002 Itr re control element assembly clr finger cracking.neplaccmonl pages duo 
10 changes lo prcprieiary classil-caiions.Propriolaiv pages withheld 
LIPPOLD.W.J. Ba'iimore Gas A Electric Co 86/04/06 Oocumeni Control Branch 
(Oocument Control Desk). t3pp 45099 320-45099 341. 

6604080068 Generic ttr 86 07 lo power reactor hconsoes A apprcanis lo modified on- 
forcomenl pol-cy concerning ioCfR50.49. "Environ Ouaiilication ol Elecincai Equip- 
ment important to Safety ter Nuclear Power Plants.*' Sve list encl. 

MIRAGIIA.F J Associate Diiecioc lor Protects (Post 870411) 88/04/07. Consolidated 
Edison Co. ol New Yoik, Inc 49pp 45ie^;237-45164;285, 


-8804130211 Notice of violation irom Inap on 66021 1-12 Violation noted: failure lo 
notify & recall omergenev response personnel A activate emergency response lacill- 
l!es after ALERT declarer]. 

CONGEL.F J Region 1. Ofc ol the Director. 88/03/24 ip. 45151:262 45151:262 

-8804138216 Insp Hepts 60-317/08-04 A 60 318/88-05 on 88021 1-»2 Violaiiona 
noted MajOf areas Inspected c las sillcailon. reporting A response lo ALERT dodaied 
on 680201. 

CONKLIN.C. LAZARUS.W J Region 1. Ole ot ihe Olrcctor. 86/03/14 4pp 
45 f 5 1-263-45 f 5 1.266. 

8803310090 Suppi 1 to NRC Into Notico 87-044, "Thlmblo Tube Thinning In Wesling- 
house Reactors." Sve list encl. 

ROSSf.C E Division of Oporafional Evonla Assessment (Post 870411) 88/03/28 
Consolitfaled Edison Co. of New York. Inc I21pp 44096:126-44996:246 

8803220298 NRC Into NoUco 88-010. "Matts Llcensoos:LBck of Mgt Controls Ovoi Li- 
censed Programs." Sve list encl. 

CUNNINGlmM.R.E Division ol industrial A Medical Nuclear Safety (Post 670729) 80/ 
03/28. Consolidated Edison Co. ol Now York. Inc 108pp. 44905:247-44996:353. 

8804080481 Responds lo NRC Into Notice 88-005 re liro In annunciotoi control 
cab:neis.Slaiem 80 l ro in8d8C|ualo oxygen In (ire area ineccuralo.Nausaa loll by Indi- 
vidual discharging fire extlrmu-shor but not Iw olhor peraons In area. 
riERNAN.jA Salitmore Gas A Electric Co 8Q/0373f Document Control Branch 
(Document Control Desk). 2 pp. 45047:167-46047: 1 68. 

8804130325 Requests toilet Irom testing requiromonis in ASME Boiler A Pressure 
Vosssl Code Section XI tor tnservice insp Cllasa 2 A 3 valves w/exceptlon Of main 
Sloam safely valves Roliof requested correct selpolnis verified A ostabllshod Fee paid 
IEMONS.J R Ballimore Gas A Eloctrlc Co 88/04/06 Documeni Conboi Branch 
(Oocumeni Confrol Desk) 4pp 46j37.324-46»37:327. 

8604010268 NRC Into Notice 68-01 1. "Polonllal Loss of Motor Control Ctr A/or Switch- 
board Function Due lo Faulty Tie Rolls." Sve list end 

ROSSKC E. Oivi3-'on of Operattonal Eveiifs Assessment (Post 870411), 08/04/07. 
Consolldatod Edison Co ot New York, Inc. 124pp. 45406 292-45407:051. 

8804080370 NRC Info Notice 88-012, "Ovorgreaslng ol Electric Motor Bearings" Sve 
LSI end 

flOSSl.C.E. Division of Operational Events Assessment (Post 0704 tt) 88/04/12, 
Consolldaiod Edison Co oi New York, too I23pp. 451 65 028-45 165:160 


8804160093 Advi&os that emergency planning zone reduction roquests shah romain on 
plant active docket lile.bui no further rev:ew elforls onM no1-ce g van lo NRC to roacti- 
vato review. 

VAROA,SA Dvision ol Reactor Pro/oefs • I/ll (Post 87041 1). ' 68/0-1/ 1 1 
TltKNAN.J A Bailirnoro Gas A Electric Co Opp 45134.020 45134 022 

8604210176 Fomrarda corrocied nobce ol consideration A issuanco ol amend to Li- 
cense OPfi-SS A proposed NSHC determinafion A hearing on 680212 request re 
add.ng upper lim Is A increasing moderator temp coefticioni tnctmal power levels. 
MCNEIL.SA. Project Oirociora '0 t- 1 . 88/04/12 TlERNAN.jA. Baltimore Gas A Elec- 
tric Co. Ip 45192 097-4519? 107 

-8804210162 (Toiieciod notice ol consideration of issuance ol amend to License OPR- 
53 A proposed NSIIC deteim nation A opportunity lor hearing on 880212 request to 
add t^^r limits A Increase thermal power levels for inodoralor temp coeflidonl 
MCNEtL.SA Proicci D>reclorala M 88/04/12. 1 ipp, 46192 098-45192:107 


8804200119 Forwards Safety Inap Rspls 50-317/88-03 A 60-316/88-03 on 680229- 
0304.No vioiaiions noted. 

BELLAMY,aR. Region 1. Olc ol the Diroctor. 88/04/13 TIGRMAN.J.A, Bailirnoro Gas 
4 Efeclriic Co 2pp. 45220.335-45220.342. 

-6804200127 Insp Roots 50-317/88-03 A 50-317/68 03 on 880229 0304 No violations 
nolOd-Major areas fnspootedrnonradlofogical chemlslry program.lncludlng analytical 
procedure avaluaUons s rnessurernent control. 

ZtBULSKY.H.. PASCIAK.WJ. Region 1. Ofc ol Ihe Dlraclor. 88/04/11. 6pp 
46220 337-45220.342. 

6804220003 Rosponds to violations noted In Insp Repis 60-317/80-01 A 60-3)8/88- 
Oi.CotrocItve sctionsatlention being given lo loose carts A other malls in switchgear 
rooms A cable breeding rooms. 

T(ERNAN.J,A. Baltimore GflS A Electric Co. 88/04/18. Oocurnenl Control Snanclt 
(Oocumeni Control Desk). 3pp. 45220.028-45220.030. 


8B043 10362 Forwards nokce oi proposed no sign'ilicani hazards consideration deter mi- 
naiion A opporlurtiiy lor hearing re 9802 1 2 application to Support Unit i Cycle 10 op- 
eration 

MCNEILS A Project Drectoraie M. 83/04/12. TieRNAN,JA Bati'mofe Gas A Elec- 
tric Co 2pp 45191:255-45191:268 


-8804210388 Notice ot consideration ol Issuance ol amond to Licertse DPR-53 A pro- 
posed NSHC delerminalion A opportunity (or hearing Amend mod.(ies Tech Spec by 
add no figuro that provides upper fim.t8 lor moderator temp coefficient. 

MCNfcfL.S A. Project Oiectorato 1-1. 88/04/12. 10pp. 45191:257-45191268 

6804220263 Wilhdraws raquosi lor oddi info re uW rosponses fo Items 4 2 3 A 4.2.4.GO- 
norlc Ltr 83-26, "Required Actions Based on Generic implications ol Salem ATWS 
Events " 

MCNEIL.S A Project Orectorate 1-1, 68/04/19 TIEflNAN,J A Ballimore Gas A Elec- 
irloCo, ?pp 45201:171.45201:172. 


8804260934 Requests response to questions provided in 871113 request for sddl Info 
re proposed Ihsenrlce losi program lor safely- related pumps A valves within 70 days 
of Itr date.per 880218 A 19 meebng.Tifp ropi lor pump A valve encl 
MCNEIL.SA. Project Olrectoraie M. 88/04/ 1 9. TiERNANJA. SaWmoro Gas A Efec- 
Iho Co. 2pp. 46266 1B8-45266.216. 


-6604260062 Tnp repi of 880218-10 working mealing w/NRC.olil A E08Q Idaho re 
porno A vafve tnservica (e sling program. 

hCXJkhOLO.H.C., hemming, W.(5. EGAQ Idaho. Inc (subs, ol EGAD, Inc) 
ROCKHOLO.H.C. tdaho National Engi-nee/lng Laboratory. 88/03/28. DEMFtSEY.k 
NRC • No Detailed Afli iaiion Qrven. 2;^p. 46266: 190-45266 216. 


8604290118 Discusses Ulil 870909 response to NRC BuHaiin 87-001, "Thinning ol Pipe 
Wafis at Nuclear Power Plants." Info being used lo obtain data on observed pipe wall 
thinning A no further ptaot-specino action required. 

MCNEILS A, Project Diraolorate |.|. 86/04/26. TIERNAN.d.A, Baltimore Gas A Eloc- 
trlc Co. 3pp. 45322.222-45322:224. 


R. Periodic operating reports A related oorrespondenee 

6804040038 “Radiolog'^al Environ Monitoring Program Annual RspI for Calvert CItlla 
Nuclear Power PlenI Units 1 A 2, Jan-Deo 1867.*’ W28 80324 Itr. 

BARTAL.L J.. BAUEREIS.E.!.. QAVRILAS.M. Baltimore Qaa A Eleoirio Co. 87/12/31 
76pp. 46017.069-46017:164. 

8804010228 Forwards updated Tables 1C,2A A 2B ol "Semlannifal Ellluent Hslsase 
RepI tor Second HaV 199?" A rev/sed TaWo 3 A tor First Half 1086. Update Includes 
airontlum results for fourth qtiarler tor gaseous A liquid slfiuent releases. 
TierNAN.J-A. Baltimore Qas A Electric Co. 68/03/26. Oocumeni Control Branch 
(Docurtienl Control Desk). 2pp. 45033:144-46033:161. 

-8804010228 Revised Tables 1C,2A A 26 of "Semiannual Elfluenl Release flspt (or 
Second Halil 907." 

• ealtimofs Gas A Eleclrlo Co. 87/12/81. Spp, 46033; 146-46033;1&0. 

-8804010230 Revised Table 3A of "SemtortnUAl Effluent Release Repl (or Flrsi Hall 
1986." 

* Balilmwa Gas A Eleclrto Co. 66/06/30, Ip/ 46033i16J.45033i|6f. 
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8804060520 Provisos SPOS ptoofoss lepl tof First Quarter 1 0OO.ptovId ng proatoss In 
establishing fully operational SPOS.staluS of software dovoiopmoni & testing & Idanii- 
lication of cntical path iiom Unit i SPDS will bo operational by 880701 
TIERNAN.J A Balt more Gas & Eloctnc Co 88/03/31 Documont Control Branch 
(Oocumenl Control Desk) 3pp 45034.073'45034;075 

8804180336 Forwards monthly operating repis lor Mar 1988 & revised oporalmg status 
& unit shutdowns 4 power reductions tor Unit 2 tor Fob 1988 
LEMONS.J fi Baltimore Gas S Electric Co. 88/04/13 Document Control Branch 
(Documont Contioi Oosk). ip. 45196 ??3-45 166 235. 

-0804180338 Monthly oporaling repis tor Mar 1988 
BEHNKE.C BahlmoroGasS F.loclrlcCo. 88/03/31 tOpp 45196 224 45166 233 

-8804180343 Revised monlhly opofalmg ropl tor Feb 19S8 
BEHNKE.C. Baltimore Gas & Electric Co 08/02/29 2pp 45196 234-45196 235. 


S. Reportable occurrences, LERs & related correspondence 

8804000168 LER a5 003 0l:on 850405,7 of 16 main sloam valves found to be out ot 
tolerance. Caused by measurement technique & room equil btium lomp Main steam 
safety valves reset prior to completion ol lost W/680405 Hr. 

LUPuLD.T R.. LEMONS.J.n. Baltimoro Gas & Elocltic Co. 86/02/ 1 5. 4pp. 45092.200- 
45092203 


V. Operator Examinations 

880426008B Responds io FOIA roauest for Into ro scores ol roacior operators & senior 
reactor operators Forwards requalllicatlon exam summary source shoots Hsied in end 
app w/potaonal privacy Into deleted. 

GRIMSLEY.D.H Division ol Rules S Records (Post 870413). 00/04/10. BOLEY.K. 
Public Citizen's Cntical Mass Energy Project. 2pp. 45213:003-45213.095. 

-8804260187 Package of NRC administered regualil.callon exam results summary. 

• NRC • No Doiallod Allil-ation Given. 87/07/20 88pp 46213 007-462)3 095 


DOCKET 50-310 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8804070164 Revised emorgoncy ro^onse plan tmplomentlng procedures. Including 
Change 7 Io Rev tt Io Attachment 2 ol ERPIP 4 1 6. "Airborno Aclivily” & Change 13 
to Rev 9 to Attachment 4 to ERPIP 4.1.7, "Airborne Activily." 

* Baltimore Gas & Electric Co 60/03/16 12pp. 45029:316-45020:327. 

8804130209 Forwards Saloty Insp Repis 50 317/80 04 & 50-318/88-OS on 880211-12 
& notice of violation 

CONGEL.F.J. Region 1. Ole ol the Oiroclor. 86/03/24. TiERNAN.J.A. Baltimore Gas 
& Elociric Co. 3pp. 45 161 259-4516 1:266. 

-8804130211 Noiico of violation Itom Insp on 88021 1-1? ViolBUon nolod: failure to 
notify & recall emergency rosponso personnel & aclivato emorgoncy response lacill- 
lios allot ALERT declared. 

CONGEL.F.J. Region 1. Olcol tho Director. 08/03/24 Ip 46161:262-45151:202 

-8804130216 Insp Hopis 60-317/68 04 & 50-318/68 05 on 680211-12. Vlolakons 
noted. Major areas inspected classilicailon, reporting & response to ALERT declared 
on 880201. 

CONKLIN.C. Region t. Ole ol the Director. 68/03/14. 4pp. 45161 :263-45l5l;286. 

8804070259 Advises that 871005 & 080202 & 09 Revs 6,7 & 7-amendod to safeguards 
contingency plan consistent w/provlsions ol tOCFfl50.54(p) & acceptablo. 

BELL/fMY.fl R Region 1. Ofc ol ihe Director. 88/03/29. COSS.II.D. Baltimore Gas & 
eiactfic Co. 3pp 45076:21 1-46075:213 

8804200034 Rev l2,Change 16 to Emorgoncy Plan Implomenling Procedure ERPIP 3.0, 
"Personnel Injury.” 

‘ Baltimore Gas & Eleclrio Co 88/03/30 14PP. 45219:055-45219:068. 

6804150093 Advises that emergency planning zone reduction requests shall remain on 
plant active deckot He.but no turltver tevlaw ellorts until notice given to NRC to reacti- 
vate review. 

VARQA.S.A. Division ol Reactor Projocls - I/ll (Posi 870411). 68/04/11. 
TIERNAN.J A Balllmoro Gas S Etoclrlc Co 3pp. 45134;020-46134:022. 

8804200018 Revised emorgoncy plan Implomenling proceduros.lncluding Change 12 to 
Rev 10 to Attachment 2 ol EPHIP 4.1.3, "Technical Stmport Ctr Roster." 

* Bahlmore Gas & Elecirlc Co. 68/04/11 7pp 46218 215-45216-221 

8804200021 Revised omeigency plan Implementing procodures,lnciudlng Rev 9 to 
Change 3 to ERPIP 4 4.4. 'Input Determining Almosphoric Stability Class & Meteorol- 
ogy’ & Rev 9 to Change 2 to ERPiP 4 4.9. 

* Balllmoro Gas 4 FJeclric Co. 68/04/11 lOpp 45228:271-46226 279. 


I. Financial intormation 


8604070222 Forwards annual rept tor 1987. 

RINQSOORF.J G. Baltimoro Gas & Electric Co 88/03/31, Oocumenl Conirol Branch 
(Oocumenl Control Desk). Ip. 45030.048-45030:104. 


K Utility Final Safely Analysis Report (FSAH) & amends 

8604050271 Rev 7 Io updated FSAR ior Calvert Clilts Nuclear Power Plant Un'as 1 & 
2.W/80O331 Hi. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 68/03/31. eipp. 46020:33 1-4502 1:032. 


0. Advisory Commlltee on Reactor Safeguards reports & correspondence 

6804140216 Submits summary ol actions discussed at ACRS 3351h meetiiig on 080310- 
12 In Waahin9lon.OC.includlng ACRS repis/ recommondations.oiher 
acllons.agroemonis.assignmoms & requests & luiuro agonda. 

KERR.W. ACRS - Advisory Coramiliee on Reactor Satoguards 89/03/24 ZECH,L.W. 
Commissioners. 4pp. 45118:172-45118:175 


P. Operating license stage documents 4 correspondence 


8803250284 Requests withdrawal ot portion ol 6B0212 application lor amend on Cycio 
to reload re Page 3/4 1-1 of Tech Spec 3. 1.1.1. except ret to Figure 3 i-lb 
MIHALCIK.J.A. Baltimore Gas 4 Electric Co. 68/03/21. Oocumenl Conirol Branch 
(Document Conirol Desk). 5pp 44945:226 44646:230 

8803240426 Generic Lir 68-06 lo all power reactor llconseos 4 applicants lo lamoval ol 
organizailon charts from Tech Spec edmlnislrailve conirol requiremenis Sve list encl. 
MinAGLIA.F J. Associate Director for Projects (Post 870411) 88/03/22 Consolidated 
Edison Co. of New York, Inc. 47pp. 44972:107-44972:163 

8803310247 Requests rellel from ASME Code Section XI requuoment determined Im- 

f iracllcal & permission lo deter hydrostatic pressure losi.Reli8f requested immodiaiely 
0 avoid Un<l 2 start up delay Fee paid 

TIERNAN.J.A. Baltimore Gas 4 Electric Co. 68/03/28. Oocumenl Control Branch 
(Document Conirol Oosk). 6pp. 44996 001-44996:005. 

8804120336 Forwards Rev 16 to "OA Policy lor Calvert Cliifs Nuclear Power Plant," por 
870316 tetcon 

ANUJE.AB. Balllmoro Gas 4 Electric Co 86/03/29 EAPEN.P K Rag-on t. Ole ol the 
Oirocior. lOpp 45132 043-45132:109. 


-6804120339 Rev 15 to "OA Policy tor Calvert Clilis Nuclear Power Plant." 
LUNDVALL.A.e.. TIERNAN.J.A. COSS.H D Baltimore Gas 4 Electric Co 88/02/10 
57pp 45132.053 45132:109 

8804060492 Forwards addi requests lor relief from ASME Section XI pump 4 valve lust 

Q rem 0B suppi to B70210 submittal. Juslillcalion tor removal of various valvos 4 
(vg requ'iemenls fiom (nservice test (xogram also encl. 

TIERNAN.J A Balllmoro Gas 4 Elociric Co. 08/03/30 Oocumenl Conirol Branch 
(Document Conirol Desk) lOpp. 45047:167-45047:166 

6804110108 Responds lo Generic Llr 68 03 re resolution ol Generic Saieiy Issue 93. 
"Steam Binding of Auxiliary Feedwater Pumps." Ulif mainiains procedures tor recog- 
nizing Bleam binding 4 restoring foodwaior sys to operable status. 

TIERnAN,J A BanlmOfO Gas 4 Elecirlc Co. 88/03/31. Documont Control Branch 
(Documoni Control Desk). 2pp. 45064 360 46084:361 


8804130134 Forwards pioprioiaiy 4 nonpioprielaiy replacemoni pages to ropl submillod 
by 871002 Hr re conirol element assembly cir linger cracking Replacemenl pages due 
to changes io proprieiery clessilicallons Proptlelary pages will) hold. 

LIPPOLD.WJ. Baltimore Gas 4 Electric Co 88/04/06 Document Conirol Branch 
(Documont Control Oosk). 13pp. 45099:329-45099.34 1. 

88040800B8 Generic Lit 68-07 lo power reactor l-censees 4 appileanis ra modihod en- 
lofcemenl policy concerning 10CFH60.40, "Environ Oualilicaiion ol Elactrical Equip- 
mont Important lo Safety tor Nuclear Powar Plants " Sve list end. 

MIRAGLIA.F j Associate Director lor Projects (Post 8704 11). 86/04/07 Consolidated 
Edison Co. of Now York. Inc. 49pp. 45164 237.45)64:285 


8604 140534 Confirms Inlorfm approval Of rohel from requirements ol Section Xl.Artic’es 
IWA-4400 4 lWA-4400 ol 1083 Edition W/ Addenda through Summor 1983 ol ASME 
Code that portion of main steam piping be hydroatailcally pressure losiod. 

CAPRA n.A. Project Olrectorato l-v 68/04/^11 TIERNAN.JA. Ballimoto Gas & Elec- 
tric Co. 3pp 46130 209-45130 211. 

8604160093 Advises Ihai emergency plartning zone reduction requests shall remain on 
plant aclive docket flle.but no furlhor review efforts until notice given to NRC to roactl- 

vala review. 

VARGAS A. Division ot Reactor Projects - l/ll (Posi 870411). 88/04/11. 
TIERNAN.J.A. Balllmoie Gas & Elaciric Co. 3pp. 45134:020-45134:022. 


6804220283 Withdraws request tor sddi Info re utit responses lo Items 4 2 3 4 4 2 4,Ge- 
noric Llr 83-28, "Required Actions Based on Generic Implications ol Salem ATWS 


MCNEILS. A. Project Direetorale 1-1 88/04/19 TIERNAN.JA. BalMnore Gas 4 Elec- 
tric Co. 2pp 46201:1 71 -46201:1 72. 


8804280034 Requests response to questions provided in 871113 roquesi tor addi into 
re proposed InservIce lest program lor safety- related pumps 4 valvos within 70 days 
of III dale.par 680216 4 10 meeting Trip rapt lor punip 4 valve and 
MCNEIL 8.A. Project Directorate 1-1. 88/04/19 TIERNAN.JA Balllmoro Gas & Elec- 
trio Co 2pp. 45266; ie8-4626e 216. 


-8804280052 Trip rapt ol 800218-10 working moating w/NRC.util 4 EG4G Idaho ro 
pump 4 valve inseivice testing program. 

ROCKHOLD.H.C.. HEMMING.W.CJ. EQ4G Idaho. Inc. (subs, of EG4G. Inc). 
ROCKHOLO.HC. Idaho National Engineering Laboialo^. 88/03/28 OEMPSEY.K 
NRC - No DelftMed AllfflaLlori OWon. 27pp. 462M:10O-45266:216. 


6804290090 Nolilloatlon of 860502 meeting w/uHl 4 Bechtel in Rockville.MO to d'seuss 
util 880406 request lor ASME Code relief tor up to 161 rellel 4 safely vaives which 
selpolniB may be high oot-of-spoc by up to 70 psi. 

MC44EIL,9A, Project Directorate l-f. 88/04/22. CAPRA.R.A. Project Ofoclorate 1-1. 
3pp. 46322:344-46322:348. 


Q. inapeotion raporta, IE eullellna 4 corroapondence 

8804120463 Notification of Significant LIcenaaa Meeting B8-023.Rav 1 In King of 
Prussia, PA on 860218 to discuss Kcensaa SSFl Insp. 

TRIPP.LE. Region 1. Olo ol the Director. 60/02/18. Region 1. Ofc of the Director. 
2pp, 45091:147-46091:146. 
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a80413020& Forwards Sal«ly Irrsp Ropts 90-3<7/eB04 & 60 318/68 05 on 88021 M? 
& noiico of violaion. 

CONGEL,F J. Region 1. Ofc of the Direoior. 83/03/34 TIERNAN.J A. Baliimore Gas 
a EtecIficCo. 3pp 45151:259*45151;266. 

-6604130211 Nolice of violation tro-m insp on 86021 1-12 Violation noted: failure to 
notify a recall emorqency response personnel a activalo emergency response facili- 
ties alter AIERT dedared. 

CONGEL.F J Rog‘on 1. Ofc Of the Director. 88/03/24. ip 45151 262 45151:262 

-6604130215 Insp Ropts 50-317/88 04 i 50 318/68 05 On 660211-12. Violations 
noiod Major areas inspected ciassifroaUon. reporting a response to ALERT declared 
on 860201 

CONKIIN.C., LAZARUS.WJ. Region I Ofc of the Director 66/03/14. 4pp. 
45151 263 45151 266 

6803210090 SuppI 1 to NflO info Noltee 87-044. "Th-mbfe Tube Thinning In Westing- 
house Reactors." Svc I'Sl enct. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 86/03/28. 
ConaolvdBted Edison Co of Nsvi Yotfe. inc. t2lpp. 44995-t26-44995 246, 

8003220296 NHC Info Noiico 88-010. "1148113 Licensees: Lack ol Mgl Controls Over Li- 
censed Programs,*' Svc i‘st end. 

CUNNiNGHAM.fl E DMsion of Industrial & Medical Nuclear Safely (Post 870729) 88/ 
03/28. Consolidaiod Edison Co. of New York. Inc, 106pp. 44995 247-44995 353. 

8604000461 Rosponds to NRC Info Notice 88-005 re fits In annundaiot conliol 
cab nets Slalemoni re inadequate oxygen in lire area inaccurate Nausea loll by Indi- 
vidual disctiargEng tiro oxtinguishai but not by other persons in area 
TIF.RNAN.J.A Balt more Gas & Electric Co 88/03/31. Document Control Branch 
(Oocetnonf Control Desk) ?pp. 45047.167-45047:168. 

8604130325 Roquosls relief from testing requirements In ASME Boiler & Pressure 
Vessel Coda Section Xl lor inservice insp Class 2 6 3 valves w/oxceptlon ol main 
sloarai salotY valves Rebel requested correct setpoints vehlied & established Fee paid. 
LEMONS.J.R Baltimore Gas & Electite Co 86/04/06. Document Control Branch 
(Documonl Conlrof Desk). 4pp 45137:324-46137:327 

8604010256 NRC Into Nobce 88 Oil. ' Potonlial Loss ol Motor Control Ctr &/or Swilch- 
beard Funclion Due to Faulty Tie BoUs." Svc list enct, 

nOSSt.CE Division of Oporalional Events Assessment (Post 870411). 88/04/07, 
Censol'dated Edison Co. of Mow York, Inc. f24pp. 45406 392-45407:051. 

6604060370 NRC Into Notice 38-012. "Overgreasing ef Electric Motor Bearings." Svc 
list oncl. 

nOSSI,C E. Division ol Operational Events Assessment (Post 870411). 86/04/12. 
Conso'idaicrl EOiSon Co. of New York, Inc. 123pp. 4516S.028-45185 160. 

8804200119 Forwards Saloty tosp Repia 50-317/88 03 8 50-318/68-03 on S80229 
0304.No violetions noted 

BELLAMY.R.R. Region I. Ole ol the Director 86/04/13. TlERNAN.J A. Balbmoro Gas 
8. Elecinc Co. 2pp 45220:335-45220:342. 

-6604200127 Insp Rapis 50.3t7/88 03 & 50-317/88-03 on B80229 0304 No violations 
noted Major areas nispeclod nonrad'ological chemistry program, including analytical 
procedure ovaluahons & measuremoni control 

ZiBULSKy.H. PASCIAK.W.J. Region 1, Ole of the Director 88/04/11. 6pp. 
45220:337-45220 342. 

8804220093 Responds to violalons noted in Insp Repis 60-317/68-01 & 50-318/88- 
01 Corjoctivo nciions:atienlion being given to loose cans & other malls In switchgear 
rooms & cable spreading rooms. 

TlERNAN.J A. Baltimore Gas & Efeclnc Co. 68/04/16 Document Control Branch 
(Document Control Desk). 3pp. 45220.020-46220:030. 

6804260113 Discussos util 870909 response to NRC Bulletin 87-OOt. "Thinning of Pipe 
Vfalls el Nuoleat Power Plar«ts.” tolo being used to obtein date on observed pipe well 
Ihinn-'ng 8 no further plant-specttc action required. 

MCNE|L,SA. Project Directorate 1-1. 88/04/26 TIERNAN.J.A Baliimore Gas & Elec- 
irlc Co. 3pp. 45322:222-45322:224 


R. Pertodlo operating reporta A related correspondence 


6604040036 "RadiO'ogical Environ Monitoring Program Annual Rept for Cafvert Cliffs 
Nuclear Power Plant Units 1 A 2. Jan-Dee 1987." W/080324 III. 

BARTAL.L J., BAUEREIS.E.I.. QAVRII-AS,M Baltimore Gas & Electric Co. 67/12/31. 
76pp 450l7;069-45017;t84. 

8604010226 ForwB<de updated Tables 1C.2A A 28 ol "Semiannual Elftuent Release 
RopI for Second Hall 1687” & revised Table 3A for First Half 1986 Update includes 
strontium results for founb quarter tor gaseous & liquid etfluent releases. 
TIBRNAN.JA. Baltimore Gaa S Etoclrlc Co. 88/03/25 Document Control Branch 
(Oocumonl Control Desk). 2pp. 45033;144-45033-.1S1. 

-6804010220 Revised Tables lC.2A A SB ol "Semiannual Effluent Release Rept lor 
Second Half 1987 ” 

* BBlllmore Gas A Electric Co. 87/12/31. 6pp. 45033:148-45033:150. 


—6804010230 Revised Table 3A of "Semiannual Effluent Release Rept for First Hall 
1606 .” 

• Baliimore Gas A Electric Co. 86/06/30. Ip. 45033:151-45033:161. 


8804060520 Provides SPQS progress rept for First Ouarter l968.provid>ng progress in 
establishing fully ope ration el SPDS.s talus of software development A testing A Idenli- 
licalion ol cnlical path itsm.Unit 1 SPDS will be operational by 680701. 

TIERNAN,J.A. Baliimore Oas A Electric Co. 88/03/31. Document Control Branch 
(Document Control Desk), 3pp. 46034:073-4M34;076, 

8804180338 Forwards monthly operating repts for Mar 1688 A revised operabng status 
S uoil shutdowns A power reduciio-ns for Unit 2 for Feb 1968. 
lemons, J-R BaRimore Gas A Electric Co 88/04/13. Document Control Branch 
(Document Control Desk). Ip. 4S19e:223-45106;235, 

-8804180338 Morttniy operating fapis lor Mar 1988. 

BEHNKE.C. BBlllmore Gas A fcieciiic Co. 98/03/31. 10pp. 4519e 224-45196;233. 

-8804180343 Revised monlhly operating rept (or Feb 1968. 

BEHNKE.C Baltimore Gas A Electric Co 89/02/29. 2pp. 46196 234-45196:235. 


S. Reportable occurrences, LERs A related correspondence 

6604200369 LER 88-002-02 on 890 1 22.teaclor tripped due to reduced loedwator (tow 
duo to loss ol power to Instrument bus 2Y10. Caused by personne! error. Event re- 
viewed w/all electricians Mig elaclrical prints clafi(iod.W/ft804l 5 Hr 
BAIUER.E.R., LEMONS JR Baltimore Gas A Electric Co 68/04/16 6pp 45216 049 
45216054 

6804200392 LER 87-009 0 Iron 87 1221, reactor tripped due to loss Ol load 
signsi Caused by failure of main generator permanent magnet generator duo to mis 
aligned stator Iramo Turbine generator malnl procedure upgraded W/8B04 16 Itr 
FuniOP.. LEMONS.J R. Bartlmore Gas A Electric Co 88/04/16 4pp 45239 119- 
45239 122 

6604220164 LER 88 003-00:on e803l7.sleam generator Isolation chock valvo 
failed Caused by normal wear ol hinge pins A bushing area in conjunction w/sieam 
eroslon/cutting of dish seating surface. Valve roplaced.W/880415 Ilf. 

LUPOLD.T.R LEMONS.J R Baltimore Gas A Elocblc Co 88/04/16 5pp 45257 209- 
45257:213 


V. Operator Examinations 

6604250088 Responds to FOIA request lor Into re scores of roactor oporalors A senior 
reactor oporalois.Forwatds lequaVilicailon exam summary source shcrets listed In end 
app w/porsonal privacy Into dololod 

GRIMSLEY.DH Division ol Rules A Records (Post 870413) 98/04/19 OOLEY.K 
Public Citizen's Critical Mass Energy Project. 2pp. 452 13.003-452 13.095, 

-8804250167 Package ol NRC administered requalificaiion oxam results summary 
• NRC • No Detailed AMi-'lation Gtvet%, 87/07/20 88pp 45213 007 45213 095 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 


6804140347 Rev 1 lo Emergency Plan Implementing Procedure 64 15-AOM- 1300.01. 
"Maintaining Emergency Preparedness." 

BROWRN H.. MAflSHALL.W.J General Public Ulililles Corp - GPU Service Corp 88/ 
04/12 38pp, 45187.-114 46167:151. 


G. Adjudicatory correspondence 

8804050111 Forwards BB0311 memorandum from Chief Admlnlstraiivo Judge 6P 
Cotter Compliance w/lnstructions contained In memorandum requested.SorvOd on 
880331. 

WOLFE.S L. Atomic Safely and Licensing Board Panel. #288 5983 88/03/30 Alomic 
Safety and Licensing Board Panel. 2pp 44966:142-44966:143. 

8804060060 Answers lo SVA/TMl Alert second set of Inletrog atones to util ' Submits 
responses lo SVA/TMl Alert 880315 inlerrogaiories W/Cerlllicate of Svc Related cor- 
respondence. 

* General Public Utilities Corp. • GPU Service Corp. #288 6007 68/03/30 Three Milo 
Island Alert 2tpp 44983.054 44983 074. 

8804110167 Susquehanna Valley Alliance A TMl Alert motion to request that presidng 
judge order GPU Nuclear to provide addi Info A clarify Intentions to Install lest A con- 
duct expedmenis w/evaporator prior to hearings.* 

SKOLNlCK.F Susquehaiwia Vafioy AWatve®. Lancaslei. PA SKOLNICK.F. Throe Milo 
Island Alert. #286 6028. 68/03/30. Atomic Safety and Licensing Board Panel 5PP. 
46051:296-45051:30e 

-6604110169 SuppI lo Susquehanna Valley Alliance A TMl Alert responses lo licensee 
interrogatories A request tor documents.* 

* Susquehanna Valley Alliance, Lancaster, PA. * Three Mrle Island Alert. 88/03/30. 
General Public Utilities Corp. • GPU Service Corp. 3pp. 45051:301 -4S0&1'303. 

-6804110190 Susquehanna Valley Alliance/TMl Alert supplemental responses lo NRC 
Interrogatories.* Certilieate of Svc ancL 

* Susquehanna Valley Alliance, Lancaster, PA. * Three Mil® Island Alert. 88/03/30. 
Otiice ol (he General Counsel. 5pp. 46051:304-45051:306. 

8804060117 Licensee answer to Intervanors motion to compel discovery.* Motion 
should be denied on basis that licensee responded fully lo discovery 
requesl.CertitIcale ot Svc end. 

BAXTER,T.A, General Public Ulililles Corp. - GPU Service Corp. BAxTER.T.A. Shaw. 
Pittman. Polls A Trowbridge. #288 6006. 88/04/01. Atomic Safely and Licensing 
Board Panel. 6pp 44983.143-44983 147. 

8604110059 Susquehanna Valley Alliance A Three Mile Island Alert motion lo compel 
GPU Nuclear lo present documents lor discovery.* W/Certitlcate ol Svc 
SKOLNICK.F. Three Mila Island Alert. SKOLNICK.F. Susquehanna Valley Alliance, 
Lancaster, PA. #288 6026 88/04/01. General Public Utilities Corp, - GPU Service 
Corp. 4pp. 450S0.0e6-4S05O:O91. 

8804110032 NRC Staff response to supplemental Interrogatories from TMl Alort/Sus- 
quehanna Valley Alliance.^ Related correspondence. 

WOOOHEAO.C.P. Assistant General Counsel lor Hearings. #288 6024. 88/04/04. 
Three Mile Island Alert. 5pp. 45049:277-45049:286. 

-6804110039 Allidavit of LF Munson.* Author prepared answers to Interrogatories 1- 
ARelaled correspondence. 

MUNSON.L F. Ballelle Memorial Institute, Pacitle Northwest Laboratories 66/03/31 
ip. 46049.282-46049.202. 

-8804110042 Alfidavll ol WO Travers,* Author prepared answer to supplemental Inter- 
fogatory A-Retalad ctHtespondence. 

TRAVErS.W.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 88/04/ 
04. ip. 46049:2e3-45049;283, 



-0604110049 Allidavil of MT Masnik.' Author prepared rosponse to suppiemonlal Inlor- 
looatoiy 7 W/Certiticale of Svc Retated correspondence 

MASNlk,M.T. Offrce of Nuctear Reactor Regulation. Direcior (Post 8704tl)- 80/04/ 
04 3pp 4S049 S84-46049.2e6 

6804110177 Memorandum & order (granting Joint Inletvonors motion to compel).* Li> 
censee production ot any pertinent portions of any contract w/sys vendor re Tech 
Specs lor disposal of accident- generated water ordered.Sorvod on 660407. 

WOLFE.S J. Atomic Safety and Licensing Board Panel #286 6027 86/04/06 Gener- 
al Public Utilities Corp. • GPU Service Co/p 4pp. 45050:092-45050.095 

8804180018 Licensee answer to intervenor motion tor order on production of into on 
disposal sys installation & testing. * Intenrenor 860330 moilon should be denied due to 
insutlicleni legal basis.W/Cortilicato of Svc. 

BAXTER.! A General Public Utilities Corp. - GPU Service Corp 6AXTEn.T.A, Shaw, 
Pittman. Potts & Trowbridge. #286 6056. 66/04/07. Atomic Safety and Licensing 
Board Panel 10pp. 45126 029-45128 036 

680420005$ Forwards pertinent contract provisions incorporating procurement Tech 
Specs & procurement document lor disposal ot accident-generated water.lnlo is com- 
mercial S does not represent regulatory requirements or llcanse conditions. 

BAXTER.! A General Public IJlTiiiies Corp • GPU Service Corp. BAXTER.T.A. Shaw. 
Pittman. Potts & Trowbridge. #288 6077. 86/04/13 SKOLNICK.F. Atfiliatlon Not As- 
signed 60pp, 45160:175 45160.234. 

8804300035 Memorandum & order (denying in part Susquehanna Valley Allience/TMI 
Alert moilon served on B80330;scheduling summary disposition).* Served on 6804 IS. 
WOLFE.S J. Atomic Saloly and Licensing Board Panel. #268 6076. 68/04/15. Envi- 
ronmental Coalition on Nuclear Power. 6pp. 45162:1 14-45162:1 IS. 

8804260063 Requests bme on agenda ot next prehearing conlerenca re disposal of ac- 
cident-generated water at TMI-2 so that author can make oral statemeni.Served on 
660420. 

COOLE.M A Allillation Not Assigned #268 6106. 88/04/20 Ollice ol the Secretary 
of the Commission. Ip. 45210.135-45210:135. 

8804390015 Order (directing licensee compliance).* Licensee wasted ASUBP In seeking 
to elude obvious thrust & sonso of 680128 & 0401 orders & 680105 memorandum & 
order. Design specs must be made available by licensee. Served on 680426. 

WOLFE.S.J Atomic Saloly and Licensing Board Panel. #288 6163. 66/04/26. 3pp. 
45256 226-45255:227 


J. Insurance 8 indemnity intormatlon 

8804070065 Forwards Endorsements t & 2 to MAELU Certlhcata MW-46 & NEUA Cet- 
lilicaleNW-125 

HOFFMAN.J Marsh & McLennan. Inc 88/03/30. OINITZ.I. Ollice of Nuclear Reactor 
Regulation. Director (Post 870411). 21pp 45079 232-45079:262. 


P. Operating license stags documents & correspondence 

8803240428 Generic LIr 66-06 10 all power reactor licensees & applicants re removal ol 
organieation charts from Tech Spec administrative control roquirements.Svc list end. 
MihAGLIA.F J. Associate Director lor Projects (Post 870411). 88/03/22. Consolidated 
Edison Co, of Now York. Inc 47pp. 44972.107-44972:163. 

8604130379 Fonwards “Radiation Monitoring Sys for Nuclear Power Plants (W/Speclal 
Rel to TMt Nuclear Power Station).’' 

BEROER.J. TMI Public Health Fund, 88/03/22. ZECH.L Commissioners ip 
45103:228 45104:033. 

-8804130383 "Radiation Monitoring Sys lor Nuclear Power Plants (W/Speciai Rel to 
TMI Nuclear Power Station).'' 

BERGER.J. TMI Public Health Fund 87/12/3t. IS3pp. 46 103:229-45 104:033. 

8804010220 Siaff requirements memo re 870317 brieling of Commission In 
Washinglon.DC by GPU & GPUN on cleanup program ol iMI 2,No requirements 
placed on stall. 

CHILK.S J. Ollice ol the Secretary ol the Commission. 86/03/23. Office ol the Secre- 
tary ol the Commission. Ip. 44919:336-44919:336. 

8803310197 Forwards Rev 18 to utU organtzallon plan lor review & approval.DescriplIon 
ol revised lunctional responsibillilos listed Proposed reorganization does not change 
Tech Spec but enhances facility operations. Foe paid. 

STANDERFEfl.F.R, General Publlo Utilities Corp. • GPU Service Corp 88/03/24. Doc- 
ument Control Branch (Document Control Desk). 4pp. 44964:348-44684:351. 

8603310006 Nolilies ol plans lo use core bore machine lor dismantling lower core sup- 
port assembly. 

STANOERFEfl^.R. General Public Utilities Corp. - GPU Service Corp 88/03/25. Doc- 
ument Control Branch (Oocumenl Control Desk) 2pp. 44983:266-44983:266 

6604060069 Forwards Rev 6 lo 43&0-3258-66-t, “Canister Handling & Preparation lor 
Shipment.'’ reflecting deletion ot restriction requiring use of borated water to spray de- 
fuetlng^canlslers during Iransier from Fuel Pool A. 

STANDERFEH.F.R, General Public Utimios Corp. - GPU Service Corp. 88/03/29. Doc- 
ument Control Branch (Oocumenl Control Oesky Ip. 45007:260-45007:263. 

-8804060071 Rev 6 lo "Canister Handling & Preparation tor Shipment." 

* General Public Utilities Corp. - GPU Service Corp. 4350-3268-85-1 R06. 88/03/23. 
13pp 45007:281-45007:293. 

8804150078 Notification ot coniraci execution, Mod t,io ''Test Specimens From Dam- 
aged TMI -2 Reaclof Bottom Head." Contfactor;MTR Asaoojno. 

HAGEY.H. Contract Adminisirallon Branch. FIN D-2072. 88/03/31. HOUSTON, R.W. 
Division ol Reactor Accident Analysis (Post 870413), VANHOUTEN.R. Office Of Nucle- 
ar Regulatory Reaearch. Director (Post 660720). Ip 45134:015-45134.017. 

-8804 150083 Mod 1, providing Inctemenlal (unda.Io “Tesl Specimens From Damaged 
TMl-2 Reactor Bottom HeaiT" 

* MPR Associates. Inc. WIGGINS, E.J. Oivlelon of Contracts (PosI 870413). FIN O- 
2072. 88/03/31. 2pp. 45I34:016-46134:017. 

8804110170 Forwards safety evaluation approving detueling ol lower core support 
BssemblYConilngenl upon submittals of related procedures subl lo Tech &eo 6.B.2. 
STOL2.J.F. Project Directorate 1-4. 88/04/01. STANDERFEfl.F.R, General rtibllo Utill- 
lies Corp. - GPU Service Corp. 2pp. 45078:189-46076:103. 


-8804110175 Safety evaluation supporting lower core support assembly detueling. 

* NRC - No Oolaifod Alhliation Given 08/04/01. 3pp 45078 101-45078:193. 

8804080073 Forwards application for amood lo License OPR-73. consisting ot Change 
Roquesi 59.revislng Tech Specs re surveillance terms & definitions 
STANDERFEn.F.H. General Public Ulillties Corp. • GPU Service Corp. 38/04/04. Doc- 
ument Control Branch (Oocumenl Control Desk) 2pp. 4S1 16.252-451 16.265. 

-8604080077 Appiicallon for amend lo License OPR-73.consisting ol Tech Spec 
Change Request 59. revising Tech Specs re surveillance lerms & delmilions. 
STANDERFER.F.R. General Public Uti'ilies (^orp. - GPU Service Corp. 88/04/04. 6pp 
45116 254-45116 259 

-8804080080 Proposed Tech Specs re survo-llance lerms & dehniiions to ensure con- 
sistent terminology throughout 

* General Public Uhhtios Corp. - GPU Service Corp 68/04/04 6pp 45116 260 
45116 265. 

6804130241 Responds lo 680316 submittal ol schedule lor major submittals lo NRC lo 
TMI-2 cleanup & request for monthly mgi mooings to review program 
sletus.Commission remains commilied to carrying out oversight responsibilities at TMI. 
MURLEY.T E Ollice of Nuclear Reader Rogulaiion. 0.recioi (Post 870411). 88/04/ 
04. KINTNER,E.E. General Public Utilities Corp - GPU Service Corp. 4pp 45102 346- 
45102:349 

8804060088 Generic Llr 68-07 lo power leacior licensees & applicanis re modified en- 
lorcemonl policy concerning t0CFR50.49. "Environ Quelilicahon of Electrical Equip- 
ment Important to Safely for Nuctear Power Plants " Svc list end. 

MinAGLlA.F.j. Associate Director lor Projects (Post 870411). 88/04/07. Consolidated 
Edison Co. of New York. Inc. 49pp. 45164 237-45 l64-2e5 

8804200551 Responds to NRC 840507 llr re status ol aux-llary & fuel handl-ng bldgs 
deconlamination for First Quarter 1088. addressing areas where Tech Spec surveil- 
lances not performed duo to ALARA considerallons 

STANDERFER.F R. General Public Ulililles Corp. ■ GPU Service Corp. 88/04/14. Doc- 
ument Control Branch (Oocumenl Conirol Desk). 2pp 45219 037-45219 038 

8804280348 PROGRAMMATIC ENVIRONMENTAL IMPACT STATEMENT RELATED 
TO DECONTAMINATION AND DISPOSAL OF RADIOACTIVE WASTES RESULTING 
FROM MARCH 28. 1979 ACCIOENT.THREE MILE ISLAND NUCLEAR STATION.UNIT 
2.0ockol No. 50-320 (GPU Nucloar.Incorporaied) 

* Ollice ol Nuclear Reader Regulation. Director (Post 870411). NUflEG 0683 S03 
ORFT. 88/04/30. lOOpp 45270.009 45270 212 


Q. Inspection reports, IE Bullsllns & correspondence 

8803210090 Suppi 1 lo NRC Info Nollco 87-044, "Th mblo Tube Thinning In Wesiing- 
houso Reactors. " Svc list end. 

ROSSI.C.E. Division ot Operational Events Assessment (Post 870411) 88/03/28. 
Consolidated Edison Co. of New York, Inc. I2lpp. 44995:126-44095 246. 

8603220296 NRC Into Notice 68-010, "Malls Liconsees.leck ol Mgi Controls Over Li- 
censed ProgrBms." Svc list oncl. 

CUNNINGHAM.R.E Oivls'on ol Industrial & Medical Nuclear Safety (Posi 870729). 88/ 
03/26 Consolidated Ed son Co ol Now York. Inc 108pp. 44995-247-44995:353 

8B04C 10256 NRC Into Notice 88-011, “PolotMiat Loss ot Moioi Contiot Clt &/ot Switch- 
board Function Due to Faulty Tie Bolls " Svc ksi and. 

ROSSI.C.E. Division ol Operational Evonis Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co. of Now York, Inc. 124pp. 45406.292-45407.051. 

8604060370 NRC Into Notice 88 012. "Overgroasing ol Electric Motor Roarings" Svc 
l>si and. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 88/04/12. 
Consolidated Edison Co. of New York. Inc 123pp. 45165:028-45165 150. 

6804210029 Advises that G£ latch ng-type HFA relays discussed in NRC Buliehn 68- 
OOS.not used at TMl-2.No further action requ'red 

STANDERFER.F.R. General Public Utilities Corp - GPU Service Corp 88/04/13 Doc- 
ument Conirol Branch (Oocumenl Conirol Desk) 2pp 45235:207-45235:208. 


R. Periodic operaling reports & related correspondence 

8803280070 Forwards "TMI Aguallc Study Monthly Progress Ropi lor Jan 1968." 
RESSLER.W.C. General Public Utilities Corp • GPU Service Corp 88/03/01. 
MASNIK.M NRC - No Detailed Alhl'aiion Given. Ip 44921:061-44021 062. 

-8603280080 "TMI Aquatic Study." Monthly Progress Repi lor Jan 1988. 
NARDACCI.G.A Radiation Management Corp. (BMC) 88/01/31. ip 44021:062- 
44021:062. 
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F. Security, medical, amergency & fire prolecllon plans 

8803300348 Forwards Insp Repls 50-321/07-32 & 60-366/87-32 on 871207- lO.No vio- 
lations or deviations noted Areas Identified that require further review & followup In- 
cluding emergency preparedness program. 

STOHH.J.P. Region 2. Ole ot Ihe Director 88/03/08 HEAD.Q F Georgia Power Co. 
3pp. 44921:216-44921:243 

-0603300354 Insp Repls 50 321/87-32 & 50-366/87-32 on 871207-10 No violations or 
deviations noted.Major areas Inspectod review ol soleciod procodures & representa- 
tive recotds & envetgency tesporiao (aciliUas S letawd aquiumeni 
QOODEN.A, DECKER,! fl. Region 2. Otc ol the Director. 88/02/19 25pp 
44921:219 44921:243. 

8803300061 Forwards Insp Repts 60-321/88-05 & 50 386/88-05 on 880123- 0210 & 
notice ol violation. 

BROWNLEE.V.L Region 2. Ole of the Diiaclor. 88/03/10. HEAO.G F Georgia Power 
Co. 2pp. 44961 23e-44961:262 
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-88033000€S Insp RepIS 60321/88 05 & 50 366/80 05 on 680123 0219 Violations 
noted Major areas mspocled licensee action on p/evrous enforcement rnatter8.mainl 
oOservaiion.operalional safety voriticat cn.piant mods & pfiys cal socunty. 
HOLWES-RAY.P . MENNiNG.JE . SINKULE.M V Hogion 2. Ole Of the 0.iectOf 88/ 
03/07. lipp 44961;242-44g61 252. 

8804010214 Advises thal rrost of 880101 row to physical security plan consislont w/ 
provisions ol i0CFn50 54(p) & accgjtablo Some changes requiro further cranlication 
5 fSQt consistent w/ provisions ol lOCFRSO 54(p) Enel withheld (ref I0CFH73 21). 
CLIN'E.W E Region 2. Ofc of the O.reclor BbM 3/23. HEAO.G F Georgia Power Co 
2pp 44945 359 44945 360. 

8804120022 Forwards Insp Rept 50-321/88 09 & 50 366/88 00 on 880229 0304 
CllNE.W E Region 2, Ole of the Director 88/03/29 HEAO.G F Georgia Power Co 
Ppp 45128 230-45128 232 

-8804120029 Pamaliy wilhho’d Insp HepIS 50 321/88-09 4 50-366/68 09 on 880220- 
0304 (rel lCCfB2 790 4 73 21) Major areas mspocled pian/procedures.repta/ 
record s.lesl'ng/ri)8ini. barnors.deieciian e ds 4 compensatory measures 
TOeiM.W . MCGOiRE.O H Reg-on 2. Ofc of Ihe Di'ocior 88/03/24 Ip 45128 232- 
45128232 

8804150019 Forwards Insp Repts 50 32U06-0? 4 50 366/86 07 on 860220-0325 & 
nolico of violation. 

BROWNLEE.V L Reg on 2. Olc ol Ihe Oirocior 88/04/12 HEAD.G F Georgia Power 
Co 2pp 45268 153 45263 160 

-8804250024 tnsp Hepts 50-321/68 07 4 50-366/88 07 on 860220 0325 Viofalions 
noted Major areas inspected licensee action on prev.'ous enlorccmoni 
matters.operaiional safety vonticat on rad ologicai proiociion 4 phys cal security 
holmes RAY.P. MENNINGJE. SINKULE.MV Reg on 2. Otc ol the O-roctor 88/ 
04/tl t3pp 45268 157-45268 160 

8804200473 Partial rosponso to FOIA request re Ire protection Forwards App E 
documenie.App O & E documents ava table in POR.App F document compfotoly w.th- 
hold (ret FOIA Exemption 5). 

GRIMSLEY.D H Division ol Ru’os 4 Records (Post 870413) 88/04/14 JONES.C R 
Ailil'ai'on Not Assigned 5pp. 45208 037-45206 043 

-8804200579 Advises lhai fire Protection Steering Commilloe has recommended that 
each region make one tOCFRSO.App R type insp lor each faciliiy to assess status ol 
compliance w/ lOCFn50.40 Program listed. 

CONlON.T.E, Rog.on 2. Ofc ol the Director. 84/11/06. HEROT.Afl. Region 2. Ofc of 
the Director 3pp 46206.176 45206 1 78 


I. Financial Inrormatlon 

8904270176 Forwatds 1067 annual Imancial repts tor Georgia Power Co & Sou'hetn Co. 
QUCWA.L.T. Georgia Power Co. 88/04/10. Occumont Control Branch (Oocumoni 
Control Desk) ?pp ' 45260 109-45260 220 

-6B0427OIS2 ' Georgia Power Co 1987 Annual Ropt." 

SCHERER.n W Georgia Power Co. 87/12/31, 45pp 45260:112-45260:156 

-8804270183 ' Southein Co 1987 Annual Rept " 

AOOISON.E L Southern Co 87/12/31 64pp 45260 157-45260 220 


J. Insurance & Inrfemnlly Inlormallon 

6804010263 Submits present levels 4 sources et Insurance lor planis.por 
tOCFR50 54(w)(4). 

QUCWA.L.T. Georgia Power Co 88/03/18. Document Control Branch (Oocumenl 
Control Desk). 2pp. 45056:095 45056 096. 


P. Operallng license stage documenls 4 correspondence 

8803100IS5 forwards util 870203 internal memo re inconsistencies noted in NRC 
870102 oxompkon rmproval llr.Advisal as to correct stall position requested. 
RIVENBAFIK.O. NRC - No Oeiailed AlfillaLan Given 87/02/10. NRC - No Detailed Af- 
filiation Given. 3pp. 

6603240426 Generic Hr 68-06 to all power reactor llcenseos 4 applicants to removal of 
otganijaiiO’n charts from Toch Spec admiastralivo control requ lomenis.Svc list and. 
MlnAGLlA,F.j. Associate Director lor Projocis (Post 670411). 83/03/22. Consolidated 
Edison Co Ot New York, Inc 47pp 44972: t07-44072.153 

8804010194 Summary ol 880316 meeting w/ulils in Rockviilo.MD re Irtio that would be 
lequirod In subm Ital ol amends to licenses 4 CP held by utils Attendees list 4 wow- 
graphs end. 

A0ENSAM.E G Pro.eci Directorate ll-l. 88/03/25 Project Duectotato ll-t 25pp, 
44620:082-44020:106 

6604120043 Noiilicotion of 880510 meeting w/ulil in Rockville,MO to discuss application 
Of seismic margins work ^onda end. 

CROCKER.L.P. Project Dirodoraie 11-3. 68/04/05. Project Direciorato 11-3. 4pp. 
46089 220-45089:223. 

$804140037 Provides results ol 860329 audit ol 10CFR50 69 reviews performed by li- 
censee in cor^unci on w/dostgn change request 4 lest or experiment requests com- 
pleted during CY67 licensee reviews gelling better 4 adequate 
CROCKER.l.P. Project Directorate 11-3 88/04/08 LAINAS.GC. Assistant Director lor 
Region IIRoaclors 21pp 45120 333 46120 353. 

660 4080068 Generic Hr 86-07 lo power reader Tcensees 4 appl-canis re modilied en- 
torcemeni policy concerning lOCFRSO.aO, "Environ Ouahlicatlon ol Electrical Equip- 
ment Important to Safety tor Nuclear Power Plants." Sve list end 
MlflAaLIA,F J Associate Director lor Projects (Post 870411) 88/04/07, Consolidated 
Ed-son Co ol New YoiK.lnc 49pp 45184:237 45164 285 

860 4 IS0 166 Discusses 880316 meeting w/ulil re proposal to form operaLng company lo 
handle opera Hon ol subj plants Summary ol meeLng issued separately. 
\DENSAM,E.G- Project Directorate IM. 88/04/08 LONG.L8. Southern Company 
ietvices. Inc, lOpp. 45141:185-45141;203. 


6604210162 Conlirms 080428 mgl meeting in Rogion It ofc lo discuss plant 
performance Proposed agenda encl. 

GRACE.JN Region 2. Ofc ol H'o Diioclor 06/04/11. HEAO.G.F. Georgia Power Co. 
3pp 45194 172-45194 174 

8804290261 Summarizes 880419 mat meeting In Region II olc re findings communicat- 
ed lo util by INPO concerning resuTis of evaluation conduciod during wks ol 680314 4 
21 lisl ol aiiendoes ond 

GRACE.J N, Region 2. Olc of the Director 08/04/22 HEAD.G F Georgia Power Co 
3pp 45282 178 45282180 


Q. tnapection reports, lE Buliellns 4 correspondence 

8803300348 Forwards tnspRopis 60-321/87-32 4 50 366/87-32 on 871207-10 No vio- 
■at ons or deviations noted Afoas Idoniiliod that require lutlhei roviow 4 followup in- 
cl-id-ng emergoncy preparedness program 

STOllR.J.P. Region 2. Olc ol the Director 88/03/08. HEAO.G.F. Goorgia Power Co. 
3pp 44921 216 44921:243 

-8803300354 Insp RepIS 50-321/07-32 4 50-366/87-32 on 871207-10 No violaliotts or 
doviakons noted. Major areas inspected review ol selocled procedures 4 representa- 
tive records 4 emergency response laciliiies 4 related equipment. 

GOODEN.A . DECKER.! R Reg-on 2. Olc ol the O.reclor 88/02/19 25pp 
44021:219 44921:243 

8803300081 Forwards Insp Repls 60-321/68 05 4 50-366/88 05 on 880123- 0219 & 
notice ol violation. 

BROWNLEE.V.L. Rogion 2. Olc ol tho Director. 06/03/10. HEAO.G.F. Goorgia Power 
Co 2pp 44061-238-44061 252 

-8803300064 Notice of violation from insp on 080123-0210. Violations noied:on 
660209.planl operated w/only one APRM channel & in Oct ol 1067 vacuum Broakere 
1T46-342C.E 4 F laitod lo te.sl properly duo lo Inadequate mainl work order Instruc- 
tions. 

BROWNLEE.V L Region 2. Olc of the Director 08/03/10 2pp 44981:240 44961:241. 

-8803300068 Insp Repls 50 321/68 05 4 50-36e/86 05 on 680123 0210. Violations 
noted Major areas inspected licensee action on previous onlorcemeni mailers.maint 
obsorvatlon.operational saloly veriticallon.planl mods 4 physical security. 
HOLMES-RAY.P.. MENNiNG.J E,. SiNKLILE.M V Rogion 2. Ofc ol tho Director. 80/ 
03/07 lipp 44961:242 44961 252 

8803210000 Suppt 1 lo NRC into Notice 87.044. ' Thimble Tuba Ttiinning in Westing- 
house Reactors ■■ Sve lisl end. 

ROSSl.CE. Division ol Operalional Evenis Assessment (Post 870411) 68/03/20. 
Consolidated Edison Co of New York, Inc 121pp. 44995 126-44905 246 

8803220298 NRC Into Notice SB 0)0. "Malts Dconseos.l.ack ol Mgt Controls Over Li- 
censed Programs." Sve list ericl 

CUNNiNGHAM.n E Oivis'on ol Industrial & Med-cal Nuclear Satoty (Post 870720) 68/ 
03/28. Consolidated Edison Co, of Now York. Inc, 106pp. 44905 247-44095 353. 

8804050373 Forwards Exam Rept 50-32 t/OL-SB-Ot ol exam adminisietod on 680208- 
1 1 for Units 1 4 2. 

JULIAN.C A. Region 2. Die of Ihe Director. 88/03/20. HEAD.G F. Georgia Power Co. 
2pp 45061:154-45062 024. 

BB04070023 Responds lo NRC 6B031O Hr re violations nolod in Insp Ropts 50-321 /6B- 
05 4 50-366/68 05 Corrective actions: even) review team lormed.caullon tags placed 
on intermediale-rango menilors 4 procedures revised 

GUCWA.I..T. Goorgia Powor Co. 88/03/29. Oocumenl Control Branch (Document 
Control Desk), Opp, 45029:352-45029:360 

8804120022 Forwards Insp Rept SO 321/68 00 4 50-366/88-09 on 880229 0304. 
CLINE.W E Region 2. Otc ol Ihe Director. 68/03/29. HEAD.G F Goorgia Powor Co. 
2pp. 45128 230 45128:232 

-8804120029 Partially withheld Insp Repls 50-321/68 09 4 50-366/66-09 on 880220- 
0304 (rel 10CKR2 790 4 73 21) Major areas Inspected plan/proceduros.ropls/ 
records.tesiing/malhi. bariier3.detection aids 4 compensatory measures. 

TOBIN.W. MCGUIRE.O R, Region 2. Olc ol the Director 86/03/24. ip. 45128 232- 
45128:232 

6804050377 Fonvards Insp Ropts 50-321/88 03 & 50 -366/ 88 03 on 8B0201-05.No vio- 
lalions or deviations noted 

HERDT,A.R. Region 2. Ofc ol the Director. 88/03/31. HEAO.G F. Georgia Powor Co 
2pp 46034:053-45034:064 

-8804050385 Insp Ropts 50-321/88 03 & 50-366/88-03 on 88020t-05 No violations 
nolod-Major areas inspected. seismic analysis for as-built salety-ielaled piping sys & 
Mark 1 conia nmonl long-term program mod 

CHOU.R C . BLAKE.R P.. CAHflION.H.P Region 2. Olc of tho Director 88/03/23 
10pp. 45034:055-45034:064. 

8804I200S0 Forwards Insp Repis 60-321 /6B-0B 4 50-366/88 08 on B60307-1I.No vio- 
lations or deviations noted. 

HERDT.A.R. Rogion 2. Ofc ol the Director. 86/04/04. HEAO.G.F. Georgia Power Co. 
2pp. 45132;166-4513a;175 

"8804120054 Insp Repls 60-321/88-06 4 50 366/88-08 on 680307-1 t.No violations or 
deviations noted Major areas inspected areas ol complex surveillance tosling & IE but 
ietin followup. 

TINGEN.S.G.. JAPE.F. Region 2. Olc of the Dirocior 66/04/01. 6pp 45132:168- 
45)32:176 

6804120096 Forwards reouesl for addi Info re util responses to IE Bulletin 65-003. 
"Motor Operated Valve Common Mode Failures During Plant Transients Due lo Im- 
proper Switch Settings." Info requested within 30 days ol Itr dale 
H£RDT,A.R. Region 2, Ofc of the Director. 80/04/04. HEAO.G.F. Georgia Powor Co 
Opp 45135.014.45105:3)6 

8804010256 NRC Info Nolice 88 011, "Potential Loss ol Motor Control Ctr &/of Switch- 
board Function Due lo Faulty Tie Bolts." Sve list encl. 

ROSSI, C.E. Division ol Operational Evenis Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co. ot New York. Inc. !24pp. 45406;292-46407.051. 



6804130275 Responds to NRC Bulletin 88 OOi. "Oolecits in Wesimghouso Ci'cuii Break- 
ers ’ No Wostinghouse Models OS-206.DSI.-206, OS 416,DSL-4I6 or DS-420 break- 
ers in Class 1 E c-rcu Is al Hatch. 

GUCWA.L.T. Georgia Power Co 80/04/07 Documonl Control Branch (Oocurr.oril 
Control Desk) 5pp 45154 065 45154 069 

880419C021 Discusses SALP Ropts 50 321/86 42 & SO-366/86 42 & lorwards view- 
graphs irom 670406 meeting. Uhl 670506 wriiien comments have been 
reviewed. Proposed Improvements will bo monitored during future in^. 

GRACE.J N Region 2. Ofc of the D.reclor 88/04/11. IIEAO.G F. Georgia Power Co 
23pp 45109 052-45199 074 

8B04060370 NRC Info Notice 68-012. "Overgroasing of Electric Motor Beaiings.' Svc 
hat end 

ROSSI.C E. Division of Oparaiional Events Assessment (Post 870411). 08/04/12 
Consolidated Ed son Co of Now York. Inc i23pp. 45165:026 45 f 65 150 

6804250019 Forwards Insp Rcpis 50 321/66-07 & 50-366/68 07 on 680220-0325 & 
notice of violation. 

BROWNLEE.V.L. Region 2, Ofc ol the Director 88/04/12 HEAO.G F Georgia Power 
Co 2PP 45268:163-45268:169 

-B6042S0023 Notice of violai-on from Insp on 880220 0325 Violations nolodfaiiuro to 
perform tvnclional lost of APRM flow ref thermaf power & APDM downsca?e trips & 
iBilure to follow Surveillance Piocoduros 57SV-SUV-007-2S & 57SV-Otl-Ol6-iS 
OROWNLEE.V L Region 2. Ofc of tho Director 88/04/12 2pp 45268 155-15268 156 

~8804250024 Insp Repts 50-321/80-07 & 50 306/80 07 on 800220-0325 Violations 
noted Ma|or areas inspoclod licensee action on piovlous enlorcomoni 
matters.operaiional safety vonlicalion.rad ological protection Sphys'cal socunty. 
HOLMES-RAY.P . MENNING.J E . SINKULE^M V Roglgn 2. Olc of the Oliector 66/ 
04/11 13pp 45268 157-45266 169 

8804200473 Partial response to FOIA roituost re liro protection Forwaids App E 
documonls.App D & G documents avaiiablo In POR.App F document completely with- 
hold (ref FOIA Exemption 51. 

GRIMSLEY.OH. Division of Rules & Records (Post 870413) 88/04/14 JONES.CR 
Alfilialion Nol Assigned. 5pp. 45206.037-45206 043. 

-8604200579 Advises that Fire Protection Steering Commilloe fias recommended that 
oaci) region mako one lOCFRSO.App H-lype Insp lor each facility to assoss status ol 
compliance w/ I0CFR50 46 fVogram listed 

CONLON.T E Region 2. Olc ol the Oiroctor. 84/11/06 HERDT.A H Region 2. Olc of 
the Oiroctor 3pp 45206,176 45206 178 

8804270244 Responds to NRC 800300 Hr ro violations noted in Insp Ropts 50-321/87- 
32 & SO 366/07-32 Corrocllvo actions primary dose assessment code purchased from 
vendor In mid 1980s 

OUCWA.L.T. Georgia Power Co. 88/04/16. Document Control Bronch (Ooctimenl 
Control Desk) 8pp 45244:236-46244:243, 


R. Periodic operaling reports & related correspondence 


6804040044 "Annual Environ Survoi'lanco Ropt foi 1987, " W/0n0320 ftr. 

GUCWA.I T Georgia Power Co 67/12/31 234pp, 45016 216-45017:088 

8604110024 "Augmeniod Radiological Survellonce Monitoring." for 1907. W/800331 Hr. 
GUCWA.L T. Geofola Power Co. 87/12/31. Documonl Conliol Brandi (Documonl 
Control Desk) lOpp. 45120 160 45120:177. 

6604190116 Monthly oporaling repts lor Mar 196B.W/8B041 1 Hr. 

BEAHD.R.M . QUCWA.L T. Goorg'a Power Co 88/03/31. 13pp 45209 160- 
45209:172 


S. Reportable occurrences, LERs A related correspondence 

6804040072 LER 80 003 OO.on 880228, unanticipated actuation ol reactor protection sys 
occurred due to turbine iiip.Caused by ground relay spuriously aciiveiing. Electrical 
equipment associated w/ generator oxdiation sys cleaned & tested.W/080326 Hr. 
HEIDT.J.O,. GUCWA.L.T Geoig a Power Co 88/03/28. 14pp 44971 234-44071:247. 

6604190097 PNO-H-86-02ron 680404. Iiconsoe commenced conirolloci 
shutdown Caused by un.'denlil<ed reactor ccolani leakage approaching Toch Spec limit 
ol ^allons/mlnuie over 24 h. Licensee plans 7-day outsgo lo correct slluatlori. 
PATTERSON.C Region 2, Olc of tho Director 88/04/05 ip 45209:159-45209 150 


V. Operator Examlnallona 


6804050373 Forwards Exam Hopl 50-321 /OL-68 0i of exam administered on 600208- 
1 1 lor Units 1 & 2. 

JULIAN.C.A, Region 2. Olc of the Director 88/03/29, HEAD.G.F Georgia Power Co 
2pp 45061; 154-45062 024. 

-8804050378 Exam Rapt 60-32 l/OL-86 01 on 880208-11 for Units 1 8 2 Exam re 
Suits: It senior reactor operators & three reactor operators passed both written & op- 
erating exams 

BROCKMAN.K.E., MUNflO.J.F. Region 2. Olc of tho Director 86/03/29 229pp 
45061:166-45062 024 

6804260068 Responds to FOIA roquosi for info re scores ol reactor operators A senior 
reactor operators. Forwards regualificailon oxam summary source shoots listed In enct 
app w/personat privacy info deleted. 

GRIMSLEY.Dh. Oiviaion ol Rules A Records (Post 670413) 68/04/19 BOLEY.K. 
Public Citizen's Critical Mass Energy Prolecl. 2pp. 45213 003-452 13:095 

-8804250167 Package of NRC administered requalilicatlon oxam results summary. 

’ NRC • No Oeleiled Alliliailon Given 67/07/20 88pp 45213 007-45213095 


DOCKET 60-322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency A tire protection plans 


8604050251 Ack receipt of 680210 Hr expressing concern about eppareni lack ol 
progress in licensing of plant duo lo staled policy ol nonpart cipahcn In ollsile omor- 
gency exercise by Slate of NY & Iccal otiicia's 

VAHGA.SA 0.v.sion ot Reactor Pro.ocls • l/ll (Post 87041 1). 88/03/30 LESSAHO.E 
Alti'laiion Not Ass gned Spp 45029 002-45029 096 

8604150243 Advises that 880125 Rev 16 to security plan consistent w/ provisions ol 
l0CFR50.54(p) A acceptable. 

OEILAMV.R R Reg on 1. Ofc of the D rector 80/04/08 lEONARO.J D Long Is'and 
Lrghling Co. 4pp 45138 045 45138:040 

6804190386 Forwards response lo violations noied In Safety Insp Rept 50-322/07- 
22 Rospofise withheld (rel l0CFn73 21) 

LEONARO.J D, Long Island l ight ng Co 00/04/15 RUSSELL.W T Regon I, Olc of 
the Director 2pp 45208 335 45208 336 

8604260342 Advises that portions of 071207 Rev 3 to saleguards contngency plan In- 
cons'Sleni w/p.'ov<slons of 10CFR50.54(p) 6 unoccoptob'o.Plon should be mod liod A 
resubmitted within 30 days ol Hr receipt W/o slated end. 

BELLAMY.nn Region 1. Olc Of the Dirocicr 66/04/15 LEONARD JO Long Is'and 
Lighting Co 4pp 45257:240 45257:243 

8804260081 Requests NRC pait:cipatlon In Juno 1908 ledera'iy-gradod 
exercise Exorcise wi i last 3 days A include demonstrabon of protective act on doci- 
slon-maklng A I'nplomoniahcn for 10 mile p'ume exposu'o A SQ-mile ingostion expo- 
sure pailiway 

LEONARD. JO Long Is'and Lighlng Co 69/04/20. Documonl Cont/’ol Oranch (Docu- 
mont Control Desk) 2pp 45261 326 45261:327 


Q. Adjudicatory correspondence 


6804060029 Urgos expediious & proper decision by NRC ro licensing ol 
facility. Licensing would immcdlaiely abate energy crisis Fa'iuro to liconse lec-hiy 
wou'd mean considerable bu'don. sacrifice A possb'e nocessery addi expense lor 
customers 

MCFARLAND.J T Now York. Slate ot #288 5988 08/03/23 ZECM.L W Commis 
sioners 2pp 44968 099- 44BC6 100 

6604050031 Suffolk Counly supplemonial answers to LILCO (irsi sol ol Iniorrogatorios A 
lequosis for production ol documents ro LILCO omorgency broadcast sys ’ Coil i.ealo 
of Svc oncl. flolaied corrospondonco. 

MISSAL.MJ Suffolk Counly. NY MISSAL.M J Klrkpatr.Ck A Lockhart #288 5980 
60/03/20 Long Island L-ghling Co 7pp 44966 159 44066 165 

BB04050046 Forwards util completed verification lorm lor responses & ob,oci:ons to Suf- 
folk Counly th rd sol ol iniorrogetorles & lequosls for production ol documonts re 
omorgoncy broadcast sys Wed 800325 Roloteo correspondence 
LEUGERS.M J Long Island Ligliling Co LEUGERS.M J Hunion & W/lams #280 
5979 80/03/28 ZahnLEUTEh.R J New York. State ol. MILLER.MS Kirkpatrick & 
LocKharl. 2pp 44966.074 44966:076 


6604050018 Advises (ha( euffior will presonl oral argumeni on bo.hall of Suflo'k 
Couniy.Stato ol NY A town ol Sculhampion.per LILCO appeal of ASLB 071207 Partial 
Initial Decision IBP 87-32 Zahnioulor w II also bo present lo answer quo$i.ons 
LANPHER.LC Sulto'k County. NY LANPHER.L C Now York. Slate of 
LANPHER.LC Southampton. NY, #268 6989 88/03/29 SHOEMAKER.CJ Atomic 
Safely and Licensing Appeal Panel Ip 44966:140 44066 148. 

8804050034 NRC Staff response lo govts moiion lor reconsidetahon ol ru ng as to 
compliance w/10CFRS0.47(c){t)(i) & (li) * Uhl asked Board to dism ss legal authority 
contentions fo compliance to now rulo.Corh/icate of Svc end 
YOUNG.M.A. Assistant Gonorsl Counsel lor Hearings #288 6977. 88/03/30. Alornic 
Saloty and liconsing Board Panol 10pp. 44966:149-44966:150 

6804050037 Informs that NRC has roviowed counly 680303 inierrogalorios to & docu 
men! requests lor NRC & FEMA ro logal authority/ rea’ism conionhons & riot conlem- 

O call-ng witnesses lor remand hearing on roatism Related corrospondonco 

Q.M.A Assistant General Counsoi lor Hearings. #268 5978 80/03/30 
MILLER.M S. Kirkpatrick & Lockhart Ip 44966: 170 44965: 179 

6804060066 Responses & objections to Sullolk Counly first set ol Intorrogalorioa & le- 
quosls loi production ol documents re Contentions 1-2.4 0 & to to LILCO * W/Corliti- 
cato of Svc. Rolalod conospondonce. 

LEUGERS.MJ Long Island Lighting Co LEUGERS.MJ Hunion A WJliams. #288 
6008 80/03/30 SuflolK County. NY. lOpp 44983:108 44903 1 17. 

6604050036 NRC SiafI l-rst set of inlorrogalories to -Sullolk Couniy.NY Slalo 6 town of 
Southampton re Contentions l-2,4-0 A to * Cortilicate ol Svc onciHelaiod corro- 
spondonca. 

yOUNG.M A Assistant General Counsoi for Hearings #288 5975 88/03/31. Alomic 
Safety anrl Licensing Board Panel 5pp. 44966:174-44966:176. 

8804060061 LILCO brief on subaiantive relevance ol remainlr^g omergoncy planning 
conloniions lo LILCO motion lo opo/ale al 2S% power.* AHidavit of EJ Youngl-ng 
encl.W/Ceitilicaie oi Svc. 

2EUGIN.L B Long Island Lighting Co. ZEUG1N.L B Hunion A Wil'lams #280 60t5 
88/04/01. Alomic Safely and Licensing Board Panel 33pp 44803.075 44983:107 

8604060 102 Govt brief In response to B80226 Board order.' Board must find that rea- 
sonable assurance find-ngs required by 10CFR50 57 cannot bo made w/rospoci to 
LILCO 25% power request. W/Certiheate ol Svc 

LANPHER.LC. Sullolk County. NV. LANHPER.LC Kirkpatrick A Lockhart 
ZAHNLEUTER.R J. New York. State of #206 6014. 88/04/01. Atomic Safety and LI 
censing Board Panel nOpp 44963:140-44983:186 



SS040eo2f9 LlLCXl designation oi teco^d i pnma facia case on tegai aulhoniy issues 
(Contentions I •22.4-8,1 10).* LILCO laid out essential reaasoning on Contentions !• 
to includu'iQ main pa<ts of supporting record W/Csrtificaie qI Svc 
CH fllSTMAN J N. Long Island Lighting Co CHHISTMAN.J N. Honton « Williams. 
#288 6012 88/O4/0t- Atomic Safety and Licensing Board Panel. 57pp. 44983; 187- 
44983 243 

8904060238 LILCO suppiemerttal responses & odlections to Sutiolk County lirst set ol 
Inieiiogatodes S leouesls for production ol documents re Contentions l-2.4'8,& 10 to 
LILCO * W/Certit cale ol SvC Related correspondence 

LEUGERS,MJ Long Island Lighting Co. LEUGEfiS.MJ. Hunlor* & Williams #288 
6011 88/04/01. Atomic Satety and Licensing Board Panel. 10pp. 44903.244 • 
44963 253. 

8604110016 Advises lhal EJ Reis will present oral argument on 860428 re LILCO emer- 
gency pienexetose. 

REIS.E J Assistant General Counsel lor Hearings. #288 6019. 88/04/04. 
SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel Ip 45049019- 
45049 019. 

8804110026 t.lLCO motion lo impose witness deslgnabon cut-oil.* Moves that Board 
immedialely rule tnal Sollolk County & State of NY designate witnesses on "Oesi el- 
Ions" Issue m time for witnesses to be disposed by 880415 W/Certiticato of Svc. 
CHRISIMANJN Long Island Lighting Co CHRISTMAN.JN Hunlon S Williams 
#288 6017 68/04/05 Atomic Safely and Licensing Board Panel 6pp 45049 249- 
45040 253 

80O4t1OO27 Advises that author will represent LILCO In oral argomam re util appeal 
from ASuB 871207 Partial Inibal Oecision LBP-87-32 

irtWIN.O.P long island Ughl'ng Co. IRWIN.0 P. Hunlon & Williams, #288 6020. 88/ 
04/05 SHOEMAKER.C J Alomte Satety and Licensing Board Panel ip 45049 257- 
45049:257 

S8O4180O57 Govt motion (or extension of time to respond lo realism discovery requests 
A to extend discovery schedu’e.* Urges prompt Issuance ol opinion ruling on util 
mot on lor summary dtsposItlon.W/Cenificate of Svc. 

MILLER.MS StiMolk County. NY. MILLER.MS Kirkpatrick & Lockhart 
PALOMINO.F.G New York. Slate of #208 6044. 88/04/06 Atomic Safely and LI- 
cens ng Board Panef. 16pp. 45127.286-45127-30I. 

8804180020 LILCO response to govt motion for extension ot time to respond lo realism 
-discovery requests & to extend discovery schedule & request lor add! rel ei.* llcenseo 
opposes motion 0 requests addi relief W/Certilicale ol Svc. 

CHRISIMANJN Long Isfartd Lighting Co. CHRISTMAN,JN Hunton & Williams 
#288 6042. 88/04/07 Atomic Safety and licensing Board Panel. I6pp 45127 223- 
45127 238 

8604180010 Memorandum (extension ol Board ru'ing & opinion on LILCO summary dis- 
position tiio*.'0ns ol legal aulhoniy realism contentions & guldiance to parties on new 
rule t0CFR50.a47fcMn) * Served on 8804 1 1 . 

GLEASO-N.J P,. kI|NE,J R,. SHON.F.J, Atomic Safely and Licensing Board Parcel 
#288 6047 ea/04/06, 6Spp 45127:168 45127:222 

6804160042 Responds to LILCO response to govt motion lor extension ol lime to re- 
spond lo real sm discovery requests 8 lo extend discovery schedule & request for 
eddi teliof Conferenco can not warranted 

LANPHER.L.C, Now York. Stale of. LANPffER.L.C Kirkpatrick 0 Lockhart #288 
8043 88/04/08 QLEASON.J.P.. KLINE.J R.. SHON.F J. Atomic Safety and Licensing 
BoardPanel 3pp 45127 244 45127:240 

8604180049 Notice ol oral aigumeni ‘ Oral argument on LILCO appeal ol ASLB 871207 
Partial iniEat Oecision LBP 37-32 will be heard on 6B0426 in Beihesda.MO Served on 
660411. 

SHOEMAKER.CJ. Al-omlc Salely and Licensing Appeal Panel. #288 6050. 86/04/08. 
tp 45127 249-45127:246, 

88Q4200Q37 NRC Staff response to govt motion lor extension ol time to respond to re- 
alism discovery reguesis 0 to extend discovery schedule.’ Intervenors 880406 motion 
should he demed.W/ Certificate ol Svc. 

REIS.E J. Assistant General Counsel lor Hearings. #268 6089 88/04/06. Atomic 
Safety and licensing Board Panel. 8pp. 45181 063-45 161 .070. 

0804180126 Sutiolk County second set ol inlerrogaiorles 0 requests lor production of 
ddCuments >e Conlerttlons t . 2.4-8 0 10 lo LtLw.’ W/Certificate ol Svc Related cor- 
respond erico. 

R033.H R. Sultolk County. NY. ROSS.fl.R. Kukpalrick & Lockhart #288 6041. 88/ 
04/09 Atomic Safety and Licensing Board Panel. 7pp. 45127:161-45127:167 

6804180004 Confirmalory tnemorandum 0 order * Witnesses must be designated in 
adequate (MO for discovery (o be completed, pet LILCO 880405 motion & extension 
ol time for d'seovery period on reaksm Issue granted.Senred on 680413. 

GLEASON.j p. Alomic Saloly and Licensing Board Panel. #288 6046. 88/04/12. 
Ollice of the General Counsel 2pp 45126 082-45126 0B3. 

8604200047 Suffolk County (itih supplemental response lo LILCO lirst set ol Inlenogalo- 
ties 0 roqoesis lor production ol documents re role conflict ol school bus drivers.* 
Cartillcaie of Svc enci Related correspondence 

TAYIOR.J.L. Sutiolk CounN. NY. TAYLOR,JL Kirkpatrick 0 Lockhart #288 6093 
68/04/12 Long Island Ughl-ng Co. epp. 45161 078-45161:083 

6604160041 Board memorandum 0 order (ruling on govt motion lor lecons’deraiion ol 
Board memorandum 0 ordor on Section 50.47(c)(t)(l)(ii) compL-ance).' Inlorvenor 
motion denied Served on 8804 1 4. 

GlEASON.J.P. Alomic Salely and Licensing Board Panel. #268 8045, 88/04/13. 3pp. 
45128:079-45128 031. 

86042QQQ4S Qovts oblection lo portions of 880229 0 0408 orders In reaksm cenvand 8 
oiler ol proof * Objects lo portions of sub] orders comprising preclusion of filing re- 
sponse 10- LILCO realism doiense to legal authority contentions. 

LEISCHE.KJ.. 2At(NLEUTEa.fl.J. New York. State ol LETSChE.KJ. Kiikpalrick 0 
Lockhart. #288 6095. 88/04/13. Alomic Salely and Licensing Board Panel. 61pp. 
45160 236-45161:055. 

-B804 200070 Direct testimony ol PG Halpin on behati of Sutiolk County re Contentions 
I -2.4-8 0 |0 * Tasliljds that county govi made no plans S wUI not develop one lor 
responding to accident at ulil & that LlLCO plan cannot protect cilirens. 

HALPIN.P.G. Suffolk County, NY. 88/04/13 69pp. 45160,299 45161 037. 


-6804200094 Diiocl lestmony Ol U Axeiroo o.n cenaii oi aiaie oi >vt. lesimus inai 
Stale of NY.in case of accident in fecil-ty. would not follow LILCO emergency plan 
because plan unworkable 0 inadequate W/Ceitil.cate ot Svc 
AXEL ROO.D Now York. Stale ol 88/04/13. 18pp 45161 038-45161 055. 

8804300087 Board mamorand.im 0 order (ruling on inioivenors motion for recons'doi- 
ation of Board memorandum & ordor on contention re LILCO emergency broadcast 
sys)' Inlervenors BB0307 motion denied Served on 880415. 

GLEAS0N.j p Atomic Safety and Licensing Board Panel. #286 6090 88/04/14, Sul- 
lOlkCour^y. NY 2pp 45162 157 45162 158 

8804200202 Board memorandum 0 order (ruling on inlervenors motion lor reconsider- 
ation ol Board ordor cn summary disposition ot hosp evacuation issue).* Suffolk 
Counly.Stato ot NY & town ol Sovinampton 880307 motion domed. Served oi» 0804 15 
GLE/iso.N JP. Aiom.c Safety and Licensing Board Panel #288 6092. 08/04/14. Sul- 
lOlk County. NY 4pp 45161 071-45161 074 

8804200220 Board memorandum 0 order (ruing on LILCO motion to compol answers lo 
certain in’enogatorics 0 requests tor prod jction ot documents) * Util 8803 1 1 motion 
denied based on tack ol loundeiion Served on 880415 

GLEASON.jp. Atomic Saloly and Licensing Board Panel. #288 6091. 88/04/14. 
LO-ig Island Lighting Co. 3pp 45161:075 45161 077. 

6604260047 Responds to Lanpher 880415 Hr 0 treats matters raised by Inlervenors 
880413 filings 0 880414 Ihs ro govts objoction to portions of 880229 0 0408 orders n 
rea'ism remand & otloi ol proof . Depositions should be mads available. 

IHWIN.OP. Long Island Light ng Co IRWIN.O.P Itunfon 0 Wi'iiams #288 6t3? 88/ 
0-t/\5 GLEASOM.JP . KLINE.J.R . SHON.f J Atomic Safely and Licensing Boaid 
Panel 4pp 45210 326-45210 329. 

8804280035 Conliimalory memorandum 0 order.* Board denies ul l request lo suspond 
scheduled deposiiioris on grounds that Board dotvlal ol forthcoming ul>( motion would 
causo dolay in hearing schedule Served on 880419. 

GLEASON J P Alomc Safety and Licensing Board Panel #288 6136 88/04/18 
long Island Lighting Co 2pp 46211:118-45211:119 

8604260102 Request lor temporary suspension ol ' roalism" depositions ' Motion doos 
not oxlend to Inlervenors obligation to answer interrogalorios by 680422.Expodiied 
treatment of motion requested.Derliticaie of Svc end 

IRWIN.0 P. Long tstand Lighting CO inWIN.D P, Harmon 0 Weiss #288 6131, 80/ 
04/18 Atomic Salety and Licensing Board Panel 4pp. 45210:237-46210 240. 

8804260103 Govts brief in opposition to LILCO appeal from L BP-88 2 * Decision ol LI 
ccns'iig Board on Contentions EX 3B.39.40.4i 0 50 should bo aiiirmod Coriilicaie ol 
Svc end 

CASEY SM Sutiolk County. NY CASEY.S M Kirkpatrick 0 Lockhart 
ZAHNLEUTER.R J New York. Slate of #288 6136 OB/04/18 Alomic Safely and Li- 
censing Appeal Panel 275pp 452ii l2l-452 12106 

8804260061 Discusses Board 880413 memorandum 0 ordor (ruling on govts motion lor 
reconsideration o( Board memorandum 0 order on Section 50.47(c)(i)(i)(ii) 
compliance) Govts neither seek lurther reconsideration nor agree w/viows expressed 
LANPHER.LC. Kirkpatrick 0 Lockhart #288 6133 88/04/20 GLEASON.J P . 
KLINE.J H,, SHON.F J Atomic Satety and Licensing Board Panel tp 45210 t57- 
45210:157 

8804260089 Govts motion to strike portion ol LILCO lostnnuny re Contonlion 25 C * 
Quesllon 0 Answer 67 appearing on Pago 56 ol LILCO testimony should bo 
stnkon Certilicate ol Svc end 

TAYLOR.JL Suffolk County, NY ZAltULEUTEfl.R J New York. State ol 
LAIHAM.S B Twomoy. Latham 0 Shea #288 6i34. 88/04/20 Atomic Satety and Li- 
censing Board Panel. 9pp. 45210 227-45210,235 

8804260136 Advisos tliai ASLS unfounded assumpi.on in 880413 order re (act that 
govts did not seek reconsideration ot ruling doos not moan 0 shoi/ld not moan that 
QOvls do not Irnd fault in luLng. 

UNPHEH.L.C New York. Stalo of LANPHER.LC Suffolk County. NY 
LANPHER.LC Kirkpatrick 0 Lockhart #208 6130 80/04/20 GLEASON.J P. 
KLINE.J R SHOM.F.C. Atomic Safety and Licensing Boafd Panel tp. 452(0 304- 
46210304. 

8804290025 NRC Stall response to LILCO 0 inlervenors briefs of 880401 on motion to 
aulhofizo opa< ation ai 25% of lull peywer.* MHC tyeliaves proceedmos should continue 
lo delerm'no whether LILCO onlilled to Lcense request Certilicate 01 Svc encl. 

REIS.E.J Assistant General Counsel (or Hearings. #268 6142. 88/04/20 Atomic 
Safety and Licensing Board Panel. 8pp. 45255 307 45255:314. 

8804290087 Lit. CO motion to strike testimony ol Brodsky.et at * Requiromont for Sulfolk 
County lo resubm-t leslimony.ieaving out objectionable 0 impoimissibla portions ol 
880413 lestimony requosted Supporting info end 

CHRISTMAN.JN Long tstand Ughtirtg Co CHRISTMAN JN Honton 0 Willrarns 
#288 6166. 66/04/20 Alomc Salety and Licensing Board Panel 73pp. 45255:030- 
45255 142 

-6804290096 LILCO motion to strike testimony ol S Cole ot at ' Striking ol portions of 
860413 testimony as Inadmissable roquoated because testimony dredges up 0 asks 
tor roconsidoration of old Issues Coitilicaie of Svc end. 

CHRISTMAN.J N. Long Island Lighting Co CHHISTMAN.J N. Hunlon 0 Williams 88/ 
04/20. Alom'c Salely and Licensing Board Panel. 34pp. 45255:109-45255:142. 

8804290091 LILCO motion to stnke direct testimony ot State of NY witness OT Hartgon 
re hosp evacuation i-me ostimatos ' Listed passages should he sinken s-nce already 
litigated 0 outside scope ol remand proceeding W/ Certificate of Svc. 

SHEFfEY.H.A Long Island lighting Co SHEFFF.Y.R A. Honton 0 Williams #288 
6161 08/04/20 Atomic Safely and Licensing Board Panel tlpp 45257 152- 
45257,162 

8804290147 LILCO motion lo siriko direct testimony ol CG Perry 0 GC Minor on bohalt 
oi Sutiolk County ro LILCO omeigency broadcast sys.* Arguments lor slncking por- 
tions ol 880413 testimony slated W/Cetllhcaie ol Svc 

SHEFPEY.R.A. Long island Lighting Co. SHEFFEY.R.A Hunton 0 Williams #288 
6162. 68/04/20 Atomic Salely and licensing Board Panel 2tpp. 45255 102- 
4.5255 182. 
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8804290161 Govis ob|ections 10 IILCO seconil set ol iniottogaionos le Consumpdons 
1-2.4-8. & 10 ’ Coriificato ol Svc enci Holaiod corro^ondence 
CANPHEH.LC SulfoiK County. NY I.ANPHEn.L C Kirkpatrick & Lockharl 
ZAHNLCUTED.R J Now York. Slato ol 6164 68/04/20. Long Island Lighting 

Co 33pp 45255 183-45255 215 

8S0429018S NRC siafi motion to striko portion ol losiimony ol CC Minor ra Emorgoncy 
Broadcast Sys issuo * Pages 1 3 & 1 4 ol lostimony .should bo stricken due lo d.roci 
contradiction w/ ASLO B80224 order W/Ceriilicato ol Svc. 

8ACHMANN.R.G. Assistant Gcnoral Counsol for Hearings #268 6163 BS/04/20 
Atomic Saloty and Licensing Board Panel. 4pp. 45255.216-45255 219. 

8804290030 Govts lesponso to LILCO briol on retovance ol ponding contentions to 
LILCO 25% power motion * LILCO request must be denied 

CASE.DT Sullolk County. NY CASE.D T Kirkpatrick & Lockhart PALOMlNO.F G 
Now York. State ol 1/286 6143 88/04/2 1 Atomic Salely and Licensing Board Panel 
t9pp 45255 341-45256 009 

-8804290038 Allidavil Of GC M nor & SC Shotly re validity ol analyses & conclusions rot 
in Youngling aflidavit.W/Cortilicaie ol Svc. 

MINOR.GG. SHOLLYSC MHB Technical Assodales. 08/0-1/21. tOpp 45255 360- 
45256 009 

6804290052 LILCO reply to inierveiiots brief on 25% powor.* Board should proceed to 
consider merits ot motion lo Increase power lo 25% & to dotermino that tniorvonors 
contentions not subslanlivoiy relevant lo molion.W/Corlilicato ol Svc 
iNGEQnETSON.C Long Island Lioliling Co INGEQRETSON.C. Hunton & Williams 
#288 6144 86/04/21 Atomic Safety and Licens-ng Board Panel 14pp. 45256:177- 
45256:190 

8804290021 Govt answer & addi objections to LILCO second SOI ol Inlenogaiories ro 
Conleniions I -2.4-8 8 to.* Answers & objections llslod.Nolilicalion to county oxocu- 
iive & Cofiilicaie ol Svc encl.neialod Corre^ondonco. 

MCMUBRAY.CM Sullolk County. NY ZAHNLEUTER.R J Now York. Slalo of, 
MCMURRAY.C M. Kirkpatrick 8 Lockhart. #268 6158 68/04/22. Atomic Saloty and 
Licensing Board Panel 43pp 45255 237-45255 270 

B804290031 Order • Grants unopposed request ol Intervening govts lo odvaoco limo ol 
scheduiod oral argument ro faciLly emergency planning oxorciso to 880428 Other 
terms ol argument remains Served on 800425, 

SHOEMAKlR.C J. Atomic Saloty and Licensing Appeal Panel. #206 6161. 88/04/22. 
Ip 45256 010 45256 010. 

8804290086 Forwards LILCO response to Inietvenors 880413 objection piosonling pro 
posed direct evidence on Contoniions I -2.4-8 & 10 Rosponso Incompleto because nr- 
Qumonls will bo affocled by ovcnls on 880422. 

CHHISTMAN.J.N. Long Island Lighling Co. CHRISTMAN.J.N. Ilunlon 8 Williams. 
#268 6165. 80/04/22 GLEASON.J.P. Atomic Saloty and Licensing Board Panel, ip 
45255:001-45255 029 

-8804290077 LILCO response to govts objoclion to portions ol 880220 8 0400 orders 
in realism remand 8 oiler ol prool.* Contoniions 1-2.4-0 8 tO should bo dismissed or 
ruling re adequacy ol stated procedures should bo mado.W/Coriilicaie ol Svc. 
CHRlSTMAN.J N Long Island Lighting Co CHRISTMAN.J.N Hunton 8 Wiliioms 08/ 
04/22. Atomic Safely and Licensing Board Panel, 20pp. 45265 002-45255 029. 

8804290088 Govt answers lo NHC stall inlenogaiories to Conleniions 1 -2.4-0 8 tO.* 
W/Ccrtificoto ol Svc Roiaiod Corrospondonco 

MCMURRAY.C.M, Sullolk County. NY. MCMURRAY.C M. Kirkpatrick 8 Lockharl 
ZAHNLEUTER.R J Now York. Stale of #228 8159 88/04/22. 8pp, 45266:211- 
45258218 

8804290086 LILCO responses 8 obiociions lo Sullolk County second sol oi Inlorrogalo 
nos 8 requests lor production ol eocumems ro Contoniions 1 -2.4-8 8 10 lo liconsoo.' 
W/Cerlilicalo ol Svc. Rolatod Corrospondonce. 

HARLOW.O.S. Long Island Llght-ng Co. HARLOW.DS. Hunlon 8 Williams #288 
6160. 88/04/22. Atomic Solely and Licensing Board Panel lipp 45257:141- 
45257:151 


I. Financial Information 


8603310056 "trt.CO t987 Annual Ropl." W/880328 Itr 
CATACOSINOS.W.. LEONAHU.J.D Long Island Lighling Co 87/12/31 38pp 
44964:090 44984:127. 


J. Insurance & Indemnity Information 


8803300430 Forwards Hsling of nuclear properly insutonco in force lor lacilily.ln accord- 
ance w/roquitomants ol lOCFRSO 54(w)(4) 

LEONAHO.J.D Long Island Lighting Co. 08/03/28 Document Control Branch (Docu- 
mont Control Desk) 2Dp. 44967 248 44967:249 


P. Operating license etage documents & correepondence 

8804140354 FOIA requasl lor all records Including proparatory mails 8 conlomporana- 
0U6 notes 8 into sutimiiiod by util re 8801 14 mooting involving NRC 8 util concerning 
facility. 

BEI AIR.R R Klikpaiiick 8 Lockharl. BELAIR.R R. Suffolk County. NY. 88/01/27. NRC 
- No Detailed Affiliation Given. 2pp. 45104:155-45104:156. 

8803240426 Generic Ltr 88-06 to all powor reactor llconseas 8 applicants ro removal ol 
organizalion charts from Tech Spec administrative control requirements Svc list oncl. 
MIRAGLIA.F J, Associalo Director lot Projects (Post 870411). 06/03/22. Consolidated 
Edison Co ot Now York. Inc. 47pp, 44972: 10/-44e72;1 53. 

8804040136 Requests permission to reinstall thermal overload heaters for 
1EI1*MOV052 during normal plant operation Valve will provide greater operational 
llexiblhty 8 control over suppression pool lovoLFoo paid. 

I EONARD.J-O. Long Island Lighting Co. 8B/03/24. Document Control Branch (Oocu- 
manl Conirol Desk) 2pp 44972.030-44972.031. 


6803300434 Requests NRC concurrence w/uM pos't-on lhai a'l induction heailrg siross 
improvement treated wolds at plant can bo placed m Category B ciassihcobon ol 
NUREG-0313.HOV 2 8 Generic Llr 88-01 

LEONARD.J D Long Is'and Lighting Co. 80/03/28 Document Control Branch (Docu- 
man! Control Desk) 2pp 44967:246 44987 247 

8604130082 Requests addi Into re scppiemenlal conlal.nri'oni sys (SCS) ptojeci dosign 
and consi schedulo.mcluding those milestones which wi I requ re N.BC Input Uhl updat- 
ed SAR acceptable for design of SCS 

VAHGA.SA D.vls'0n ol Hoaclor Pro, eels - I/ll (Post 870411) 08/04/06 

LEONARO,J O Long Island Light ng Co 4pp 45102 011 45102 014 

8804080086 Generic Llr 88-07 lo power reactor licensees 8 app'icanis ro modiLcd en- 
forcement policy concerning 10CFR50.49. "Environ Oualificaiion ol Electrical Equ.p 
moot Important lo Safety lor Nue'ear Power Plants " Svc list encI 
MIRAGLIA.F J Associalo Diroclor lor Projects (Post 870411) 88/04/07 Consolidated 
Edison Co of Now York. Inc 49pp. 4516'! 237-45164 285 

8804130261 Responds lo 800205 llr 10 L Zech oxpross'ng concern tor adequacy of 
eleclnc energy supply lot Long isiand.NY 8 quest ons re whether NRC could accelor- 
ato l.cens‘ng ol plant. Slated Into on l censi/ig schcdiiie sent to Congress 
MURLEV.T E. Ollico ol Nuclear Reactor Regu'ation. Director (Post 870411) 88/04/ 
07 MCFARLAND.J T. New York. Stale ol 4pp 45102 353-45102 356 

8804220031 Forwards request tor add! into re ubl 870312 submittal ol p'ocedi/rcs gen- 
eration package Response requested with n 90 days of l!r receipt 
BROWN.S.W Project Oiiecioialo 1 2. 08/04/15. LEONARD. J.D. Long Island Lighting 
Co 16pp 45201 051 45201:066 

8804280 IBB Notification ol 800420 mooting in Rockville.MO to discuss status ol SER. 
BROWN.S. Project Olrectorete t-2. 88/04/20 BUTLEn.W.R Pioeci Directorate ll-i. 
2pp 46276 232-45276:233 


Q. Inspection reports, IE Bulletins 8 correspondence 

88042 iC209 Forwards response to items 16 oi NRC Compliance Bu'lekn 67-002 rn ias- 
lenor testing to determine conformance w/ appi cable mail spec8.including data 
sheets 8 resutis ol mechan cal 8 cliomlcal lest ng 

l F.ONARO.J D Long Island LIghkng Co. 88/02/16. RUSSELL.W. Reg on 1. Ole ol the 
Director. 59pp 45194:177-45194 235 

B803210090 SuppI 1 lo NRC Into Notice 87-044. "Th-mblo Tubo Th nnng in Wosiing- 
houso Reactors " Svc list oncl. 

ROSSl.C E. Division ol Oparatonal Events Assessment (Post 870411) 88/03/23 
Consolidated Edison Co. oi Now Yoik. Inc 131pp. 44995.128-44995 246 

8803230396 NRC Into Notice 68 010. "Malls Licensees. Lack ol Mgi Coniiols Over Li- 
censed Progtams." Svc lisl end. 

CUNNlNQHAM.n.E Division ol Industrial 8 Medical Nuclear Safoly (Post 870729) 08/ 
03/28. Consolidalod Ed-sonCo. ol Now Yoik. Inc 108pp. 44905:247-44005:353. 

6603300434 Requests NRC concurrence w/ulil po.s:iion lhai all induction hoailr.g siross 
improvomoni ireotod welds at piani con be placed In Category B classd cai-on ol 
NUREQ 03l3,Rov 2 8 Generic Llr 88-01. 

LEONARO.J.O. Long Island Ligblmg Co. 88/03/28 Oocumoni Conirol Branch (Docu- 
ment Conirol Desk) 2pp. 44967:246-44007 247 

8804110311 Discusses Insp Repl 60 322/86 03 8 two Ole ol Invesiigelion invosilga 
lions in rosponso to allogalion re delic.enc‘es in radiocbemislry dept at plant 8 fer- 
wards notice ol vio’alien Synopsis lor Invosugalion repis also end 
RUSSELL.W T Region 1. Ole of Iho Diroclor 88/03/28 LEONARD.J 0 Long Island 
Lighting Co 4pp 45070 094 45079 104 

"8804110317 Notico oi viotallon from insp on 860127 0214 Violations noted praci cai 
abilities ol chemistry tadiniclons demonsiralod by open book exams raibor than by 
use ol proceduro checkout guidelines. 

nuSSELUW.T. Region i. Ole ol tho Director 08/03/28 7pp 45079 090 45079:104 

8804010256 NRC Into Notice 88 01 1. "Potential Loss ol Moior Conirol Cb 8/ot Switch- 
hoard Funcilon Duo lo Faulty Tie Bolts " Svc I si enci 

ROSSl.C E Division of Operational Events Assessment (Post 870411). 88/04/07. 
Consolidated Ed'son Co. ol Now Yoik, Inc. i24pp 45406 292-45407051. 

8804200209 Forwards requests lor addi into ro review ol responses to IE Bullolin 05 
003 concarning motor-operated valvo switch settings Response requested within 30 
days. 

WIGGINS JT. Region 1. Ole ol Iho Diroclor 88/04/07 LEONARD.J D Long island 
Lighting Co 7pp 45174:117-45174 122 

8804060370 NRC Info Notice 88-012. "Overgmssing ol Elociric Motor Bearings " Svc 
lisl enci. 

ROSSl.CE Division ol Oporallonal Events Assussmom (Post 870411) 88/04/12. 
Consolidaied Edison Co of New York. Inc 123pp. 45165 028-45165 150 

6804190368 Forwards rosponso to vlolaiions noted m Saloty Insp Ropi 50-322/87- 
22. Response withheld (rel 10CFR73 2I). 

LEONARD.J. D. Long Island Light-ng Co 68/04/15 RUSSELL.W.T. Region I. Otc ol 
Iho Director. 2pp 45208.335-45208:336 


R. Periodic operating reports & related correspondence 


8803300380 Foiwatds ‘tOCFRSO.SO Repl tor 870608 1231" & "tOCFRSOSQ 
Ropl.Revised Item SM 66 0S5." from previous repl submiiial did 871204. 
LEuN/VRD.J.D Long Island Lighting Co 88/03/28. Dccumont Control Branch {Oocu- 
mont Control Desk). 2pp 44979 101 -44979 124 

-8803300381 "lOCFRBO 59 Ropl lot 870608-1231." 

• Long Island Lighling Co 87^2/31. 20pp 44979.103-44979 122 

-8803300386 "Revised llom SM 86 055 tor 10CFR50 69 Ropl lor 860101-870607." 

• long island Lighling Co. 87/06/07. 2pp 44979.123-44979:124 
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S. flepoilable occurrences, LERs & related correspondence 

sa04260?46 LER 68 003 00 on 880332,unplanned aulomatlc Initlaliot) of reacior bldg 
standby vtnWaUon sya Tra'n A occurisdCauaed by tacbniclan Inadvertently deonor- 
□■ring reiay.Eng'neenng evaluation roquesi Initialed W/880421 l(r. 

GRUNSEICH.R W . STEIGER.W E. Long Island Ligtiting Co 88/04/21. 5pp 
45258 334-45258:338 


T. Hearing transcripts on n on-antitrust matters 

8804130135 Tianscripl ol ASLB 880411 prehaanng conlorence in Bethoada, MO re 
tentand/emafoericy rianrMng.Pp 18,295- 19.322, 

* Aloirnc Safely and licensing Board Panel 08/04/11. 30pp. 45116:276 45116.305, 

6804200042 Forwards lestimony ol T Urbanik re hosp evacuation lime esUmates.per 
Board 880310 ordor.Relaied correspondence. 

BACHMAN,flG. AsS'Sianl General Counsel lor Heanngs. #288 6088. 88/04/13, 
GLEASON. JP.. KIINE.J R . SHON.F J Atomic Safety and Licensing Board Panel, ip 
45162:139-45162:145, 

“8804200051 Testimony ol T Urbanik re bases 4 accuracy ol hosp evacuation time os 
iimeies conla-ned in Rev 9 ol ubl emergency plan Related correspondence 
UHBANIK.T Tenas ASM Univ., College Station. TX 68/04/13 6pp 45102:140- 
45162.145 

8604200048 Govts obieciion to poniona oi 880229 & 0408 orders In realrsm remand & 
otter ol proof ’ Objects to portions ol subj orders composing preclusion of filing re- 
sponse to LILCO realism dolense to legal auihorily conleniions. 

LETSCHE.KJ. ZAHNLEUTEfl.RJ New York. Stale ol LETSCHE.K J. KlrtpoWck S 
Lockttarl. #260 6095. 88/04/13 Atomic Safety and ucensing Board Panel. 6lpp 
45160 236 45161 055 

-6804200070 Direct lestimony ol PG Hatpin on betiall ol Suffolk County re Conleniions 
1-2.4 6 & 10.' Testifies lhal county made no plans & will not devolop one lor 
rospondino to acc derit at util & that LILCO plan cannot proiecl cttUena. 

Ha[pIN.PG Suffolk County. NY 88/04/13 89pp 4St60:299-45161;037. 

“88042000S4 Direct lestimony oi 0 Axelrod on behalf ol State ol NY.* Testifies that 
Slate ol NY.ln case ol accident in facility, would not follow LILCO emergency plan 
because plan unworkable & inadequale.W/Certilicale ol Svc. 

AXELROD, O. New York. Slate of 88/04/13 lepp. 45181:038 45161:055. 

8804200058 Forwards Suffolk County preliled testimony re remand Issues on util 
schools evacuation & emorgency broadcast sys proposals.including diraci lestimony 
ol CG Poriy.lll & GC Minor.Certiltcate of Svc end Helaied correspondence. 

MILLER.M S SuHolk County. NY. MILLER.M.S. Kirkpatrick & Lockhart. #288 6094. 
08/04/13. GLEASON.J.P.. SHON.F.J.. KIINE.J R Atomic Safety and Licensing Board 
Panel 4pp. 45161 ;0e4-45 162 083. 

“8804200084 Direct lestimony of CO Perry & QC Minor on behalf ol Suffolk County re 
LILCO umorgancy broadcast sys.* 

PERRY.C G . MINOR.OC. SuHolk County. NY PERRY.C O. Molfet. Larson & John- 
son, tnc 88/04/13. 62pp. 45161:088 45161:148. 

“8804200101 Testimony ol S Cole.RH Turner & AH Barton on remand of Contention 
25.C -- rote conflict of school bus drivers * Research completely IrretevanI lor under- 
standing how school bus drivers will behave In radiological emergency- 
COLE.S , TUnNER.R H Suffolk Counlv. NY, COLE.S. Now York. Stale Univ, ol. Stony 
Brook. NY. 88/04/13. lOOpp 45161;149-45161:282 

-8804200113 Direct lesfmony of BQ Brodsky, EJ OoherN.HM Koenlg.NF Muto. RW 
Pelrilak.AR RossLJT Smith a RN Suprina on behalf of Suffolk County re Conlenlion 
25 C.* Urt plans lor school avacuatton & other attainatlva actions tnadetwato 
8R0DSKY.8 G . OOHERTY.E J . KOENlO.H M. Suffolk County. NY. 88/04/t3. lOOpp. 
4S16l:283-4St62 0S3 

8804200082 Testimony ol DR Oreikorn & E8 ueberman on the remanded Issue of 
bases S accuracy ol LILCO hosp evacuation lime estimates ' Certificale ol Svc 
encI.Related correspondence. 

OflEIKORN.O,P., LlEBERMAN.E B Long Island lighting Co. IIEBEPMAN.E 8. KLD 
Associates. Inc. #288 8097. 88/04/13. »pp. 45159.324-45160017. 

8804200114 Testimony of O Crocker. RE Oippell & WQ Johnson on remanded Issue of 
coverage of LILCO emergency broadcast sye.* Certificale of Svc encf Related corre- 
spondence 

CROCKER.0 , 0IPRELL.R.E Long Island Lighttng Co. OIPPELL.R.E. Cohen & Oippell. 
P.C #288 6098. S8/04/13. k54pp 45180,0i8-45180:172 

8804200147 Testimony of OM Crpcker.RB Kelly,MK Urtdell 8 OS Miletl on remanded 
Issue of role conHict ol school bus drivers * Add) Info re bus driver Issue during emer- 
gency evacuations encLW/Ceniflcate ol Svc-Relaled correspondence. 

CROCKEH.D M . KELLY.R B. Long Island Lighting Co. KtLLY,R.B. Weston (Roy F. 
Weston. Inc.k. #288 8096. 88/04/f3. 172pp. 45182:169-45162:331. 

6804260043 Direct testimony of OT Hartgen,on behalf ol Stale of NY re hosp evacu- 
ftUon time estimates.* Util hosp evacuation tune estimates not retiabie for stated 
reasons Certificale ol Svo encI.Relaled correspondence. 

HARTOEN.O.T. New Yoik. Stale oi #2U 0137. 88/04/13. 87pp. 45211:031- 
45211:117. 

B8042G0I1B Requests lhal ASLB rule re addi nine depositions requested by LILCO 
need not be held based on LilCO not submitting prima facie case & govts enUttement 
to be present at all depositions.Supporting docurpenlatlon encl. 

LANPHER.LC. Suffolk County. NY. LANPHER,LC. Now York. Stale of. 
LANPHER,L,C. Southampton. NY. #288 6129 88/04/16. OLEASON.XP.. KILNE.JR,. 
SHON.F.C. Atomic Safety and Licensing Board Panel. 9pp. 45210.305-45210:313. 


U. CongroMlonal/Exacullva Correspondence 

8804180322 Responds lo 680216 referral re Inquiry from B Uohmiller concerning prob- 
lems associated w/llcenslng of plant. Lohmiiter statement that on 860203 NRC denied 
ui*l license to operate Incorreot NRC licensing review continuing. 

STELLO.V. Ofo ol the Executive OireclQr tor Operations. 88/04/11. OECONCINLO. 
Senate 1 5pp. 45 1 50:262-45 1 80:277. 


“8804160333 Submits commenis on NRC denial of OL to ptani on 880203 & 
Ihereforo.surrendoring aothoniy to State ol NY.Probtem of historia would not exist If 
nuclear energy Industry prepared to deal w/TMl incident quickly. 

LOHMILLERB. Affiliation Nol AflsJgned. 88/02/05 NRC - No Detailed Affiliation 
Given. Ip. 45150:277.45150.277. 


DOCKET 50-323 OIABLO CANYON NUCLEAR POWER PLANT. UNIT 2 


E. NRC Safety Evaluation Report (8ER), suppla A coireapondence 

8804260224 Responds lo appeal re denial of FOIA request for documents re SER 
(NUREG 0676),Suppl 21 concerning operation of plani Forwards Documents 1.3,4,5 
& 6 of encl app Document 2 wilhhmd (ref FOIA Exemption 71. 

STELLO.V. die of the Executive Difoclor lor OperaHona. 88/04/19. BAUMAN.L. Gov- 
ernment Accouniabiiily Project 2pp 45232:182-45232:260. 


F. Security, medical, emergency A tire protection plans 

8804070140 Ack receipt of 870630.1013 A 1109 S 880304 firs fo Rev 16 of Mar 1988 
physical security plan.Changes in Rev 16 not fully consistent W/10CFR73.57. Further 
revS should be submitted per 10CFR60.90. 

SCARANO.R.A. Region 5. Ofc of the Director. 88/03/30. SHIFFER.J.O. Pacific Gas A 
Eleciric Co. 4pp. 45044: 160-45044:163. 

8804200337 Revised emergency plan Implementing procodures.including Rev 3 lo EP 
RB-16. "Emergency Operating Procedure Post-Accident Sampling Sys" A Rev 5 lo EP 
R8-15:A, “Emergency Operallng Procedure Posl-Accldoni Sampling Sys. W/ 
880408 Hr. 

TOWNSEND.J D,, SHIFFER.J.O Pacilic Gas & Eleciric Co. 68/04/08. 152pp. 
45177:001-45177:155. 

8804220276 Forwards changes to Rev 18 ol physical security plan A Rev 2 to training A 
qual4tcatton dan.ChanMS vntMteld (ref tOCFK73 21). 

SHIFFER.J.O. Pacific Gas A Electric Co. 88/04/19. Oocumenl Conirol Branch (Docu- 
ment Control Desk). Ip. 45267:217-45257:217. 


Q. Adjudicatory correspondence 

8804050054 Response to NRC Staff lo polition lor leave lo Intervene Filed by San Luis 
Obispo Mothors lor Peace.* Notice of appearance A Certificale ol Svc encl. 
VOGlER, 8.H. Assistant Genera) Counsel lor Hearings. #288 5976. 86/03/31. Atomic 
Safety and Licensing Board Panel. I2pp 44966.238-44966:249. 


I. Financial Intormallon 


8804120409 "PGAE 1987 Annual Repl." W/880406 Hr. 

CURKE,RA , LOCKE.R F PacIBc Gas A Electric Co. 87/12/31. 62pp 46164:003- 
45154 056 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

8804130364 Advises that combination of Intensive geoioglo mapping, reflection A retrac- 
tion seismic 8vrveys,daiir>g ol fault movements A analysis of current A past earth- 
quake data reduces chances of underestimaling earthquake damage. 

MAXWELL.J.C. Maxwell, J.C. 86/03/07. SIESS.C.P. ACRS - Advisory Committee on 
Reacior Safeguards. 3pp. 4St30.065-45i30.087. 

6604140215 Submits summary ol actions discussed at ACRS 336lh meeting on 680310- 
12 In Washington. OC.Including ACRS repts/ recommendatlons.other 

acllons, agreements, assignments A requests A future agenda. 

KERR.W. ACRS - Advisory Committee on Reactor Sai^uards. 66/03/24. ZECH.L.W. 
Commissioners 4pp. 45118:172-45118:175. 

8804140163 Summary ot ACRS Subcommlllee on Diablo Canyon meeting on 880223- 
24 in Buflingame.CA re review ol Diablo Canyon long term selsmio progrem. 

* ACRS ■ Advisory Committee on Reactor Safeguards. 86/04/0/. AgRS - Advisory 
Committee on Reactor Safeguards. 1 1pp. 451 16:135-451 18.145. 


P. Dperating DcenM sLase documenta A correspondence 

8804190231 FOIA request for documenls re ACRS subcommittee meetings on 750218- 
10 re plant. 

STEWART.M.E. Pacifto Gas A Eteetdo Co. 88/02/22. NRC • No Oelalied Affiliation 
Given. 2pp. 45l85:15t-45ie5;210. 

8604050427 Forwards JEBCO SelsmIc.Inc Itr discussing offshore seismic data collected 
In 1984 near facility A requests response re issues raised by llr.ConUdentiat maps at- 
tached may be released per telcon between O Uchlman A R Rothman. 

ROOD,H. FYoject Oireclorate V. 88/03/08. SNIFFER. J.O. Pacilic Gas A Electric Co. 
6pp. 44997;332-44997;342. 

-8804050438 Informs lhal util ignored unique A critical sat of selsmio data in assess- 
ment of major struclural frenrfs in cvea of facility.SUck map of existing data.program 
map for 1988 survey A seismic data encl. 

LICHTMAN.Q.S. JEBCO Seismic, Ino. 86/OI/OS. REITER, L. NRO • No Delailed Affili- 
ation Given 6pp. 44997:337-44997:342. 

8803240428 Generto Ur 88-08 to all power reactor ticensaes A applicants re removal of 
organization charts from Tech Spec administrative control requirements. Svo list encl. 
MfRAQLIA,P.J. Assodale Director for Profeots (Post 870411). w/03/22 Consolidated 
Edison Co. of New York, ina 47pp. 44972:107-44072)163. 

8804050061 Forwards description of aoUvitias re oUl closing of wastewater holding pond 
A Rev 2 to "Resource Conservation A Racovety Act Hazardous wastewater Holding 
Pond at DiaWo Canyon Powtir Plant," 

8HtFfERJ.O,- Pactlio Gas A Electito Cq, 88/Qf<0t».0ocUTOort Conuot Branch (Docu- 
ment Control Desk). 1 1 pp 45062: 1 29-46082)292.- 
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-M04070289 Rev 2 to ''Resources Consorvatlon & Rocovory Act tta2ardous Waste 
Closure Plan lor Westewetei Holding Pond at Oiattlo Canyon Power Plarit." W/Iwo 
oversrro drawings 

• Pacirtc Gas & Etoctrlc Co. 87/07/31. 163pp 45062:140 46062 292 

8604OS0OB8 Genoitc Ltr 88 07 to TOwor reactor licensees & applicants lo modified en- 
lorcemoni policy concerning toCFR50.49. "Environ Oualilication of Electrical Equip- 
ment Important to Safety lor Nuclear Power Plants." Sve list end. 

MIRAGLIA.F J. Associate Oiroclot lor Piojects (Post 670411) 88/04/07 Consolidated 
Edison Co. ol Now York. Inc. 49pp 46164:237-45 164.285. 

8804140462 Partial response lo FOIA request lor documents App A document totally 
withheld (ref FOIA Exemption 5). 

GRIMSLEV.OH Division ol Rules a Records (Post 8704 13). 88/04/08 

WEISSMan.S Calilomia. State ol 3pp 45 130; 1 50 45130:152. 

8804190242 Responds lo FOIA request lor documents re ACRS meeting on 
plant. Forwards DJ Skovholt 750324 memo to F Schroodor concerning plant pro- ACRS 
SEH auppis Charges lor search, review a reproduction provided. 

QRIMSLEY.DH. Division ol Rolos a Records (Post 670413). 68/04/14 

STEWART.M E. Pacillc Gas a Electric Co. Ip. 45165,217-45165:230 

-8804200153 Forwards list of plant open Items resulting from ACRS subcommittee 
750216 a 19 meetings a list ol actions requested from review branches lor used In 
preparing SER suppi prior to next ACRS mooting. 

SKOVHOLT.O J Division ol Reactor Licensing (NflR-1975 only) 75/03/24 

SCHROEOEH.F. Division of Technical Review (Nnn-1975 only). 13pp. 45165:218- 
45165:230 

8804250017 Forwards application lor amends lo LIcenaos OPR-80 a DPR-82, consisting 
ol License Amend Request 88 O4.rovislng Toch ^ecs 2 2 1 a 3.3 1 to change roaclor 
trip on turbine trip to thermal power greater than 60%. Fee paid 
SfflFFEn.j O. Pacitic Gas a Eloctrtc Co 88/04/16 Document Control Branch (Docu- 
ment Control Desk). 2pp 45248:013-45248 032. 

-8804250018 Application lor amends to Uconsos DPR-80 a DPR.82. consisting ol LI- 
conso Amend Request 00-04,revising Toch Specs 2.2.1 a 3.3. t lo delete roaclor trip 
on turbine tnp below 60% power. 

SHIFFEH.J D Pacific Gas a Eleciric Co. 88/04/18 13pp 46248 016 45248 027. 

-88042S0022 Proposed Tech Specs 22 t & 3.3.1, revising reaciot trip on turbine trip 
from thermal power greater than 10% lo thermal power grostor than 50%. 

* Pacifio Gas & Electric Co. 66/04/18. 6pp. 46248 028-45240:03?. 

8804260068 Final response lo FOIA request for documenis.App Y documents end a 
available in PDR a LPOfl App Z documents pnrilally withhold (rol FOIA Exemptions 6 
a TI.App AA documents lolally withheld (rol FOIA Exernpllons 7). 

GRIMSLEY.D. Division of Rolos a Records (Post 87()413) 08/04/19. GARDE.B.P. 
Government Accountability Project. 5pp. 46232:135-45232:1/2. 

—6804260106 Partially doloind memo re 840120 allegation ol drug use at plant.Wriler 
received telephone call slating that Iwo individuals bragged aboul shooling up w/horo- 
Ine In "Olua Room" at plant 

SHACKLETON.O.C. Region 5. Ofc ol the Director. 04/01/26. Region 5. Ole ol the 
Diioctor. 3pp. 45232:142-46232:144. 


O. Inspection reports, IE Bulletins ft correspondence 


B8032I0090 Suppi I to NRC inlo Nollco 87-044, "Thimblo Tube Thinning in Westing- 
house Reactors." Svo Itsl enci. 

ROSSi.C.E. Division of Operational Evonls Assossmonl (Post 870411) 88/03/28. 
Consolidated Edison Co. oi New York, Inc. t2tpp. 44095-126-44095:246. 

8803220296 NRC Info Nolico 88 010. "Malls UconseosiLack ol Mgl Controls Over Li- 
censed Programs." Sve list end. 

CUNNINGHAM.R.E Division of Indusldal a Medical Nuclear Saioly (Post 070729). 66/ 
03/28. ConaoBdaied Edison Co. of New York. Irtc. 103pp. 4409S 247-44995:353. 

8604130019 Forwards Insp Ropts 60 275/68-03 a 60-323/88 04 on 880131- 0306 a 
notice oi violation. Util attention directed lo Section 4 ol end rept dealing w/raconi 
plant events.Mgt should carefully reassess problem aroa. 

KlflSCH.O F. Region 6. Olo ol the Oirodor. 88/03/28. SH1FFER.J.D. Pacific Gas a 
Electric Co. 2pp 45151:140-45151:164. 

-6804130020 Notice ol violation from Insp on 88013 l-030S.VioiBlion3 nolod.employee 
entered radiological controls aroa by stepping over posted boundary at point not es- 
lablishod as normal access control iraint w/o written auloriration. 

KIRSCH.O F. Region 6. Ole ol the Director. 68/03/28. 2pp. 45161: 142-451 51:143. 

-6804130022 Insp Repis 50 275/86-04 a 50-323/88-04 on 880131-0305. Violations 
noted Major areas inspected plant operations, malnl a surveillance activillos.lollowup 
ol onsite events, open items a LERs. 

PAOOVAN.L.M., JOHNSTON.K.E . NAR8UT.P P Region 5, Olo of the Director. 88/ 
03/16. 21pp 45IS1;t44-45151;164. 

8804080249 Ack receipt ol 680310 Hr Inlorming NRC ol steps taken lo correct violations 
noted in Insp Repis 60 275/87-44 & 6O-323/07-45. 

2IMMERMAN.R Region 5, Ole ol the Director. 68/03/29. SHIFFEB.J Q. Pacific Gas a 
Electric Co. tp 450W:232-45064:233. 

8304010256 NRC Inlo Notice 88-01 1. "Potential Loss at Motor Control Ctr S/or Switch- 
board Function Due lo Faulty Tie Bolls." Sve list end. 

ROSSI.C e. Division of Operational Events Assessment (Post 670411). 68/04/07, 
Consolidated Edison Co. of New York. Inc. 124pp. 45406:292-45407:051. 

8804200531 Responds to NRC 88031 1 ltr re violations noted in Ipsp Repis 50-276/B8- 
04 a S0-3?3/B8-03.CorrecUve actions Surveillance Test Procedure V-3, "Exercising 
Safew-Related Valves General Procedure" revised lo be consistent w/ASME Code. 
SHtFFER.J.D. Pacific Gas ft Electrto Co. 06/04/11. Document Control Branch (Docu- 
ment Control Desk) 8pp. 45176:014-46175 019. 

8804060370 NRC Info Notice S8-0t2, "Overgreasing of Electric Motor Bearings." Svo 
list encl. 

ROSSI.C.E. Division ol Operalionat Events Assessment (Post 870411). 88/04/12. 
Consolidated Edison Co. of New York. Inc. 123pp. 46166:028-45165; 150. 


6604200521 Forwards addi info to suppi util ro^onso lo IE Bul'otin 85 003, "Motor-Op- 
erated Valve Common Mode Failures During Plant Transients Due to Improper Switch 
Soilings.” per 660315 request 

SHtFFER.J.D. Pacific Gas a Electric Co 88/04/14. Document Control Branch (Docu- 
ment Control Desk) tOpp 45226 211 45226 220 

8804210449 Informs that complalion ol survey ot satety-reiaied equ-pmont ouiside con- 
tainment in response lo Insp Ropts 50-275/87-42 a 50-323/87-43 rescheduled to 
6B0430.due lo personnel requiromonis lo support Unit t reluel.ng outage. 
SHiFFEfl.JO. Pecilic Gas a Electric Co 86/04/14. Document Control Branch (Oocu- 
mem Control Desk), ip, 45226 342-45226 342 

8804260089 Final response to FOIA request tor documents App Y documents end a 
available In PDR a LPDR.App Z documents partially williheld (rol FOIA Exempl-ons 6 
a 71 App AA documents tolelly withheld (rel FOIA Exemptions 7). 

GRIMSLEY.D Division ol Rulos a Records (Post 870413). 88/04/19 GAROE.BP, 
Govoinmeni Accounlabiiity Piojeci 5pp 45232:135-45232 172 

-8804260133 Partially deleted Rept of Inquiry 05-83-018 re allegation ol faisilicalion ol 
welding exams by (ronworkors irom Fresno Union Further investigation 
unwarrentod.basod on failure to confirm that stand-in welder look tests Related info 
end 

POWER.E,J.. SHACKLETON.OC Region 5. Ole ol the D.rector 83/12/15 26pp 
45232:146 45232:172. 

8804260207 Responds to NRC Bulletin 88-003, "Inadequate Latch Engagoinem in HFA 
Type Latching Relays Mfg by GE." Sub] relays not in use in Class IE applications at 
lacility. 

SNIFFER. J O. Padlic Gas & Electric Co. 80/04/21. Document Coniiet Branch (Docu- 
ment Control Desk) Ip 45253 049 45253049 


R. Periodic operallng reports ft related correspondence 


8B04040009 "Tabulation ol Personnel Exposure to Radisiion for 1987.” W/ 880328 Hr 
SHIFFEfl.J O, Pacific Gas & Eleciric Co 87/12/31. 5pp 44969 071-44869 075 

8804220104 Monthly operating ropts lor Mar ISBS.W/680415 Mr. 

BEOESEM.P.. TOWNSEND.J n.. MALONE.0.0 Pacific Gas & Eleciric Co 88/03/31 
12pp. 45216 226-45216:237. 


S. Reportable occurrences, LERs ft related correspondence 


8603200400 LER 88 OOt-OO on e0O225.8purious actuation ol luol handling bidg venlila- 
lion sys Iodine removal mode occurred lollowing alarm on radiation monitor 2-RM- 
59.Cau80d Iw apparoni electrical noise Procedures rovisud.W/8S0324 Hr. 

SlSK.D P., SHIFFER.J O. Pacillc Gas & Electric Co 88/03/24, 5pp 44981:220 
44961:224. 


BB04010284 LER 88-002-00 on 880303, roactor trip & subsequent lurb-r.e tnp occurred 
during Surveillance Tost Procedure 1-728 Caused by failure ol K4 relay together w/ 
lack ol annuncialioaFailod relay replaced W/680328 lit, 

HAMPSHIRE.D . SHIFFER.J D. Pacific Gas & Electric Co 88/03/28, 8pp 44945 354- 
44945:358. 

8804070014 LER eOOOO-OO.on 6B0304.conla'nment venlilal'on isolation 
occurred.Caused by electrical short due to walor intrusion into pressure switch PS- 
526.Switch, conduit connector cover screw & gasket replBCod.W/880401 Iti. 
MALONE.D.D . SHIFFER.J O Pacific Gas & Electric Co 68/04/01 6pp 45075:250- 
45075-255 

8804070024 LER 88-004-00:on 6B030S.containmont vanfilation isolation actuation signal 
received Irom radiation monitor HM-140. Caused by procedural dohciencios Design 
change to modify NE-52 & NE-St power supply will be issued.W/86040i Hr. 
MALONE.DD. SHIFf£R,JO PacHio Gas ft Electric Co 88/04/01 6pp 45072:271- 
45072:276. 


V, Operator Examinations 


8804260088 Responds to FOIA reouest for info ro scores ol roaclor operators & senior 
reactor oporalors.Forwards requalificalion exam summary source sheets listed in encl 
app w/personal privacy Inlo deleted 

GRIMSLEY.D tl. Division ol Rulos & Records (Post 870413). 88/04/19 SOLEY.K 
Public Citizen’s Critical Mass Energy Project. 2pp 46213 003-45213.095 

-8804250 167 Package of NRC administered requalillcallon exam results summary. 

• NRC - No Detailed Afliliabon Given 87/07/20. 88pp. 45213 007-45213,095. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F. Saourlty, madlcal, emergency ft tire prolecllon plana 


6604060317 Forwards Insp Repts 60-326/88-12 & 60-324/88-12 on 880222-25 No vio- 
lations or deviations noted. 

HEROT.A B. Region 2. Ofc ol the Director. 88/03/29. UTLEY.E E, Carokna Power & 
Light Co. 2pp. 45072:052-46072.060. 

-8804080319 Insp Repis 60-324/88-12 ft 50-325/68-12 on 8d02?2-25.No violations or 
deviations noted Major areas inspecied tire prQteclion/prev6nllon,revlQw ol status ol 
App R lire protection mtxls ft previously Ideniltied Insp Hems. 

Wl8EMAN,G.fi.. CONLON.T.E Region 2. Ofc ol the Director. 88/03/22 7pp 
46072 064-46072.080. 

88041S038S "Rev Plant Emergency Procedures '' W/8BO330 ltr. 

OIETZ.C-R. Carolina Power ft Light Co. 88/03/30 QRACE.J.N Region 2. Ofc of the 
Oiraeiof. 2pp 45138;309-4513a:310. 



08O4I6O4S4 Foiwards Rev 25 to emergency tesponsa pmn S revisoo omeragncy pian 
implemenlrng proceduros.inciuding flev 8 to PEP O? B 12. "Opefatjonal Support Clr 
Leader” & Rev 8 to PEP 04 3. 'Pertormanca ol Tram ng.Exorciss 8 Dri'is " 

OlETZ.CB Cattftiva Povict 8 Light Co 88/03/30 GRACE J.N Hcflion 2. Otc Ol the 
Director. 2pp. 45170 1 19-45170-164 

-8804130048 Revised omorgoncy plan implameniing proceduios.incfuding Rev 8 to 
PEP 04 3. Performance ol ifaining.ExBrci9es 8 0n:Ts’ Rev 8 to PEP-026 12. 'Oper- 
□Cional Support Clr Leader." 

SMITH.JO Carol-na Power A Light Co 88/03/23 22pp 4S170 12V4Si7(y,i42. 


-8804180461 Rev 25 to Vol i3.Book 1 lo "Emeiger.cy Response Pian " 

SMITH. JS Carolina Power & UghI Co 86/03/30 22pp 45170 143 45170 164. 


' ProiocI Oirectorato II- 1- 08/04/01 3pp 45064.334-45004:336 

8604110227 Forwards Amends 117 & 147 to uconsos DPn-7i & DPn-62. rospoctivoly 
A saloly ovaluaiion Amends change Tech Specs to to vise Talilo 4 4 6.1 3-1 ro reactor 
vessel mall surveilianco test. 

SYLVESTER.E.O. Projocl Oiroclotato II- 1. 88/04/04 UUEY.E E. Carolina Power a 
Light Co 3pp 45071:341-45071 358- 

-8804110236 Amends H7 & 117 10 Liconsos OPR-62 & 0PU-71.»ccpoctweIy. Chang tvn 
Toch Specs to roviso Table 4.4.0 1. 3-1 to foguiro removal of second 8 third soivor 
lanco capsules atioi results ot tirst capsule ovalualod & added to Tech Spoc 
ADENSAM E.6. Prolacl Dlrocloralo IM 60/04/04 lOpp 4S07I 344 45071 353 


8804270069 Forwards revs to emergency pfOCOdu'OS.inCludin 9 Rev 4 lo PEP-2 6.1 re 
plant opeiaiions director & Rev t to PfcP-02 6 22 to technical assessment director list 



8804200473 Partial tesponsa lo FOlA request te Ive ptotec1>on Foiwards App E 
documonis.Acp 0 4 E documenis ava.iabia in POB App F document complaiely wrth- 
held (ref FOIA Exemption 5) „ n 

GRlMSl EY.O.H Oiv«.otj of Rules & Records (Post 070413) 8G/01/14 JONEb.CH. 
Alfi'iaton Not Assigned. 5pp 45206 037 45206 043. 

-8804200579 Advises that Fire Protection Steering Committee has recommended that 
each region make one l0CFft50.App R-typo insp for each tacil-ty to assess status of 
compliance wJ tOCFH50.48 Program listed 

CONLON.T E Region 3, Ole ol Ihe Director 84/11/06 HEROT.A R Region 2. Ofe ol 
Ihe O.rector. 3pp 45206. 1 76 45206 178. 


-8804110240 Safoiy evaluaUon supporting Amends 147 & 117 lo Liconsos OPR 62 A 
OPR- 7 l.rospoc lively 

• NRC - No Delailod Alliliallon Given 60/04/04. 5pp 45071 354 45071 358 

8804 120348 Supplomonlal application lor amends lo Liconsos OPR-71 A OPn62.ie 
moving spacillc saloly limit min cnlicol power ratio voluo from Toch Spoc Boses Scc- 
l-on 2 2 1.1 & Tech Spec Socilons 3 1.4 3 A 33 4. 

EURY.L W Carol na Power a Light Co 00/04/05 Documoni Conliol Branch (Docu 
meni Control Desk). Opp 45146. 0'15-451 46:061 

-8604120360 Proposed Tech Specs >o oLmlnalion ot cycio specific varinblos 
' Caroline Power A Light Co 88/04/05 Opp 45146 054-46146.001 

8804120287 Forwards responso lo NRC 600306 roquost lor oddl into re oplicai dsk 
storage sys lor microlorming plant rocords 

LOFLIN.L.I. Caiol'na Power A Light Co. 08/04/06. Documoni Control Branch (Docu- 
ment Control Oosk) 4pp. 45006.071-45000 074 


J. Insurance A Indemnity Information 

6804070174 Submits info re present level A source ot onsiie property damage Insur- 
ance 

LOFliN.L I Carolina Power A Light Co 66/03/31 Document Control Branch (Docu 
meni Control Desk) ip. 45075 250-45075 256. 

8804250219 Forwards Endorsement 59 lo MAELU Policy MF-80. 

BARHAM.CO Carol na Power A light Co 68/04/04 nASh.D NRC - No Oolaiied Al- 
hliation Gven 2pp 45212 230-45212 2.31 

8604250221 Forwards Endorsement 69 lo NEIIA Policy NF-216 
BARHAM.CD Caro'ina Power A Light Co BO/04/04 NASH.D NRC - No Deiailed At- 
Llialfon Given 2pp 45212 232 45212 233 


P. Operallng license stage documents A correspondence 

8803080108 Forwards SER Supporting proposed luncuonal testing plan for 
snubbers Proposed plan meets ASME Codo.SecUon XI requiremonis A compl os w/ 
Toct) Spec 4.7.5 requirements so retof request deemed unnecessary. 

ADENSAM.E. Projeci Oireciorale 11-1. 88/03/02. UTLEY.E £ Carolna Power A Lighi 
Co 2pp 44633 305 44633 308 

-8803680118 Safety evaluation supportmg proposed lunciionaf testing plan lor snub- 
beis. 

‘ Prelect Directoraie II- 1 88/03/02 2pp 44633:307-44633:308 

8803240426 Qaneric Ltr 68 06 10 all power reactor licensees A appl'canis re removal ol 
organization chads tram Tech Spec adminlslraiive conitol roqu'romonis Sve list oncl. 
MIRAGLIA.F J. Associate Oitoclor for Projects (Post 870411) 88/03/22 Consolidated 
Edison Cc ol New York. Inc, 47pp, 44972:107-44972 153 

8804040040 Advises that ulil has now staffed shift iechn‘cal advisor program w/eppro- 
prialoly Ira ned personnel so that conhacl engineers no longer needed 
lOFLiN.LI. Carolina Power A Lighi Co. 88/03/24. Document Conitol Branch (Docu- 
meni Conuol Desk), Ip 44069 034 44989034 

8803310223 Forwards revised Relief Requests PR-05.vn-15.VR.l6 A VR-17 re Inserv- 
Ico lestlng program for sve water lubricaiing sys. pot 870721-22 moeiing 
commiimont Sve pumps w'l be modified lo provide Tnlornal setl-lubrication. 
RICHEY.R.B. Catol-na Power A light Co. 86/03/28. Documoni Control Branch (Oocu- 
menl Control Desk) 7pp. 45000:336 45000.342. 

8804050009 Forwards addi info In support of uil 880203 app'icai'on to amend License 
DPR 62.fe upgraded min critical power tai‘e safety limit for Cycla 8.per NRC 880316 
request. 

LOFLIM.L.I Carolina Power A UnW Co. 88/03/30 Oocumeni Control Branch (Oocu. 
meni Conitol Desk) 4pp. 45062 025 45062029 

— 88040S0021 Proposed Tech Spoc Bases 2.1 2. "Thermal Power (High Pressure A High 
Flow) ” 

• Carolna Power A Light Co 88/03/30 Ip 45062 029 45062.029 

8804060284 Suppl lo 880203 application for amend to License DPR 62. revising critical 
power ratio fuel cladding Integrity saloly limii value speclliod in Tech Specs Sect on 3/ 
4 3 s.Aciion Slalemeni b 3. 

MCOLIFFIE.MA Carolina Power A light Co. 88/03/30- Oocumeni Control Branch 
(OociimetM Control Desk) 3pp 45047:169-45047:172 


8604120434 Forwards cortoclod Bases Pages B 3/4 4-l.B 3/4 4-2 A 0 3/4 4-3.rosl0f- 
Ing into inadvorlenlly removed from Socilons 3/4.4 2 A 3/4.4 3.1. 

LOFLIN.L I. Carolina 1’owor A Light Co. 68/04/06 Documoni Control Branch (Oocu- 
meni Conlrol Desk) tp. 45091 010 4509 1.0 17- 

-8604120460 Conoclod Tocli Specs Basos Pages B 3/4 4-I.R 3/4 4-2 A 0 3/4 4-3.rc- 
storing Into Inodvortontly romovod from Sociioris 3/4. 4. 2 A 3/4 4.3. 1 . 

* Carolina Power A Light Co 88/04/06. 7pp 45001:011 4S091 017 

8804080088 Generic Ltr 86 07 lo power roaclor ifeonsoos A applicanls ro modiliod on 
torcomeni pol'cy concorang I0CFR50.49. "Environ Qualilicalion ol Flecirical Equp 
mont Important lo Saloly lor Nuclear Power Plants.” Sve list oncl. 

MIRAGLIA.F J, Assoclolo Director lor Prolocle (Post 870411) 88/04/07 Consolidalod 
Edison Co. ol Now York. Inc. 40pp 45164:237-45164:285 

8804140285 Forwards Amond 148 to Ltconso OPn-62 A saloly ova'uation. Amend lo- 
visos Insirumoni Tag Numbers 021 Ll-n0O4AX A B2I-LT.N026A lo 021LI-R604BX A 
B2l-LT-N026B,rospeclivoly. In Toch Specs 33 5 2-1 A 4 3 6 2-1 
SYLVESTER.E D Projocl Olrectofato 11- 1 88/04/07, UTLEY.E E Carol no Power A 
Ught Co. 2pp 45130 061-45130 061 

-8804140290 Amend 148 to Liconso DPn-62.rovl8ing Insirumoni Tag Numbors B21-LI- 
fl604AX A 021LT.N026A lo B2l LI-n604BX A 82 1 LT.N0200.f ospoclivoly.in Toch 
Specs 3 362-1 A 4 3 5 2-1 

AOENSAM.E.G, Project Diroctoralo IM. 86/04/07 5pp 46130 053-45130 057 

-8804 140292 Solely evaluation supporting Amond 146 lo liconso DPR 52. 

* Office ot Nuclear Roocioi Rogulation. Ouocior (Post 670411), 80/04/07. 4pp 
45130 058-45130:061. 

8604 140120 Forwards Amond 150 to Liconso OPn-62 A saloly evaluation. Amend 
ctiangos Toch Specs to be consisteni w/now inshumonis Uwiollod (or allornate rod 
InjeclTon A rocirculaiion pump inp sys. Extension ol limo to comply w/i0CFn50 62 
granlod 

SYLVESTER.E 0, Projocl Diroctoralo ll-l BB/04/08 UTLEY.E E Carolina Power A 
Light Co. 4pp. 45120.227-46120:243. 

-8804140132 Amond ISO lo License DPR-62.chQnging Toch Spoc Tables 33.6 1- 
1.336.1-2 A 4,3 6 1-1 A Soedon 3/4 3 8 lo bo consistonl w/now Inslrumonis that 
havo been installed lor ollornaie rod Injoctlon A rocirculaiion pump trip ays. 
AOENSAM.E.G. Projocl Diroctoralo H-l. 68/04/06. 0pp. 46120:231-45120:238 

-6804140136 Safely ovaluaiion suppoiUng Amend 150 \o LIconao OPn-62. 

* Olllco of Nuclear Roaclor Hogulalion. Director (Post 870411) 88/04/06, 6pp 
45120 239 45120.243 

8804140299 Forwards Amond 140 lo License OPR-62 A solely ovaloaiion. Amend 
changes Toch Specs to incorporolo operating limits lor all fuel types (or Cycle 8 opor- 
aiion ol Unit 2. 

SYLVESTER.E D Projeci Oireciorale ll-l. 88/04/08. UTLEY.E £, Carolina Power A 
Light Co, 2pp 451 10 <)02-45l 18:028 

-8804140302 Amond 149 lo License OPR 6?,changing Toch Specs to incorporaie opor- 
aVng Himis tor all fuel types lor Cycle 8 oporailon ol Unit 2 
ADENSAM.E Q Projeci D.-rectorato ll-l 86/04/08 10pp. 451 18 004 451 18 023. 

-8804140304 Safely evaluallon suppeding Amond 146 to liconso OPR 62 

* Office of Nucloar Roaclor Fiegolatlon. Director (Post 870411) 86/04/08, Spp 
45118 024-45116 028. 


— 88040602S6 Proposed T ech Specs 3/4,3. 4. "Conirol Rod Withdrawal Block Insirumon- 
la lion.” 

• Carolina Power A Light Co. 68/03/30 Ip 45047:172.45047:172 

8804080201 Forwards Amend 148 lo LVeenso OPR-e2 A salely evaluation. Amend 
changes Tech Spec lo lower roaclor water level sofpoints lor isolation ol Group I ptl* 
mary containmem isolation valves liom Low Level 2 to 3 A correct error. 
SYLVESTER.E D, Project Oireciorale 1-1. 66/04/01 UTLEY.E E Carolina Power A 
LighlCo 3pp 45064 316-45064:336 

—8804080222 Amend 146 lo License OPR-62.fevising Tech Spec lo lowat roaclor water 
level setpoints for isolation of Group 1 primary containment isolation valves from Low 
Level 2 lo 3 A correct error. 

ADENSAM.E Q, Project Directorate ll-l. 88/04/01 15pp. 45064;319-46064-333 


8804150421 Foiwards Amond 151 10 License DPR.62 A safety evaluation. Amend 
changes Tech Specs to Incorporate upgraded min criticat power ratio fuel cladding in- 
tegrity safety limit A associated operating limil values 

SYLVESTER.E 0 Projocl Diroclorato H-1. 88/04/12. UTLEY.E E Carolina Power A 
Lighi Co. Spp. 45133:121-46133:185. 

-0804160434 Amend 151 lo License OPR-62.changlng Tech Specs lo Incorporato up- 
graded min critical power ratio fuel cladding integrity safety limit A ossoclated operat- 
ing limil valuos applicable lo operation of facility Cycle 6. 

AOENSAMjE.G Proloct Directorate U-l. 88/04/12 17pp. 45133:124.45133:140 

-8804160436 Safoiy ovaluaiion airaportmg Amond 161 lo License DPR -62. 

* Office ol Nuclear Reactor Regulaiion, Olrecior (Post 670411). 86/04/12. 3pp. 
45133:141.45133:185. 
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BB042 70088 Discussos ulil roconsldoialion ol comnnimoni to foduco low Levol 2 water 
loi/ol soipcini provided in 071013 updated status o( facility strategy tor avoiding pari-al 
low Level 2 init-atians/isoialiort on scrams 

CIET7.CR Carol ria Power & Light Co 86/04/12 GHACE.JN fieg-on 2. Ole ol tho 
Oireclor Ip 4S244 360-45244 360 

8804210411 Noiilical'On ol 880410 meeting w/util in nockviHo.MD lo d.scuss util design 
of nilrogon pnoumal<c sys to.' operation ol pneumatic valves ins'do drywoll 
SYLVCSTEn.ED Protect Diioctoiato li t 08/04/15 MUniEY.T.. SNIEZEK.J . 
MinAGLIA.F NFtC • No Doiaiiod Atiriat-on Given 3pp 45191 135-45191 137 

8804210336 Forwards coiicci Tech Spec page lor Amond 146 10 Liconso OPn-62 In- 
correct page inadvoitontiy Issued 

SYLVESTER ED Proletl Drocioraio 11-1 89/04/18 UTLCY.E E Carolina Power & 
Light Co 2pp 45191 252 45191 ?54 

-0804220065 Correciod Tech Spec page lo Amond 140 to License OPH-62. Incorrect 
page inadvertently issued 

• Proloct D.rcclofato It t 08/04/18 Ip 45191 254-45191 254 

6804220047 Forwards two coriocted Tech Spec pages for Amend I5l.i9sued on 
8Q04t2,lor License OPR-62 incorrect page inadvortoniTy issued lor Pago B 2-2 & Pago 
3/4 3 39 inadvertently omitted from amend 

3YLVESTER.E D Project Diroctoraio II I 80/04/10 UTLEY.E E Carolina Power & 
L ghiCo 3pp 45201012-45201015 

-8804220052 Errata lo Amend 151 10 License DPR-62.consi9t:ng ol Toch Spec Pages 
3/4 3 39 & 8 2-2 re control rod withdrawal block insirumonlaiion & thermal power 
(h gh pressure & higti How), rospeclivoly. 

• Project Diroctoraio 11-1. 00/04/18. 2pp. 45201 014-45201.015. 

8804280160 Forwards corroded pages to Amends 116 & 144 to Licenses OPR-71 & 
DPR 62.fospociivcly Amond rnadvotionily Issued w/ Incorrect amond numbers on 
bottom ol two pages 

SYLVESTER ED Proiocl Dfocloiale 11-1 80/04/19 UTLEY.E E Caiolna Powot & 
Light Co 2pp 45276 215-45276 218 

-8804280162 Corrected pages to Amends 1 16 & 144 to Licenses DPR-7t & OPR 62.re- 
spoct.voSy. 

• NRC - No Detailed AlliLation G.ven 68/04/18 2pp 45276 217-45270 210. 


Q. Inspection reports, IE Bulletins & correspondence 

8803080293 Forwards commonis re Insp plan & proposed mlligalion & lopolr of Inconel 
butler wolds Commonis shoiild be addressed in outage insp/ropo-r ropi lo bo submit- 
ted at least 2 wks prior to rosieti ol 'Jmi 2 trom Rotoad 7 outage. 

SYLVE'STER.ED Project Directorate II- 1. 88/03/02. UTLEY.E E Carolina Power & 
Ught Co 3pp 44633 357-44633 359 

8803300079 Forwards Insp flepls 50-324/86-06 & 50-325/86-06 on 800125-29 & noUce 
ol v.olalion 

IIEnDT,A n Ronlon 2. Olc of tho Oireclor. 00/03/10. UTlEY.E.E Carolina Power A 
Light Co 2pp 44920 056 44020 075 

-8803300080 Notice ol violation from insp on 800l25-20.Violalion nolod. applicable 
ASME test reguiremoms not mol & procedures did not contein slops or cniona which 
would assiiro conlormanco ol tosilng lo ASMR roquiremenis. 

HERDT,A n Region 2. Olc ol tho D.toclor 08/03/10 3pp 44020 058-44020 060 

"8803300083 Insp RopIS 50-324/80-06 & 50-325/68-06 on 880125-20. Violallons 
nolod Major areas Inspected. area ol insorvice testing ol pumps & valves. 

OinARD.fe II . OLAKEJ J, Region 2. Ofc ol tho Director. 80/03/02 15pp 44020:081- 
44020075 

8 803280 135 Forwards Insp Ropts 50-324/80-02 & 50 325/88-02 on 8801 11-15.10-22 A 
0131-0205. No violations or deviations noted 

HERDT.A n. Region 2. Ofc ol Iho Dirocior. 88/03/11. UTLEY.E.E Carolina Power & 
Light Co 2pp, 44021 ;O46-44021 060, 

-8803280137 Insp RepIS 50-324/68 02 A 50-325/08-02 on 8801 1 1-15.19-22 & 0131- 
0205 No violations or doviallons noted Major areas inspecled.lnsorvice Insp ol 
wolds piping A components lor IGSCC A wold overlay repair wold.ng. 

COLEY.J L . 0LAKE.J J Region 2. Olc ol the Duoclor 88/03/04 I3pp 44021.040- 
44921:060 

8803310035 Discusses miiigalivo actions.woid overlay upgrades A IGSCC insps per- 
formed during Reload 7 oulago.Updaied classilicatlon ol sve sonsilivo weldments into 
7 categories per NUHEG-03t3.Hov 2 also Inctudod. 

LOFLIN.L I Carol-na Power A Lighi Co, 88/03/25. Document Control Branch (Docu- 
ment Control Desk). 20pp. 44982 207-44982.324. 

-8803310044 “Weld Overlay Repair lor Safe End-lo-No^zle Wold 12-AR-E5 Brunsw.ck 
Sloam Elociric Plant Unit 2." 

GIANNUZ2I.A J . TANG.S S . GUSTIN.H.L, Struclurnl Integrity Associates. SIR 86 003 
ROO 86/03/17 62pp 44962:227-44982:269 

-8603310039 “Onslgn Rept lor Recirculation Sys Repairs Performed During 1988 Rolu- 
o’lng Outage at Brunswick Steam Eteclric Plant Unit 2." 

QUSTIN.HL,. RICCAHDEI.I A.P . PITCAIRN.O R Structural Integrity Associates. SIR- 
88 010 ROO 88/03/21 34pp 44982:290-44082 324. 

8803210090 Suppi i to NRC Info Notice 87-044. "Thimble Tube Thinning in Westing- 
house Reactors '* Sve list end. 

ROSSl.CE. Division ol Opotational Events Assessment (Post 070411) 86/03/28. 
Consolidated Edison Co. olNew York. Inc. 121pp. 44995; 126-44995 246 

8803220296 NRC Into Notice 88 010. "Matls Liconsees Lack ol Mgt Conliols Over Li- 
censed Programs ’■ Sve list end. 

CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729). 88/ 
03/28 Consolidated Edison Co. ol New York. Inc. 108pp. 44995:247-44995:353 

8604 060231 Ack receipt ol 880309 Hr Informing NRC of slops laken to correct violations 
noted in insp Repts 60 324/a7-43 A 50-325/87-42.Ba8ed on util position on definition 
ol deaclivalo,response being forwarded to NRR lor review. 

VERRELll.D M. Region 2. Olc ol the Oireclor. 88/03/29. UTLEY.E.E. Carolina Power 
A Light Co. Ip. 45007:3 1 6-4600 7;3 16, 


8B040B0317 Fciwards Insp Ropts S0-32S/8B 12 A 50 324/88 12 on 860222 25.No vio- 
lations or devalians noted 

HEHDT.A R Region 2. Olc ol the D.rector 68/03/29 UTLEY.E E Caro!ir>a Power & 
Light Co 2pp 45072 052-45072.060 

-8804060319 Insp RepIS 50-324/ 68 12 A SO 325/ B6 12 on 880222-25 No violations or 
deviations noted Major areas inspected liie proiocilon/prevention.rev.ew of status of 
App n fire protection mods A previously idonMiod insp iie.TS 

WISEMAN.GR. CONLON.TE Reg:on 2. Ofc ol the DireclO.' 88/03/22 7pp, 
45072 054 45072 060 


0804050353 Foiwards Insp Repts 50 325/88-05 A 50 324/83 05 on 880201-29 No vio- 
lations or dovialions roled Unresolved items ideniified. 

VERRELLI.O M Region 2 Olc of ttie Director BB/O3/30 UTLF.Y.E E Carolina Power 
A Light Co 2pp 46045 229 45045 244 

-8804050354 Insp Ropts 50 324/88 05 A 50 325/88 05 on 680201-29 No v'olallons or 
deviations noted Major areas inspocied. previous o-itorcorReni maitois.maint 
Obsorvalion,survoiTenco observai on A hydrogen leak/unusuai evuni. 
nULANO.W H, FREDHiCKSON.P Region 2. Olc ol the Drector 88/03/30 14pp 
45045 231-45045 244 

8804110060 Responds to IE BuTolln 00 i3 re exam ol cote spray sys spargers.Crack 
Ind.cat on ideniilied on north core spray lic-e outside shroed Crack result ol IGSCC Un t 
2 can safely operato w/crack du.'.r.g next luo! cycle.No changes icqu rod. 

MCDUFFIE.M A Caio'ina Power A Ughi Co 83/03/31 GRACE.JN Hog on 2. Ofc ol 
Iho DirectOf. 3pp 45121:080 45121 130 

-8804110052 "Ccro Spray Lino Crack Analyss lor Brunsw ek Steam Electric Plent.Un-l 
2 " 

CORNWELL.K F . STGVENS.GL . TRAN.P T Genera' Electric Co E AS 14 0388 88/ 
03/31 40pp 45121 091-45121 130 

8804010256 NRC Into Notice 08-01 1. "Poieni-al Loss ol Motet Control Ctr A/or Switch- 
board Function Duo to Faulty Tie Bolls " Sve list encl. 

ROSSl.CE Division ol Cporeiional Events Assossmotii (Post 670411) 09/04/07 
Conso’idaiod Edison Co of New York. Inc. I24pp, 45406.292 45407 051. 

8604130350 Responds to vio'aions noted i.n Insp Repts 50-324/88-06 A 50-325/88- 
ceCotiocllve actions period c tost piocodutos rov.sed to speedy method tor stroke 
time testing air-operated valves 

OIETZ.CR Carol na Power A light Co 86/04/08 Oocumoni Conirot Branch (Oocu- 
monl Control Desk). 6pp. 45154 330 45154:335. 

8604210218 Responds lo NRC Bullolln OQ 001. "Detects in Woslinghouso Cite u I Break- 
ers." Util deierminud that Woslinghouse DS ser es circul broakors rot used n Class 
IE sys 

EURY.LW Carolina Power A Light Co 88/04/00 GHACE.JN Reg on 2. Olc ol tho 
Oireclor. Ip 45235 267-45235 267. 

BB04060370 NRC Info Nofcco 88-012. '■Ovetgioos-ng ol Electric Motor Bearings. ’ Sve 
list end 

ROSSl.CE. 0.vsion ol Operational Events Assessment (Post 870411). 06/04/12 
Consolidated Edison Co oi New York. Inc. t23pp 45165 020-45165:150, 

8804200516 Forwards rosponso to violallons noted in Insp Repls 50-324/88-01 A 50- 
326/88-01 Shill operations personnel trained on Impoiiarco ol meeting sun/oil lance 
imos Timers also prov.ded to persorrot. 

OIETZ.C R Carolina Power A Light Co 08/04/13 Oocemem Control Branch (Docu 
meni Control Desk). 3pp 46218:2/7-45218 279 

8804200473 Partial response to FOIA request <o lire prolecl.on.Fcfwafds App E 
documonis.App O A E documents avadablo In POR App F document comploiely with- 
lield (tel FOIA Exomphon 5} 

GfllMSLEY.O.H Division ol Rules A Records (Post 670413) 08/04/14. JONES, C.R 
Allitialion Not Assigned 6pp 45206.037-45206:043. 

-8804200579 Advises that Fite Protection Sloorlng Committee has lecommendeO that 
each regon make one iCCFRSO.App R lypa Insp lor each laolity to assess sialus ol 
compliance w/ 10CFR50 40 Program listed 

CONLON.T E, Reg on 2. Olc ol Tho Oirocto.' 84/11/06 HERDT,A R Hoomn 2. Olc of 
Iho Director. 3pp 45206.176-45206:178 

6604210067 Requests exemption trom requirements ol ASME Bqler A Pressure Vessel 
Code.Saclion XI re Insorvice Insp Insp al 1.005 psig pressure could cause staled per- 
sonnel hazards Exam at tower pressure proposod Foe paid 

EURY.L W Carolina Powot A Light Co 88/04/14 Document Control Branch (Oocu- 
monl Control Desk). 6pp. 45226:200-45226 295. 

8804260242 Forwards revised Pane 2 A Encl 2 re Insp Repls 60-324/68-05 A 50-325/ 
00-05 880330 Iransmitlal Hr Enel 2 Inadvortonlly omllied di-ring submillai ol repl 
VERRELLI.O M Region 2 Olc ol Iho D.tecior 88/04/14 UTLEY.E E Carol na Power 
A Llghl Co. 8pp 45282:076-45282 083 

8804200098 Responds to violations nolod Irt Insp Repls SO 324/88-09 A 50-325/08- 
09 Corrective acliotts red-anon conirol suponrrsor conducted tram-ng sessions w/opor- 
aliens personnel A EARC Procedure 0230 revised lo clearly siaio requlromenls. 
OIETZ.C R Catoana Powoi A Light Co 66/04/15 Occumont Control Branch (Docu- 
ment Conirol Desk) 7pp 45218 227- 452 1 6 233 

6804270106 Forwards tequeSI tor oddi mlo re util 660513.0829. 1002 A B80304 re- 
sponses to Bulletin 85 003. "Motor -Operated Valve Common Mode Fai’ures During 
Plant Transients Duo lo Improper Switch Setl-ngs " Into loquesiod with'n 30 days ol Hr 
dale. 

H6RDT Afl. Region 2 Olc ol the Director. B8/04/18. UTLEY.E.E, Carolina Power A 
Light Co 3pp 45241:245-45241.247. 

8804290277 Ack receipt ot 800406 Hr informing NRC of steps laken to correct violations 
noted in Insp Repts 60-324/88 06 A 50-325788 OB.Engmeering evaluation repl clarity- 
Ing numeric limits for abnormal or erratic rfata toqueslod by 080503. 

HERDT.A.H Reg on 2. OIC ol the D-recIor. 68/04/25 UTLEY.E E. Carolirta Power A 
Light Co. 2pp 4S283 0/5-45283.076 
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R. Periodic operating reports & related correspondence 

6603300324 Monihly oporaling ropls (or fet) 1686 W/680303 lu 
HARRISON.F . OlET^CR Carolina Power & light Co 86/02/29 SCROGGlNS.fi M 
Olt'Ce ol Administrat-on S fiesourcos Managemoni. Director (Post 870413) 9pp 
449SI 05B-44961 066 


$. Reportable occurrences, LERa A related correspondence 

8B04130331 lER 68 00G 00 on 680308.conlrol rod 10 39 unKnowingly withdrawn w/ro 
actor protection $ys atiorting links insta'ied. Caused by personnel error. Individuals in- 
votvea counseled A process ot software rnod to be reviowoct W/880406 Hr. 

PASTVA.M J. OiETZ.CR Carolina Power & Light Co 66/04/06 6pp. 45154 082- 
45154 087. 

8804260001 LEfi 88-007-00:on 8803l9.visual 8 (iquid penotranl insps of unit CfiD 
insen/wiihdraw l-nea revealed existence ol p nho'o & I near indications In l-nes Caused 
by chtonde contamination Aftected l.nos replaced W/800416 Itr. 

PASTVAMJ. OIETZ.CR Carolina Power & Light Co 88/04/18 6pp 45281 300- 
45281-305 
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F. Security, medical, emergency & tire protection plana 

8804060317 Forwards Insp Repts 50 325/88-12 & 50 324/88-t2 on 880222-25 No vio- 
laiions or deviations ttoied 

HEROTAR Reg on 2. 01c ol the Director 88/03/29 UTLEY.E E Carolha Power & 
light Co 2pp 46072 052-45072 060, 

-8804060319 Insp flepts 50 324/68-12 S 50-325/88-12 on 8a0222-25 No violations or 
deviations noted Mejor areas inspected tire proiecnon/prevenlion.revfew ol status ot 
App H fire prelection meds & previously Idonlif ad Insp Itoms 
WISEMAN.g r Reg Oft 2. Olc of Iho Oirecior 88/03/22. 7pp 45072 054-45072 060 

8804160385 "Rev Plant Emergency Procedures." W/680330 Hr 
OiETZ.CR. Carolina Power & Light Co 88/03/30 GRACE. J.N. Region 2. Olc ol the 
Oireclor 2pp 45138 309-45138 310 

8804 180454 Forwards Rev 25 to emergency responso plan & rev.sed emergency plan 
Implomeniing pfocodures.lncluding Rav 8 to PEP 02 6.12. "Operallonal Support Cir 
leader*' & Rev 8 to PEP-04 3. "Performanco ol Train ng.Exorc.so & DrCls." 

OiETZ.C R Carolina Power A LigM Co 68/03/30. GRACE.JN. Region 2. Olc ol the 
Director 2pp. 45170,119 45170:164 

-6804130048 Revised emergency plan Imnlamenl-ng proceduro8.inciud.nQ Rev 8 lo 
PEP-04 3. "Petlormanca ol Tram'ng.Exorcises 8 Drills'' Rev 6 lo PEP 02 6 12. "Opor- 
elionsl Support Cir Leader '* 

SMiTtl.J O. Carolina Power & light Co 88/03/23 22pp 45t70 121-45170 142 

-8804160461 Rev 25 to Vol t3,8ook 1 lo "Emergoncy Response Plan." 

SMITH.J S Carol na Powor 5 Llghl Co 68/03/30 22pp 45170.143 45170:164 

8804270089 Forwards rovs lt> emergency procadures.including Rev 4 to PEP-2.6 t ro 
plant operations director A Rev t to PEP-02 6 22 re lechn caL assessment direclor.Lisi 
oi revs to procedures enci W/o procedures. 

OiETZ.C R. Caiolina Power & light Co. 88/04/11. GRACE.JN. Region 2, Olc ol the 
Oiioclor 2pp. 45245 282-45245 283. 

8804200473 Partial response lo FOlA roquest ro tire proiocllon. Forwards App E 
rtocuinenis App 0 & E documents available In POR App F documoni completely with- 
held Iref FOfA Exemption S). 

GRrMSLEY.O h Division ol Ru’es & Records (Posi 870413). 88/04/14, JONES.CR 
Aliiiiation Not Assigned. 5pp. 45206.037 45206043 

-8804200579 Advises that Fire Protection Sloeiing Comm4toe has rocommondod that 
each region mako one 10CFR50.App R-type insp lor each lacilily to assess status ol 
cornpllanca w/ l0CfR50 46.Programlisle(j, 

CONtON.T.E. Region 2. Otc ol Iho Oireclor 84/11/06. itERDT.A R Reg'on 2. Olc Ol 
theOi/ecror. 3pp -15200:176 45208.178. 


8804040040 Advises that uN has now stallod shill technical advisor program w/appro- 
pnaleiy trained personnel so that contract engineers no longer needed. 

[oFLIN.L I Caro'ina Powor A Light Co 88/03/24 Document Control Branch (Docu- 
ment Control Desk) Ip. 44069.034-44969 034. 

8803310223 Forwards revised Holol Requests PH-05,VH-15.VR 16 & VR-17 ro insorv- 
Ice testing program lor sve water lubricating sys. per 870721-22 meel-ng 
corrm.iment Sve pumps w<li be modillod to provide Tnlornal soli lubrication 
RlCHEY.H B. Carolina Powor A Light Co. 88/03/28. Oocunienl Control Branch (Docu 
morn Control Desk) 7pp 45000 336-45000 342 

8804110227 Forwards Amends 117 8 147 to Licenses OPR-71 & OPn-62. respeciivoly 
A safely oveiuation. Amends change Tech Specs to revise Table 4.4.6. i.3-t ro reactor 
vessel mall surve ilance lest. 

SYLVESTER.E O Protect O-roctorato ll-t 88/04/04. UTLEY.E E Carolina Power & 
light Co 3pp 45071 341.45071 356. 

-8604110236 Amends 147 & 117 to Licenses DPR 62 A OPR- 7 1. respectively, ebangng 
Tech Specs to revise Table 4.4 6.1.3-1 lo require removal of second A th^rd surveil- 
lance capsules alter results ot hr si capsule ova'uaiod A added to Tech Spec 
ADENSA.M.E G Pro|ocl Directorate IM. 88/04/04 lOpp. 45071 344 45071 353 

-9804110240 Safely evaluation supporting Amends 147 A 1 17 to Licenses OPR-62 A 
OPn-71. respectively 

* NRC • No Detailod Afhllation Given 88/04/04. 5pp 45071:354-45071:358 

0804120346 Supplemental application lor amends lo Licenses DPfl-7i A DPR-62.ro- 
rroving specilic safety I mil min critical power ratio value from Tech Spec Bases Sec- 
hen 22 t.t & TocI) Spec Sections 3. 1.4.3 A 3.3.4. 

EURY.L W Caio'ina Power A Light Co. 80/04/05. Document Control Branch (Decu- 
meni Control Dosk). 0pp. 45t46.045-45l46.06l. 

-8604120350 Proposed Toch Specs to elimination ol cycio spoclfic variables. 

* Carolina Powor A Light Co 08/04/05. Bpp 45148 054-45146.061 

8804120207 Forwards response to NRC 880308 loquosl tor addi into ro optical disk 
storage sys lor microlorming plant records. 

LOFLIN.L I. Carolina Power a Light Co. 88/04/06. Documoni Control Branch (Docu- 
ment Control Desk). 4pp. 45060.071-45080.074. 

8604120434 Forwards Corrected Bases Pages 8 3/4 4-1.6 3/4 4-2 A B 3/4 4 3.reslor- 
Ing Into Inadvertently removed Irom Sections 3/4.4.2 A 3/4.4.3 I. 

LOFLW.L I Carolina Power A Light Co. 88/04/06 Document Control Branch (Docu- 
moni Control Desk), tp. 45091 010-45091:017. 

-8804120460 Cortoctod Toch Specs Bases Pages 0 3/4 4-1,6 3/4 4-2 A 0 3/4 4-3,18- 
storing Info Inadvertently removed from Sections 3/4. 4. 2 A 3/4.4 3.1. 

* Carolina Power 5 Light Co 88/04/08 7pp. 45091:01 1-45091:017, 

B8040S008B Generic Lir 86 07 to power reactor licensees A applicants re modified en- 
lorcomeni pol'cy concerning 10CFR50.46, "Environ QualillcaLon of Eloctrical Equip- 
moni Imporianl to Saloty lor Nuclear Powor Plants *' Sve list onci 
k/lRAGLlA.F.j. Associatrt Director for Projects (Post 87041 1). 88/04/07. Consolidated 
Edison Co. of Now York. Inc 49pp 45164 237-45164:285 

8904270088 Discusses util leconsIderaUon ol commitment to reduce low Lovel 2 water 
level solpoinl provided in 87 10 13 updated status of facility strategy lor avoiding partial 
low Level 2 Inihalions/isolallon on scrams. 

OIETZ.C R. Carolina Power A Light Co 88/04/12 GRACE.J N. Region 2. Olc ol the 
Director. Ip. 45244:360 45244:360 

8804210411 Nobticatlon ol 880419 mealing w/ulil in Rockvillo.MO lo discuss util design 
ol nitrogen pneumatic sys lor operation ol pneumatic valves Inside drywoll. 
SYLVESTER.EO. Project Drectorole 11-1. 80/04/15, MURLEY.T.. SNIEZEK.J. 
MIRAQLIA.F NRC • No Detailed Atlilialion Given. 3pp. 45101:135-45191:137. 

8804280160 Forwards correciod pages to Amends It6 A 144 lo Llconses DPR-7t A 
OPR-62.respeclivoly.Amond Inadvertently issued w/ Incorrect amend numbers on 
bottom ol two pages 

SYLVESTER.E O Project Diroctoroto ll-l. 88/04/19. UTLEY.E E Carol na Power A 
LigW Co 2pp 4S276;?I5-45276;2J8. 


J. Insurance A Indemnity information 

8804070174 Submits Info re present level A source ot onsite property damega insur- 
ance. 

LOFLIN.L.I. Carolina Power A Light Co. 88/03/31. Document Control Branch (Docu 
meni Control Desk). Ip. 45075 268-45076 256 


-6804280162 Coriectod pages to Amends 1 16 A 144 to Licenses DPR-71 A OPR-62.re 
speclively. 

' NRC - No Delailod Affilation Given. 88/04/18. 2pp 45276:217-45276:218. 


Q. Inspeotlon reports, |E Bulletins A correspondence 


8804250219 Forwards Endorsement 59 to MAELU Policy MF-60. 

BARHAM, C D. Carolina Power A Light Co. 08/04/04. NASH.O NRC • No Dota led Af. 
filiation Given 2pp. 46212 230-45212:231 

8804250221 Forwards Endorsement 69 lo NELIA Policy NF-210. 

BARHAM.C.0 Carolina Power A llghl Co 88/04/04. NASH.O. NRC - No Dotallad Af- 
lillation Given. 2pp. 45212:232-45212.233. 


P. Opsratlng license stage documents A correspondence 


8803080108 Forwards SER supporting proposed loncMonat testing plan for 
snubbers ProMsed plan meets ASME Code.Soclion XI requirements A corr-plies w/ 
Toch Spec 4.7.5 requirements so reflet request deemed unnecessary. 

AOENSAM.E. Project Directorate ll-I 88/03/02. UTLEY.E E Carol na Power A Light 
Co. 2pp. 44633;305-4 4633 308. 


“®^308O118 Safety evaluation supporting proposed funct'onat testing plan lor snub- 
* Project Direclorale IM. 88/03/02. 2pp. 44e33:307-44633 308. 


8803240426 Generic Lir 88-06 lo all power reactor licensees A applicants re removal ol 
praanbation charts from Tech Spec administralive control requiremoms.Svo lisl end. 
MIRAGIIA.F.J. Associate Director lor Projects (Post B704I1). 88/03/22. Consolidated 

Erilo/in rW nlhlaiuVnik Ini- — 




8803300079 Forwards Insp Ropls 50-324/88 06 A 60-325/86-06 on 880125-29 A notice 
ol violation 

HEROT.A R. Hogion 2. Olc Of the Director. 80/03/10 UTLEY.E H. Carolina Powar A 
Llghl Co. 2pp. 44920.056 44920:076 

-8803300080 Notice of violation Irom insp on 680125 29 Violation noted: appl cable 
ASME lest requirements not met A procedures did not contain steps or criteria which 
would assure conformance ol lesiing to ASME requirements 
HEROTAR Region 2. Ofc ol the Director 80/03/10. 3pp. 44920.068-44020:060 

-8803300083 Insp Repis 50-324/86-06 A 60 325/86-06 on 860125-29. Violations 
noted. Major areas inspecied.aroa ol Inservice testing of pumps A valves. 

GIRARD.E H., BUKE.J.J. Reg-on 2. Olc ol the Director. 88/03/02. I5pp 44820:061- 
44920076. 

8BO3280I36 Fofwatds lr>sp flepts 50-324/88 02 A 50-325/88 02 on 8801 1 )-lS,)e-22 A 
0131-Q209.No violal'ons or deviations noted. 

HERDTAR. Region 2. Ofo ol the Director 88/03/11. UTLEY.E.E. Carolina Power A 
UghlCo 2pp. 44921.046-44921:060. 

-8803280137 Insn Ropls 50-324/88-02 A 50 325/88-02 on 880111-16,19-22 A 0131- 
0205.No violations or deviations noled.Major areas lnspscied:lnsorvlco insp ol 
weld8.piplng A compononts lor IQSCC A weld overlay repair welding 
COLEY.J.L.. BUKE.J.J. Region 2. Ofc of the Director. 68/03/04. 13pp 44921.048- 
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0603210090 SuppI 1 to NRC Info Notice 67-044, “Thlmhle Tuba Thinning In Westing- 
house Reactots." Svc list end. 

ROSSI.C E. fTivIsion of Operatton&l Events Assessment {Post 8704 JJ} $8/03/28 
Consolidated Edison Co ot New York, Inc. 121pp. 44995: l?6-44995:246. 

0803220296 NRC Info Notice 8B 010. ''Malls Licensees Lack ol Mgt Controls Over Li- 
censed ProQfams " Svc lot end. 

CUNNING HAM.R E Oivision of Industrial & Medical Nuclear Salety (Post 870729) 88/ 
03/28. Consolidated Edison Co. ol New York, Inc 108pp. 44995 247-44995:353. 

8604060231 Ack receipt ol 880309 Ur informing NRC ol slops taken to correct violations 
noted In Insp Repts 50-324/87-43 & 50-325/87.42 Based on ulil position on definition 
of deaclivale.response being forwarded lo NRR for review. 

VERRELll.D.M. Region 2. Otc ol the Director 88/03/29 UTLEY.E E Carolina Power 
& Light Co ip- 45007:318-45007:316 

8804060317 Forwards Insp Repts 60-325/88-12 a 60 324/88-12 on e80222-25 No vio- 
lations or deviations noted. 

HEROT.A R. Region 2, Ofc ot the Director. 88/03/29 UTLEY.E E. Carolina Power 8 
Light Co- 2pp. 4S072,052-45072,060 

-8804060319 Insp Repts 60-324/88- 12 8 60-326/88 12 on 880222-2S.No violations or 
deviations noted Major areas In3pecied.llre proieclion/preventon.roviow of status ol 
App R fire protection mods 8 previously Identilled insp Items. 

WiSEMAN.Gfl . CONLON.T.E Region 2. Ole of the Director 88/03/22. 7pp. 
45072.054-45072.060. 

8804050353 Forwards Insp Repts 50-326/86 05 8 60-324/88-05 on 880201 -29.No vio- 
lations or deviallons noted. Unresolved Hems Identified. 

VERRELLI.O M. Region 2. Ofc ol the Director. 68/03/30 UTLEY.E E Carolina Power 
8 Light Co 2pp 45045:229-46045:244 

-8804050354 Insp Repts 50-324/88-05 8 50-325/68 05 on 8e0201-29.No violations or 
deviations noted.Major areas inspected: previous enlorcement mattors.malnl 
observallon.survelll8nce observation 8 hydrogen loak/unusual event. 

RULAND.W H . FREDRICKSON.P Region 2. Olc Ol Ihe Oiraclor 06/03/30. 14pp 
45045:231-45046:244 

8804010256 NRC Into Notice 88-01 1, "Poleniial Loss ol Motor Control CIr 8/or Switch- 
board Function Due lo Faulty Tie Bolls." Svc list end. 

ROSSI, C.E. Oivision of Operational Events Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co. ot Now York, Inc. t24pp. 46406:292-46407.051. 

8804130350 Responds lo violations noted In Insp Repis 60-324/88-06 8 50-325/88- 
06 CoirocUve acilon8:periodic last procedures revis^ to spociiy method for stroke 
time testing air-operated valves 

OIET2,CR. Carolina Power 8 Light Co. 88/04/08. Documoni Control Biartch (Oocu- 
moni Control Desk) 6pp 45154:330-45164:336. 

8804210216 Responds to NRC Bulletin 88-001, "Defects in Weslnghouse Circuit Break- 
ers. " Ubi determined that Waslinghouse OS senes circuit breakers not used in Class 

EUR^.L.W. Carolina Power 8 Light Co. 88/04/08. ORACE.J.N. Region 2. Olc ot the 
Oiroclof. Ip. 45236-287.46235:2fl7. 

8804060370 NRC Inlo Notice 88 012, 'Overgreasing of Elocirlo Motor Bearings." Svc 
list onci 

ROSSI.C E. Division of Oporallonal Events Assessment (Post 870411). 68/04/12. 
Consolidated Edison Co. oi New York, Inc. 123pp. 45t65:026-45l6S;l60. 

8804200516 Forwards response to violations noted In Insp Repts 60-324/88-01 S 60- 
326/08-01. Shift operations personnel trained on Importance ol meeting surveillance 
limos.Timors also provided to personnel. 

OIETZ.C.R. Carolina Power 8 Light Co. 86/04/13. Document Control Branch (Docu- 
ment Control Desk). 3pp. 46216:277-46218:278. 

$$04200473 Partlel response to FOIA request re fire protection Forwerda App E 
documents. App O 8 E documents available in POR.App F document completely with- 
held (rei FOIA Exemption 6). 

GRIMSLEY.O.H. Division oi Rules 8 Records (Post 870413). 88/04/ 14. JONE8.C R. 
Affiliation Not Assigned 6pp. 46206:037-46206.043. 

-8804300679 Advises that Fire Protection Sieoring Commitlee has recommended that 
each region make one lOCFR&O.App R-type Insp for each lacillly to esseas status of 
compliance w/ l0CFR60.48.Program listed. 

CONLON.T.E. Region 2. Ofo olThe Director. 64/11/09. HERDT.A.R. Region 2. Olc of 
the Director. 3pp. 45206:176 45206:178. 

8804260242 Forwards revised Page 2 8 Enel 2 re Insp Repia 60 324/88-0& 8 60-326/ 
88-06 860330 Iransmillal Ur. Enel 2 Inadvertently omllled ouring submlUal of lepl. 
VERRELLI.D.M. Region 2. Ofo ol Ihe Director. 68/04/14. UTLEY.E E. Carolina Power 
8 Light Co 8pp 45282:070-46282:083. 

8804200098 Responds to violations noted In Insp Repts 60-324/88-09 8 60-325/68- 
09.Corrective acllons:radlaiion control supervisor conducted training sessions w/oper- 
allons personnel 8 E8RC Procedure 0230 revised lo clearly state requirements. 
OIETZ.C.R. Carolina Power 8 Light Co. 88/04/t6. Document Control Branch (Docu- 
ment Control Desk). 7pp. 45218:227-46218:233. 

8804270108 Fonvards request for addi Info re util 660513,0629.1002 8 680304 re- 
sponses to Bulletin 86-003, “Motor-Operated Vehre Common Mode Failures Ouring 
Plant Transients Due to Improper Switch Settings." into requested within 30 days of Ur 
date. 

HERDT.A R. Region 2. Ofo of Ihe Director. 88/04/16. UTLEY, E.E. Carolina Power 8 
Light Co. 3pp. 4624 1;246-4624 1:247. 

8804290377 Ack receipt of 680406 Ur Inlormfng NRC of steps taken lo correci violations 
noted In Insp Repts 60-324/86-06 8 60-326/B8-08.Enginesrfng evaluation rept clarify- 
ing numerto limits tor abnormal or erratic data requested bv 860503. 

HEROT.A R. Region 2, Ofo ot Ihe Director. 88/04/25. UlLEY.E.E. Carolina Power 8 
Light Co. 2pp. 46283;076.4 5283:076. 


R. Perlodio operating reports 8 retaled correspondence 


44961:066-44961:066, 


S. Reportable occurrences, LERs 8 related correspondence 

8803290251 LER 88-009 00 on 0602 1 9,o»sienco o1 common mode failure inectianism 
Involving carnage bolts rielermlned Caused by ovortorqulng of bolls duo to error In 
drawing 8/or proceduros Failed bolts replaced W/080321 lit. 

PASTVA.M J., DIET2.CR. Carokna Power 8 Light Co 09/03/21 16pp 4-1921 149 
44021:164. 

9804080377 LER 68 008 01 on 880302.dotermined that generic tailuro mechanism exist- 
ed for supply Ians ot common diosel generator bldg ventilation sys.Caused by cracks 
due lo frequent stop 8 start A 8 B rotors replaced W/680331 Ur 
PASTVA.M.J, OlETZ.CR Carol-na Power 8 Light Co 88/03/31. ttpp 45046 142- 
45046:152 

8804070153 LER 97-020 01 on B70703.r68Clor safety tellof valvo tailed to open when 
given manual open signal despite attempt made to control prossuro following 870701 
foacior scram Caused by excess Loctito on interior ol valves W/88033 1 Hr. 
PASTVA.MJ, OIETZ.CH Carolma Power 8 Light Co 80/03/31 5pp 45076 105- 
45076:109 


8B04 110041 LER 68-006-00.on 880309.primary conlainmonl Group 6 Isolation of reactor 
bldg ventilation sys 8 auto start ol standby gas Irealmeni sys Trains A 8 8 
occurred Caused by accidental opening ol c-rcuil breaker. W/88040S lir 
PASTVA.M.J. DIETZ.C R. Carolina Power 8 Light Co 88/04/05 4pp 45121:131- 
45121:134 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8803250184 Informs of relocation ot NRR lo Rockville.MD.OfliCial mailing address still 
remains same 8 project managers have now locations & phone numbers. TS Michaels 
still load proloci manager lor facility 8 A Adams will san/o as backup. 
RUBENSTEIn.L.S Standardization & Non-Powor Reactor Project Oirectoraie. 88/03/ 
16 AlliHallon Not Assigned 3pp. 44856:322-44856 324 


O. Inspection reports, IE Bulletins & correspondence 


6004190377 Ack recolpl oi 880404 Ur Informing NRC ol steps taken to corioci violations 
noted In Insp Ropi 50-326/86-01. Position re calibr of omorgani:y air samphng.air Itow 
or vol metering devices staled in Paragraph C of Reg Guide 8.25. 

WENSLAWSIG.F A Region 5, Olc ol Ihe Oirecior. 80/04/11 LILLYMAN.W J Ca'ilor- 
nla, Univ. of. Irvine. CA Ip 45225:275-45225:280. 

-8804190379 Responds to NRC 880303 Ur to violal ona noted In insp Rept 60-326/88- 
Ol . Corrective actions review sheet be ng created lo assure review ol ell checklists 
during Insps & roactor supervisor 8 ladiation safety olf-cor reviewed issues. 
LILLYMaN.W.J. Ceiilorn a. Univ. ol. Irvine. CA 68/04/04 SCARANO.R A. Region 5. 
Olc of the Director 3pp 45225:276-45226:260. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 8 fire protection plans 


8804130374 Rev 31 to radiological emergency plan.W/880408 Ur. 

GRIOLEY.R Tennessee Valley Aulhonfy. 88/03/11. 8pp 45154 090 45154:098. 

9004010258 Confirms nolilicatlon to NRC ol cond.lions of entry Into Limiting Condition 
for Operation 3.7.1 1.1, Action b.ol plant Tech Specs ler lacil-ly re 880320 event involv- 
ing inoperebie lire pumps. 

SMtTH.SJ. Tennessee Valley Authority. 68/03/21. Reg-on 2. Olc ol Ihe Oirecior. Ip. 
46058:101 45058:101 

8804010073 Summary of 680309 meeting w/TVA in Rockv.llo.M.O re technical issues 
related to tOCFRSO.App R Attendance list, transcription, agenda & meeting handout 
end. 

ROTELLA.T.S Olo ol Special Projects 89/03/22 Olc of Special Projects 2pp 
44050.339-44051:153. 

-8804010079 Transcript ol 880309 meeting In Rockville.MD re l0CFR50,App R 
Issues. Supporting documentation end. 

* Commissioners. 88/03/09. I73pp. 44050 341-44951:153. 

8804260068 Forwards Insp Repis 50-327/88-21 & 50-328/88-21 on 680303- No viola- 
tions Or deviations noted. 

BARfl.K P. Olc of Special Projects. 88/03/28. WHITE.S A Tennessee Valley Author- 
lly 2pp. 46231:302-15231 ;304 

-8M42W070 Poftiallr Withheld Insp Repts 60-327/88 21 S 60-328/68-2\ on 
880303.No Violatinns noled.Major areas Inspected previously identilled vital area bar- 
rier Issues & loltowup lo licensee Inspector general olc Investigation cl alleged drug 
use. 

MASNYK.OM.. MCQUIRE.DR. Region 2. Olc of Ihe D.redor. 80/03/18. Ip. 
46231:304 46231:304. 

6804180260 Forwards Rev 16 to physical security 8 contingency plan Rev withheld (lal 
10CFR73,21J. 

ORIDLEY.R.L. Tennessee Valley Authority. 88/04/07. Document Corttrol Branch 
(Documoni Control Desk). 2pp. 451 96:335-45 195 336. 

$$04130m Forwards Fire Proteclion Insp Repis 60-327/68-24 & 60 326/66 24 on 
8803 1 4- 1 8. Violation noted under considarabon lor escalated enforcomortl eciion.No 
notice ol violation being Issued. 

EBNETER.S.D. Olc ol Special Projocia. 66/04/08. WHITE.S.A. Tennessee Valley Au- 
thoflly. 2pp, 45151:067-45161:136. 
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-8004130362 Insp Repis 50 327/88 24 & 50 328/e3-24 o.t 880314.23 Viclaiion 
noveOWaiPi BteasinspociecHwe ptotaclton 6 loenseo action (o (mptamonlahoft ot le- 
Qu letnonts of lOCFflbO App R.Sechons III G.IH J.lll-L & III O. 

PlFnSO.N.H C . WESCOTT.R G , GARG.H C Ofc ol Special Piojecis 88/04/06 68pp 
45151 066-451 51; 135 

6804160279 Tenipocaty tosliuction Clvenga Fowo ICF-BS 0595 to Rev 13 to Rad ological 
Eir.efgency Plan Implement ng P/ocedoio IP- 17. Emergency Equipment & Supp'ios " 
W/eS04 1 1 llr 

GRIDIEV.R Tennessee VpleyAulhofily 89/04/11 npp 45138 146 45138 158 

8804200464 FofViatds addl mfe tequested by NRC App R insp teem during 680314.10 
Insp Info includes roinsod response to Ouostion 4,ame.ided response lo Quesiion 12 
8 addi into oo Questicn 16 

GHIDLE/.R Tennessee Val'oy Auihorcy 80/04/13 Oocumoni Conirpl aianch {Oocu 
merit Control Desk). 800pp 4Sl 7 1:203.451 74.073 

8604260021 Forwards insp Rcpis 50 327/80 18 & 50 328/68-16 on 660307-11 & 18 & 
notice of violalion 

BABRK P Otc ol Special Piojecls 88/04/13 V/HlTF.S A. Te/mossee Valley Auihor- 
ily 2pp. 45248 114 45246 123 

-8804260025 Nobce ol violai on Irom insp on 880307-11 & 16 Vio'abon nolod lechnical 
Support cir communicator Iasi received required train ng m Aug 1986 
BARRK P Otc ot Special PiOjeclS 88/04/13 2pp 45248 116-45248 117 

-0804260020 Insp flepfS 50 327/66-18 A 50 328/88-18 on 880307. n & 18 ViO'aBon 
notPtfMa,or areas inspected review & evai-janon of emergency preparedness pro- 
ora m 

XnEHJl.. OECKEH.t r OIc Ol Special PtOtecVs 88/03/31 2pp 45248118- 
4524B 123, 

8004260040 Forwards Insp Repis 50-327/88 22 & 50 328/66-22 on 680319- 0402 One 
unresolved ilom noted ro closed aux.haty leedwaier block valve Response addressing 
tool cause & cortcclvro BClloos requested vnthiil 30 days of Hr date. 

MCCOY.F n OIc Ol Special Projecis 68/04/13 WHITE.SA Tennessee Val'ey Au- 
ihonty 2pp 45266 217.45268 237 

-8604260042 Insp Repis 50-327/80 22 A 50-328/88-22 on 860316 0402 No violations 
neip.dMeiet a/eas Inspected extended centiol teem obseivat-on A opetat-onal safety 
venricalron,inciiicling operations performance, sys lineups A safeguards. 

LONG.A R JENiSON.K . BBANCH.M Region 2. Ofc ol the Direclor 86/04/13 l9pp 
45266:210-45208 237 

8904180257 Forwards Rev 14 to secunly peisonnet training A quaMication plan.flav 
withheld. 

GRlDlEV.n.L Tonnesseo Valley Aulhoniy. 68/04/14. Documonl Control Branch 
(Document Conlrol Deskf 2pp. 45105:338.45195 339 

8904200473 Partial response lo FOIA request re f.ra protection Forwards Aqp E 
documenls App DAE documents ava-labfe in POR App F document compleiely with- 
held (rol FOIA Exomphon 5) 

GRIUSIEY.0H Division ol Rules A Records (Post B70413) 89/04/14 JDNES.CR 
Al/ilialion Not Assigned. Spp. 45206 037-45206 043. 

—8004200579 Advisos lhal Fire Proiocbon Sloering Commiiieo has rocommendod lhat 
each leg^rt maho one l0CFR50.App R-tyno Insp for each facl'ity io assess status ol 
cempl-ance w/ lOCFnBO A&.Piogta/niisled 

CONlON.T £. Rogion 2. OIc of the Director 84/11/06 HERDT.A R Region 2. OIc of 
the Director. 3pp 45206 1 76-45206 1 78 

8604220250 Revised emergency plan implement-ng proccduies-inciuding Rev 0 lo 
CECC-EPlP-1. ■’Emomency uuly Olficei ProcorJoie lor Noiihcaiion ol Unusual 
Bvoni.Aleri.Siie Area wro/gency & General Emergency " W/680420 llr 
GRIDLEY.H L. Tennessee Valley Aulhonty 38/04/20 400pp 45229 308-45230:322 

8804200095 Forwards red'O'ogical emergency plan implemeni-ng procedures documonl 
audil el conitoliad rtocunvanls 

GRIDlEY,A. Tennessee Val/oy Aulhoniy. 88704/21. Oocumenl Control Branch (Docu- 
ir-ent Control Desk) 19pp 45281:254-45261 272. 


H. Ganof at correspondenco 

8804220050 Responds to 800302 hr .forward ng P Pierce Hr expressing concern ca cost 
ol ull operator un-fnrms Mailer ol ui'l un-form cost ouls'de purview of NRC. 

STEILO.V. Ofc of the Executive Director lor Operations 68/04/14 OUNCAN.JJ 
House of Rep 4pp 45201 005 45201 Oil. 

-8804220054 Forwards P Pierce Hr re cost of ulil operators uniforms lor considoraiion A 
response 

OLfNCAN.jj House ol Rep 88/03/02. Congressional Alfaus 3pp 45201.006- 
45201 ;0»l. 


J. Insurance A Indemnity Inlormalton 

88040S0067 Forwar-ds status & details of property insurance coverage tor lacil.-ttes.per 
i0CFflS0.S4 for info. 

GRIOLEV.R Tennessee Valley Aulhoftty. 88/03/30. Oocoment Control Branch (Ooai- 
meni Ctjnirol Desk) 3pp. 44995.356 44995 356 


K. Utility Final Safety Anaiyais Report (F8AR) A amends 

8804260371 Amend $ lo updated FSAR for Sequoyah NuC'ear PlanLW/880420 Hi. 
GRIOLEY.R Tonneasea VadeyAulhorlly. 88/04/20 1.200pp 45316.001-45318:147. 


O. Advisory Convmlttee r>n Reactor Saleguatds reports A correspondence 

8004140215 Suttmtls summary ol acKons discussed at ACHS 335lh meeting on e0O31O- 
13 In Washlnglon.OC.lnclucf-ng ACRS repis/ recommendations, other 

actions, a greemenis.esslgninenis A requests A fuluie agenda 
KEBR.W. ACRS • Advisory Commiliee on Reactor Sateguarrjs 88/03/24. 2ECH.L.W. 
CommiS8lone/8 4pp. 451 18:172-451 16.175. 


0804040111 Forwards uM response lo ACRS Questions Irom 880212 moating w/luH 
ACRS comm Hob in washington.OC Uiil will begin screening of LERs ol sister p'ants 
10 Sequoyah A Browns Ferry Nuclear Plants lo oetermlne if any actions required 
GRIOLEy R Tennessee Valfoy Authority 88/03/30. Document Control flranch (Docu- 
monl Comrol Desk) 4pp 44970 232-44070 235 


P. Operating license etage documents A correspondence 


6803080517 Noiif.cai'on of 880300 meeting w/uhl in RockviHo.MO to discuss lochnicai 
issues ro electrical cable Iray/conduit separelion. 

nOTELLA.T.S Ofc of Special Projects 88/03/04 ZECH.G G OIc ot Special Projecis 
3pp 44839 055-44639 057. 

8003240426 Gonerio Ltr 68 06 10 all power reactor licensees A applicants ro removal ol 
organizalion charts from Tech Spec adminisiraiivo conirol renuiremonis Sve list end. 
MIR/VGLIA.F.J. Associate Director for Projecis (Post 87041 1) 86/03/22. ConsoHdaied 
Edison Co ol Now York. Inc, 47pp 44972:107-44972:153 

8804120213 Requests lhal immediate emergency action be taken In form of orde' sus 
pending fu'l powei operation of plant until lemediat action cen be teken.Basis for ro 
quest Is lailuiooi uhl lo meet requirements ol Reg Gu'des 1.9 A 1.106. 

BATES.AK Natural R'ghis Canier. 8ATES.AK Bates. A K 68/03/24, 2ECH.L W 
Commissioners. STELIO.V. Ofc ol lha Executive Direclor lor Oporalions. MURlEY.T 
Office ol Nuclear Reactor Regulation. Direclor (Post 870411) Spp. 45091 262- 
45091:263 

8804050313 Forwards second revised preliminaty SER re plant performance 
plan.sddmg now or modified sections concerning design controi.civil A o-'ecirical caicu- 
iailons A App H.pet 680121 A 0217 Hrs. Final evaluation will bo Issued as NUREG- 
1232 

EBNETEB.SO. OIc of Special Projecis 80/03/25 WHITE.S A Tennessee Valley Au- 
Iho/Hy 361pp 44998 001-44998:361. 

8803310263 Denies 660324 requesi lor emorgency relief Romainder ol request will be 
Iroatod as petition tor enforcement action under I0CFR2.206 & will issue director's 
decision shortly. Lir ralsod no new issues not ai/eady considered by NRC. 
EBNETER.SO. Ofc ol Special Ptotects 80/03/28. BATES.AK. Natural Higms Center, 
3pp 44949 1 75-44949.1 76 

8B04070199 Forwards TVA employee concerns task group aubcalegory repis 
RUSSELL.JR, Tennessee Valley Authority. 88/03/28. Oocumenl Conirol Branch 
(Oocumenl Control Desk) 5pp 45022:145-45024.257 

“6804070203 Rev 3 to Employee Concerns Special Ptogram Subcaiegory Enanoenno 
Hept 25000. •Civ.l/Slfuctural Design (21500) A Pipe Whip Roslralnt Design (227C0) 
BENKERT.J.W. Tennessee Valley Authority. 88/03/21 sgpp 45022: 1 50 45022 P3B 

-6004070224 Rev 6 to Employee Concerns Special Ptogram Subcaiegory Repl 80200. 
"Insp." 

KENZIE.L.G Tonnessoe Valley Authority. 88/03/18. 162pp 45022 335-45023 126, 

-8804070234 Rev 6 10 Employoo Concerns Special Program Subcaiegory RspI 80400. 
"Nonconformance Conirol A Corrective Action." 

HALVERSON.RD Tennosseo Valley Authority 08/03/14. 4B1pp 45023:127- 
45024 257 

6804040016 Forwards I4lh updaie of activilies H8l.ln accordance w/ 860717 submittal 
ol plant performance plan.ftems that have been reopenetf listed In Enel 2 Homs lhal 
have f-nal disposition listed in Enel 3. 

GRIDIEY.R. Tennessee valley Aulhority. 86/03/29. Document Conirol Branch (Oocu- 
ivieni CMtpl Desk). 40i>p. 44969:076-44969.1 15. 

8B04Q40076 Notices of proposed use el sodium bromide In addition to sodium hypo- 
chlonte In ERCW sys lo conirol blolouHng.Use of bromide reduces tola) residual chio- 
lino A aids in compliance w/NPOES permit. Info on products being considered encl. 
BROOkS.RH Tennessee VaUey Aulhority. 88/03/30. SINCLAlR.R M Tennessee. 
SlalOOl 98pp 45031:321-45032 058. 

6804060440 Documents differences between util programs planned for reslarl of Unit I 
A programs used lor restart of Unit 2. Nuclear performance plan will be revised to 
include deial'od Info on four Unit 1 programs by 880429.New commitments end. 
GRIDLEY.R. Tennessee Valley Autnonly. 80/03/31. Oocumenl Conirol Branch (Oocu- 
mem Control Desk) Spp. 45007:051-46007-058. 

8604110226 Forwards selety evaluallon A lechnical evaluation r^l re program lor mi- 
crobiolog-'cally Induced corrosion (MIC) control in ERCW sys TVA Insp.evaluatiori A 
repair program for MfC capable of safely function. 

ZECH.G Q, OIc ol Special Piojecls 89/03/31. WHITE.S.A Tennessee Valley Auihor- 
Hy, 3pp 45078:1 12-45078:125 

-S8041 10229 Safety evaluation supporting microblologicetly induced corrosion (MIC) 
program in ERCW sys 

‘ OTc ot Special Proiocis. 88/03/31. 11pp. 45078; 116-45078: 125. 

6604070057 Forwaids listing ot employee concern numbers shown on util data base as 
NRC responsibility lor evaWtion not Included In 861231 submillal Requests ack of re- 
sponsibi'ity. 

RllSSELt.J.R. Tennessee Valley Aulhonty. 88/04/01, Oocume/il Confrot Branch 
(Oocumenl Conirol Desk). 7pp 46075:036- 46075:042. 

8804060417 Provides supplemental response re microblotogically Induced corrosion 
program Correct Preventive Malm Instructions 2241 A 2242.replace 2240 A 
224 1 .iespeclively.per util 860120 Hr. 

GRIDLEY.R Tennessee Valley Authorlly. 88/04/04. Documonl Control Branch (Docu- 
ment Control Desk). 2pp. 450'/6;160-46078;181. 

6604960417 Fotwarde eddi into In lotm o( telief request from ASMG Code Seclion Xl re 
microblologicalty Induced corrosion (MIC) program, per NRC 880316 roquest.MIC pro- 
gram will ensure that struclu/af Integrity of ERCW piping malnUllned. 

GRIDLEY.R- Tennessee Valley Autnofity. 88/04/04i Oocumenl ConUOl Branch (Docu- 
ment Control Desk). 5pp. 4S073;356.46O73:3e0. 



iiy lo I lo.r:*:/. 

-8804140097 Amends 69 & 61 lo Licenses OPR’77 & DPn*79,respeciively. lOvlsng 
Tech Specs lo separately define oporabi'ily & surveillance rcq.iiremonis lor RHR 
spray ireins 

ZECH.G G Ole ol Special Piojocts 88/04/04 lepp- 451 16 279 451 16296 

-8604140101 Saloiy evaluation supporting Amends 69 & 61 lo Licenses DPR-?? & 
DPfl-79.ie8poc lively. 

* Olc Ol Special Piojecls 88/04/04 3pp 451 16 297-451 IB 299. 

6604120090 Porv«aids suppi lo consullants 600325 lu lo review of diesel generalors al 
piani 

STELl O.V. Olc ol the Execulivo Oirecioi lor Operations. 88/04/08. ZECH. ROBERTS. 
BE RNTHAL Commissioners I p 4 5 1 0 1 004 45 1 0 1 006 

-6B04I20I05 Forwards suppi lo 880325 Itr re plant diesel generalors. Suppi replaces 
Hem 4 "Teals on Oiosel Generators" & clenlies Itr concern-ng losis requred by Reg 
Guide I 108 

KUSKO.A. PEERAN.SM Failure Analysis Associalos e8/03/?& MARINOS.A. NRC • 
140 Ooiailod Atlitation Given 2pp 45101:005-45101. 006 

6804080066 Generic Lir 88-07 to power leaclor Icensoos & appixanis re mod-i.ed on- 
torcernent policy concorning I0CFR50 40. "Environ Oualificaiion of Elocincal Equip* 
moni Imporlani to Safety lor Nuclear Power Plants." Sve list end 
MIRAGLIA.F.J. Associate Oirocior lor Projocis (Post 670411). 08/04/07. Consol dated 
Ed'Son Co. ol Now Yorli. inc 49pp. 45164:237-45164.285. 

8804130392 Noiilicaiion Ol 860425-26 meeting w/ulil in Soddy Daisy. TN lo discuss 
status of licensing actions on laci'ily 

tXlNOHEW.JN Olc ol Special Projecls 88/04/07 ZECH.GG Olc ol Special 
Projects 3pp 45104 046-45104 048 

6804140176 Noiilicaiion ol 860414-15 meotings w/util in Rockvilla.MO lo discuss loch- 
tiical delaJs ol dilloronces in civil design calcuialion program & closuro of Bulletin 79- 
14. 

UONOHEW.J.N Olc ol Special Projocis 88/04/07. ZECH.GG Olc ol Special 
Projocis 3pp 45118:146-45118:140 

8804150048 Noiilicaiion o( 680421 moolinq w/TVA in Rockv.llo.MO lo discuss technical 
delaiis ol loss ol downstream dam & on Unil 1 dilloronces in design baseline & venll- 
calion program Irom that described In Jul 1987 porlormanco plan 
DONOHFW.JN Olc of Special Projects 88/04/07. ZECH.GG Olc ol Special 
Projecls 3pp 45134 023-45134 025 

8804140006 Forwards foTowup rnpl lo 880300 lishkill. Initial notification made by lo!o- 
phone on 880309.Waior analysis could not uncover causative agent lor lishkill Fish 
probably sirossod by algao bloom State ol TN concurs 

GRiOLtY.R. Tennessee Valley Aulhonly. 00/04/00. OocumonI Conirol Branch (Oocu- 
meni Control Desk) 3pp. 46147-340-45147:342. 

8804280266 Corrected noiilicaiion ol 880504 mooting w/utit in Rockvillo.MO lo d-scuss 
lochnical details of loss of downsiroam dam 

DONOHEW.JN Olc ol Special Projects 80/04/ 16. ZECH.GG. Olc ol Special 
Projects 3pp 45264:057-46264:059 

8804290161 Forwards FR notice ack receipt ol 880324 poiilion & staling that polition 
beingliealodpei 10CFn2.206. 

EBNETER.SO Olc ol Special Projecls 80/04/22 DATES.A.K Bales. AK. ip. 
45322.197-45322:200 

-8804290164 Notice ol receipt ol petition lor Diiocior s Decision under I0CFB2 206 lor 
Commission order suspending flll^powor plant oparelion until remedial action 
taken Roquesi for emergency relief denied Further action per 10CFR2 206 pending 
EBNETER.SO. Olc ol Special Projocis 88/04/22 3pp. 45322:198 45322 200 


Q. Inspection reports, IE Bulletins & correspondence 

8803290349 Forwards Insp Repts 50-327/07-73 & 50-328/87-73 on 87 1026 30 & notice 
ol violation. 

BARR.K P Olc Ol Special Projects. 80/03/09. WHITE.S A Tonnossoe Valley Author- 
ity. 2pp 44952 236-44952:292, 

-8803290352 Notice ol violation Irom insp on 671026-30 & 880104-14. Violation 
notod:liC6nsoe failed to perform or lei'ed lo adoqualcly perform wnlien safely ovalua- 
Hens for 15 mods 

BARR.K P. Olc ol Special Projocis. 88/03/09. 2pp 44952 238-44052 239. 

-8603290355 Insp Ropis 50-327/87-73 & 50-328/67-73 on 871026-30 & 680104- 
i4.Vioialions noted Major a/ess inspocied lasting aciiviiies.pianl heatup procedure & 
TVA operational readiness assossmonl & componsalory nioasuros. 

BRANCH.M . MCCOY.F Region 2. Olc ol ihe Director. 08/03/04 5lpp. 44052 240- 
44952292. 

8803290366 Forwards Insp Repts 50-259/87-38.60-260/87-38.60 296/07-36 60-327/ 
e/-60.6O 328/87 68.50-300/87-18.50-391/67-18. 60-438/87-08 8 50-439/87-08 on 
671005-18 & notice ol violation. 

BARR.K P. Region 2. Olc ol the Director. 88/03/09. WHITE.S A, Tennessee Valley 
Authority. 3pp. 44975:195 44975:208 

-8603290300 Notice ol vtolelion Irom insp on 871005-16 Violations noted" Inadequate 
div ol nuclear engineering training & records. Inelleclive followup on audit findings & 
improper correction ol QA records. 

BARFI.K P. Region 2. Olc ol Iho Diroclor. 88/03/09 3pp. 44976: 198-44975 200 

-8603290393 Insp Hepls 60-259/87-36.60-260/87-38.60 296/87-38, 5O-327/87-60.5O. 
328/87-68.50-390/07-18.60 391/87-18. 50-438/87-08 & 50-439/87-08 Violat'ons 

noted.Major areas inspecled.allegalions & licensee action on idenlilied Items. 
WALTON.G A Regloti 2. Olc ol Ibe Oirocior. 88/03/08. 8pp. 44975:201-44975:208 


nivnrvriurowi-v.o nuyiufi c. wiu UP liiu ureciUl. yynilc.O.«. 

Valley Aulhonly 3pp 4 S02B 035-45020 040. 

-8604010060 Notice ol violalon from insps on 870408 0505 & 0506 0612. Violaiions 
noled.on 67020 l.sys roal-gnmeni improvised w/o wnlien or formally approved instruc- 
tions & on 670201. live valves shut down w/o eniry Into conf.Qural<on log. 
RICHAROSON.S 0 Reg-on 2. Olc ol the Oiiociei. 08/03/14 3pp 45028 038 
45028 040 


8604010037 Ack receipt ol 880218 Hr Informing NRC ol Steps lakon to ccrreci violations 
noted in Insp Rapts 50-327/87 52 a 50-328/87-52 

RICHARDSON.SO. Olc ol Special Projocis 88/03/21 WHITE.S A Tennessee Valley 
Authority Ip 45031:155 45031:155 

8804010023 Forwards Special Team Insp Ropis 50-327/80 08 a 50 328/88 08 on 
0801 1 1-15 a 25-29 No violaiions O' doviallons noted. 

BARR.K. P. Olc of Special Proiocts. 88/03/22 WHITE.S A Tennessee Valley Aulho/- 
Ity 2pp 45020,127-45028 145 

-6804010025 Insp Repta 50-327/88 08 a 50 328/80-08 on 880111-15 a 0125 29 No 
violations or deviations noiod Major areas inspecicd.layup a preservetion ol equip- 
ment 

YORK.J . WALTON.G . ELROO.S Heg-on 2. Olc ol the 0 rector 80/03/18 17pp 
45020:120-45020:145. 

8804060249 Forwards Insp Ropis 50 327/88 I / a 50-328/88- 1 7 o.n 800212-26 a notice 
ol violatlon lnsp hndings Idontitiod what appears lo be addi example ol p/ev ous viola- 
tion ro stall ovorlimo llniils Unresolved Horn noted. 

MCCOY.F. n. Olc ol Special Projects. 00/03/24. WHITE.S A. Tonnossee Valley Au- 
Ihofity. 3pp 45046 204-45040 234 

"8S04G60262 Notice of violeilon from insp on 600212-26 Vio'al ons noiod. malnl activl- 
iios on Valve 2-LCV-62-1 18 rot adequately descr.bed or l.'nplemoniod.rasu'tif'.g In in- 
advortonl diversion ol ppptox 465 gallons of RCS water lo ho!di>p lank 
MCCOY.f r Olc ol Special Projocis 88/03/24. 2pp 45046 207-45046 200 

-8604060255 Insp RopIs 50-327/88-I7 a 50-326/08-17 on 880212 26 Violal-ons 
noiod Major areas inspecled conirol room observation a oporational safely 
venkcalion.including operal-ons perlormonce a sys tinoups 

JENISON.K, BRANCH.M, HUNEGS.G, Region 2. Olc ol the Director 68/03/22. 
24pp 45046 209-46046 234 

BB03210090 Suppi I 10 NRC Info Notice 87-044. "Thimblo Tube Th nning m Westing 
house Roaciora ■ Sve list end 

ROSSI.C.E. Division ol Oporaiionol Events Assessment (Post 07041 1) 06/03/28. 
Conso'ideiod Edison Co ol Now York. Inc I2lpp 44995:126-44995:246 

B 603220290 NRC Info Noiico 88-010. "Malls Liconsoos Lack ol Mgl Conlrots Over LI 
consod Programs " Svc list end 

CUNNINQIIAM.R E 0.vis on ol Industrial a Modical Nucloar Saloiy (Post 870729) 66/ 
03/28 Consolldalad Ed son Co. ol Now Yoik. Inc 106pp. 44995 247-44995 353 

8804060185 Forwards Insp Ropis 50-327/69-15 a 50-328/68-15 on 86020B-12 NO vio 
lotions or doviations noted 

MCCOY.F R Reg-on 2. Olc ol iho Diroclor 08/03/28 WHITE.S A Tennessee Valley 
Aulhonly 2pp 45100 235 45100 207. 

-8804080166 Insp Roots 50-327/88-16 & S0-328/68-IS on 860208-12 No v.oiations or 
deviaiions noted. Major areas inspected. LER lo'lowup.acllon on prov.ous Ind ngs.inlo 
nollces.polonlial RO a problem laonlilicabon ropis. 

JENISON.K . HUNEGS.G . MCCOY.F. Reg on 2. Olc of ihe Diroclor 88/03/30 3lpp 
45100:237-45100:207 


8804260066 Forwards Insp Repts 50-327/63-21 a 50-320/68-21 on 080303. No viola- 
tions or deviations nolocT 

BAHR.K.P Olc of Special Piojocts 08/03/28 WHITE.S A Tonnossoe Valley Aulhor- 
ily. 2pp 45231:302-45231 304 

-8804260070 Parl'olly Withheld Insp Ropis 50 327/60-21 a 50-326/00-21 on 
880303. No Violations noted Major areas lnspecied:previou6ly ideniillod vital oroa bar- 
rier Issues a followup to licensee inspoclor general olc InvosHgallon ol el'oged drug 
use. 

MASNYK.OM. MCGUIRE.D.R Region 2. Olc of the Di'octor 88/03/10 ip 
45231:304-45231:304 


8804040272 Responds lo NRC 080225 Hr re violations noiod in Insp Ropis 50-327/80- 
02 a 50-328/BB-02,Corfeciive act ons Proceduro SOl-l I. "Main Steam." upgraded lo 
CalMory A lo ensuto lhal procedure present a rot directly during porlormance. 
QRIDLEY.R. Tennessee Val’ey Aulhonly, 66/03/29. Oocumeni ConUol Branch (Docu- 
ment Conirol Oosk). 6pp. 44869.352-44969.357. 

8804040129 Responds lo NRC 860301 lir ro violations noted In Insp Ropis SO-327/BO- 
06 a 50-328/88-06 Corrective actions AI-58 revised lo Include min qualilicatian re- 
quirements for independem verihcallon personnol 

uRIDLEY.R. Tennesseo Valley Aulhonly. 80/03/30 OocumonI Conirol Branch (Docu 
menl Control Desk) 8pp 44972:022-44972 029 

8804080241 Forwards response lo NRC BuTeiin 88-002, "Rap d Propagalrig Fallgue 
Cracks In Steam Generator Tubes." Recommendations of Paregrephs A a C ol bullo- 
tin not applicable lo Walla Bar Units 1 a 2. 

GRIDLEV.R. Tennessee Valley Authority. 88/03/31 Oocumeni Conirol Branch (Docu- 
ment Conirol Desk) 6pp. 450()7:301-4S007:30a. 

8804150159 Forwards Insp Repts 50 327/88 14 a 50-328/80-14 on 880208-12 No wo- 
laiions or deviations noted Requests lo bo Informod if understanding ol documeniaiion 
ol oral commitment by uiil represontalive d Hors Irom root 

BARR.K. P. Region 2, Olc ol the Director. 68/04/06 WHITE.S A. Tennessee Volley 
Authority. 2pp 45175:122-45176:145 


86040)0256 NRC info Notice 88 OH, "Poteniial Loss Of Motor Control Cir &/or Sw.tch- 
board Punciion Due to Faulty Tie 6o:is " Svc I st enci 

ROSSl.C.E. Oiv.sion of Operational Evortts Assessment (Post 8704 11) 88/04/07. 
ConsoiWatod Edison oi Now York. Inc. I24pp 4S408 292>45407.05I. 

880<1 40116 NoWicaton ol 880414-1S meehrvgs wfutl in Rockville.MO to d-scuss tech- 
nical details ot differences In civil des-gn calculation piogram & closure of Suiloti.n 79- 
14. 

OONOHEW.J.N Ofc of Special Pro.ocis 88/04/07 ZECfl.G G Ofc Of Special 
Protects. 3pp 451 te 146 45118 148. 

6804130296 Forwards Fiio Protection Insp Repts S0 327/8S-24 & 50'3?8/68 24 on 
860314-16V>olakon noted urder ccnsidetation lot escalated enlcrceiriont action tto 
nol CO ot vio'aMon being Issued 

EBNETER.SO Ofc ol Special Projocis 88/04/08 WHITE.SA Tennessee Valley Au- 
tnority 2pp 45151:067 45151136 

-8804130302 Insp Repis 50 327/88-24 & 50 328/88-24 on 880314-23 Violation 
noted Ma, or areas inspect ed tire protection 8 l-censee action ro implementation ol le- 
ou'iemenis of tOCFRSO App K.Soctions til G.HI J.Hi L 8 lit O. 

PIERSON R C . WESCOrt .H G . GARG.H C Ole ol Special Projects 88/04/06 88pp 
4515)06945151:136. 

8804)50107 Forwards Insp Repis 60 327/87-76 & 50-320/87-76 on 871206 880205 8 
notice ol vPlailonOne unresolved item idoniiried lo deficiencies w/lilth v,ial 
baitery.Maiter w<i| be pursued during future msps 

BARR.KP. Ole ol Social Protects. 6Br04r03 WHITE.SA Tennessee VaHe-y Author- 
ity. 2pp 45152:1 71-«152 247 

-88041501 19 No'ico Ot viotaiion Irom insp on 871206 880205 Violai on noted licensee 
faFed lo adequately Imp'omeni SI- <53 on Hydrogen Hccombiner 2A-A.ln that visual 
voni cation ol recomblner onfice clear of obstrvct'on inadequaloly done. 

BARR.K P Die of Special Projects 88/04/08 2pp 45i52 1 73-45152:174. 

-8804)50132 Insp Repis 50-327/87-76 & 50 328/87-76 on 871206 880205 Two viola 
lions noted Major aieas inspected operational safely verilicalion.ma'nt 
obse>vaiions.roview ol previous insp tir'd ngs.loL'owup ol events & review ol IE Into 
notices 

JENISON.K M Reg'on 2. Ofc ol the Director MCCOY.F.R Ofc of Special Projects 
88/04/08. 7lpp 45152 175-45152 247. 

8804190 122 Requests addi info re main steam Lne breaks In Ice condenser 
coniainmenis.ln support ol ANL Independent confirmatory analysis of WCAP- 
10366P Info requested 45 days after teceipi 

26CH.G G Otc of Special Projects BB/04/08 WHiTE.S A Tonnossee Valley Author 
ity 7pp 46165 287-45165:293 

8804060370 NRC trilo Notice 66 012. "Ovetgieasing ol Electric Motor Bearings." Svc 
t'St end 

ROSSl.C.E, Division ol Operational Events Assessment (Post 870411) 88/04/12. 
Co-ssolidated Edison Co. of New York. Inc. 123pp. 45165020 45185 ISO 

6B04200464 Forwards addi info roquesled by NRC App R insp team dunng 880314-16 
insp Info includes revised response lo Ouosiion 4,emended response lo Question t2 
•4. addi «\fo Oft QueshOft 18. 

GRIDLEY.R. Tennessee VeHey Authority. 88/04/13. Document Control Branch (Oocu- 
monl Control Desk) 800pp 45171 203-45174 073 

88042)0017 Summanres review ol NRC bulletin 68 001, "Delects In Wosimghouse Cir- 
cuit Breafiors." Bul'aiin nol appl-cable to Browns Ferry nuclear plant. Bulletin applica- 
ble lo Walls Bar & BeL'elonte nuclear plants Lisi ol comm.lmenl6 end. 

QRIOLEY.R. Tennessee Valley Auibonty 68/04/13. Oocumcftl Control Qtanch (Docu- 
reeni Control Desk). 3pp 45219 150 45219 152 

8804210022 Conlirms extension ol due dale lor response lo Insp Repts 50 327/87-73 & 
50-330/87-73 until 680423.based on conversation between F McCoy & G Kuk. 
GRIDLEY.R. Tennessee Val'ey Aulhonty. 86/04/13 Document Control Branch (Ooco- 
rrenl Control Desk) Ip 45219 089 45219 089 

8604210024 Responds to NRC 680314 Hr ro violations noted in Insp Repts 50-327/07- 
78 & 50-32d/67-78.Correcfrve eciions Adminislraiiva Instruction Al 30 revised la ro- 
quae verbal approval Irom plant manager or deputy plant manager. 

GRlOlEY.R Tennessee Valley Aulhonty. 88/04/13. Oocumoni Control Branch (Docu- 
mont Control Desk) Bpp 45219 120 45218 125. 

8804280021 Forwards Insp Repts 50-327/68-18 & 50 328/88 18 on 800307-11 & 18 & 
nohco ol viotaiion 

BABR.K P. Otc 01 Special Pto|ecls. 08/04/13 WHITE.S A. Tennessee Valley Author- 
ity 2pp 46248 1)4-45246.123 

-8604260025 Notice ol vtolaiion from Insp on 880307-11 & tS.Vioiat'on noted.iechnical 
support cir commun-'calor last received requ'ted Iraiang in Aug 1986 
BARfl.K.P. otc of Special PiOlectS 88/04/t3 2pp. 45248:116-45248 1 17. 

-8804260028 tnsp RepIS 50-327/88-18 & 50-328/88-18 on 880307-11 & 18 Violation 
noted Majoi areas inspected review & evaluauon of emergency preparedness pro- 
ram. 

REH.J.l.. 0ECKER.T.R. Otc ot Special Ptojecls. 68/03/31. 2pp. 45248:118- 
45246.123, 

8804260040 forwards Insp Repts 50-327/88-22 g 50-328/08-22 on 080319- 0402 One 
unresaK/ed Item rioted re closed auxiliary feedwater block valve.Respense addressing 
root cause 8 corrective ections requested within 30 days of Hr date. 
iaCCOY.F R, Ole ol Special Ptojecls 88/04/13, WhIte.S A Tennessee Valley Au- 
Ihorlty. 2pp. 45288.217-45200:237. 

-8804280042 Insp Repts 60-327/66-22 & 50-328/88-22 on ee0319-0402 No violations 
noted Major areas inspecled/Oxlended control room observation & operational safety 
verification, Including operations performance, sys lineups & safeguards 
LONO.AR., JENISON.K . 8RANCH.M. Region 2. Otc Of the Director. 88/04/13 I9pp 
45268:219 45268 207. 


-8804280057 Insp Repts 50-327/88.07 & 50-328/80-07 on 880125-29. Violation 
noted Ma,or areas Inspected followup to review liconsea correctivo actions relative to 
findings idonlil.ed in I Sled NRC Insp Repts. 

HUBBARD.G-T.. BAKER.E.T.. PiEflSONiR C. Otc Ol Special Projects 80/04/08. iSpp. 
45266 220 45266 234. 

8804200473 Panel response lo fOIA requosi to lue protection Forwards App E 
docamenis App D & E documents ave table in POR App F document compteloly with- 
held (ref FQIA Exomptiort 5) 

GRIMSLEY.DH Division of-Rulos a Records (Post 870413) 88/04/14. JONES.CR 
Aflilletion Not Assigned 5pp. 45206.037-45206 043. 

-8804200576 Provides status ol Region II safe shutdown Insp program. 

GRACE.JN. Region 2. Ofc of thoT)iieclof 05/05/13. TAYLOR.J.M. Old of Inspection 
a Enlorcemont. Director (020201-870413). 2pp 45206 174-45206:175 

-8804200579 Advises that Fire Protection Steering Committee lias recommended that 
each region make one l0CFR50.App R lypo insp lor each facility lo assess status ol 
comp'ianco w/ lOCFRSO 48. Program liSlod. 

CONLON.T.E Reg'on 2. Otc ol the Director. 84/11/06 HERDT.A.R. Region 2, Otc ol 
the D iector 3pp 45206 176 45206 178. 

880422D022 Forwerds Supplemental responso lo violations noted in Insp Ropia 50-327/ 
66-27 a 50-326/flr>-2/.Encl will provide original Soquoyah deficiency lottowed by 
Walts Bar Nuclear Plant supplemental responso. 

GRIDLEY.R Tennessee Valley Authority 80/04/15. Document Control Drench (Docu- 
ment Control Desk) t Ipp 45226 313 45226:323 

6804210312 Advises that due dale for response lo insp Hopis 60 327/67-30 a 50-326/ 
87-30 extended lo 680422.per lolcon 

GRIDLEY.R. Tonnossee Va'iey Authority. 88/04/18. Document Control Branch (Oocu- 
menl Control Dosk) ip 45235:268-45235 268 

8804260385 Responds to NRC 8803 14 Itr ro violations noted in Insp Ropts 50-327/07- 
30 a 50-326/87-30 Corieclive actions SI- 166 rovrsod lo provide correct ailgnmeni lor 
shking valve a Importance of conliQuraiion control a failure emphasized. 

GRIDLEY.R Tennessee Valley Authority 88/04/20 Oocumenl Control Branch (Docu- 
ment Control Desk) 9pp, 45281 331 -45281 339. 

8604270104 Responds to NBC 880318 Hr ta violations noted in Insp Repts 50-327/87- 
16 a 50-328/87-18 Coriochve actions missing (aslonor leplaced a Insps performed on 
other three boric acid Iransler pumps lo oiisure net tasloneis missing 
GRIDLEY.R Tennessee Valley Authority 88/04/20 Oocomam Control Branch (Docu 
meni Control Desk) 6pp. 45244:351-45244:356. 

0804270223 Forwards responso lo NRC Insp Repts 50-327/88-23 a 60-328/08-23 
rccommonilaiions Future audits ol LER program wiN include evaluation ot etteclivo- 
ness oi event analysis a reporting 

GRIDLEY.R. Tennossae Valley Aulhonty 88/04/20. Document Control Branch (pocu- 
meot Conuot Desk) 4pp 45242 356-45242 359 

8804270299 Responds to NRC 880309 Itr ro violations noted In Insp Repts 50-327/87- 
73 a 50-326/87-73. Corrective actions task force developed to revlow potential com- 
pensatory measures. 

GRIDLEY.R. Tennessee Valley Authority. 88/04/20. Document (^nlrol Branch (Docu- 
ment Control Desk). 1 1pp. 45244:217-45244 227 

8804260095 Forwards supplemental response to Integrated Design Insp Repts 50-327/ 
87-48 a S0-328/87-46.Coiteciive ecHon.FSAR will bo revised In areas of automatic 
Isolation ol ERCW sys a monitor scale tor liquid radiation monitors. 

RAY.M J. Tennessee Valley Authority. 88/04/21. Document Control Branch (Docu- 
ment Control Desk). 4pp 45261 314-46281:320 

8804200166 Responds lo NRC 800222 Hr to conhtmalion ot iniegraled Design Insp 
Hems 04 3 9.05 2-3 a 05 2-10 Insp lepl documents NRC lOI followup insp on 
871102-19 

RAY.M.J. Tonnossee Valley Authority 88/04/21. Document Control Branch (Oocu- 
menl Ccniiol Oosk) 5pp 45281:309-45281:313. 

8804280635 Responds lo NRC 680309 Hr re violations noted tn llslod insp 
iepl3.lnc1ud.ng 50-438/87-08.50-439/87-08 a 50 32//87-68.Correcllve actlons.dala 
base construcied for Ireinlng. 

GRIOLEY.H. Tennessee Valley Authority. 88/04/22. Oocumoni Control Branch (Docu- 
ment Control Desk). lOpp 45331:341-45331:350. 


R. Periodic operating reports a related correspondertce 


8804060303 "Personnel Whole Body Exposure Repts for 1907." W/68040t Itr. 
GRIDLEY.R. Tennessee Valley Authority. 87/12/31 7pp. 45047.060-45047:066. 

0804000390 "Radiological Impact Assessment Bopi Sequoyah Nuclear Plant 1987." W/ 
880401 Hr. 

t.6e.Be . GRIDLEY.R Tennessee Velley Authority. 87ft2/3t. 43pp. 46079.113- 
45079:155. 

8804060210 Fotwards weekly schedule ol TVA activities lor wks of 880328 a 0404. 
KEILY.J.L. Ofc of Special Projecls. 88/03/24. ZECH.GG Ofc of Special Projects. 
4pp 45029 088-45029.091 

0604140625 Submits weekly sebeduie o( TVA activities lor wk ol 080404- 11. Schedule 
wi>l be updated a issued each Friday to rolled activities tor forthcoming 2-wk period. 
KELLY, J.L. Olc of Special Projecls 88/03/31. ZECII.G.O. Ofc of Special Projects. 
4pp. 45130-205-451 30:208. 

8804220020 Monthly operating repis lor Mar 1988 W/8B041 1 |tr. 

DUPREE.OC.. SMITH.S J. Tennessee Valley Aulhonty. 8B/03/3I. 63pp. 45221:282- 
4S22V.334. 
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88041303SB Fomards woeM/ schedule of TVA activiilos for wks of 86041 1 & 18 
KFLLY.J-L Ofc Of Spoclol Ptojocis. 88/04/09. 2ECff.GG Otc Of Spocial PfOiecis 
4pp 45103 218-45103 210 


S. Reportable occurrences, LERs & related correspondence 

8803200224 LER 87-070 03 on 87 1021. discovered vollago regu'ator problem on emor- 
gettcy d<osel generator (0/G) 2A-A Caused by rolaya in 0/Q output breaker closing 
permissive circuit Oeleclive regulator repaired Also reportable per Pori 21 W/8D0322 

LONQ.JI... SMITH.SJ Tennessee Valley Authority 88/03/22 5pp 44021: 144- 
44921.148 

6804050004 lER 08 010-01 on B8020S.proceduro governing stroke time test.ng for 
motor-operated valves determined Inconsistent w/ dosign criteria for ESF actuated 
valves Max allowable stroke lime conroctod as spocitlod by SI-166 W/880401 Hr 
SISKA.O.. MEAOE.K E . SMITH.SJ Tonnossoo Valley Auihonty. 88/04/01. 5pp 
45021 055-4 5021 ;059 

8804050907 LED 08 0i3-00on 6603l4.(our Steam generator b'owdown sys radiation 
monitors discovered inodequalely tested Caused by ovorsighi dur ng imolemoniaiion 
of surveiltance inslniction roview program Tests satislactorJy completed. W/880401 Mr 
nOGEnS.T.. FENN.KW . SMITH.S J Tennessee Valley Aulhonly 80/04/01 5pp 
45045:219-45045 223 

0804050014 Special Bopt 88 07 on 600320 & 23.lour lire pumps technically inoperable 
per Tech Specs.Caused by design delicloncy.Ooticloncy corrected for aulomalic oper- 
ation upon completion ol tosiing. 

SMITH.SJ. Tennossoo Valley Authority. 88/04/01. Documoni Conlrol Branch (Oocu- 
menl Control Desk). 3pp 45033 161 -45033; 163, 

8804110309 Special Ropt 86 08 on 880301, fire broach pormll Issued lor lire door C-14 
which exceeded 7-day l.mlt allowed by Toch Spoc.Causod by unavailebilify ol cotreel 
door knob. Continuous liro waicli esiaolished. 

SMITH,SJ Tonnosseo Vatloy Authodty. 68/04/01. OocumonI Control Branch (Docu- 
moni Conlrol Desk). 2pp 45123 320-45123,321 

8804150022 LER BO 015-00 on 88031 7,Tech Spec sutvoiManco requlromeni not com- 
plololy incorporated into Implomonting procorfure. Caused by Incemplolo procedure 
teview.Surveillance Instruction 410.2 fovlsed W/6804 1 1 Mr. 

ROGERS.T.. NAIK,J A.. SMITH.SJ. Tonnossoo Valley Aulhorily. 80/04/08. 5pp. 
45152 356 45162 360 

8804200276 LER 80-014 OO.on 0803l4,Traln A containment vonlilal-on isolatien (Cvi) 
occurred Caused by personnel noncomplianco w/conflgurailon control requirements 
following post-mod tesl.CVI rosot & memo sont to personnel W/8004 12 Ur 
S1SKA.(5p . KILQORE.O E. SMITH.S J. Tonnossoo Valloy Authority. 88/04/12 6pp 
45221:121-45221:126 

6604130343 nO:on 8804l2.fish kill ol approx 200 tish In yard drainage pond 
observed Cause not slaiod.F.llecIs ol pono odluont concenlroHons on fish vn!l be de- 
tailed in 30 day rapt. 

SMITH.S J. Tennessee Valley Aothortly 86/04/13 Documoni Control Branch (Oocu- 
monl Conlrol Desk). Ip. 45146 360-45146.360. 

8804200123 LER 88-016-00 on 080324, Inadvot tent main steam Isolation signal 
occutred.Caused by high steam How signal Horn unknown source. Invesl'gal'on Into 
root cause ol ovoni conllnuing.W/e004IS Hr. 

FENN,K.W. SMITH.SJ Tennessee Valloy Aulhonly. 08/04/15 6pp. 45215:309 
45216:313 

8604270074 LER 87-076-02:on 871221.lnedoqualO procoduro lor RCS Chomical add-lion 
resulted in noncomplianco w/Tech Spec action alatemonl.Procoduros revised to pro 
vide Instructions tor RCS r.homical addillon.W/880421 Hr. 

SMITH.S J.. NAIK.J A Tonnossoo VeUey Authority 66/04/21 5pp 45245:034- 
45246 030 

8804270157 LER 87-027-02:on 870609.survelllanco requ-romeni not tuHiHod because 
four ossonlial raw cooling water valves not vontlod in correct posllion.Causod by pro- 
cedural error Valves retumod to correct position W/0804 2 1 Hr. 

SiSKA.D.. KILGOHE.B.E., SMITH.SJ. Tennessee Valley Authority. 88/04/21. 7pp. 
45241:158-45241:164 


T. Hearing Iranscripis on non-antilrust mattera 

8803100145 Forwards transcript ol 880224 mooting w/licensee In Challanooga.TN ro 
Unit 2 operailonal readiness.including technical support & plant roadiness Proseniallon 
slides also end, 

ROTELLA.T.S Ofc of Special Projocls 88/03/02 Otc ol Special Protects 3pp. 
44662: 132- 44662:307. 

-8803100147 Transcripl of 680224 public mooting In Challanooga.TN re util operational 
readiness. Presentation slides also end. 

• Commissioners 08/02/24, 173pp 44662:135 44662:307 

8804010073 Summary Ol 880306 mooting w/TVA In nockv-llo,MO re technical issues 
related to lOCFRSO.App R. Attendance llsi, Iranscripllon.agonda & mooting handout 
end. 

ROTELLA.T.S. Ofc ol Special Protecls 88/03/22. Ofc ol Special Projects. 2pp. 
44950 339-44951:163, 

-880401007B Transcript ol 860309 meeting in Rockville.MD re tOCFRSO.App R 
Issues Supporting documenlatlon end. 

• Commisstoners 88/03/09 I73pp 44950 341-44951:163 


U. Congreaalonal/Execullve Correspondence 

8804280317 Forwards NRR responses lo Questions 1 & 3 re Commission sids lor per- 
mitting restart of power piani alter shutdown lor safely reasons & Commission require- 
ments lor documenting licensing basis lor restart decision, respeclively. 

THOMAS.C.O. Policy Oevelopmeni & Technical Support Oianch (Post 870411) 88/ 
04/19. REHM.T A. Ofc ol the Executive Director lor Operations. 7pp, 46260:209- 
45269:215. 


V. Operator Examinations 

6804260088 Responds to FOIA roquesi lor Info re scores of reactor operators & senior 
reactor operators Forwards requaliticahen exam summary sou-'ce sheets l-siod In enci 
app w/personal privacy into deleted 

GRIMSIEY.OH Division ol Rules & Records (Post 870413) 88/04/19 BOLEY.K 
Public CiHzon s Critical Mass Energy Projocl 2pp 45213 003 45213 085 

"6804250167 Package of NRC administered roqual l-cetion exam results summary. 

• NRC - No Detailed AIMIaWon Given 87/07/20 88pp 45213 007-45213 095 
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F. Security, medical, emergency & lire protecllon plane 

6804130374 Rev 31 to radiolog.cal emergency plan.W/d60408 Ur. 

GRIDLEY.R Tennessoo Val'oy Authority 88/03/11 9pp 45154:090 45154 008 

BB040102S8 Confirms notillcalion lo NRC of conditions ol entry inio Limllmg Cond-Uon 
for Operation 3.7.1 1.1. Action b.ol plant Tech Specs lot laciHy re 880320 event Involv- 
ing inoperable fire pumps 

SMITH.SJ. Tennessee VeMoy Aulhorlty 88/03/21. Region 2. Ole ol the Oiredo'. Ip 
45058:101-45058 101. 

8604010073 Summary ol 880309 mooting w/TVA In Rockville.MD re lochn'cal issues 
lelalod to lOCFRSO.App RAtiondanco llsl. Itanscrlpiion.agonda & moeing handout 
end 

HOTELLA.T S. Olc ol Special Projects. 68/03/22. Ole ol Special Projocls 2pp. 
44950 339 44951:163, 

-8604010078 Transcdpl of BB0309 meoing In Rockville.MD to lOCFRSO.App R 
Issuus. Supporting documental on oncl. 

• Commissioners 88/03/09. 173pp 44950 341 44951:153 

6804260068 Forwards Insp Repls 50 327/66 21 & SO-328/68-21 on 060303 No v.ola 
lions or dovlalions noted 

0ARR.K.P. Olc ol Special Projects. 88/03/28. WHITE.SA. Tennessee Valloy Author- 
ity. 2pp. 4523t:302-<l6231:304 

-8804260070 Partially Withhold Insp Repls 50-327/80-21 & 50-32B/B8-21 on 
860303. No Violations noted. Major areas Inspected previously Idontitied viial area bar- 
rier issues & lo'lowup lo l-censee Inspocior general olc mvesligal-on of a Icged drug 
080 

MASNYK.O M Region 2. Olc ol the Director 88/03/16 ip 45231:304 45231 304 

8804180260 Forwards Rov 16 to phys'eal security & conlingoncy plan.Rov w-thheld (tel 
I0CFR73.21). 

GRIDLEY.R t Tennesseo Valley Authority 88/04/07. Document Conlrol Branch 
(Documoni Control Desk). 2pp 45195'335'45106:336 

8804130296 Forwards Firo Protection Insp Repls 50-327/88 24 & 50-328/88-24 on 
880314-16 Violation noted under consideration lor escalated enlorcoment action No 
notice ol vio'aiion being issued. 

EBNETER.S D. Olc ol Special Projecis. BB/04/08 WHITE.S A Tennessee Valloy Au 
thority 2pp 45151:067-45161:136 

-8804130302 Insp Repls 60327/e8 24 8 50-328/88-24 on 880314-23 Vioidlion 
noted Major areas inspecied.lire protect on & llconsoe ad'on re Imp1emoniat.on ol re- 
quirements ol 10CFRS0 App R.Sedlons III. 0,111 J.III.L & 1110. 

PIERSON.R C . HUB8ARD.G T Olc ol Spocial Projecis SULLIVAN.K Brookhavon 
National Laboratory 88/04/06 60pp. 4615l:069-45l6i 136 

8804160279 Temporary Instruction Change Form ICF-60-0505 to Rev 13 lo Radiological 
Emergency Plan Implomonting Procoduro IP- 17. "Emergency Equipment 4 Supplies" 
W/e804l1 Hr 

GRIDLEY.R. Tennossoo Valloy Aothonly. 80/04/11. lipp 45138 140 45138 168 

8804200464 Forwards addi into requested by NRC App R Insp team d-jting 0803 1 4- tO 
insp. Into Includes revised response to Question 4.amondod rosponse to Question 12 
& addi Into on Question 16 

GRIDLEY.R, Tennesseo Valley Aulhorily. 88/04/13. OocumonI Control Branch (Oocu- 
menl Control Desk) 800pp 46171:203 45174:073 

6804260021 Forwards Insp Repls 50-327/88-16 & 50-326/88-18 on 880307-lt & 18 & 
notice ol violation. 

BARR.K.P. Olc of Special Projecis. 88/04/13 WHITE.SA Tennessoo Valley Author- 
lly. 2pp 45240:1 14-45246:123. 

-8604260026 Notice ol violation from Insp on 860307-1 1 & 18 Violation noted technical 
support cir communicator last roceivod required training in Aug 1985. 

BARR.K P. Olc ol Special Projects 88/04/13 2pp 45248 1 18 45248 1 1 7 

-8604260026 Insp Repts 50-327/88-18 & 50 320/88-18 on 880307-11 & 18 VIo'aHon 
noted. Major areas inspected. roview & eve'uaiion ol emergency preparedness pro- 
gram. 

KREH.J L Ofc ol Spocial Projecis. 88/03/31. 2pp. 45248: 118-45248 123. 

6804260040 Forwards Insp Repls 60 327/88-22 & 50-328/88-22 on 880318 0402 One 
unresolved Item noted re closed auxiliary feedwater block valve Response addressing 
root cause & corrective actions requested within 30 days ol Hr date. 

MCCOY, F.H. Olc ol Special Projocls. 88/04/13. WHITE.SA. Tennessee Valley Au- 
thority. 2pp 45288:21 7-4526B:237. 

-8804280042 Insp Repls 50 327/68-22 & 60-328/88 22 on 88031 9-0402.No violations 
noted.Major areas ln$pected:extended control room obsenration & operational safety 
vorificalion.lncluding operations performance.sys lineups & safeguards. 

LONQ.A fl. Region 2, Olc ol the Direcior. 88/04/13. 19pp. 45268:219 45268:237. 

6804180257 Forwards Rav 14 to socurity personnel itaining & qualil.calon plan.Rov 
withheld. 

GfliDLEY.R.L. Tennessee Valley Aulhorily. 68/04/14 Document Conlrol Branch 
(Document Conlrol Desk). 2pp. 45195'33B-4S16S:339. 
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8804200473 Parlial le&ponse lo I^OIA fOQuost to hre protoci on Forwards App E 
docu/rems.App D S E documents avai'abie in POR App F document compieiei)t with- 
held (ref FOIA Exemption 5) 

CRIMSLEY.O H Division of Rules & Records (Post 870413) 88/04/14 JOHES.CR 
Affiliation Not Assigned 5pp 45206 037-45206 043 

-8804200679 Advises that Fire Protect on Steenng Comm.ttoo has rocommondod that 
each teg-on make one IOCFfl50.ApP R-type msp lor each laci'ity to assess status of 
compl ance w/ 10CFR50 46 Program l-sted 

CONLON.T E. Region 2. Otc Of the Director 84/11/06 HcflOT.An Region 2. 01c 0l 
the Director. 3pp 45206:176 45206 176. 

8804220250 Revised omorgency plan Implementing procedures.includ ng Rev 0 to 
CECC-EPiP-f, “Emergency Duty Ofricet Procedure for No'-ficalion of Unusual 
Event Alert Silo Area F-morgoncy A General Emergency." W/880420 Hr 
GRIOLEY.R L Tennessee Va'Iey Author.ty 88/04/20, 400pp 45229 300 45230 322 

880428009$ Forwards radiological omergancy plan implementing procedures document 
aud l of control 'ad documents 

GRIOLEY.n Tennessee Valley Auihonty 88/04/21 Document Conliol Branch (Docu- 
ment Control Desk) IQpp 45261 254-45261 272 


H. Oeneral correspondence 

8804220050 Responds to 680302 llr.lorwatd ng P Pierce Hr expressing concern re cost 
ol util operator un-forms Matter of util uniform cost outside puiview of NRC 
STELLO.V. Ole ol the Executive Onecioi lor Operations. 88/04/14. OUNCAN.J J 
House ol Rep. 4pp. 45201 005-45201 011 

-680*220054 Forwards P PiSico lit le cost ol u'.t opwaVois vn-toims lot consideralion & 
response 

OUNCAN.J J House ol Rep 68/03/02. Congressional Allans. 3pp. 46201 009- 
45201:011 


J. Insurance & Indemnity Information 

9604050067 Forwards sieius & details ol property insurance coverage lot faC'lities.per 
lOCFRSO 54 lor Into 

GRIOLEY.B Tonnassoe Valley Auihonty 88/03/30. Document Control Branch (Docu- 
mant Control Desk). 3pp. 44995 356-44995 358. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

6804260371 Amend 5 to updated FSAR lor Sequoyah Nue’ear Plant W/680420 Hr. 
GRIOLEY.R Tennassoo Valley Authority 88/04/20 1.200pp, 45315.001-45318 14/ 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

8904140090 Summary of ACRS Subcommitleo on TVA Organirational Issues meolmg 
on 880202-03 in ChaHanooga.TN re review ol TVA mgt roorganizalion & issues le te- 
sta rt o( Unit 2. 

‘ ACRS • Advisory Committee on Reactor Safeguards. 88/03/12. ACRS - Advisory 
Commitloo on Reactor Safeguards. iOpp 45116 321-45118.330. 

0904140215 Submits summaiy ol actions discussed at ACRS 335lh meeting on 880310- 
12 In Wa3hington,Oc.lncluding ACRS lepla/ recommendalions.other 
aclions.agteemunis.assignmenis & lequesis 8 future agenda. 

KERR.W. ACRS • Advisory Commiuee on Reactor Safeguards 88/03/24. 2ECt-l.l..W. 
Commissioners. 4pp. 451 18.172-45118:175 

9S04040111 Forwards util response 10 ACRS questions from 880212 meolmg w/lull 
ACRS commiHea In Washingion.DC.UU will begin screen ng ol LERs ol sister plants 
to Sequoyah & Browrrs ferry Nuclear Plants to oeietmina il any actions roqu red 
GRlDlEy,R. Tennessee Vailay Authority. 88/03/30. Document Control Branch (Oocu- 
mem Control Desk) 4pp 44970 232-44970 235 


P. Operating license stege documents & correspondence 

8803080517 Notillcaiion of 680306 meeting w/ulil in Rockville, MO to discuss lechn cal 
Issues re electrical cable Iray/conduit separation. 

ROTELLA.T.S Ole ol Special Projects 88/03/04. 2ECH.G.G. Ofc ol Special Projects 
3pp 44639035-44639:057 

8803240426 Generic llr 86 08 lo ail power reactor licensees & applicants re removal ol 
organlyailon chans from Tech Spec edm'n'straiive control requirements Sve list onci 
MIRAGLIA,FJ. Associate Director for Projects (Post 870411) 68/03/22 Conso'idaled 
Edison Co Ot New York, Inc, 47pp. 44972 107-44972.153. 

9904120213 Requests that immediato emergency action be taken In form ol order sus- 
pending fu'l power operation ol plant until remedial acllon can bo taken Basis lor ro 
quest is lai'uia ot ulil lo moat requi/emenls ol Reg Guides 19 8 1 108 
0ATES.AK Natural Rights Comer. BATES.AK Bales. AK 88/03/24, ZECH.L.W 
Commissioners. STELLO.V. Ole ol the Executive Oirecior lor Operations. MURLEY.T. 
Office ol Nudnar Reactor Rogulalion. Oirecior (Post 670411] 2pp 45091-262- 
45091:263. 

8804050313 Forwaids second revised pre'imioary SER ro p'am performance 

f ilan.add ng new or modified sections concerning design coniroi.civil & elocincal calcu- 
aligns & App R.per 880121 & 0217 llts Ftaal e-vatualw wiH be issued as NUREG- 
1232. 

EBNETER,SO. Ole ol Special Pro.'acls 88/03/25. WHITE.S A. Tennossea Va'Iey Ao- 
Ihorily 3Stpp 44998 001-44998 361. 

8803310263 Denies 860324 request lor emeigancy tel el.R8m8.ndcr ol request will be 
treatod as petition for enforcement action under I0CFR2 2O6 & wilt issue director’s 
decision shortly. Llr raised no new Issues not already considered by NRC 
EBNETER.S.D. Otc ol Special Profects. 88/03/26 BATES.A K Natural Rights Center. 
3pp. 44949.175 44949:178, 

&8D40'70199 Forwards TVA emptoyee concerns task group subcaiegory repta 
RUSSELL.J.R. Tennessee Valley Authority. 88/03/28 Document Control Branch 
(Oocumeni Control Desk). 5pp. 45022. 145-45024 257. 


-8804070203 Rev 3 to Employee Concerns Special Program Suheatogory Engineering 
Rept 25000, "Civil/Structural Doslgn (21600) & Pipe Whip flosliaint Design (22700) ' 
BENKERT.J W Tennessee Valley Aulnority. 68/03/21 e9pp. 45022:150-45022 238 

-B804070224 Rev 6 to Employoe Coricerns Special Prograrn Subcaiegory Repl 80200. 
"rnsp ■ 

KEN2IE.LG Tennosseo Valley Authority 80/03/18 152pp 45022:335-45023:126 

-8604070234 Rev 6 to Employee Concerns Special Program Subcaiegory Repl 80400. 
"Nonccnlormanco Conitol & Correettvo Action '• 

HAIVERSON.R D. Tonnessoe Valley Authority. 88/03/14. 4gtpp. 45023 127- 
45024 257, 

8804040016 Forwards 14th update of activitios list.in accordance w/ 860717 subnuiial 
ol plant performance plan. items that have been reopened listed in Enel 2. Moms that 
have hnal d-sposHion listed in Enel 3. 

GRIOLEY.R. Tennessee Valley Authority. 88/03/29. Document Control Branch (Docu- 
ment Control Desk) 40pp. 44969 076-44069:115 

8 904040076 Noiitlns ot proposed use ol sodium bromido in addition lo sodium hypo- 
chlorite in ERCW sys lo control biolouling.Use ol bromide reduces total rosidual chlo- 
rine & aids in compliance w/NPOES pormlLInlo on products belrig considered end. 
BROOKS.R.H. Tennessee Valley /Vulhority, 68/03/30. SlNCLAlFLfl.M. Tennessee, 
State of. 98pp 45031:321-45032 056 

6604040262 Stall requirements memo on 880322 allirmalion/discusslon & vole in 
Wash ngton.OC re leci'ily restart Commission authorized NBC lo permit util to restart 
upon resolution ol RTO Issue & other preroqu'sHea. 

ChiLK.S J OMice ol tho Socrotary of the Commlaslon 88/03/30, STELLO.V. Otc of 
the ExocuLve Director lor Operations- Ip 44974 256-44974-256 

9604060440 Oocumonis dillerances bolwoon ubl programs planned lor restart of Unit I 
& programs used lor rosiart ol Unit 2. Nuclear performance plan will bo revised to 
Include dolailod info on lour Unit 1 programs by 660429 New commitments end 
GRIOLEY.R. Tennassoo Val.'oy Authority. 88/03/31. OocumenI Control Branch (Oocu 
ment Ckrntrol Desk) 8pp. 45007.051 ^SOOT.OSB. 

8604110226 Forwards safety evaluation & technical evaluation repl re program for mi- 
crobiolog-caily Induced corrosion (MIC) control In ERCW sys. TVA Insp. evaluation 6 
repair program tor MIC capable ol salety function. 

ZECH.G G Ole ol Spocial Projects. 88/03/31 WHITE.S.A. Tennessee Valley Author- 
ity, 3pp 45078:112-45078:125 

-6804110229 Safety evaluation supporting mlcroblologlcally induced corrosion (MIC) 
program in ERCW sys. 

• Ofc of Special Pto’ecis 68/03/31 11pp. 45070:1 16-45078:125 

86040700S7 Forwards I sting ol employee concern numbers shown on util data baso as 
NRC rosponsibifily lor evaluation not included In 861231 submittal. Requests ack ol re- 
spons b Illy 

flUSSElL.J B Tennessee Valloy Authority. 88/04/01. Document Control Branch 
(OocumenI Conliol Desk) 7pp 45075.036-45075:042 

8604060417 Ptovidos supplemental response re microblologically Induced corrosion 
program. Correct Piovontive Malni Instructions 2241 & 2?42.teplace 2240 & 
224 1 .rospOCliveV.por util 880120 Mr. 

GRIOLEY.R. Tonnessoe Valley Authority. 88/04/04. Document Control Branch (Docu- 
ment Control Desk). 2pp, 45070:160 45076:161. 

8604060427 Forwards addi info in form ol relief request from ASME Codo Soclion XI ro 
mlcrob'ologically induced corrosion (MIC) progiam.per NRC 680318 requesl.MIC pro- 
gram wi'l ensure that structural integrity of ERCW piping mainlalned. 

GRIOLEY.R. Tonnossoa Valley Autnonly. 88/04/04. Document Control Branch (Docu- 
ment Control Desk). 5pp. 45073:356-45073;360. 

6604140081 Feiwards Amends 69 & 61 to Licenses DPfl-77 S OPfl-79. rospecllvoly S 
safely evaluation Amends revise Tech Specs lo separately define operability & surveil- 
lance requirements lor RHR spray trains. 

2ECH.G.G. Ofc of Special PrOiecis. 88/04/04. WHITE.S A. Tennessee Valley Author- 
ity 3pp 45118 278-45118:299. 

-8804140097 Amends 69 & 61 lo Licenses DPR-77 & DPR-79,respoct(vely. rovising 
Tech Specs to sopatatoly delme opeiabihly & surventance requkemenls lor RVIR 
spray trains. 

2ECH.G G Ole o( Spocial Projecis 68/04/04, 18pp 451 18-279-451 18 296 

-8804140101 Safely evaluation supporting Amends 69 & 61 to Licenses OPB-77 & 
DPR-79.rospoctivoly. 

‘ Ole ol Special Projects 86/04/04. 3pp. 461 16:20 7-46 >18:299. 

8804120090 Forwards suppl lo consultants 880325 llr re review of diesel generators at 
plant 

STELLO.V. Otc of the Executive Director lor Opeiauons. 88/04/06. ZECH. ROBERTS. 
8ERNTHAL Commissioners tp, 45101;004-45101;006 

-8804120105 Forwards suppl to B80325 Mr re plant diesel generators Suppl replaces 
Mem 4. “Tesis on Diesel Generators" & clarifies Hr concerning tests required by Reg 
Guide 1 106. 

KUSKO.A , P6ERAN.S M. Failure Analysis Associates. 88/03/28, MARINOS.A NRC • 
No Oeia.led Alfiliation Given 2pp. 45IOI:005-4S101.006 

BS040S0088 Generic Ltr 86 07 to power reactor licensees & applicants re modilied en- 
loicemenl policy concerning 10CFH60.49, "Environ Qualification ol Eloctrical Equip- 
ment Imporlani lo Safely lot Nucleai Power Ptanls." Svo hsl encl. 

MIRAGLIA.F.J Associate Director for Prolocts (Post 670411). 88/04707. Consolidated 
Edison Co. ot New York. Inc, 40pp. 45 164:237-45 164:286. 

8804140006 Forwards followup ropi lo 880309 (IshkllLInllial notillcaiion made by tele- 
phone on 880309.Waiei analysis could not uncover causative agent for fishkilLFish 
probably stressed by algae btoom.State of TN concurs. 

ORIDLEY.R. Tennessee Valley Authority. 88/04/08. Document Control Branch (Docu- 
ment Control Desk). 3pp. 45147:340-46147:342. 

8804290151 Forwards FR notice ack receipt ol 880324 peiltion alallng that petition 
being treated per 10CFR2.206. 

E8NETEH.SD. Ofc ol Special Projects. 88/04/22. BAT£S.A,K. Bates. A.K. Ip 
45322 197 46322 200, 
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-0804290164 Nolico o( (ocoipl of petition lof Difoctof's Decision under 10CHR2.206 tor 
Commission oidor suspending Ml power plant operatien until remedial action 
laJten Request tor eme/yency ra'iol dornod. Further action per »OCFn2.206 ponding. 
EBNETER.S 0 Ole ol Special Pro, eels 08/04/22 3pp. 45322 198 45322 200. 

8804290167 Notilication of 880429 meeting w/Ulil in Rockvillo.MO to diSCuSS technical 
dotjils ot lube leaks m steam gonoraiors & action lakon by util. 

ROTELI.A.T S Ole ot Special Piojocls 00/04/25 HERMANN.RA, Otc ol Special 
ProiecIS. 3pp 45322 226-45322 220 


O. Inspection reports, IE Bulletins & correspondence 

8803290349 Forwards Insp Repls 50-327/07.73 & 50 328/87-73 on 871026-30 & notice 
ol violation. 

BARR.K P Olc Ol Special Proiocis. 08/03/09. WIIITE.S.A. Tennessee Valley Author- 
ity 2pp 44952 236 44952:292 

-9803290352 Notice ol violation from Insp on 871026-30 & 880104-14. Violation 
noted licensee tailed to perform or tailed lo adequately portorm written satety evalua- 
tions lor 1 5 mods 

BARR.K P Olc of Special Pro|octs 88/03/09 2pp. 44952.238-44952:239 

-8803290355 Insp Repls 50 327/87-73 & 50 328/87-73 on 871020-30 & 880 104- 
14.Violalions noted.Major arnas inspoclod:lasllng aciivillos.plant haatup procedure & 
TVA oporalional readiness assessment & compensatory measures. 

ORANCH.M . MCCOY.F Region 2. Olc ol the Director 88/03/04 61pp 44952 240- 
44952:292 

8803290366 Fonvards Insp Repls 50 259/87-3B.50-260/87-38.50.29e/87-38 50-327/ 
87-68.50-328/87-6B.50 390/87-10.50-391/87-18. 50-438/87-08 S 50-430/87-08 on 
B7100S-IB & notice ol violation 

BARR.K P, Region 2. Olc of tho Dlrecior 88/03/09. WIIITE.S A Tennossae Vatloy 
Authority 3pp 44975:195 44075 208 

-8603290390 Notice of violation from insp on 07 1005- 16. Violations noted: inadequate 
div of nuclear engineering training & records. Inetlociive followup on audit findings & 
Improper cerrcctien ol OA records 

BARR.K P Region 2. Otc ol Ihe Director 88/03/09 3pp. 44975 198 44975-200 

-8803290393 Insp Repls 50-259/e7-36,50-260/B7-38.50 296/87-38. 60-327/87-68.50- 
328/87.68,50-390/87-l8.S0-391/07.18, 60-430/87-08 & 50-439/87 08 VIolallona 
noted Major areas Inspected allegations & licensee action on Identified items. 
WALTON.GA Region 2. Olc ol Ihe Oirocloi. 88/03/08 8pp 44976:201-44976-208. 

8804010058 Discusses Insp Repls 60-327/87-24.60-32B/87-24.60-327/87.30 & 60- 
328/87-30 on 870406-0605 & 0506-06l2,rospeclivoly & forwards notice ol 
violation Violation involves Inadequate procoduro Implomenlalion & lack ol conlrpl 
over losling. 

RICHARDSON.S O Region 2. Olc ol Iho Oitecior. 88/03/ H WHITE.S A Tannessee 
Valley Aulhorlty, 3pp. 45028:036-46028:040. 

-8604010060 Notice ol violation from insps on 870408-0505 & 0508-0612. Violailons 
noied'on 87020l.8y3 roalignmenl Improvised w/o writlon or formally approved instruc- 
tions & on 870201, fivo valvos shut down w/o oniry Into contiguraiion log. 
HICHARDSON.S.D. Rogon 2. Olc of Iho Diroclot. 88/63/14 3pp 45028:038- 
45020040. 

8804010037 Ack rocopl ol 880216 hr informing NRC ol stops taken to correct violations 
noted in Insp Repls 50-327/87-52 & 60-328/87-52. 

RICHARDSON.S O Olc Ol Spodal Projects 80/03/21 WHITE.S A Tennessee Valley 
Authority. Ip 45031 155-45031 155. 

8604010023 Forwards Special Team Insp Repls 60-327/88-08 & 50-328/88-06 on 
6801 1 1- 16 & 25-20. No vioieilons or deviations noted. 

BARR.K.P. Otc ol Special Projects. 88/03/22. WHITE.S A. Tennessee Valley Author- 
ity. 2pp 45028 127-45028:145, 

-8804010026 Insp Ropts 50-327/88 08 & 50-328/88-08 on 880111-15 & 0125-29 No 
violations or deviations noted.Major areas Inspected layup & preservation ol equip- 
ment. 

YORK.J. WALTON.G . ELROD, S. Region 2. Ofc ol tho Oireclor. 88/03/18. 17pp. 
45028 129-45028; 145 

8804060249 Forwards Insp Repls &0-327/88.17 8 50-326/88-17 on 880212-26 & nollco 
ol violation Insp findings Idontilied what appoars to be addi example ol previous viola- 
tion re sialt ovetlime limils.Llnrosolvod Horn noted. 

MCCOY.F R Ofc ol Special Projects. 86/03/24, WHITE.S A. Tennessee Valley Au- 
thority 3pp 46046 204-45046:234 

— 8B0406C252 Notice ol violation irom insp on 8802i2-26.Vioialions noted: maini aciivf- 
lios on Valve 2-LCV-62-I I8 not adequately described or impJemonled.resulting tn In- 
Bdvertonl diversion of approx 465 gallons of RCS water lo holdup lank. 

MCCOY.F n Olc of Special Projects, 88/03/24. 2pp, 45046 207-45046:208 

-8804060265 Insp Ropts 60-327/88-17 & 50 328/88-17 on 800212-26. Vtolallons 
noted.Major areas jn8pecied:conlroi room observation & operational safely 
veriticatlon.lrAcluding operations performance & sys lineups. 

JENISON.K. BRANCH.M . HUNEGS.G. Region 2. Olc ol the Director. 08/03/22. 
24pp. 45048 209-45046 234, 

8803210090 Suppt t 10 NRC Irito Nol'ce 87-044. ‘Thimble Tube Thinning In Westing- 
house Reaclors.” Sve list enci 

ROSSI.C.E Division ol Operational Events Assessmetit (Post 870411). 86/03/28. 
Consolidated Edison Co. ol Now York. Inc 121pp 44995 126-44996:246. 

8803220296 NRC Info Notice 88 010. "Malls Licensee3:Lack ol Mgl Controls Over Ll- 
cortsed Programs.” Sve list encL 

CUNNINGHAM.R.E Division ot Industrial & Medical Nuclear Satety (Post 870729). 06/ 
03/28. Consolidated Edison Co ol New York. Inc. I08pp. 44995;2ii7-44985:353. 

88040801BS Forwards Insp Repts 60-327/88-15 & 50-328/68-15 on 880200- 12.No vio- 
lations or deviations noted. 

MCCOY.F.R. Heoion 2. Otc ol the Director. 88/03/28. WHITE.S A. Tennessee Valley 
Authority. 2pp. 45100 235-45100 267. 


-8804080188 Insp Repls 50-327/88 15 & 50-328/88-15 on 880208-l2.No violations or 
deviations noted Major areas Inspecled.LER fo1lowup.act.on on previous f'ndlngs.info 
noiices.potBn)ial RO 8 ptcblem laentiAcallen repts. 

JENISON.K-, HUNEGS.G.. MCCOY.F. Region 2. Olc ol Ihe Diiector 08/03/30 31pp 
45100 237-45100:26/. 

8804250088 Forwards Insp Repts 50-327/80-21 & 50-328/88-21 on 880303 No viola- 
tions or deviations nolee 

BARR.K P Olc ot Special Projects 68/03/28 WHITE.S A. Tennessee Valley Author- 
ity 2pp 4523 1:302-4523 1 304 

-8804260070 Partially Withheld Insp Ropts 50-327/88-21 & 50-328/88-21 on 
880303 No Violations noiedVajor areas inspected prev-ously Ideniilled vital area bar- 
rier issues & lollowup lo Mconsoo inspector general ofc investigation ol alleged drug 
use. 

MASNYK.OM. MCGUIRE.DR. Region 2. Olc ol ihe Director. 88/03/18 ip 
45231-304 45231:304 

8804040272 Responds lo NRC 880225 Itr re violations noted In Insp Repts 50-327/80 
02 & 50-320/68-02 Corrective actions Procedure SOl-1.1. "Main steam.” upgredod lo 
Calwory A lo ensure that procedure present & lef directly during pertoimance. 
GRIDLEY.H. Tennessee Va'ioy Authority. 08/03/29 Document Control Branch (Oocu- 
menl Control Desk) 6pp 44969:352-44969 357. 

8804040129 Responds to NRC 880301 Ur re violations noted in Insp Repts 50-327/68- 
06 & 50-320/86 OS.Corroctive actions At 56 revised to include min que'illcallon ro- 
qufromonts tor Independent venlicallon personnel. 

GRIDLEY.R. Tennessee Vatloy Aulhorlty. 88/03/30. Oocumont Control Branch (Docu- 
moni Control Desk) 8pp 44972.022-44972 029 

8804060241 Forwards response to NRC Bulletin 80 002. "Rapid Propagating Fatigue 
Cracks In Steam Generator Tubes.” Recommendations ol Paragraphs A & Col bulle- 
tin not applicable to Watts Bar Units 1 & 2. 

GRIDLEY.R. Tennessee Valley Authority 88/03/31. Documottl Control Branch (Doco- 
monl Control Desk) 8pp 450(57:301-45007:300 

8804160169 Forwards Insp Repls 50 327/88-14 & 50 328/80-14 on 880208-l2.No vio- 
lations or deviailotis noted R^ueala to be informed It understand ng ol documonlation 
ol oral commiimerti by ubt lepresantaiive d-llers from root 

BARR.K.P, Region 2. Olc ot Iho Director. 88/04/06 WHITE.S.A Tennessoo Valley 
Authority. 2pp 45176:122-45175:145. 

-8804160183 Insp Roots 60-327/80-14 & 50-328/88-14 on 880208 12 No violations or 
deviations noted.Mafor aieas inspected: evaluation ol licensee reso'uiion of Inspector 
lollowup Items re emergency operating procedures. 

LEWIS,M . SHYMLOCI<M, Region 2. Ofc of the Director. 88/03/23. 22pp. 45176 124- 
45176:145 

8604010266 NRC Into Notice BB-01 1. “Potential Loss of Motor Control Cir &/or Switch- 
board Function Due lo Faulty Tie Bolts.” Sve list oncl. 

ROSSI.C.E. Division ol Oporalional Events Assessment (Post 870411) 88/04/07. 
Consolidated Edison Co ol New York, Inc I24pp 4540S 292-45407 051 

8604130298 Foiwards Fire Protection Insp Repts 50 327/08 24 & 50 328/80-24 on 
6803 14- te. Violation noted under consideration lor escalated enlorcorrioni action. No 
notice ol violation being issued. 

EBNETER.S 0 Ofc ol Special Projects. 88/04/08. WHITE.S.A Tennessoo Valley Au- 
thority. 2pp. 45151:067-45151:136. 

-8804130302 Insp Ropts 50-327/88-24 4 50-320/88-24 on 080314-23. Violation 
noted.Major areas Inspocled.tire protection 4 licensee action re implemenlailon ol re 
qulremonls ot 10CFR50 App R.Sectlgns III.Q.Ill.J.lll I 4 III O 
PIERSON, B.C.. WESCOTT.R.Q . GARG.H C Olc ot Special Projects. 88/04/06 60pp 
45161:069-4615l;i36 

6804160107 Forwards Insp Repls 60-327/87-78 4 60-328/67-76 on 071206-880205 4 
notice ol violal-on.One unresolved Item ideniilled re deliciencos w/lillh vital 
baiiery.Maitor w-ll be pursued during future insps. 

BARR.K.P, Olc ol Special Ptojocls. 00/04/06. WHITE.S A Tennessee Valley Author- 
ity. 2pp 46152:171-46162:247. 

"8804160110 Notice of violation from tnsp on 071206-880205. Violation noted.iicertsee 
failed lo adoqualoty impfemeni Si- 163 on Hydrogen Racombmor 2A A.in that visual 
verilfcailon of recomblner orifice clear ol obstruction inadequately done. 

BARR.K P. Ofc of Special Projecis 88/04/08 2pp. 45152 173-46152 174 

-8804150132 Insp Repts 50-327/87-78 4 60-326/87-76 on 871206 080205 Two Viola 
lions noted.Major areas inspocted operational safely verilicaifon.nn8‘ni 
observalions.review of previous Insp (indings.loltowup ol events 4 review ot lE into 
notices 

JENiSON.K.M. Region 2, Olc of the Oireclor. MCCOY.F.R. Ofc ol Special Piojccis. 
BB/04/08. 71pp 45162:176-45152:247. 

8804190122 Requests addI Info ra main steam line breaks in ice condenser 
conlainments.ln support ol ANL independent confirmatory analysis ol WCAP- 
l09e6P.lnlo requested 45 days altar receipL 

ZECH.G.Q. Otc ol Special Projecis. 88/04/08 WHITE.S A Tortnessea Valley Author- 
ity. 7pp 46l66:287-46ie5;293, 

8904060370 NRC Into Notice 88-012. “Overgreasing ol Electric Motor Boarings " Sve 
list end. 

ROSSI.C E. Division ol Operational Events Assessment (Post 870411) 88/04/12. 
Consofidaied Edison Co. of New York. Inc. 1 23pp. 45165.028-45165:150. 

8804200464 Forwards addi Info requested by NRC App R insp team during 880314-18 
Insp.Info Includes levisad response to Question 4.amended rosponso lo Question 12 
4 addi Into on Question 18 

GRIDLEY.R. Tennessee Valley Authority. 88/04/13. Document Control Branch (Docu- 
manl Control Desk) eoopp 45171:203-45174 073. 

88042 100 17 Summarizes review ol NRC Bulletin 00 001, “Delects m Wesiinghouse Cv- 
cuH Breakers.” Bulletin not applicable to Browns Ferry nuclear ptani-Builetin apptica 
ble lo Walls Bar 4 Bellefonle nuclear plants List of commitmants enci. 

GRIDLEY.R. Tennessee Va'ley Authority. 88/04/13. Document Control Branch (Docu- 
ment Control Desk). 3pp 45219:1 60-45219;162. 
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6B042 10022 Cofl^n's extension ot do© do'0 lot (espo'iss to tosp ftepls 50-327/67-73 S 
50*328/87 73 until 890422.03860 ort tonversation belw©«f» F McCoy & G Kitk. 
ORIOLEY.R Tennessee Ve'ley Aumority 99/04/13 Oocumeni ConUol Btanch (Doco- 
jneftS Coi'liol OesM Ip 45218 089-45219 08B 

88042100 24 Responds to NRC 860314 It» to violations noted (n Insp Ropts 50-327/B7. 
76 8 5O-320/fl7-70.Co/»eclive actions: Admlnislralivo Instruction Al-SO revised to to- 
QU re verbal approval Irom plant managor or deputy plant manager. 

GR DlEY R fertness-ee Valley Authoniy 88/04/13 Documeni Conlrol Branch IDoco- 
mor.l Control Desk> 6pp 46219 120-45219 125. 

8804260021 Forwards insp HapIS 50-327/89*18 & 50-328/88-10 on 880307*11 & 18 8 
noi-ce ot violation. 

BARH.K P Olc or spocral Projects 88/04/13 WHITE.S.A. Tennessee Valley Aulhor- 
.ty 2pp 45246 114*45248:123 

*•8804260025 Notice ot violanon from insp on 680307-1 1 8 te-Vioiaton noted technical 
support ct» coiitntiin.calor last received required training In Aug 1986. 

BAHR.K P. Ofc ol Special Projects 88/04/13. 2pp. 45248,1 16-4524S;1 17. 

-8804260028 Inep Repis 50-327/88-18 & 50*320/88-18 on B8030M1 & 18 Violation 
noted. MejOr areas inspected review & evaluation ol emergency preparedness pro* 
grett 

KFIEHJ.L. OECKER.tr Ofc ot Special Projects. 68/03/31. 2pp. 45248:118- 
45248 123 

8804260040 Foiwaids insp Repts 50-327/88*22 8 SO 328/88-22 on 88031S- 0402.One 
unresolved item noted re closed aux.liary leedwaler block valve Responso addressing 
root cause S correctnro eel ons requested wilhin 30 days of Hr dale. 

MCCOY.FR Olc ol Special Proiecis. 08/04/13 WHITE.SA Tennosseo VaHey Ao* 
Ihority. 2pp 45268 217*45208 237. 

-8804250042 Insp Repis 50 327/68.22 & 50-329/68*22 on 880319 0402 No vtolalkms 
noted Major wdOs inspccted-.eKiended conUol room observation A operallonal ssloty 
verilicaion.incli/ding cperaiisns porforrnance.sys lineups & saieguards. 
long A.R JL-NiSON.K BRANCH.M Region 2. Olc ol the Director. 88/04/13, 19pp. 
45268:219-45260 237 

8804280040 Forwards Followup Insp Repts 60 327/80-07 & 50-326188-07 on 800125* 
29.Violallon noted Insp dolermined that lacilily implemented program repi lo correct 
procurement dolic'cnclos Identified in repl. 

RlCItAHOSON.S D Ofc ol Special Projects 68/04/13 WHITE.SA Tennessee Valley 
Aulhonty 3pp 45266 217-45266:234. 

-8804280057 Insp Repls 50-327/88 07 & 50 328/88-07 on 8BD125-29. Violation 
noted.Maior areas Inspociad loHowup to review licensee corrective actions relative lo 
findings liienlilied In lisiod NRC Insp Repls. 

HUSBARO.G.I , BAKER.E T . PIERSON.BC. Olc ot Special Projects. 88/04/08 16pp 
45256 220 46269 234 

8604200473 Perlial response to FOiA request re fire proiecilon.Forwards App E 
documents App O & E documents avai'able In POR.APP F document cprnpletely with- 
held (rel FOJA Exempt on 6). 

GRIUSLEY.D H. O.vtolon oi Rulos & Records (Post 870413) 66/04/14. JONES.C.R 
Aiiii-aiion Not Ass'gnod. 5pp. 45206 037-45206.043. 

-8604200575 Provides stalus ol Region 11 $afO shutdown Insp program. 

GRACE.J W Region 2. Ofc ol the Director 85/05/13. TAYLOR, J.M. Olo ol Inspeclioa 
& Enforcement. Director (020201-8704 13). 2pp. 45206:174-45206:176. 

-8804200579 Advises that Fire Protoclion Steering Committee has recommended that 
eac)> region make one l0CFR50.App R-type Irisp (or eacb taclhiy la assess sisius ol 
compliance w/ lOCFRSO.es Program listed. 

CONLON.T.E Region 2. Olc ol the Director. 84/11/06. HERDT.A R Region 2. Ofo ot 
tho Director. 3pp 45206 176-45206 178. 

8804220022 Forwards supp'ementai response to violations noted in insp Roots 50-327/ 
86-27 & 50-328/06-27. Enel wiU provide edgina) Sequoyah dendency followed by 
Walls Bar Nuclear Plant supplemental response. 

URIDLEY.R Tonnossee Valley Aulhorily. 88/04/15. Document Control Branch (Oocu- 
menl Conlrol Desk) ilpp 45226:3 13-45226:323. 

8804210312 Advises that due dale for rasponae lo Insp Repls 60-327/87*30 & 50*328/ 
67*30 extended to 86O422.p0r lelcon. 

GRI0LEY.H. Tennossoe Veliev Authority. 66/04/18. OocumenI Control Branch (Docu- 
menl Conlrol Desk), ip. 45235.2&3'45235:268. 

8804260386 Responds lo NRC 680314 lir to violations noted In Insp Repta 50*327/87- 
30 & 50-320/87*30.Correclive aciions:SI-l66 revised to provide correct alignment tor 
sirking valve & importance ol conhgurailon conlrol & failure emphasized. 

GRIDLEV.n. Tennessee Vafipy Aolhority. 08/04/20. Oocumont Conlrol Branch (Docu- 
ment Control Desk) 9pp. 4 520 1:33 1-4 520 1:339. 

8804270164 Responds to NRC 830318 Itr re violations noted In Insp Repts 50-327/87* 
18 6 50-329/87*18 Corteclive actiQns:(iti$sing fastener replaced A insps performed on 
other throe boric acid transfer pumps to ensure no fasteners missing. 

GRIDLEY.R Tenna&see Valley Authority. 88/04/20. Oocumani Control Branch (Docu- 
menl Conlrol Desk). 6pp. 46244 351 -45244:358 

8604270223 Forwards responso to NRC Insp Repls 60*327/88-23 A 80-328/88*23 
teco<nnicndaiiona.Futute autkis ol LEB pro^anv wHI inotude evaluation ol efteclive* 
ness ol event analysis & reporting 

GHIDLEY.R Tennessee Valley Aulhonty, 88/04/20. Document Control Branch (Docu* 
menl Control Desk) 4pp. 45242 366-45242.359. 

8604270299 Responds lo NRC 880306 Hr re violations noted In Inap Repts 60-327/87* 
73 S 5O-320/8?'73.Coti©cilvo acUenMaak lorce developed to iwow polenUal com- 
pensatory measures. 

GRI0LEY.R Terkhessee Valtey Authority. 88/04/20. Document Control BratKh (Docu- 
ment Control Desk). Ilpp. 45244 217-45244:227. 

8804260095 Forwards sucpfsmental response to Integrated Design insp Repts 60-327/ 
B7-4& A 50*32B/87*4B.(torrective ectioniFSAR will be revised In areas ol autontaUc 
isolation ol ERCW sys A monitor scale for liquid radiation monitors. 

RAY,M.J. Tennessee Valley Authority. 68/04/21. Document ConUol Branch (Docu- 
ment Control Desk). 4pp, 46281:314-46261:320. 


8804260168 Responds to NRC 880222 Itf re conlirmation of Integrated Design Insp 
Items D4 3 9 05 2*3 A D5 2-10.lnsp ropf documonis NRC lOt fol'owup insp on 
871102*19 

RAY.MJ. Tennessee Valley Authority. 88/04/21. Docuniont Conlrol Branch (Docu- 
ment Control Desk). 5pp 45281:309-46281:313 

8804280635 Responds lo NRC 880309 Itr re violations noted in listed Insp 
repts.irtcluding 50-430/87-08.50-439/87.08 A 50-327/07-68 Corrective actions data 
base constructed lor itain-ng. 

GRIDL6Y,R Tennessee VaUey Authordy 88/04/22 Oocumeni Control Branch (Oocu- 
menl Control Desk) 10pp. 45331 341-45331:350. 


R. Periodic operating reports A related correspondence 

88040603B3 "Porsonnel Whole Body Exposure Repls lor 1007.” W/800401 Ur. 
GRIDLEY.R Tennessee Valley Authority 07/12/31. 7pp 45047.060-45047 066 

8604060390 "Radolog cat Impact Assossmeni Repl Soquoyah Nuclear Plant 1907." W/ 
890401 Hr 

LEE.BE . GRtOLeY.R Tennessee Valley Aulhonty 87/12/31 43pp 45079 113- 
45079 155 

8804050210 Forwards weekly schedule ol TVA acbvilios tor wks ol B00329 A 0404. 
KEtLY.J.t Olc Of Special Projects 89/03/24 ZECH.G G Olc ol Special Projects 
4pp 45029:068 45029 091 

8804110525 Submits weekly schedule of TVA activities for wk of 860404- li Schedu’e 
will be updated A Issued each Friday lo lefloci activities for forthcoming 2-wk period 
KELLY,J.L Ofc ol Special Projects. 88/03/31 ZECH.G G Olc of Special Pio,ect3 
4pp 45130 205-45130:208. 

6604320020 Monthly oporaii no repls lor Mar i98B.W/e804l t Ur 
OUPREE.OC. SMITH.S.J. Tonnessoe Vailoy Aolhority. 88/03/31 63pp 45221:282- 
45221:334 

8804130368 Forwards weekly schedule ot TVA activities for wks ol 88041 1 A 18. 
KELLY.J L, Olc ol Special Projocls, 88/04/08 ZECH.G G. Olc ol Spocial Protocis 
4pp 46103 216-45103:219. 


S. Reportable occurrences, LERs A related correspondence 

8804050008 LER e8-012-00,on 860305.level conlrol valve 2-LCV-3-176 could rioi be 
opened from main corrirol room.Causod by crew not Immedialoly ontering Limiting 
Condition tor Oparatlon 3.0.6 Late entry ol condition made W/880401 Itr. 

SISKA.D. LONQ.JL.. SMITH.SJ. Tennessee Valley Authority. 80/04/01. Opp 
46045:210.45045:218 

6804050010 LER 80-01 1-OO.on 06O3O6.cold leg accumulator 3 declared Inoperable due 
lo fa lure lo perform surveillance requirement 4.5. 1.1,1. b. Caused by shill crewe nol 
considanng RCS leak as filling operation. W/860401 lu. 

MEAOE.K.E. SMITH.SJ, Tennessee Valley Authority. 88/04/01. 4pp 45034:065- 
46034:068 

8604 1 10309 Special Repl 80-08 on 88030l,fire breach parmU issued for lire door C-14 
which exceeded 7-dey limil allowed by Tech Spoc.Causod by unavailability ol correat 
door knob. Continuous tiro watch established 

SMITH S.J. Tonnossee Valley Authority. 88/04/01 Document Conlrol Branch (Docu- 
ment Control Desk). 2pp 4612D:320-46123 321. 

S6041S0029 LER ea 013-00.on 880316 A 1 7.rod conlrol sys doficlencles caused Inaccu- 
racies in rod group demand position Indication resulting in rnanual reactor Irips.Cauaod 
by demand step counter circuitry failure A internal binding.W/880408 Itr. 

SISKA.D. MEAOE.K.E.. SMITH.S.J. Tennosseo Valley Authority. 00/04/08, Opp. 
46170030-45170037. 

8604150033 LER e8-003-01:on 8901 iS.discovered ico buildup In How passage ot Ice 
condenser.Csused by failure to convert orlq'nal design reoulremonts Into 
verifiable repeatable surveillance requiremenia. Condenser defrosted. W/0604 1 1 Itr. 
MEAO£.K^. SMITH.SJ Tennessee Valley Authority 66/04/08 ilpp 45152 248- 
45152:258 

6604 150042 LER 88-005 01 on 880212.snioke discovered coming from speed Incteaser 
unit Jof conirllugal charg ng pump 2A-A. Caused by bolls backing out due to lack of 
periodic adjuslments.Spoeo Increeser lube oil pump 2A-A CCP replaced W/8804 1 1 llr. 
ROQERS.T., KILGOPE.8 E . SMITH.S J Tennessee Valley Authority. 68/04/08, 9pp 
45159 254-45169,262. 

6604210211 PNO-OSP 88-004A on 8B0406.calculaied un'denlifiod leak rate ol 1 09 gpm 
oblalned.exceeding Tech Spec limit of 1 gpm. Dilferential pressure transmitter reactor 
coolant seal return tins isolated Plaril curtenlly In Mode 5 lor repairs. 

RICMAflOSON.S Ofc ol Special Projects. 88/04/12. 4pp 45231:165-45231:168. 

8804130343 RO.on 8804l2.flsh kill of approx 200 fish in yard drainage pond 
observed. Cause not slated. Effects of pond eftiueni concenlralfons on Ush wMl be de- 
tailed in 30-day tept. 

SMITH.S J. Tennessee Valley Authority. 86/04/13. Document Conlrol Branch (Docu- 
ment Conlrol Desk). Ip. 45146 360 46146 360. 

8804200131 LER 68-014-00:00 e80320.pfes8ura changes in batance-of-planl conden- 
sate sys caused main feedwater pumps to Irlp Procoouro revised to de-energize main 
leedwaler pump Irlp bus while filling A deaerating condensate sys.W/8804l5llr. 
NAIK.JA-. SMITH.S.J. Tennessee Valley Aolhority. 88/04/16, 4pp. 46216:070* 
45218.073. 


T. Hearing transcripts on non-antttrust maltera 

8603100145 Forwards hanscrtpl of 880224 meeting w/liconsee In Chaltanooga.TN re 
Unit 2 operallonal readlness.lncluding technical support & plani readiness Piesemailon 
slides ftido doef 

ROTELLA.T.8. Ofc of Special Ptojecla. 88/03/02. Ofc of Special Projects 3pp. 
44682:132-44662:307. 



DOCKETED ITEMS 109 


—8803100147 Transcnpt of B80224 public meollng in CheKanooga.TN le uhl oporatlonal 
leadino&s Ptesenlaiion slides also end. 

• Commissionofs 88/02/24. 173pp 44662; 136-44662:307. 

8804010073 Suoinfiafv of B80309 moeiing w/TVA in Rockville, MO re technical Issues 
related to t0CFR&0,App B.AUendanco list, transcnpllon.agertda & meeting hendoul 
end 

ROTELLA.T.S Ofc of Speclat Projects. 88/03/22. Ofc of Special Projects 2pp 
44950;339-44951:l63 

-8804010078 Transcript of 880300 mooting in RockvillO.MD re tOCFRSO.App R 
issues Supporting documentation end. 

‘Commissioners. BB/03/09. I73pp 44050 34 1-4495 1; 1 53 


U. Congreaalanel/Executive Correspondence 

8804130322 Responds to questions in 880315 Itr re NRC Investigation ot S 
WHITE.managei of Ofc of Nuclear Power el TVA & discusses rote of Ofc ol Invoslige- 
lions in subj case Assures that NRC made no attempts to dismiss Ofc of Investigation 
/epi 

2ECH.L.W. Commisslonare 88/03/22. GEJDENSON.S. House of Rep. Inierlor 8 In- 
sular Affairs, epp 45101:220-45101:230. 

-8804130233 Requests answers to questions made by Subcommittee on general over- 
sight & investigstions re alleged NRC attempt to dismiss Otc ot Investigation rapt 
about credibility of S WHite.direclor ol TVA nuclear program. 

GEJDENSON.S. House ol Rep . Interior & Insular Allaira. 88/03/15. 2ECH.L.W Com- 
mlsslonors, 3pp 45101 228-45101:230. 

8804280317 Forwards NRR responses lo Questions I & 3 re Commission aids lor per- 
mitting restart ol power plant allot shutdown tor safely reasons & Commission requlro- 
ments lor documenling^llcenslng basis for restart ded8lon,rospeclively. 

TMOMAS.C.O Policy uevelopment & Technical Support Branch (Post 870411) 86/ 
04/19. REHM,T.A. Otc ol the Executive Director for Operations. 7pp. 45260:309- 
45269 215 


V. Operator examinations 

88042S0088 Responds to FOIA request for Info re scores of reactor operators & senior 
reactor operalora Forwards roqualificatlon exam summary source sheets lisiad in end 
^p w/personal privacy info deleted. 

GRiMSLey.O.H. Division ol Rules & Records (Post 870413). 68/04/19. BOLEY.K. 
Public CitPen's Critical Mass Energy Projecl 2pp. 45213.003-45213:09S. 

-8804250167 Package ol NRC admlnlslared requalilicallon exam results summary. 

• NRC • No Detailed Allillatfon Given 87/07/20. 88pp. 46213:007-45213.095 
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A. Appllcatlon/conslrucllon stage documents A correspondence 

8603240426 Generic Llr 68-06 to all power reactor licensees & applicants re removal ol 
organization charts from Tech Spec administrative control tequlrements.Svo list end. 
MIRAGLIA.F.J Associate Director for Projects (Post 67041 1). 88/03/22. Consolidated 
Edison Co. ot New York, Inc, 47pp. 44972.107-44972:163. 

8804080088 Generic Llr 08-07 lo power reactor licansees & applicants re modilied en- 
forcement policy concerning IOCFR50.49. "Environ Oualtficsilon of Eleciricat Equip- 
ment Important to Safety for Nuclear Power Plants " Sve list encl. 

MiRAGLiA.F.J. Assodata Director for Projecia (Post 870411). 88/04/07. Consolidated 
Edison Co. ol New York. Inc 49pp 45164:237-45164:285. 


O. Inspection reports, IE Bulletins A correspondence 

8803210090 SuppI I to NRC Info Notice 87-044. '•Thimble Tuba Thinning In Westing- 
house Reactors." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411) 86/03/28. 
Consolidated Edison Co. of New York. Ino, I2lpp 44995; 126-44995:246. 

8903220298 NRC Info Notice 86-010, “Matia Llcensae8:Lack of Mgt Controls Ovar Li- 
censed Programs.” Sve list end. 

CUNNINGHAM, R E tHvIsion ol Industrial A Medical Nuclear Safety (Post 870728). 86/ 
03/28. Consolidated Edison Co. ol New York. Ino. I08pp. 44995:24 7-44695:363. 

8804010268 NRC Info Notice 06-O>l, ”PolortfJsf Loss ol Motor Conirof Ctr S/or Swilch- 
board Function Due to Faulty Tie Bolts.” Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Post 670411). 88/04/07. 
Consolidated Edison Co. of New York, Inc. 124pp. 45406:202-45407:061. 

8804060370 NRC Info Notice 86-012, "Overgreasing of Electric Motor Bearings." Sve 
list encl. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411), 88/04/12. 
Consolidated Edison Co. ol Now York. Inc. I23pp 46165:028-45165:160. 
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A. Appllcatfon/conatruotlon stage documenta a aorreBpondencs 

8803240426 Generlo LU 88-06 to all power reaqtor licenseea A applicants re removal ot 
cfiaria from Tech Spec adoMstratlw control requlromenta.Svo Wet end, 
MIBAGLIA.F.J. Aaaoclafe Direclor for Proieota (Post 870411). 68/03/22. Consolidated 
Edison Co. of New York. Ino. 47pp. 44972:107.44972:163. 

8804080088 Generlo Ltt 68-07 to power reactor licensees A applicants re modifted en- 
forcement policy concerning 10CFR60.49, "Environ Ouallftcetion of Electrical Equip- 
ment Important lo Safety lor Nuclear Power Plants." Svo list enol. 

MIRAGLIA,F.J. Assodale Director for Projects (Post 8704 1 1). 08/04/07. Consolidated 
Edison Co. of New York, Ino. 49pp. 45164:237-45164:285. 


O. Inspection reports, IE Bulletins A correspondence 


88032 10Q90 SuppI I 10 NRC Into Notice 87-044, "Thimble Tube Thinang m Westing- 
house Reactors ■ Sve list end 

ROSSI, CE. Division ol Operalonal Events Assessmonl (Post 870411). 88/03/28 
Consol dated Edison Co of New York, Inc I21pp 44996: 126-44995 246 

6603220298 NRC Info Notice 8B OtO, “Malls License8S:Lack ol Mgl Controls Over Li- 
censed Programs." Sve l<sl end. 

CUNNINGHAM.R E Division ol Industrial A Medical Nuctoar Safely (Post 870729) 60/ 
03/26 Consolidated Edison Co ol Now York. Inc tOBpp 44995 247-44995 353 

8804010258 NRC Info Notice 68-011, "Poieoi al Loss of Motor Coniroi Cir A/or Swiicn- 
board Function Due lo Faulty Tie Bolts." Sve list end. 

ROSSI.C E. Division ol Oporatlonal Evenis Assossmoni (Post 870411). 88/04/07 
Consolidated Edison Co of New York, Inc 124pp 45406:292 45407 051 

8804060370 NRC Into Notice 88-012, "Overgrassing ot Eioclrlc Motor Bearings." Svc 
list oncl 

ROSSI.C.E. Otviston ot Operational Events Assessment (Post 870411). 68/04/12 
Consolidated Edison Co. of New York, Inc. I23pp 45I65 028-45I65 150 
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F. Security, medical, emergency A fire prolecllon plana 


8804070027 Updates slaius ol offsite radiological emergency planning A preparedness 
lor plant A summarizes 860308 maeting ra discussion ol all unresolved planning inad- 
equacies noted lo date.JO Ovarsirool 880307 llr to G Polorson encl 
PETERSON.GC Federal Emergency Management Agency 88/03/30 STELLO.V 
Ofc of the Executive Director for Opeialions 22pp. 45234.355-45236 016 

—8604110028 “Inierlm Evaluation ol linn County Radiologcal Emorgoncy Plans lor 
Duane Arno'd Energy Cti." 

• Federal Emergency Managemenl Agency 88/03/07. 98pp 45072 132-450/2:229 

8804200461 Forwards Mgt MoeL'ng Repi 60 331/68-08 on 880407 re Inadequaoes In 
oKsile emergency planning Understands I censoo pursu-ng rasolution ol FEMA Idonti- 
tied concerns A Issues to be addressed within tune limit agreed to by FEMA 
NORELIUS.C E, Region 3. Otc ol tho Oiroclor. 88/04/12. LIU.L Iowa Electric Ughl A 
Power Co. 2pp. 45234:349-45234:354 

-8604200509 Mgl Meeting Repl 50-33 1/68-08 on 880407.Ma|or areas 
discussed.licensee eltorts In response to FEMA concern re adequacy of oifsiie amor- 
gei^ planning lor linn A Benton Counties A Slate ol lA. 

PATTERSON.J,P.. SNELL.wG. Region 3. Ofc of the Oireclot, 88/04/12 4pp 
45234:351-45234:364. 


J. tnavranoe A Indemnity Mormallon 


8804200026 Forwards Endotsemenis I A 2 lo NELIA A MAELU Cerlilicaios NW-H0 A 
MW-46.rospoclivoly. 

SAMUElS.J.L. Marsh A McLennan, Inc. 88/04/13. DINITZ.I Olfico ol Nuclear Roac- 
lor Regulation. Direclor (Post 870411} 2lpp 45218:083-45218:103 


P. Operating Ucenee etege documenta A correspondence 


8803240420 Generlo Ltr 86 06 lo all power reactor licensees A appl-canls ra removal ol 
organization charts from Tech Spec administrative control requlrements.Svc list onci. 
MIRAGLIA.F.J. Associate Director lor Projects (Post 8704 11) 88/03/22 Consohdaied 
Edison Co. of New York. Inc 47pp. 44972.107-44072 163. 

8004070237 Ack receipt ol 8B0307 llr informing NRC ol stops taken to invosiigale items 
of concerns re 880210 allegation of Improper use of non-lE electrical cabfa No further 
questions at this lime. 

MILLER, H J. Region 3, Ofc ol the Direclor. 66/03/31. LIU,L. Iowa F.leclnc Light A 
Power Co. ip. 46031:009-45031;012. 

8804120018 Application lor amend to License DPR-49.revisiira Tech Specs ro lodme re 
porting requirements to be consisleni w/Qenerlo Llr 86-t9.Fea paid 
ROTHERT.W.C. Iowa Electric Light A Power Co. 88/03/31. MURLEY.T Ollico ol Nu- 
clear Rgector Regulation. Director (Poal 87041 If, 9pp. 45t29:249-45lM 368 

-6804120028 Proposed Tech Spec^revlslng iodine reporting requirements 

* Iowa Electric Light A Power Co. 88/03/31 I8pp 45128 251-45128.268 

8804140624 Forwaids SER A contractor lechn’cal evaluation repl re uiil 84tl30 A 
861216 submittals of OCROR program plan A OCROR summary 

repi.respectively.Submltials acceptable. 

HAlL.J.a Pfoleci Direotoraie IH-3. 89/04/06. LIU.L lorn Electric Light A Power Co 
2pp. 46130: 166-46130.204. 

—8804140628 SER accepting util 861216 Submillel of OCROR summary repl. 

* Human Factors Assessment Branch. 68/04/06 2pp. 45130:188-45130.169 

-8802230010 "Technical Evaluation Rapt ol OCROR lor Iowa Electric Light A Power Co 
Duane Arnold Energy Cir," 

' Science Applicatiorts Iniernaltonal Coro, /formerly Science Appiicalions. Ino.). NRC- 
03-02-086. SAlC-68/3121. 88/02/18. NRC - No Detailed /^flillaiion Qivan tSpp 
45130.190-45130.204, 

8804080086 Generic Ltr 86-07 to power reactor llcensaes A appllcanls re modilied en- 
forcement policy concerning 10CFfi60.4G, "Environ Quaiilicaiion ol Etacincal Equip- 
ment Important lo Safely tor Nuclear Power Plants." Svc tist encl 
MIRAQLIA,F.J. Associate Director (or Projects (Post 6704 11). 68/04/07. Consolidalnif 
Edison Co of New York. Inc. 49pp. 46164.237-46164.285 
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0. 1n»pect)on reports, )E BuileUns & ceirespondence 

68040 tOI 19 Forwards lesoonse to >E DuteVn a7-00?. •'Festoei TeatmB to Oetemtine 
Conlormence W/Appliceole Mall 5pecs.'' 

ROTHERT.W C. towa Electric UaM & Power Co 88/01/15 DAVIS.A 8. Region 3. 0(c 
oJ «te O-reclor. e3pp 4a983 303-44984.035 

8804060493 Ftwwards final rept on program earned out in response lo lE Bullet-n 85* 
003, "Motor-Operalsd Valve Common Mode Fai’uras During Piani Trans;0nts. ‘ par 
850528 tool 5 1222 lits Piopriotai'y MOVATS.lt\c lapt onct.Rept w.thheld. 
ROTHEfiT.W C Iowa Efectnc Light 8 Power Co 88^1/15. OAVIS.A.B Region 3. Otc 
ol the O.reclor 43pp 45010 300-45010 34? 

B8Q3080614 Requests aubmitlal of fee lor 670115 app.'ica lion lot lohel from ASME Sec- 
tion }(l requ;.'emenis lor second lO-yr rnservice insp plan 

D;GGS.R.m. License Fee Managomoni Branch, 86/03/04 LIU.L Iowa Efoclric light & 
Power Co Ip 44634 360-44634-360. 

0803210090 SuppI 1 lo NRC info Wotico 87-044. "Thimble Tube Thinning in Wesl-ng- 
house Heaciors.” Sve list end 

flOSSI.ee Division ol Opetational Events Assessment (Post 870411) 88/03/28 
Consolidaied Edison Co or Now Vorh. tnc )?lpp, 44995 1 26- 44995 248 

8803220298 NRC Inlo Molrce 86-010. "Malls Liconsecs lack ol Mgt Con’-cols Over Li- 
censed Progiains." Sve hsi end 

CUNNINGHAM R E Onnslon of (ndustriai 6 Medical Nuclear Safoty (Post 870729) 88/ 
03/28 Consolidated Edison Co ol New Vorh. Inc. 108pp 44095 247-44995 353. 

8804110098 Responds to NBCBu'loi'n 88 001. "Detccls in WesUnghouse Cricu.l Break- 
ers.” Review ol laciMly oquipmeni concludes that circuit breaker models not used msp 
required bv Ou'-totin 66 001 rxoi eppiicabte to plant. 

ROTHERrw C Iowa Electric Ught S Power Co 86/03/30. MURLEY.T Olfice ol Nu- 
clear Roaclor Regulation. Director (Post 070411). ip. 45077.268 45077:268. 

8804t 10057 Forwards Safety Insp Repi 50-331/68 05 on 8B0229 0304No violalions 
noted. 

Shafer W.D Reg'on 3. Ole or me D-.rector 88/04/05 LIU.L Iowa Electric Light & 
Powor Co 2pp 45126 129-45126 143. 

~8«041100M Insp RopI 50-331/88-05 on 860229 0304 & 22 No violation-S noted Major 
sraas Inspected OA & coniirrnalorY measuiements lor in-plant radiochem.'cal 
aneryses.venficaOon of TID col'ocaiion.actlon on open items 4 mgi controls. 
JANUSKA A . BOCANEGflA.n . SCHUMACHER, M C Region 3. Ole ol Iho Diietlot 
88/04/04. I3pp, 45l?8: 13 1-45128: 143 

86041S0062 Advises that no further plant specific action required re licensee 670911 
responso to NRC Bo'lel.n 87-001. "Thinn-ng ol Pipo Wails at Nuclear Power Plants.'' 
HALL,JR. Project Oirecloiale III-3. 86/04/06. LIU.L. Iowa Electric Light & Power Co. 
2PP 45133:224-45133 225 

8804010350 NRC info Notice 68 01 1. "Polenilal loss of Motor Control Cir &/of Switch- 
yard FuncUott Oua lo Faulty Tio BoiLs,” Sve lisi enci. 

ROSSl.CE Oivialon ol Operational Events Assessment (Post 670411). 68/04/07 
(^risoiidaied Ed-son Co. of New York. Inc 124pp. 45406 292-45407.051. 

8804080370 NRC Inlo Notice 88 012. 'Ovargrcasing of Eleclric Motor Bearirrgs." Sve 
hai end 

ROSSl.CE Division of Oparalronal Events Assossmenl (Post 870411). 88/04/12. 
Consolidaied Edison Co ol New York, Inc i23pp 45105:028-45165:150. 

8804200481 Forwards Mgl Meeting Rapt 50-331/88-08 on 680407 ro inadequacies in 
ollsiie emergency planning Understands licensee pursuirvg resolulon ol FEMA Idenil- 
8sd coricerns 4 Issues lo 5a addressed within lime limit agreed to by FEMA. 
NORE1.1US.C.E. Region 3. Ofc t>l the D factor 68/04/12. LIU.L. tovra Elocinc light & 
Power Co. Ppp 45234:349 45234 354 

-8804200809 Mgl Meeting Rept SO-331/8808 on 860407Me|or ereas 
discussed licensee ellorla in response lo FEMA concern re adequacy of oilsite omer- 
gency planning lor Unn & Benton Counties & Stale ol lA. 

PATtERSON.jp.. SNEll.W.G Regior* 3. Ofc of the Director 86/04/12 4pp. 
45234 351-45234 354. 


S. Reportablo occurrences, LERs A related correspondence 

880400024? PNO-lil 88-027;on 680330.FEMA informed NRC tnai oifsilo radiological 
emergency plan Inadequalo.FEMA review rovoafod that areas ol Cedar Rapids 8 
Marion.lA beyond Idonlificd 10- mile EPZ not included in oltsiie emergency planning 
ellpn 

SNELL.W.. SHAFER.W Ragiort 3, 0<c ol lli« Director. 88/04/01. tp. 45034- tOI- 
45034:101. 


V. Operator Examlnallons 

8804360088 Responds to FOlA request for Info re scores of reactor oparaiors 8 senior 
teaclor opeialots Forwards requ^ilication eyam summary source sheets trsled in end 
app w/ personal privacy info deioied. 

GRIMSLey.D H Oivfeion ol Rules 4 Records (Post 870413). 80/04/19 BOlEY.K 
Public Citizen's Critical Mass Enorgy Project. 2pp 452|3;003-4S2I3.095. 

—8804350187 Package of NRC administered raquslihcal-on exam lesulls summary. 

• NBC • No Dalalfed Affiliation Givoo. 87/07/20. eSpp 45213 007-45213 095 


DOCKET 50-333 JAMES A. FITZPATRICK MUCLEAR POWER PLANT 


F. Security, medical, emergency A lire protecllon plans 

6804058153 Forwards Safeguards Insp RopI 50-333/88-03 on 880222-25 No violations 
noted 

MART1N.T.T. ftoQlon 1, dc ol the Ottectot- 86/03/29. CONVERSE.RJ. New York 
Power AuUtority gormarly Power Authority ol the Slale ol New York) 2pp. 46017;175- 
45017.182. 


-6604050157 Patliaiiy withtiold Physical Security Insp Rept fi0-333/a8 03 on 08O225-25 
(rol l0CFR73.21).No violalions noted Major areas inspected plan 8 implomening 
proceduras.protected & vital areas & security Sys power supply. 

MABTIN.W G.. KEIMIG.R.R Region 1. Ofc ol the Director 88/03/24 Spp 45017 177- 
46017:162- 

8S04060109 Rewsed cmergoncy plan implementing procedure8.fncluding coversheci to 
Rev 5 10 tAP-2. "Clessihcauon of Entergoncy Conditions " & Rev 8 lo EAP 4. "Ooso 
Assassmeni Calculations." W/S30329 Ur & revised index. 

MCMILLEN.M.A Now York Power Authorily (formorly Power Aulhonly ol tho Slate ol 
New York) 88/03/29 7pp. 45064 009-46064 016 

8804130364 Rev 9 lo App C. "Llrs of AgreemanV* lo emeigencv plan. 

* New York Power Authorily (tormerty Power Authority of Ihe Slaio ol New York). 88/ 
03/3t. 3Tpp. 45154-115-45154:151. 


P. Operating itcanse stage documents A correspondence 

8804060114 Requests relief from performing hydrostatic test on RCIC & HPCI steam 
supply & exhaust piping In favor of Insorvico (esimg to demonairale adequacy ol pres- 
sure boundary & reduce exposuro lo test personneLW/lour oversize drawings 
BRONS.J.C. Now York Power Authority (formerly Power Authority ol (he Stale of New 
Yoik) 86/03/09 Document Conwol Branch (Oocomeni Conltol Desk) epp 

45099:152-45098:157. 

8603240426 Generic Ltr 86 06 to afl power reactor licensees & applicants re removal ol 
organization charts Irom Tech Spoc administrative control requirements Sve list encI 
MIRAGLIA.F.J. Associate Director lor Projects (Post 870411). 88/03/22. Consolidated 
Edison Co of Now York, Inc 47pp 44972: 107-44972: 153. 

6803300015 Fonvards proprialary NEDC-30799-P. "Feodwaler Nozzle Fraclure Meehan 
Ics Analysis to Show Compliance w/ NUREG 0619," & description ol proposed insp 
program lor feedwater nozzles & discussion of program justification. 

BRONS.J.C. New York Power Authority (tormeily Power Authority of Ihe Slale of New 
York) 80/03/25. Document Control Branch (Document Control Desk) Bpp 

44962065 44962 072 

6804140193 Provides listed Info requested in 680225 lit ro oporaling nuclear power 
unils located at twelve sites along Great lakos 

STELLO.V. Ofc of Iho Executive Oirocior for Opeialions. 88/04/06. RIOGE.T. Houso 
of Rep 5pp 45104:138 45104:143 

B804060088 Generic Ltr 88-07 to power reactor licensees S applicants re modified en- 
lotcomeni policy concornlno lotFR60.49. "Enviion Quakficahori ol Elecittcal Equp- 
meni Importani lo Safety lor Nuclear Power Plants." Sve list end. 

MiRAGLiAf J. Associate Oirecioi for Projecls (Post 87041 1) 88/04/07. Consolidated 
Edison Co of New York. Inc 49pp. 45164:237-45164:285. 

6804190161 Application for amond lo License OPn-59.requesiing exempMon Irom con- 
lammenl iniegraied leak rata lost - retasl schedule Exemption reqoesl.corrective 
adlon plan & plant drawings tdeniifylng valve locaUon ertct.Fse paid. 

BRON5.J C New York Power Authority (formorly Power Authority ol Ihe Stale ol New 
York). 88/04/08 Oocumeni Conbol Branch (Document Control Desk). 46pp 
45209 061-45208:106 

8604220106 Application lor amond lo License DPR.69.revlsing Tech Spec Section 
4 S O 1 re jel pumps lo correct typo Fee paid. 

BRON3,J.C. New York Power Aulhoirty (lotnveity Power AuthoiKy ol tho State ol Now 
York). 88/04/14. Oocumeni Control Branch (Oocumont Control Desk) 3pp. 
46221 213-45221-221. 

-8804230107 Proposed Tech Spec Section 4 6.G.1, reducing max permissible recircula- 
tion loop flow imbalance from 1 5 to 10%. 

* New York Power Authority (lormeily Power Authority of the Stale of New York). 68/ 
04/14 6pp. 45221 216-45221:221 

8804270261 Nohlles that BWB Owners Group "Guidelines for Permanent 8WR Hydro- 
gen Water Chemisiry (HWC) lnslaliaHons-1967 Rev," resolves Generic Issue 136. 
”Slorage & Use ol Large Ouanlilies..." & acceptable for ref in HWC installation 
ABEISON.H, Projocl (Jiroctorale 1-2 B8/04/tB. 0RONS J.C New York Power Author- 
ity (formerly Power Whority of the Slate of New York), 3pp, 45243.001-45243.003 


Q. Inapectlon reports, IE Suliatfoa A correspondence 

8804080114 Requests relief bom performing hydroelatic teat on RCIC & HPCI steam 
supply & exhaust piping In favor ol Inservice lesiing lo demonsirate adequacy ol pros 
sure boundary A reduce exposure lo lest personnel W/lour oversize drawings. 
BRONS.J C, New York Power Authority (formerly Power Aulhonly ol the Slate ol New 
York) 88/03/09. Document Control Branch (Oocumeni Control Desk). 6pp. 

45098-.l52-46096-,1S7. 

8003300015 forvvards proprietary NEOC-30799 P. "Feedwafof Nozzle Fracture Mechan- 
ics Analysis lo Show Compliance w/ NUfl£G-06l9," A description ol proposed insp 
program lor feedwater nozzles A discussion of program justification. 

BRONS.J.C. New S'ork Power Authority {lormerly Power Authority ol the State ot New 
York). 86/03/25. Document Control Branch (Oocumeni Conbol Desk) 9pp 

449S2 065-44962 072. 

8803210090 Buppi I to NRC Info Notice 67-044. "Thimble Tube Thinning in Westing 
house Reactors ” Sve list end- 

ROSSl.CE. Division of Operational Events AssessmenI (Post 870411). 68/03/28 
Consolidated Edison Co. of New York. me. 121pp. 44995:126-44996:246. 

6003220296 NRC into Notice 86-010. "Metis Licensees Lack of Mgl Conbols Over Li- 
censed Programs " Sve list end 

CUNNINGHAM,R.E Division ot Industrial A Medical Nuclear Safely (Post 870729] 66/ 
03/26. Consolidated Edison Co ol New York. Inc. lOBpp, 44995:24 7-44995;3S3. 

0004050153 Forwards Saleguards Insp Rept 50-333/88-03 on 880222-25 No iriolailons 
noted. 

MARTIN.T.T. Region 1. Ofc of the Oirector. 88/03/29 CONVERSe.fl.J. New York 
Power Authority (Tormerty Power Authority ol Ihe Slate of Now York) 2pp. 46017:175- 
46017:102- 



-88040S01S7 Partially withhold Physical Security Insp Pupt 50 333/88 03 on 880225-35 
(rol 10CFP73 ?l).No violations notoO Major areas inspected plait & in-piantonling 
procodures.prolocled & vital areas & security Sys power supply 
MARTIN.WG . KElUIG.n P. Region t. Ole ol tho Director 60/03/24. 5pp 4501 7 17/- 
45017.102 

8804060174 Forwards Insp Rapl 50-333/88 O1 on 880112 0307 & notice ol 
Violation Addi mgi alleniion noeded lo assure lhal valves locKed when roquved 3:nce 
SirT>i‘ar event idonhliod m Insp ropt SO'333/07-22 

WCN2INGER.E.C Region I, Ole ol Iho Oircclor. 88/03/29 CONVERSE.R.J. New 
Ycih Power Authority (formerly Power Authority ol the State ol New York) 2pp 
45028 307-45028 32^ 

-‘6604060181 Notice of violation liom insp on 880112-0307 Violal-on noted LPCI Manual 
isoiaiion Valve 10 RHR-81A open but not locked on 880123 
• Hopion I. Ole ol Iho Diioclof. 88/03/29 Ip 45028 309 45020 309 

-8804060165 Insp RepI 50-333/80 01 on 6701 12 880312 Violation noted Major areas 
inspected LER review .operational safely voriiicailon,surv8illance S main! 

observaions.ESF sys wa'-kdown.licensee reorgaivzallon & liinoss lor duty po’icy. 
JOHNSON. J Region 1. Ole ot the O.ioclor B&r03/25 t6pp 4502S 310-45028 325 

8604010266 NRC Info Notico 88-011. ' Poioniial Loss ol Motor Co.nirol Cli &/or Sw.tch- 
board Function Due lo Faulty Tie Soils " Sve list oncl. 

ROSSi.C E Division ol Oporational Events Assessment (Post 870411). 88/04/07. 
Consolidated Edison Do ol Now York, Inc 124pp. 45406 202-45407 051. 

6804200208 Forwards request lor addi mlo lo evaluate valve opoiebi'iiy considerations 
In accordance w/l£ Bulletin 85-003.Requesls suppi lo 8605 > 4.0904. 1 001 & 880115 
rosuonsos to IE Bulletin 85-003 w/lnlo Idontiliod in end 

WENZINGER.E C Region 1. OIc ol the Director 88/04/11 CONVEflSE.RJ New 
Yctk Power Authority (lormorly Power Aolhoilly ol the State of New York). 4pp 
45226 1 68 46226 171 

8604060370 NRC Inlo Notice 8B-012, "Overgreasing ol Electric Motor Bearings" Svc 
list oncl 

ROSSi.C E. Divi6‘on ol Oporaifenal Events Assossmonl (Post 870411). 68/04/12 
Consol-dated Edison Co ot Now York. Inc. 1 23pp. 45165.020 46165:150. 


R. Periodic operating reports & related correspondence 

6604150054 Monthly operalinq rept lor Mar 1 988 W/8e0400 Itr 
COOK.J . CONVERSt.R J. New York Power Authority (lormorly Power Aulhority ol iho 
State ol Now York) 08/03/3 1 I2pp 45150 265-45159 296 


S. Reportable occurrences. LERs & related correspondence 

8604 130405 LER 88-001 OOon 880310.IIPCI turbine sloam supply valve 23-MOV‘t4 
lailod lo open during survolllanco toslmg.Cousod by destruction ol commulaior in 
mo'.ot duo to tweesswe cutiont Failed nvolot leplacod W/660406 lit 
CHILOS.W.V., CONVBRSE.R J. Now York Power Aullionly (lormorly Power Authority 
ol Iho SlalQ ol Now York) 08/04/06 5pp. 45161 272-46151-276. 

8804130412 LER 68 002 00 on 880310.flCIC made Inoperable lor approx 1 minute due 
lo automatic closure ol steam supply valve while HPCI inoporablo.Causod by loilure lo 
lollow pioceduroe RCIC restored lo svc.W/880408 Hr. 

CHILOS.W.V.. CONVERSE.R J Now York Powot Authority (lormorly Power Autho'llv 
ol Iho State ol Now York) 88/04/08 5pp 45136 015-45138 019. 


DOCKET 60-334 BEAVER VALLEY POWER STATION. UNIT 1 


F. Securily. medical, emergency & fire protecllon plans 

8804220067 Revised emergency plan Implementing piocoduros.including Rev 2 to Issue 
8 to EPP/IP t 1. "NotiLcations" & Rev 1 to Issue 8 to OPP/IP i 4. ••Technical Support 
Ctr Aclivation.Operallon & Deactivation " W/8804t4 Ur. 

NOONAN.TP. SIEBER.JO Doquesne Light Co 88/04/ 14 2iepp 45236 057- 
45236 280 


P. Operating license stsge documents & correspondence 

8S03060023 Hequosis leo lor epplicaiton did 871 112 re submitted (^clo 7 reload SER 
DIGGS.R.M. License Fee Management Branch. 88/03/03. CAREY, J.J. Duquosne 
Light Co ip 44633:232-4n633 232, 

8804130188 Nolilicaiion ol Enlorcomeni Conlerence 88-41 on 880324 w/ ulil In Region 
I lo discuss Inoperable containment pressure channels 

TRIPP.LE, Re^on 1, OIc ol the 0.tectot. 68/03/14. Region 1. OJe ol the Oiteclot 
2pp 45122:206-45122.210 

8804050369 Forwards Rov 3 lo Issue 2 lo "Insofylco Testing Program lor Pumps S 
Valves" & results ol safety injocilon accumulator discharge chock valve leslmg 
SIESER.J.O. Duquesne Lighi Co. 88/03/21. Document Control Branch (Document 
Control Desk). 2pp 45060 326 45061:145 

—8604050364 Rev 3 lo Issue 2 to. "Inservice Testing Program lor Pumps & Valves." 
• Duquesne Light Co. 88/03/21. 178pp. 45060:328 45001.145 

8804140511 Forwards Amend 122 lo License DPR-66 & salety evaluai'on Amend 
Changes Tech Specs re station bailory voltaga Portion ol 870701 
appllcation.supplem8nied on 870126 re ballery specific gravity not granted Notice of 
denial also eneV 

TAM.P S. Project Direciorete 14. 88/03/21. SlEBER,J O. Duquesne light Co. 2pp 
45130 172-45130 182. 

"8804140515 Amend 122 to License DPR 66.changing Tech Specs re station battery 
voltage requirements. 

STOL2.JF. Prelect Directorate 1-4. 88/03/21, 4pp 45130:174 45130:177. 

"0804140520 Salety evaluation supporting Amend 122 lo l Iconse OPR 66 

' Oltice ol Nuclear Reactor Regufalion, Director (Post 870411). 88/03/21. 2pp. 
45130:178-45130:179. 


-8B04 140528 Notice ol partial denial ot application for amend to License CPR-68.fO vis- 
ing Tech Specs roqu remenis lor operabnty & sunre I'ance lor siaifon balleries. 

TAM.P S Project Oireclotale 14 88/03/21. 3pp. 45130 180-45130:162 

8803240426 Generic Lir 66 06 to a'l power reactor licensees & applicants re removal of 
organization charts from Tech Spec administrative control requirements.Svc Ksi end. 
MIRACLIA.F J. Associate Director tor Projecis (Post 870411) 83/03/22 Consolidated 
Ed son Co ol New York, Inc 47pp 44972:107-44972: 153. 

8604010211 Forwards &0t224 correspondence re allegaiions ot inadequate stress anal- 
yses performed by contractor Review ol circumstances surrounding document & rept 
ol lindings & conclusions requested within 30 days ol Ur receipt. 

WIGGINS. J.T Reg on 1. OIc of the Direcior 88/03/23 SIEBER,JD Duquesne Light 
Co 3pp 45058 091-45050 093. 

8604010129 informs lhal I sled commitments made tn 880303 response to Generic Ltr 
88-03. "Resolution ot Generic Salety Issue 93. Sloam Binding ol Auxiliary Feodwaler 
Pumps" responsKro to guidance ol generic Ur. 

TAM.P S Project O-recloraie 1-4. 60/03/28 SIEBER.J 0 Duquosne Light Co. 2pp 
44921 356 44921 357 

6804140340 FOIA loquost tor correspondence between NRC 5 Ouquesr-o Light Co ro 
NRC Inquiry Into 001224 memo by B Gupta to C McCul'ough concerning work done 
by Schno'der.inc at p’ant 

BRELIS.M Pillstiurgh Press Piitsburgh.PA 00/03/28 Ollice of Admin slrabcn & Ro- 
sources Managemonl. D.reclor (Post 070413) tp. 451 18 047-451 18 047. 

8804120025 Forwards corrected copy ol pago 3/4 1 1-6 ol Amend 121 to license DPR- 
68 Issuod 890314 Amend erroneously rel Figu'o 5.1-2 instead ot Figure 5.1-1. 

TAM.P S. Pioleci Oitoctoiale 1-4. 68/03/39. SE18ER.J.0. Duquosne Uchi Co. 3pp 
45089:195 45089 107. 


"8804120297 Coriocled pago 3/4 11-6 of Amond 121 lo Llconso OPR-68. correcting 
typo 10 Figure 5.1-2 to riguro 5.1-1. 

TAM.P S Project Oiroclorato 1-4 08/03/30 ip 45069:197-45089.197 

6804060088 Generic Ltr 88-07 lo power reactor hcensoos & applicants lo mod-l<ed en- 
forcement policy concern ng lOuFRSOAO. "Environ Oualificalion ol Electrical Equ p 
men! Important lo Salety lor N’ucloar Po-wer Plants ’ Svc list oncl. 

MIFIAGLIA.F J. Associate Oiioctor lot Projects (Post 87041 1>. 66/04/07. Consolidated 
Ed son Co ol Now York. Inc, 40pp 45164:237-45164 285, 

8604190268 Forwards Amend 123 10 License OPR-66 & safely evaluation. Amend re- 
vises certain Tech Specs re wasto gas decay lank to remove requirements associated 
w/radialion moalor. 

TAM.P S Project Oiroctoralo 1-4. 00/04/07. SIEBER.J.O. Duquosne Light Co. 2pp 
45155:208-45155 300 

"6604190278 Amend 123 lo llconso DPR 66.rev.sing Toch Specs re waste gas decay 
lonk lo remove lequitomenis associated w/ radiation monitor. 

STOLZ.J F Pro.ocI O.roclorato 1-4 89/04/07. 7pp 45165 290-45155 296 

-8604 190282 Safely evaluai'on simporting Amond 123 to License DPR 66. 

• Ollice ol Nuclear Reactor Regulation. Direcior (Post 970411). 08/04/07. 3pp 
45155 207-45155 300. 


8804210044 Forwards application loo lor NHC review of Cycle 7 reload SER scbmllied 
by 871 1 12 lU.per 800303 lequosi Foe paid 

VASSELLO.J V- Duquosne Light Co 08/04/12. Llconso Fee Management Branch. Ip 
45219 119 45210 119 

88042 103S9 Nolilicai-on ol 660421 moalmg w/ulil In Rockvillo.MO lo discuss status ol 
current active licensing actions. 

TAM.PS Project Droctoralo 1-4 08/04/16 MURLEY.T. SNIE2EK.J. MIHAGLIA.F. 
NRC - No Oaialled Alliliatian Given 3pp 45192 094-45102 096 

8804280464 Approves request lor exception to locabon requirement lor technical sup 
port conlor (ibC) & lolraction ol commilmonl to provide alternate TSC near control 
room.Sioied emergency preparedness insp ropi also reviewed. 

TAM P.S Project Oiroctoralo 14 8B/04/20 SIEBER.J O Duquesne Light Co 2pp 
45263:032-45263 033 


Q. Inspection reports, IE Bulletins S correspondence 

8604010136 Forwards requests lor rol'el Irom listed ASME Soclion XI inservice insp ro- 
qiiiromonts lor prossunzer surge line & steam generator nozzle rad I 8 nonrogenera- 
live HX CH-E-2. 

SIEGER J.D. Duquesne Light Co 87/11/10 Document Control Branch (Oocumoni 
Control Desk) 18pp. 44961285-44083:302 

0803210090 Suppi 1 to NHC Inlo Notice 87-044. "Thimble Tube Thmnlng in Westing- 
house Reactors." Svc list encl. 

ROSSI.C E Division of Operational Events Assessment (Post 8704 it) B8/03/2B 
Consolidated Edison Co. or New York. Inc. I21pp. 44995:126 44995 246. 

8803220296 NRC Inlo Notice BB 010. "Metis Licensees Lack Ol Mgi Controls Over Li- 
censed Programs " Svc list end. 

CUNNINGF^M.R E Division ol Industrial & Medical Nuclear Safety (Post 870729) 08/ 
03/23 Consolidated Edison Co of New York. Inc I08pp 44995 247-44095 353 

8004130267 Forwards response lo NRC Bulletin 68 002. "Rapidly Propagal-ng Fatigue 
Cracks in Steam Generator Tubes.*' Evaluation addressing Items C.2 a S C 2.b will bo 
submitted by 880531 

SIEBER.J D, Doquesne Light Co. 88/03/28 Document Control Branch (Document 
Control Desk). 8pp. 45154:161-45154:168 

6804120352 Responds lo NRC BB0304 ltr re violations noted In Insp Ropl 50-334/68- 
03 Corieclive actions memo noting violation circulated lor rad ological control person- 
nel reviews, noting lhal personnel will be accountable lor actions 
SIEBER.J.D. Duquesne Light Co. 88/04/04. Document Control Branch (Document 
Control Desk). 2pp 46089:320-45089 321. 



88a4l1027< Pii8l lespoftss <0 FCIA foqjesi Forwards App A dcctmoni Oocutro.il pe;- 
lia)-y M.Mi'ield liel FO)A Exe^iption 8jBeci«man nas t6&::or.l irijpactot al tatiUy Ito^ 
laio 1670 unli: 198? 

GniMSLEv.OH Division Of flules & Reco'c's f^csi H70413) 88/04/05 ZLATOS.B 
Rillsburgh Press PiMsbo'gh.PA 3pp 45076 l7?'450/6 175 

8804010266 NOC (ftlo Mol>c« 68 OU. Poienua' loss ot Veter CcnUCl C" &'or Switch 
board Funclior' Duo to FasHy Tio 0O‘ls ‘ Sve I.s1 enrJ 

HOSSi.CE Cvis.04 of Operaiora' tvenis Assessment (Post 6/0411) 89/04/07 
Ccnsoltfaled Id son Co c- New York. Inc l?4pp 45406 202-45407 051 

88Q420004Q Forwards Safety Insp Reprs 50 334/88 00 S 50 41?/68 05 on 690?2?-26 
8 iiClico ol viclal on 

BElLAMY.nn Rwon 1 Otc oMfe P-'CCiCi 88/04/08 CAREY.JJ DiiqjOSne Ligni 
Co 3pp 45235 05^45235 069 

-S604200044 NOlce Ol volalion from irsp on 883222 - 26 Violai on noted cn 670908 
Shipircnl Njirbor 0951 ol radwasiQ sani lo sjpo.'compac! no facuty 8 accompaned 
by mar fust which d d nol idontfy ox'slor'co & quanlil 09 ol raJwaslo in sh-pmani 

• Region I. 0!C ol ina D.*etlO' 06/04/08 Ip 45235059 45235 059 

-8804200046 Insp Rcpls 59 334/88 O'J & 50-412/88 05 on 860222 26 Vio'aliona 
noieOMa or areas inspeciediconsea sold radwasio S Iranspodanon program nclud 
ny rrgi coni'ol. Sh prncnls ol rao oaclivo rnall9.lrain no & p'OCGdores 
OAVlOSOiN.B S . PASCJAK.W J Rogion i. O'c o' iho Oi'eclor 80/04 .'04 9pp 
45235 060 45235 068 

8004200074 Fo-warOs Insp Repl 50 334;»& 05 bn 8002C8 >2 No viclavons need 
JOHNSTON WV Rego.n I. Ofc of ino C rector. 89/04/09 S'EBER.JO DuquOSno 
ligntCo 2pi) 45216039-45216 048 

-8804200075 Insp RopI 50 334/89-06 on 883208 *2 No violai cns or dov.-allons 
notadMaibi areas inspected s'.oam genr.iaio; odJy cctiem msp.wa'.ot chemstry con- 
trol* A steam goreralor tna n! radiolog-cal ccni'ofs 

WiNTEnS.RvV. STROSNIDERJ Reg-on (. Ole m iho Oi-eciot 88/03/24 8pp 
45216 041 45216040 

QBQ4tlQ2S7 FQIA reqiiesi lo' 0 Beckman omp’oymcnt daws as NRC rosidoni inspoctor 
at plant 

21ATOS.0 P-flsb-j.‘gh Press PitlSturg'i.PA 68/0-1/11 NRC • No Oolai'ed AlfiliatiOn 
Given Ip 45378:171 45978 171 

8804080370 NRC I'nlo Nolico 89 012, Ovoigwasing Of E'octnc Motor Baar ogs " SvC 
lisl enef 

ROSSI.C E Div.ston ol Ope'alianal Events Assessment (Post 670411) 08/04/12 
Consolidated Edison Co olNew Yoik. fre 123pp 45165 026 45165 150 

8804250310 Forwards Insp Rept 50 334/88 02 cn 88020105 S notice of 
dovipiion Specific rospenso to numerous Inccnsislenc os w/ procedures gar.cration 
package iden-iliod m procedure* slops ol omcrconcy oporai ng proceduros requosiod 
GALLOn V Reg on 1. 0(c ol Iho OiroCWr 88/04/14 SlEBER.J 0 Ouquosno Light 
Co 2pp 46268:125 45268 152 

-8804250312 Nosce ol doviaiion irem insp cn 080201-05 Doviaiion noiod. la lure to 
lof'ow NRC qpp;uvad procoditros gcnoranon packago 

• Rojo.* I. Oic of iho D.ioclor 68/04/14 2pp 45208 127 45268 128 

-8804 2 50315 Insp flopi 50-334/68 02 on 880201 05 Doviaiion nofod Major areas 
inspected keens oe con'orrranco lo NRC approved procedure gonctaVon package re 
dcvelopnionl & iirp'o.'nonfoson ol emeigoncy opo.at.ng procedures 
BISSETT.P. CUOlEY.N. ESELGROTH.P Region 1. Ole ol the C rector 08/04/13 
24pp 45268 120-45268:152 


R. Periodic operating reports & related correspondence 

8804060095 ' NPOES Monthly Dischargo Monitoring Repi lor Feb i088." W/ 880320 Hr. 
DRUCA.H.J Ouquesne Lighi Co 88/02/28 VARGA.S. Ollico ol Nucioar Reactor 
Begulaiion. Oitetfcr iPosl 870411) 2lpp, 45046 176-45048 106 

8804040056 ED.-wards monih*/ operaimg repis lo' Feb 1986 & revised monthly operat- 
ing r^f lor Jan 1988, con sising of revised uni shutdown & power reduction shecl. 
SlEBER.J O Duquesne light Co. 88/03/10. NRC • No Ooiai'od Allillaiion Given, ip 
44924 318 4492 V327 

-6803300320 Mo.'itlily oporallrg repis lor Fob 1988 
WINQER.M A Duqaesna Light Co 68/02/29 9pp. 44021 319-44921 326 

-8804040064 Revised monthly Operating rept lo: Jan 1988 
WINGF.n.M.A Ouqjesno U-ghl Co 88/01/31 Ip 44021.327-44921 327 

6804190038 Monthly operating ropts Icr Mat 1986 W/BB04I3 itr 
WINGEfl.M.A. SIEBER.J.O Ouquesno Light Co 88/03/31 lOpp 45206 237- 
452(16246 


S. Reportable occurrences, LERs & related correspondence 

8803380034 LER 83 002-00.on 8602l9joacior top on lo-fo steam generator levol oc- 
curred duo lo personnel orro'.Simulated level signals mseded into steam generator 
level Circu-try lo cCnLnue draining & leli'ing evolutions W/066318 Hr 
NOONAN.T P Ouquesne LlghlCo 80/03/18 4pp 44021:042-44921 045 

8804040221 lER 08 003 -00. on 880225.lnadverlenl start ol auxi'iary leodwaier pump 
occurred Caused by procedural daliclency in survei'ance test Procedure revised to 
transfer steam infol valve conlrol w/vaVes open.W/68032C Hr 
NOONAN.T P, Duquesne light Co 88/03/28, 5pp 45075 314-45075 318 

6804080060 LER 08-004 00 on 660303.lwo conta nmemi hi-hi pressure b'Stablos 
bypassed Caused fay procedure deiiCiency.Sistables returned lo svc,surveillaoce pro- 
codurcs rev sed ft review initialed W/8D0<i04 lu. 

NOONAN.T.P Ouquesne Light Co. 88/04/04 8pp 45098 183 45098 188 

8604130086 LER 88 00i-0i;on S80208.ste8m generator lubes plugged duO lo exces- 
sive deQ’adaVen Caused by cOld leg support piale ih-nn-ng.U-bend ciaCMng & hoi leg 
support olale damage. Degraded lubes preventively piu9ged.W/eS0404 Hr 
N<JONAN.7.P Duquesne Lighl Co 88/04/04. 6pp 45131 035-45131 040 


0004140186 Special root on 890309.lire pioieclo-n $yS lost d.d nol veiily ina/iual & aufo- 
inatic opeia'.crv ol ihiee C02 h'o oampeis as nsqured ty Tech Spec 
4 7 14 3 b 1 Com (luous pro waich posted imineriiatoly lor all elleclod areas 
NOONAN.T P Duquosno Light Co 08/04/08 Occiimnni Contro' Bra-nch (Oocun-.er| 
Conecl Desk) 2pp 45158 296 45150 297 


V. Operator Examinations 

8804250088 Responds lo FOiA request lor into re scores of reader opora'ors & senior 
reactor opetaicrs Fonwa.'ris reqiipiilicaiion oxam summary scurco sheets listed m end 
app w/pcrsonii* p.'ivacy 'hlo dcloiod 

GBIMSLEY.DH Division ol Rules S Records (Post 070413) 8B/04/10 BClEY.K 
Publ-c Cili/on's Critical Mass Energy Ptojocl. 2pa 45213 003-45213 095 

-8804250167 Package of NRC administered loqua'ilicabch oxam tesuils summary 
' NRC • No Dela-lcd Aliriat.o.T Given B//07/20 88pp 45213 007 45213 095 


DOCKET 50-33$ ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8604010061 Foiwards HiSp Hepts 50 3.35/88-05 & 50-389/88 05 on 880307-11 No vio 
latons or deviations nulcj. 

HF.ROT.A n nog on 2. Ole ol the Ditocio.' 80/03/24 CONWAY.W F Flo-cda Power & 
Light Co 2pp 45008 1 1 1 45000 123 

-8804010062 Insp Ropts 50-335/88 05 & 50 389/88 05 on 880307-1 1 No vio!ali0.n3 or 
Oeviatiens noted Majci areas inspecied t-re piolcci on/preveniien 
WISEMAN.gr.. CONLCN.T E Region 2. Olc ol Iho Dirocio.’. 88/03/21 lipp 
45C08 113-45008 123 

0804120174 Forwards Insp Repis 50 335/88 02 & 50-389/88 02 on 860208-12 & noHco 
ol v.o’alion.Nolico ol vio'al'oh & tepl details wiUitie'd (rol lOCFR2.79C(d) & 73 21) 
GRACE.J N Region 2, Olc of Iho Oitedor 88/04/04 WOOOY.C O Florida Power & 
Light Co 2pp 45132 150 45132 152 

-8804120176 rarliallv withheld Insp Repis 50 335/88-02 S 50-369/88 02 on 880208- 
l2 Violat ons noted Major areas inspccicd socuniy p'an.secunly orgamyai on.records & 
ropts.tesimg & maim, physical barriers.prolocled area & vital n’eas 
THOMPSON.O H . STANSBERRY.W W . MCGUIRE. O R Rogfon 2. Olc of Iho O rodor. 
00/04/04, Ip 45132 162-45132 152 

6604140297 Fonivards poriodc rept updating pop.ilation osamato lor area wiihin 10 
mites ol plant per Tech 6.9 19. Info will be mefudod in 1930 revs ol updalod 
FSAR Ropt also forwarded lo Stale ol FL Icr possible Incorporation m emergency 
pfan 

CONWAY .W F. Florida Power & Light Co 80/04/08. Oocumonl Conlrol Branch (OoCu- 
monl Control Desk). 44pp 4513l'12B-4513l'169 

8804160190 Forwards proposed Changes to Rov i2 lo physical socunty pfan ro miscol- 
lanaous amends & search rcquiromonis.Changes wilhho'd (ret 10CFR73 21). 
(^ONWAY.W.F. Florida Power 8 Light Co. 88/04/11. Oocumonl Control Branch (Dccu 
menl Control Desk) Ip 45238 29 f 45238 29 1 

8804150194 Forwards Rev 14 to physical socunty plan Rov does not decrease sale 
guards efieclivoness ol plan.Enci withheld (ret 10CFR73 21 & 2.760). 

CONWAY.W.F, Florida Power & Light Co 88/04/1 1. Document Control Branch (Oocu- 
m.enl Conlrol Desk). 2pp 45183 356 45103 360. 

6804200473 Partial response to FOlA roqjost ro fire protoclion Forwards App E 
documents App 0 & E documents available in PUR App F document completely with- 
held (rol FOIA Exomnllon 51 

GRIMSLEY.DH. Division of Ru'es & Records (Post 870413). 88/04/14. JONES.CR 
Afinallon Not ASS gned 5pp 45206 037-45206 043 

"6604200579 Advises thai Firo Protection Slecrmy Comm-tioe has recommundod mat 
each region make one tOCFRSO.App R-type insp lor each lacil-ty lo assess status ol 
comp'ianco w/ i6CFnS0.48 Program hsiea 

CO.NLON.T E Region 2. Olc Ot Ihe Director 04/11/06 HERD I. A R Region 2. Olc ol 
Iho Director 3pp 46206 176-45206:170 


0. Adjudicatory correspondencs 

8604110044 Advises that Martin County Conservalion Alliance voted to support recipient 
aclivily ol monitoring plani.Aliianco oxpecied to be teprosented at 880329 meeting In 
Jensen Beach.FL Sen/ed on 680407 

FILONOWICZ.J.C. Martin County Conservation Alliance. #288 6022 60/04/04. 
RICH.C. Aflihaiion Not Assigned Ip 45050:086 4S0S0 066 

8804200054 Forwards NRC analysis ol radioiog:cal consequences ol spsnl iuel pool 
bailing at Urvt t.per 680329 preheamxg conlererice w/ufal & NRC commiimem lo pro- 
vide sub] mat) Related correspondence. 

VOCLEk.B.H. Ass'slanl General Counsel lor Roarings. #208 6074 88/04/15 
RICH.C All I ol cn Nol Assigned Ip 45162.087-45162 087 

8804260049 Momorandum S order * C Rich admilUJd as party lo proceeemg Potitioner 
(jonienhons 3.4.6.B.0.II & 15 admilied.as am.ended Pariios dosiring lo invoke tiyb.'id 
hearing procedures should Mo request by 880506 Served on 080422 
COTTER.BP, BRIGhT.G.O. COLE.R.F. Alomc Safely and Licensing Board Panel. 
#283 6119 88/04/20. 34pp 46210,101 -45210 134 


J. Insurance & Indemnity Information 


6603390400 Discusses nuclear property insurance programs lor onsite property 
damage. 

CONWAY.W F. Florida Powor 6 I Ight Co 88/03/25 Documeiil Control Branch (Docu 
mont Conlrol Desk). 2pp 44967 243-44967.244 



DOCKETED ITEMS 113 


P. operating license stage documents & correspondence 

8803240456 Gene/ic Lit aa-06 to all powei loatiot iitonsoos & app'-items (o lerr-ova’ o1 
organiration cherts Ifom Tech Spec arfmlnistt alive control inqjirnmonis Sve list end 
MIhaCLIA r J Associale Director lor Projccis (Post Q704I t). 68/03/22 Consol dalco 
Edison Co ol New York. Inc 47pp 44972 10/-449/2-t53. 

8604070175 Forwards tonher progress re USI A.4e.GonoriC Lir 0/ 02. Vo.-.'calion ol 
Se.sm c Adequacy ol Mechanical Equ^pmeoi in Operating Hoaclors " Rosulls of silo 
specific valuo/impaci analyses in hand & meet wi'l bo scheduled 
CONWAY.W F Florida Power & Light Co 68/03/31 Document Control Brarch (Docu 
ment Control Desk) ip 45024 355'45024:355. 

6604110266 Forwards SEP & contractor rapt accepting uM re^onsos to Genenc Lii 83- 
28. "ATWS Item 2 1 (Part 2). Vendor Intorlaco Program • Reactor Tip Sys Conrpo 
nents '' 

TOURIGNY.EG Pioioct Oirectoiaie 11-2 88/04/01 CONWAY.W F Florida Power 8 
tight Co 2pp 45079 069 45079 085 

-6804110275 SER accoplrng util response to Generic Lir 63-20.ltom 2 1 (Pan 2) 

• Pro|Ocl O roctoiaie 11-2 80/04/01 3pp 46079 071-45079 085 

8804130333 Forwards Amend 02 to License DPH-67 a saloty ovaiuaion Amend in- 
creases max U 235 onnchmonl contained In unirrediated luol stored In now luet stor- 
age racks to 4 5 weight percent. 

TOuniGNYEG Pro|ecl Oirociorale 112 00/04/05 CONV/AY.W F Florida Powoi & 
LIgtilCo 2pp 45103 100-45103:207 

“8804130337 Amend 92 to License DPn'67.lncreaslng max U-235 enrichment con- 
tained In unirradialed firol stored In now (ucl storage racks to 4 5 weight percent 
BERKOW.H N Pio|OCI Oiroctorato 11-2 00/04/05 6pp 45103:200 45103 204 

-8804130340 Saloty evaluation simportlng Amend 02 to License OPR 07. 

Otiice ol Nuclear Reactor HegUaiion. Diroctor (Post 6704 it) 88/04/05 3pp 
45103 205-46103 207 

8004120332 Forwards odd-' into on proposed llconso amend ro boric acid concontiai-on 
reductlon.per NRC 060310 lotcon roquost 

CONWAY.W F. Florida Power & Light Co 00/04/06 Document Control Branch (Docu 
monl Control Desk) Bpp 45090 004 45090 091. 

8804080088 Generic Ltr 88 07 to power rooclor licensees & appicanis ro modilied en- 
forcement policy concerning 10CFR50.49. "Environ Oua'ificalion ot Eloctiical Equip- 
ment Important to Saloty lor Nucloar Power Plants.” Sve liSl oncl. 

MIRAOLIA.F j. Assodalu Diroctor tor Prolocts (Post 070411) 00/04/07 Consolidated 
Edison Co. ol New York. Inc. 49pp 45164-237-45164 205 

8304160135 Forwards response to 000223 request (ot addl Into re Generic Lit 80-06. 
"Hoacloi Coolan) V’ump Trip Cilteito.'’ CEN-260 revised lo doimo eny tola lo uso ol 
containment radiation a’arms as possible criteria (or tripp.tig second two pumps. 
CONWAY.W.F. Florida Powor & Lighl Co 08/04/1 1. Oocumoni Control Oranch (Docu- 
ment Control Desk). 8pp. 45163:348-45153;365. 

8804290070 Forwards snlety evaliiaHon supporting approval ol licensee Topical Ropi 
NTH G-6 & accopling proposed moihodology dosenbod In licensoo topical repl on 
PWR laiiico physics melhodology. 

lAlNAS.G.C. Assisloni Director lor Region II Reactors- 80/04/19. CONWAY, Y/F 
Florida Power & Light Co. 5pp. 45324:2 16-46324 245. 

-8804290076 Salely evaluation supporting licensoo use of RE TRAN computer code lor 
sys transient analyses S approv.ng licensoo topical tepi on PWR latlico physxs melh- 
odotogy- 

* Assistoni O reclor for Rog’-on II RoaclOIS. 80/04/10. 7pp. 45324:221-45324:245. 

8804290058 Forwards request lot aildl Info lo ATWS Horn 2.2 (Port 1) ol Generic Lit 03- 
26. Info requested with n 45 days of date of Hr In order to maintain rovfew schedule 
TOUflIGNY.E G Pro|ecl Oirectoralo 11-2. 08/04/22 CONWAY.W F Florida Powor & 
Light Co, 4pp, 45322 209-45322:212. 


a. Inspection reports, IE Bulletins 8 correapondance 

8804010061 Forwards Insp Ropis 50 335/08-05 & 50-389/00 05 on 080307-11 No vio- 
lations or deviations noted. 

HERDT.A.H. Region 2. Ofe ot the Director. 88/03/24. CONWAY.W.F. Florida Powor & 
Light Co 2pp 45008 It 1-45000: 123. 

-8804010062 Insp Repis 50-335/08 05 & S0-3B9/8B 05 on 080307- 1 1 No vio’alions or 
dev'iatlona ttotecl.Ma|Qc aroaa Inspected fire protectlon/preveniion 
WISEMAN.G R . CONLON.T.E. Region 2. Ofc ol the Director. 08/03/21 Mpp 
45008:1 13-45008:123 

6803210090 SuppI 1 to NRC Inlo NoUco 87-044. "Thimble Tube Thinning In Wesl'ng 
house Reactors " Sve list end 

ROSSt.C.E. Division ol Operailonal Events Assessment (Post 870411). 88/03/28 
Consolidated Edison Co. of New Yo/k, Inc. 12lpp 44995:120-44995 246 

8803220296 NRC Info Notice 88-010, "Malls Liconsoos Lack of Mgl Controls Over Li- 
censed Programs." Sve list oncl. 

CUNNINGHAM.R.E Division ol Industrial & Medical Nuclear Safety (Post 670729) 88/ 
03/28. Consolidated Edison Co. ol Now York, Inc. I08pp. 44995-247-44995:353. 

B8O4O6O301 Ack receipt of 680307 Hr Inlorming NRC ol stops taken to correct violations 
noted In Insp Repis 50-335/87-31 8 60-389/87-30 Impiomontallon ol corrective ac- 
tions will be examined during luturo Insp 

WILSON.B.A. Region 2. Ofc ot the Director. 88/03/28. CONWAY.W F. Flonda Power 
& Light Co. Ip. 45010:351-45010:351. 

8804120003 Ack lecelpl of 800321 Hr inlorming NRC ol slops taken lo correct violations 
noted In Insp Repis S0-33S/86-O8 & 50-389/89-07. 

HERDT.A.fl. Region 2, Ofc ot the Director. 88/04/04 CONWAY.W.F, Florida Power & 
Light Co tp, 45(35.204-45135 284. 

8804120174 Forwards Insp Repts 5O-33S/80 O2 & 50-389/88-02 on 880208-12 & notice 
of violation.Notice ot vIoiaHon & ropl details withheld (ref 10CFR2.760ld) & 73.21). 
GRACE. J N Region 2. Ole ol the Director. 80/04/04 WOODY.C.O Ftorlda Powor & 
Light Co. 2pp 46132:150-45132:152- 


-8804120176 Pathally w.thLold Insp Repts 50 335/88 02 8 50-339/88-02 on 890206- 
1 2 Vio!ai:ons noted Maicr areas inspected socunty pian.$ecuriiy org 8 ri 2 aiion,reco.‘ds 8 
repia.iestitiQ ft mamt. phys cat barr ers p-o*oc.ted area 8 vita^ areas 
TIIOMPSON.D It . STANSBERRY.W W . MCGUIRE.O R Reg'on 2. Olc ol the D rector 
88/04/04 tp 45132 152 45132.152 

8604010256 NRC Info Notice 06 Ot I. ' Poieni-ai Loss ol Motcr Coniro: Cir &/cr Sw.ich- 
boa'd Function Duo to Faulty Tie Bolts " Sve list oncl 

BOSSI.C E O.vis'on ol Opera! onal Events Assessment (Post 870411). 88/04/07. 
Consol dated Fa.Son Co of New York, Inc t24pp 45406 292-45407.051. 

6004060370 NRC Into Nebco 86 012. "Overgreas ng ot E'octiic Motcr Boar'ngs " Sve 
list on;i 

ROSSt.C.E Div.sion ol Cporebcna' Events Assessment (Post 8/04 it) 60/04/1? 
Censo'idated Ed.son Co. of New York. Inc. 133pp 45165.028-451 65. 150 

8B04200473 Partial rosponso to FOIA request re l.te pfOlocl:on Forwards App E 
documents App D & E docunonis avai'.ab'.o m POR App y documoni completely with 
he'd (ref FOIA Exompllcn 5) 

GHiMSlEY.OH Div.s on of Ru’es & Records (Post 870413) 89/04/14. JONES.CH 
AlliliatiSti Not Assigned 5pp 45206 037-45206 043. 

-8604200570 Adv.sns that Fire Protection Steen.-.g Ccmn-itieo has tecomir.endod that 
each region make onu lOCFRSO.App R-iypo insp for each facMty to assess status ot 
comp'ianco w/ tCCFRSO 48. Program Istod 

CONI O.N.T E Region 2, Ofc ot the C rector. 04/ 1 1 /06 HEHOT.A R Region 2. Ofc of 
the Oi-ocior 3pp 45206 176-45206 170 


R. Periodic operating repot la & rotated correspondence 


6604 160272 "Annual Radological Environ Operai-ng Ropl-Sl Lucie Plant Units i & 3 " 
W/0004tt Hr 

CONWAY.W F Florida Power 8 light Co 07/12/31 65pp 45207:317-45208 021 

6604220108 Fonwards monthly Operating ropis lor Ma> 1988 8 corrected Feb 1988 unit 
shutdowns 8 power red-jct ons repi lor Un ! 4. Co.'rected rept provides Info on oufage 
that was omiltod from or.g net repl 

CONWAY.W F. Florida Powof 8 Light Co 08/04/15. Decurronl Control B.-anch (Docu- 
tnenl Conlrcl Desk) ip 45216 192-/.5218 2IO 

-8804220074 Mo.nllily operal r-g repts lor Ma' 19QQ 
GRANT.NW Fio' da Power a Light Co 06/03/31 I6pp 45216105-45216 210 


S. Reportable occurrences, LERa i related correspondence 

6603290210 Spoc-al rept on 000314.3toam generator blowdown bldg exhaust nob'o gas 
radiation monitor tailed Caused by fated central processing unit processor 
board Portablo particu'alo.iodino & noblo gas monitor installed until new monitor m 
placo. 

CONWAY.W F Florida Power 8 Light Co 68/03/25, Document Control Branch (Oocu- 
mutil Control Desk) ?pp 44903-294.44003 295 


T. Hearing transcripts on non-antltrust matters 


8604010197 Transcript ol 880329 hearing In Jenson 0oach,FL.Pp 1-128. 

• Atomic Saloty and Licensng Board Penol 06/03/20. 134pp. 449l7;l66-440l7;30t. 


DOCKET 60-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Socurlly, medical, emergency S fire prolecllon plans 

3604060003 Forwards addl info clarifying proposed Change to NRC 67 1223 pliysical se 
curily plen.pbr 07Ci816 lelCOnEncI w'.tmriOid (tol 10CFR73.21 & 2 700(a)). 

MROCZKA.E J, Northeast Nucloar Energy Co. (subs, ol Northeast Utilities) 
MBOC^KA E.J. Northoost Utrillos 88/03/29 Document Conircl Branch (Document 
Control Desk) 2pp 45047 1 73 45047.174 

0804060142 Forwards SALP Repts 50-245/86 99 & 50-336/86-99 lor Juno 1986 - Doc 
t087.Utii sho-jid be prepared lo discuss assessments & any plans lo improve perform- 
ance 

RUSSELL.W.T. Region i. Ofc of the Director 88/03/20 MROCZKA.e J Northeast 
Nuclear Energy Co- (subs, ol Northeast Utilities) 2pp. 45045'325-45046.063. 

-8804080147 SALP Ropis 50-245/86-99 8 50-336/08 99 (or Juno 1966 - Dec 1967 
• Region I. Ofc of the D-rector. 88/02/25 9/pp. 45045 327-46046.063 

8804080268 Rev 3 lo omorgoncy plan Inmfemeniing procoduro (EPIP) Form 421 1-1, 
"Station Emoigoncy Organization Lead uncell Posil-on Managers." Rev 62 to EPtP 
form Index 8 880331 Hr oncl. 

MROCZKAEJ Nonhoast Nuclear Energy Co. (subs ol Northeast UH-t'es) 
MROCZKA.E J Nonhoast Utilitloa 60/O3/3f. 8pp 45123 289-46123:296 

8804260189 Forwards environ assessment & lindinqol no signiticani impact re B80Z29 
application lo' exemption from requirements of l0CFR50,App R. 

JAFFE.OH P«o;6Cl Oitectoiate 1-4. 88/04/05. MBOCZKA.E J Northaasl Nuclear 
Energy Co. (subs ol Northeast Ulifilles). 2pp 452 76,234 -4 52 76.230. 

-6604260194 Environ assossmonl & linding o( no slgnllicani impact ro exemption from 
requirements ol l0CFR50,App R concerning soparailon ot auxiliary leadwatar isolation 
valves.por 680229 request. 

STOLZ^J F. Project Directorate 1-4 88/04/08 3pp 45276 236 46270.236. 

8804200172 Forwards Insp Repl 50-336/88.06 on 80O2Oe-O32l.No violations 
noied.AUontion cs'led to control ol ovcrtinta Maim hot work performed w/o (ire 
walch.Licensee 860210 response to violation from Insp 50-336/87-25 adequate. 
QETTENHAUSEN.L. Region 1. Olc ol the Director. 88/04/13. MROCZKA.E J. North- 
east Nuclear Energy Co. (subs of Northeast UbTties). 2pp. 45221-065-45221-005. 



-M64»)0I»4 IMO Reel 50-336/83^ on 880208-0321 No wJanons nolad Majo^ 
eu-eas inspect prevKXAty fdont-W i;emj,plant opa'abons.siifveJiaftce.fadialion 

pfotactoo crf^aTsecuniy/ire okj 45,221 06S 

MCCABC.6 C Region 1. 6<C o( tfie DaeclOf 88/W/13 19pp- 4S22i 067-4 

M0425026/ For*a/ds ie<npo<^ cMom 10 pnysicat secorty plan to p/oiecied aroa 

mpS^KA^J^RwSbeRG WO Northeal! Nuciaaf Ene<^ Co (subs ol Northeast 
uK J Ncrtheas. Uonfes 88704/22. 5ocumen1 Control Branch 

(Oocumen.t Controt Desk) 2pp 45281 288-45281 287. 


H. 0«f>*ral correspoftOence 


8804070MI Comments supporting proposed rolo lOCFflSO re leakage testing of con- 
tainment to permit use ol rna$s pomi method as atternatn/o method lor calculating 
containment leakage rates Mass point me'hod mot a accutate lor sa'cwa^ reie^ 
MflOCZKA.EJ Conneclicut Y^ee Atomic Power Co 88703/31 CHILK.S-l Othce 
ol the Secretary of the Commisaioo 3pp 45021 184 45021 166 


I. Ftnanciai Informatfon 


830414(X}14 Forwards Corvtecticut Light 4 Power Co & Wesiein Massachusotis Electric 
Co •'A/vtuaJ fiept 1987." per lOCFRSO 7i(b) Noateasl Nuclear Energy Co financial 
rept will rx>l be available until on or about 8S0427 _ , 

GOGtiELMOF J Northeast UWrties 68/04/07. Office ol Nuclear Reactor Regulation, 
Oiredor|Post8704tlJ Ip 45122 337-45123 050 


>8804120265 Cotiocted page 6-19 01 Amorio 
omitted changa made by Amend 1 1 9 ^cnon. , 04 

• Pfolect Oireclorata 14 08/03/31. 2pp. 4 5000: 193-4 5009: 104 


Icu UIUUIIVV ur-n'Uw. 


8604 1201 S3 Submits correction lo Inadvertently asslgnod Amend 126 10 Liconso DPR 

;AfFE'oi‘'JS?'S««S'M' MBOCiKA.nj^ Nom.o.,. N-ua.. 
Energy Co (sub^ ol Notiheasl Utilities) 2pp. 46100 360 45100 361. 


8804080086 Genoric LIr 88-07 to power rooclof liconsooa & applicants ro modihod en 
forcen>erti po'icy concBfning l0wPR50.49. “Envwon Ounhncsiion of Glocincal 
monl fmporlant to Safoly to/ Nucloa/ Powef PJanIs '* Sve _ 

MIRAGLIA F j Associate Oiiecior lor ProjOCta (Post B704t 1) 08/04/07. Consol dat« 




8804120423 Forwards payment on Invoico tor costs incurred during NRC roviow ol Revs 

MR<>D2Ka!I' j* 5)nneciicot Yankee Atomic Powor Co. MROC2KA.E J Nortlieast Nu 
clear Energy Co (subs- ol Norihessi Uhlitios). MROCZKA.E.J- Noithoasi Utilities 681 
04/08 Ctocumenl Control Branch (Documoni Control Desk). 4pp 45091 001 
45001:004. 


8804200533 Advises lhal util plans to assess operational road-noss ol fiotocloal salot 
sys lo function under operational S analyzed accident conditiOns Asaossmonl progres 
Will use formal ol 871204 NRC Insp Manual Chapter 2SI6.App C as guide 
MflOCZKAEJ.. SEARS.C.F, Northeast Nocloar Energy Co (subs ol Norlhoasl Unii 
lias) MROCZKA.E J. Northeast UU'itlos 86/04/16 Document Control Branch (Oocu 
meni Control Desk) 2pp. 45238 292-45238:283. 


-88041*0017 ArtfiualPepl 1987 •' 

fOXBM ElLiSWB Connecticut ughl & Power (subs ol Northeast Uwuies) 
87/12/31 43pp 45122 338-45123 013 

-8804140022 * Armoat RepI 1987 * 

FOXBM. EtLiS.WB Western Massachusetts Eioctnc Co (subs ol Nonhoast Utili- 
ties) 87/12/31 31pp 45123020-45123 050 

8804250249 tnlorms that payment of Uhrd quarterly installment ol 1988 annual lee per 
10Cffll71 wSI be wueuansferred on 880*29 

MflOC2KA,E J Connecticvl Yarvkee Atomic Power Co MflOC2KA.E J. Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) MR(X;2KA.E.J Northeast Utilities 68/ 
04/18 Oocumenl (kmtrcH Branch (Document Conbol Desk). 2pp 45268 292- 
45258 293 


8804270231 Submits comments supporting proposed rule lo onsuto Uiol piosonco a 
NRC inspectors on power reactor sites sliould not bo announcorl lo liconssi 

K ersonne) Licensee (eels rule makes sense but not praciicablo. 

IROC2KA E J . SBARS.C F. Northeast Nucloar Energy Co (subs, of Norlhoasl Uti i 
lies) MROCZKA.E J Horthoasl UliliVes 08/04/10 Oockohng & Soivices Qrerveh 3pg 
45244:247-46244:249. 

8604290262 Advises lhal Tech Spec rev ro epecilic distanco for taking reclfahon ineas 
utemenls In areas whore dose rales oxcood t.OOO mrom/h will bo processed & sub 
milled lo NRC lo provide Improved & consieleni program on high rat/iaiion orons. 
MROC2KA.E J . ROMBERQ.W.O Northeast Nucloer Energy Co. (Subs, ol Northeas 
Utilities) MROCZKA.EJ. Northeast Ulilitlos. 86/04/22. Documoni Control Brand 
(Document Control Desk). 2pp. 45262:161-45282:182 


J. Itfsurance 8 indemnity InlormaUon 

8804070116 Notifies Commission ol amount of property insuranco coverage currently in 
force lor laoltues Types ol coverage & markets bsted. 

MROCZKA.E J Northeast Nuclear Energy Cio (subs ol Northeast Utilitres). 
MflOCZKA.E J Northeasl UWibes 88/93/30 WOOO.R Policy Oevelopmeni S Tech- 
mtaJ Support Branch (Posl 870411) 2pp 45022 092-45022093 


Q. Inspection reports, IE Bulletins & oorreapondence 


6804050376 Fomrards response to NRC 870728 roquosi lor addi into ro ubl response li 
IE Bulletin BS-003, "Motor-Operated Veivo Common Modo Failuros." 

MROCZKA.E J. Northeasl Nucloar Energy Co. (subs, ol Northeasl Ulilihcs) 
MRCXZKA.E.J Northeasl Utllilios. 67/09/04. noglon I, Oic ot Iho Oiroctor. 5pp 
45061: 149-45061; 163 


P. Operstlng license siege documents 8 correspondence 

8803080019 Forwards safety evaiuaboa approving capability of pnmaty sys safety & 
rehet valves S assoctaled block valves per TMI Acton item 11 01 (inclusions predicat- 
ed upon successful completion ol valve test program 

JAFf£.OH Protect Oveclorate 1-4 88/03/01 MROCZKA.EJ Northeasl Nuclear 
Energy (subs Of Northeast Utilities) 30pp 44633 19344633 222 

8803240426 Generic Hr 68-06 to all power reactor licensees 4 epplicaois to removal of 
org^abon -harts from Tech Spec admmisbative control requiremenls Sve list end 
miRAGLIA/J AssoraateOfoctorlofPtojecis (Post 870411) 88/03/22 Consolxlaied 
Edison Co ol New York. Inc 47pp, 449/2 107-44972 153 


6803910043 Responds to NRC Bullolin 88-001. '‘Oefecls In WosUnghouso Circuit Break 
ers " Two reactor trip breakers & two reactor trip bypass brokers sub) 10 bu'lotir 
used el MiHslone Unil 3 Main polo shall weld insps compleiod ^ 68022& 
MROCZKA.E.J. Connecticut Yankee Atomic Powor Co. MnOC 4 KA.E J. N-orltioast Nu 
clear Energy Co. (subs. Of Northeast Uliklles). MROC2KA.E.J. Norllioasl Ulilillos 88. 
03/25. RUSSELL.W.T. Region 1. Ofc ol tho Oireclor. 2pp. 44e84:l36-4400<1;137. 

8803310109 Advises that based on reevalualion ol Insp requiroments (or steam oenora 
tor sleeved tubes.lubes can bo reclasslflod as nonaosceptiblo lo plltmg & will be in 
spected lo 3% random sample. 

MROCZKA.E J. Northeasl Utilities. 06/03/25. Document Control Branch (Docotnon 
Control Desk) 2pp. 44996:082-44996:083. 


8804050317 Forwards Amend 127 to License DPR 65 8 safety evaluabon Amend re 
vises Teen Specs to dolele chlonne detection sys from Tech Spec 3/4 3 3 S & Table 
3 9-1 to reflecl mslallaticin ol new access door to spent fuel pool area 
JAFFE.OH Project Oirectoraia 14 88/03/28 MROCZKA.EJ Northeast Nucleai 
Energy Co (sobs, of Northeast Utilities) ?pp 44997 299-44997 312 

-8^050320 Amend 127 to License OPR-SS.revisioq Tech Specs lo deleie cWonne de 
Spec 3/4 3 36 A Table 39-1 to reflect insiallahon of new 
access door lo spent luel pool area. 

STOLZ.JF Project Direcforale M 88/03/28 9pp 44997 30144997 309 

-»^59322 ^tety Bva^boo supporting Amend 127 to License OPR 65 
44W 31(H4^3T2 Regulation. Oireclor (Post B704lf) 88/03/28 3pp 


0803210090 SuppI 1 to NRC Into Notice 87.044. "Thimblo Tubo Thinning In Wosdng 
houso ReactOfS." Sve list ancl. 

ROSSI.C.E. Division ol Operational Events Assassmeni (Post 870411)- 90/03/28 
Consolidated Edison Co. ol New York, Inc. 12lpp 44996:126-44095:246 

8803220286 NRC Into Notice 88-010, "Malls LicenseoS'Lack ol Mot Conlfota Over Li 
censed Ptograrris " Sve tisi one). 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 670729). 88 
03/28. Consolidaiod Edison Co. of New York. Inc lOSpp 44095 247-44995:363 

880413W25 Fotwetds Exam Repl 60-336/87 -310L atJmlnlsierod dutlng wh ol 8801 1 1 
GAlLp.R,M Region 1. Olo ot Iho Oiroewr. 68/03/28 MHOCZKA,E J. Northeast Nu 
clear Energy Co (subs of Northeast Utilities). 2pp 45l47:l59-45147-276 


1 , ^ lootnote limiting storage ol con- 

consdidaied spent fuel storage canisters 

^FE.OH Project ^Wtorate 1-4 88/03/31 MROCZKA.EJ. Northeast Nuclear 
Energy Co (sutw ol North^sl Uuities). 2pp 45077 349.45077 359. 

^ DPR-65.mod.f.ng Tech Spec 3 9 20 • SDem Fuel 

SSd '» '-ve consoil- 

STOLZJF Protect tVectorste W 68/03/31 <pp, 45077 351 45077:354 
-880^0178 ev^tion supporting Amend 128 to License DPR 65 
450^5^M^57 ‘P 

‘^ense OPR.«$ Amend changes Tech 
JAFFE.0 H Project Orectocato U-2 66/03/31. 2pp 45077 358 45077 359 

“ K^ate®ch^ madT^Ailieni^m®"®® 


L avovtwi vj# 


(Post 070411) 88/03/31. 3pp. 


-uoueuuzza txam Hopt 60-336/07-3101 on 800111-1 4, Exam I6au«».»lx 1 
alors 4 Iwo instant senior roaclor oporators passed exam. 

ESELGROTH.P.W. Region 1. Oto ol the Oiteotor. 88/03/25 1l4p 
4S>147: 161 •45147:2/6. 

60-246/86-99 & 60-336/86-90 for Juno tOBB - O, 
ance ' prepafed to discuss sssessaianiB A any plans to Improvs potion 

RUSSELL.W.T. Region 1, Ofc ol the Oiroctor. 88/03/29. MROCZKA.EJ. Notlhes 
Nucleaf tneigy Co (subs, ol Northeasl UTiliHes). 2pp. 46046:326-46046 063. 

50-245/86-99 & 50-336/66-99 for June 1986 • Dec 196 
Region 1, Ole ol the Director BS/02/26. 97pp. 46046:327-45046:083. 

**nol0d°*^* ^°*^*^^* 60-336/88-0i| or* 800202-08 No vlolalio 

0e/'O3/3l. MROC2KA.E.J. Northeast Nuci 
ar Energy Co. (subs, ol Northeasl UUlHies]. 2pp. 46017;81l-46017:2ie. 

~ TOtedMaffPr 5O-338/08.O4 pn 880202-08.No violeilons Of dowlalio 

test resulls eJXatlon Inlegraled leak rate lesUng & praflmina 

4W^7^'lf45oj7'2l8''^^^''’'^' *‘’® Director. 88/03/29. 6f 
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8BQ40tO2Se NRC tnfo Notice BB Ot I. ' Poieniial Loss ot Motor Control Cir &/or Switch- 
board Function Oue to Faulty Tie Bolts ” Svc I'St encl. 

noSSl.CE Division ol Oporattonal Evonts Assossmont (Post 870411). 66/04/07 
Conso'idaleU Edison Co. of New York. Inc 124pp. 45406292-45407:051 

8804060370 NRC Into Notice 66 012. "Ovoigroesing ol Electric Motor Bearings.’' Svc 
list orrcl 

ttOSSl.CE Division ot Operalior»al Events Assossmont (PosI 870411). 88/04/12. 
Consol-dated Edison Co. of Now York. Inc 1?3pp 45165.026 45165:150. 

8804200172 Forwards tnsp Rept SO-338/88 06 on 880208 0321 No violations 
noted Alicntion caiiod lo control ot ovortimo Maim hot work perfotmod w/o lirrj 
watch Liconsoo 880210 rusponso to violation from Irisp 50-336/87.25 adoquote. 

BGT TENHAUSEN.L Region 1. Ole ol Iho Director 80/04/13 MROCZKA.E J. North- 
east Nuclear Energy Co. (subs, ol Northeast Uliklies). 2pp 4622l.066-4522l;085. 

-8804200194 tnsp Rept 50-330/8006 on 880208-0321 No v.olafons notod Major 
areas inspoclod previously Idnnt-iiod iioms.plant operation3,8urvoi'iBnca.fadiaiion 
piotociion.phvsical secunty.liro proioction A review of poriodic ropis 
MCCABE. E C Region 1. Ole ol the Oiroclor 88/04/13 I9pp 4522 1 067-45221. 085 


R. Periodic operating reports & related correspondence 

6804130060 Monthly operating rept lor Mar 1980 W/0804O8 lit 
NERON.G . SCACE.se Northoasi Nuclear Energy Co. (suba ol Morlhoast Uni.lies) 
SCACE.S E Northeasi Utilities 80/03/31 5pp 45t29 167-45120161 


S. Reportable occurrences, LERs & related correspondence 

6804140370 PNO-I 88 040on 000408.duiing planned maneuver lo correct unldenlifiod 
pr-mary sys leakago.contiol rods CEA'44 A CEA-4 dropped into coio.Conleinmeni 
opened on 8B0409 lo Iduniily leakage Facility shut down in oxcess of 48 h 
RAYMOND.W. MCCABE. E . BETTENHAUSEN.L Region I. Ole ol Iho Oiroclor 86/ 
04/11 2pp 45168 325-45158:326 


V. Operator Examinallons 

8604010276 Informs ol senior roactor oporalor licensing oxams schedulod for 
080718.Facilily needs to send encl rel mail roquirometile (or teaclor/senior reactor 
operator liconsing oxams.by 060513 in order to meol schodulo. 

ESELGROTH.P W Region 1. Ole of lha Oiroclor. 80/03/24. MROCZKA.E.J North- 
east Nuclear Energy Co. (subs ol Northeast Utilities). tOpp. 45058.125-45058:134. 

B604 130225 Forwards Exam Rept 50-336/07-3101 administoied during wk ol 800111. 
GALLO.R.M. Region 1. Ofc of itio Oiroclor. 88/03/20. MROCZKA.E.J. Norllioasl Nu- 
clear Energy Co (subs, ol Noniieasi Uiililies). 2pp. 45147:159-45147 276 

-8804130229 Exam RepI 50-338/87-3 lOL on B801 1 1-14. Exam rosulls Six roactor oper- 
ators A two inslant senior roactor operators passed exam. 

SIIK.DM . ESELGROTH.P.W. Region 1. Ole ol Iho Oiroclor. 88/03/25 114pp, 
45147:161-45147:276 

8B04 130332 Advisos that llslod oporaiora & senior oporolors no longer maintain 
liccnsos.odoctivo on 86040 1 . 

SCACE.S E, Northoasi Nucloar Energy Co (subs, of Northoast Utilities) SCACE.S E 
Northeast Utilities. 88/04/06. Document Control Bianch (Document Control Desk), ip. 
45164 019 45164:019 
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F. Secur'it/, medical, emergency A tire protection plana 

8B03250168 Forwards draft Rov 0 lo IE Insp Procoduro 02412. ' Emetgoncy Response 
FaciLiies Appraisal " ERF appraisal will be conducted using loam approach per rec- 
ommoncied insp assignment mairicos in procoduro. 

COlllNS.D M Region 2, Ole ol the Difocior. 88/03/16. STEWAHT.WL. Virginia 
Power (Virginia Electric A Power Co). 39pp. 44914-228-44914 266. 

6B04050218 Forwards Exemption lo l0CFR50.App E.Sociion IV.F.2 re conduct of omor- 
goncy proparedness oxete'se lor facility In tosponse to 871009 llr.EHempllon lorweid- 
od to Ofc of FR tor publication. 

VAHGA.SA Division ol Roactor Pro)octs - l/ll (Post 870411). 88/03/28 
STEWART.W.L. Virginia Powor (Virginia EleCUic A Powor Co.). 2pp. 44997:109- 
44997:1)9 

-68040S0226 Exemption Irom requiromonts ot tOCFRSO. 12(a) re conduct ol exercise oi 
plant emergency plan In 1987 Underlying purpose of rogulation achieved through util 
response lo 870715 steam goneralor lubo rupture event. 

VAHGA,S A, Division ol Reaclor Prolocts • I/ll (Post 870411) 80/03/26 9pp 
44997:111-44907:119. 

8804070142 Forwards lirsi 1988 semiannual rev lo emergency response plan. Changes 
do not decreasa elfectiveness of plan A plan continues to meet stds ol 
IOCFR50.47(b) 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co.) 89/03/30. Document 
Control Branch (OocumenI Conirol Desk), ip. 45044:164-45044:164. 

8604140133 Advises that &80308 Rev 12 lo guard Iralnirtg A qualification plart consist- 
ont w/provislons ol l0CFR50.54(p) A acccepteble. 

CLINE.W 6 Region 2. Ole of the Director. 88/04/07. STEWART.W.L. Virg;r>la Power 
(Virginia Electric A Power Co ). 3pp. 45163:347-45163.349. 

8804200473 Partial response to FOIA request ro lire protoclIon Forwards App E 
documents App O A E documents available in POR.App F document completely with- 
held (rel FOIA Exemption 5). 

GHtMSLEY.O H. Division of Rules A Records (Post 6704)3). 68/04/14. JONES.CR. 
Alftliation Not Assigned. 6pp. 45206 037-45206:043. 

-8804200S79 Advises that Fire Protection Steering Committee has recommended that 
each region make one lOCFRSO.App R-type Insp for each facility (o assess status ot 
compliance w/ t0CFR50. 48. Program listea 

CONLON.T.E Region 2. Ofo olTha Director, B4/t1/06. HEH0T.A.R Region 2. Ofc ot 
Iho Dreclor. 3pp. 45206; 176-46206: 176. 


8804260004 Forwards insp RopIS 50-330/83-07 A 60 33 9 /8a 97 on 8fl032t-25 A notice 
Of violation. w/o notice ol vio'aiion 

CLINE.W E nGofon2. Ole ol me D rooler. 83/04/18 STEWART.W L Virginia Power 
(Virginia Eleclnc A Power Co.) 2pp. 45254:210-45254 221. 

-6804260006 Partia’iy withhold Physical Security Insp Repts 50-336/88 07 A 50-330/ 
88 07 on 000321-25 (rot 10CF (12 700(d) A 73 21) One violation A 0.'0 mspocto.' <0l- 
lowup itnm notcd.Major areas inspected security program audit A records A repis. 
MASNYK.O M. MCGUIRE.D R Region 2. Ofc of t»‘o Di-'oetor 06/04/13. Ip 
45254 221-45254 221 


I. Financial Information 

6604120382 Forwards iisied inlo ro Iconsee guaranieos ot paymonl ol doforrod 
premiums-including annual rept to Secu.'ities A Exchange Com nil ss ion lor 1967 A 
comparative staiemoni ol Income tor 3 months ended Dec 1006 A 1937 
STEWART.W.L Virginia Powor (Virgnla Efoctnc A Powor Co). 68/03/31 Document 
Control Branch (Document Control Dosk) 72pp 4509l;076.4500i;i4l. 


J. Insurartce A Indemnity Information 

8604120382 Forwards I sled inlo re liconsoo guaranloos ol payment ot deterred 
premums, including annual rept to SocuriLos A Exchange CommsSion (or 1987 A 
comparallve aialomonl ol income (cr 3 monll'ia eroded Dec 1086 A 1987. 
STEWART.W.L Virgin-a Power (Virgnla Efeclnc A Povrer Co). 80/03/31. Documonl 
Control Branch (Oocumont Control Dosk) 72np 45091:076-45091 14i. 


O. Advisory Commlllee on Reactor Safeguards reports A correspondence 

8604 130393 Comments on Wostmghouse arguments ro plant sioam generator tube 
tupluie.Wosiinyhouso unconvhcing'y explained Incidoni but arguments ro not oxpoct- 
ino simullanoous rupture ot many tubos seams reasonable 

CATTON.I. ACHS - Advisory Committee on Reactor Saloguards. 68/03/07. WARD.D 
ACns - Advisory Comm.ttae on Roactor Saloguards 6pp. 45i 1 7 292 45117 297 

8604140215 Submits summary ol aci-ons discussed at ACRS 335lh meeting on 660310- 
12 In W89h-rigion,0(j, including ACRS ropis/ rocom/riondalions.othor 
aclions.agroemonis.assignmonis A requests A future agenda 

KGHR.W. ACRS - Advisory Commiiteo on Roactor Safeguards 80/03/24, ZECH.L.W. 
Commissioners 4pp 45118 172-45118 175 


P. Operating llcertae stage documents A correspondence 

8804120046 Requosis that fmal ickol responso ro 071109 staff brief no on uM stoam 
encrator lubo rupture event be sent to Oiv of Engineering A Sys •och.'iology by 
801 tl Requesia lo Include 'UShao'' In concurrence page dstnbullon A lickoi 
number. 

NOnOERG.J. Division of Enginocring A Syslems Tecltnology (Post 870411). 07/12/ 
01. RICHARDSON. J . CHENO.C.V. Division ol Engineering A Syste.-ns Technology 
(Post 87041 1) 3pp 45100:339 45100 342 

8803100022 Forwards SER A technical ovaluahon rept accept-ng util rosponsus lo Go- 
rjoric Ltr 03-20. Hem 2 2 (Port 1). 'Equipment ClassHicaflon iProgrom for All Saloty- 
Helalod Compononis)." Schodulo (o> comploton of now llsling roquosied 
ENQLB.L. Pro.oct Directorate 11-2 68/03/04 STEWART.WL, Virgin q Powor (Virginia 
Elocirlo A Powor Co ). 4pp. 44661 243-44681:265. 

--0803100024 SER re utl 031 104 A 85020B rnsponsos lo Gonor-c LU 83-23. Item 2.2 1. 
"Equipment Classification (Program lor All Salety-Reiaiod Compononis.'* Rosponsos 
accopiabio. 

* NRC - No OeiailGd Alliiia Hon Given 68/03/94 /pp 44661-247-4466 1;285. 

6603240428 Genoric Ltr 88-06 to ail powor reacior liconsuos A appliconta ro removal ol 
organiratron charts Irom Tech Spoc admin slr olive control loquiremonts Svc llsl oncl. 
MlRAGLIA.F J Associalo Director lor Ptotecis (Post 870411) 88/03/22 Consotidatod 
Edison Co ol Now York. Inc. 47pp. 44972:107-44972. 163 

8604050344 Forwards Amends 07 A 84 to Licenses NPF-4 8 NPF-7. rospoctivoly A 
saloly evalu8tio.n Amonds modiiy Toch Spocs 4.0 1.1.3 A 4 8 2.3 2 re 6urvo.llanco ro 
ulremenis lor emergency d'osel gonoraiors A elation ballenos. 

NQLE.L.B. Project u.rociorate tl-2. 88/03/26. STEWART.W.L Vhgln-a Power (Virgin- 
ia Eloclric A Power Co.). 2pp. 44007 134-44097:166 

-8804050254 Amonds 97 A 84 la Licenses NFP-i A NPF-7.respoc(ively. modllylng 
Tech Specs 4 8. 113 A 4 0 232 ro survail'anco roquiromonts lor omorge.ncy d:esol 
generators A station ballenos 

BERKOW.H N Piojeci Dirocioialo 11-2 80/03/25 2lpp 44907:136-44O97:t56 

-6004060259 Saloly ovatuaiion supporting Amende 67 A 84 to Liconses NPF-4 A NPF- 
/.respectively. 

* Olilce oi Nuclear Reaclor Rogulation, Oiroclor (Post 87041 )> 38/03/25. 3pp. 
44997:157-44997:159. 

8604040070 Requests that NRC exorcise entorcamonl discretion re irnplemonlollon ol 
organizational changes unlil amends issuod.as result ol 880325 lolcon w/NRC to 
880317 request lor Tech Specs changes. 

STEWART.W.L. Virginia Powar (Virginia Electric A Power Co ). 33/03/20. Documor^l 
Conirol Branch (OocumenI Contrtjl Desk). 2pp. 45031:293-45031:204 

6804C50290 Forwards Arnends 96 A 85 to Licenses NPF-4 A NPF-7. rospoct.voly A 
safety evaluation Amends revise Tech Spec by placing hydrogen rocorr-b-net contain- 
ment tsolallon valves under adminislrabvo control. 

ENGLE.L.B. Project Directorate 11-2. 88/03/20 STEWART.W.L Virginia Power (Virgin- 
ia Electric A Power Co ). 2pp. 45028:108-45029 121 

-8804050301 Amends 98 A 65 to Licenses NPF-4 A NPF-7,respactivol/. revising Toch 
Spec by placing hydrogon rocombiner conlainmeni isolalion valves under edmtnlslro- 
liva control lo permit lunch onal testing. 

BERKOW.H-M. PlOjocI DUeciorate 11-2. 88/03/29. lOpp, 45029 100 450291 1 7. 
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-S9040S0302 Safely evaltialion Suppo/to^ Amends 06 & 65 lo licenses NPF-4 & NPF- 
7.(espccively. 

• 0“<ce of Wucica/ fieaclor RopufabOin, Direciof (Post 6704 II) 86/03/29. <pp. 
45029.118 45029 121 

e8040€034t App lication lof amends to Licenses NPF-4 i NPF-y.changing Tech Spec 
Tables 3 3-10 & 4.3-7 to incltido incwa thermocoupfes In accident monitoring 
inslrumenlation.per NtfRFQ 0/37.lfem II.F 2 & Generic LO 83'37.Fee paid. 
StEWART.W.L Virginia Power (ViroWa Efecinc t Power CoJ. 68/03/30 Docoment 
Coeliot Brarich (Oocumeni Control Desk). 3pp. 45034 060-45034 060. 


8803300328 Forwards •North Anna 2 Stoam Generator Tobo Faiiguo Evaluation & r©. 
medial Actions Ropl " & Rev 2 |o "North Anna Unit 1 070716 Steam Generator Tube 
Rupture Event Repl." in rosponso to NRC Compliance Bulletin 68-002. 
STEWART.W.L. Virginia Power (Virginia FJoctric & Power Co ). 80/03/24 Documem 
Control Branch (Document Control Oesk). 4pp 44d&3:031-449e4.0SB 

-8803300330 "North Anna 2 Steam Generator Tube Fatigue Evaluation 6 Romedia) Ac- 
tions Repl." 

' Wostinghoose Electric Co-rp. STD-7 2 2.1-8079. 88/03/16. 23pp 44663 085- 
44963:107. 


-88040802SQ Proposed Tech Specs Tables 3 3-10. ''Accident Monitoring Instrumenia 
ton" 6 4 3-7. "Accidant Monilonng Instixinventation Surveillance ReQuitemenls.'* 

* Virginia Power (Virginia Eleclrlc a Power Co) 88/03/30 dpp. 45034 083-45034 090. 

8804070358 Forwards safely evaluation acceplirig ui>i 340 131, 8505 10.0706 & 0B02 sub- 
nvittai /e cofiloffnance lo post-acckienl monitoring insl/virtenlallon guldalines of Reg 
Guide t,97. 

EnGLE.LB. PfO|ocl Oirectorate 11-2 88/03/31. STEWART.W.L. Virginia Power (Virgin- 
ia Electric a Power Co) ip 45043 260-45043 263. 

-6804P70368 Safely evefualion supporting uui subatiltafs re conformance (o- post acci- 
dent monilonng instnimenietion guldeurkas of Reg Guide 1.97. 

* Plowed Ovecioiate li 2. 68/03/31 3pp. 45043 261-46043 263 

-8605300376 "Conformance to Reg Guide l.97,Noirth Anna Power Station. Units I & 
2 .'* 

UOYJt C EC&G Idaho, me (subs ol EGSG, Inc.) FlN A 6483 EGQ-EA-6800 66/02/ 
26. NRC - No Oelailed Airihaiion Given 18pp 45043 264-45043.261. 

8804080097 Clarifies 871 109 appUcaihn lot amends to Licenses NPF-4 S NPF-7 to In- 
terire<faie rarigo neutron flux trip.Proposod rev efarifles modes In which monthly 
channel check reguired to vsnty that Petmisswes P 6 & P-10 In required stale. 
STEWART.W.L. Virgmsa Power (Virginia Electric 8. Power Co). 00/03/31. Oocuiront 
Control Branch (Document Control Desk). 2pp. 451 i6 266 451 16:269. 

—8804140428 Rev to proposed Tech Spec Table 4.3-1, "Reactor Trip Sys Instrumenia- 
tion Surveillance Reguirennents.*’ 

* Virginia Power (Virginia Electric & Power Co ). 88/03/31 2pp, 451 16268-451 10:269 

6B04060088 Genenc Lir 66-07 to power reactor licensees & applicants re modified en- 
lorcement policy concerning 10CFH50.49, "Environ Oualiricallon of Electrical Equip- 
ment lir-poriant to Safety lor Nuclear Power Plants,'" Sve list encl. 

MIRAGIIA.F J Associate Droctor tor Projects (Post 870411) 88/04/07. Cktnsolida led 
Edison Co of New Vork. tnc 49pp. 45tS4.237-45IM:265. 

8804130295 Notification ol 080406 meeting w/util In Rockvine.MD to discuss very low 
level radioactive concentrations on reverse osmosis sys used lo generate makeup 
water at plant 

ENGte.LB. Project Directorate 11-2. 88/04/07. MURLEY.T, SNIE2eK.j. 

MiHAGIIA,F NHC - No Detailed Adiliaiion Given 2pp. 45102.360-45102.361. 

8804150423 Forwards conecied Tech Spec Page 6-12 lor Amends 67 & 73 to Licenses 
t4PF-4 i NPE-A/especirvely & cotraiponding ovorlaal page. 

ENGIE.L B Proiect Directorate 11-2. 68/04/11 STEWfel.W.L. Virginia Power (Vlroin- 
ia Electric A Power Co ) Ip. 45 1 33; t66-45 1 33: 169. 

-8804160298 Conccted Tech Spec Page 6-12 to Amends 87 a 73 lo Licenses NPF-4 a 
WPF-7,raspec(ive^.revising audit of process a control program a impienvantmg proce- 
duies lor processing a packaging radwastes. 

' Project Oirecloralo ll-2. 66/04/11. 2pp. 45133:167-45133:169 


—$$03300334 Rev 2 to "North Anna Unit I 0747715 Steam Generator lube Rupture 
Event Repl." 

• Virginia Power (Virginia Electric a Power Co). 88/02/12. t60pp 44863 108- 
44964:05« 

8803210090 Suppl 1 to NRC inlo Notico 87-044, "ThImWo Tube Thinntog in Westing- 
house Reactors." Sve list oncl. 

ROSSI.C E Division o( Operational Events Assossmeni (Post 870411) 88/03/28 
ConsolkJalod Edison Co of Navv York. Inc I2tpp, 44095:126-44995:248. 

8803220296 NRC Into Nollco 60-010. ''Malls Licensoos LacK of Mgt Controls Over Li- 
censed Programs.'’ Sve list encl. 

CUNNINGHAM. R.E Division of Industrial 8 Medical Nuclear Safety (Post 870729) 88/ 
03/20. Consolidated Edison Co. of New Vryk. Inc. tOBpp. 44995247-44995.353. 

6804060433 Forwards corrected Page 2 lo Attachment 1 to util 670206 a 0522 ro- 
quesls for relief from various reguiremenls ol ASME Code Section XI lor first insoivice 
insp Interval lor unit. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co ). 68/03/30. Document 
Control Branch (Document Control Desk). 2pp 45010 221-45010:222. 

6804080353 Forwards Insp Repis 50-338/86 01 a 60.339/68 01 on 660116- 0223 a 
notice of viofation 

WILSON.a A Region 2. Olc of the Director 60/03/31. STEWART.W.L Virginia Power 
(Virginia Electric i Power Co ). 2pp. 45088:214-45008 231. 

-6904089257 Notice of Elation from Inao on B80 tie 0223 Vkitatlona natod.RCS level 
sandpipa scale Installed w/o p/ocedurai guidance a verlilcation to ensure proper in 
staliation a lailure lo loHow maini procedure reaulied in RCS leak. 

WILSON.B A Region 2. Ofc ol Ihe Director. 68/03/31. 2pp. 450&B:216-45098:217. 

-6804080269 Inap Repts 50-338/06-01 & 60-339/88 01 or» 880)18-0223. Violations 
noled Major areas inspected plant status, urrresolved Hems, licensee action on previ- 
ous enforcernani maiters.LER followup 8 review of Inspector followup Homs. 
CALDWELL, JL . KING.L P.. CANTRELL.F. Region 2. Olc ol the Director. 68/03/30 
I4pp 450Sa 218-45098:231. 

8804130189 Responds to IE ButlotIn 86 001. •'Delects In Wealinghoose Circuit Broak- 
ere." Station does not utilize Westinghouso Series OS circuit breakers. 

CRLIDJEN,O.S. Vlrgirtia Power (Virginia Elecidc & Power Co.) BB/O4/0S Document 
Control Branch (Document Control Desk). 3pp. 45122.203-46122:206. 

8804140013 Responds lo NRC 660314 lir le violations noted in Insp Repts &0-33e/88 
02 a 6O-339/88-O2.Sit0 ertgineering oic personnel rolnstrwcied In requirements lor 
completing formal supporting documentation re design catculallons 
CfluDEN.D.S. Virginia Power (Virginia Etacirlo & Power Co). 06/04/05 Document 
Control Branch (Document Control Desk). 3pp. 45147:316-45147:318 


8804190080 Forwards corrected Page 3/4 8-14 to Amends 97 a 64 lo Ucertses NPf-4 
& NPF-7.respectfvely .Amends modify surveillance requirements for emergency diesel 
generator a station batteries 

ENGLE.L8 Project Oirecloralo ll ^, 88/04/13 STEWART.W.L Virginia Power (Vlroin- 
ia Electric a Power <Jo). Ip. 45164:290-45184 293 

-6604190087 Corrected Page 3/4 8-14 to Amends 97 & 94 to Licenses NPF-4 a NPF- 
7.respecliveiy.AmBnds modify surveillance tequiremenla to emergency diesel genera- 
tor a station batlenes. 

’ Project Oitectorale 11-2 86/04/13. 3pp. 45164:291-45164:293 


8804280492 Forwards notico ol environ assessmani a finding ol no signllicanl Impact rs 
880303 requesi lor exemptiorr Itom t0CFfi50 55a(g)(4) to extend current lacililv 120- 
month insp Interval Irpm 880608 to 901 214. 

ENGLE.l.B. Project Directorate 112. 88/04/19. CRUOEN.OS. Virginia Power /Virginia 
Electric a Power Co ). ?pp. 45264:063-45284:068. ” 


$$04010266 NRC Info NoHco 8S-0t 1, "Potential Loss of Motor Control Cir A/or Switch- 
board Function Due to FauHy Tie Bolts." Svo list encl. 

ROSSI,C.E. Division of Opera lional Events Asaossment (Post 370411). 06/04/07. 
ConsoWaled Edison Co. ol New York. Ino. t24pp 45406-262.45407;OSt. 

8804130264 Responds to NRC 890306 Hr re violations noted In Insp Repts 60-338/87- 
30 & 50-339/B7-38.Correclivo actionarsteam flow channel instrument calibf proce- 
dures will be revised by B80430.Remll8 fee for cMl penalty. 

CRUDEN.DS. Virginia Power {Virginia Electric & Power Co). 80/04/07. Olc of En- 
forcement (Post 870413). Bpp. 46)38:020-45138:627 

8804060370 NHC Info Notice 68-012, "Overgreaslng oi Electric Motor Bearings." Sve 
list encl. 

ROSSI.C.F. tJivlslon of Opereffonal Events Assessment (Post 870411). 86/04/t2. 
Consolidated Edison Co. ol New York. Ino. t23pp. 45165.028-46165:160 


-8804280496 Notice Ol environ assessment & findi/»g ol no slgnilicant Impact re 880303 
application tor exempuon from )0CFa50.66a(g)(4) to allow common start dale of 
90»2M for inservide Insp S fe sling programs for Units I & 2. 

SILVEfl.H P/ojecI Directorate 11-2. 88/04/19. 4pp. 46264:066-45264 088 

O. Inspection reports, IE Butiatlnt A correspondence 

8M41 10298 Discusses Insp on 871120-1218 A forwards notice of violation * proposed 
Imposition of cMi penatty.insp Included review ol failure to place tnoperable steam 
flow chanr>els in trip and perform adequate post-maint testing 

Oiredtor 86/03/08. STEWART.W.L Virginia Power 
(Virginia Electric 4 Power Co). 4pp. 45128:120-46128,127. 

* pfoposed imposition of civil penalty In amount ol 
SIOO.^N^ompiiance noted :Unit 2 operated in Modes 1-3 wi})» Inoperable aleam 
flow channel fn slearn lines A 4 8 4 failure lo p^orin posl-malnt teal 
GRACE,JN. Region 2. Olc of the Director, 88^^708. 4)5p. 45128 124-45128; 127. 

Inap Pfocodura 82412. '‘Emefgencv Response 
Peciljlies Appi^alsai. ERF Bppf^s^} ba uafno laeni approach par tec- 

ommended Insp ass^nmenl matrices ki procedure. 

COLLIN&O.M Re^n 2, Olo of the DirTOlor, 86/03/16 STEWART.W L Virolnia 
Power (Virgil^ Electric A Power Cki.). 38pp. 44914:228-44914:266 " 

8^01(Wt« Confirms ^328 enforcement conference vr/utti In Region it ofo lo discuss 
Wp vtfoe operatMirty 4 boric at^ ptoe heat tracing issues. 

f Difector, 98/03/21, STEWART, W.L Virolnia Power 

nn-vntoFiectfic 4 Power Co). Ip. 45031:173-46031:173. 


8804200473 Parlial response to FOIA request re lire protection. Forwards App E 
documentaApp D 4 E documenis a valla Wo In PDH.App F docuntoni completely with 
held (rel FOiA Ekomntlon 61. 

QfllMSLEY.O.H Division of Rules 4 Records (Post 670413), 88/04/14. JONES.C R 
Alflllaijon Not Assigned 6pp. 46206;037-46206:043. 

— 08O^(X)B79 Advises that Fire Protection Steering Committee has recommended lhal 
each region make one lOCFflSO.App R-type Insp lor each (ecliliy lo assess status ol 
compliance w/ l0CFR60.48.ProgrBm tisled 

COl^ON.T.E. Region 2. Ofo ol The Director. 64/ 1 1/06 HERDT.A.n. Region 2. Olc ol 
Ihe D/eclor. 3pp. 45208:176-45208:17$. 


6804280004 Forwards Insp Repts 50-338/88-07 4 80-339/88-07 on 860321-26 4 notice 
Of vloiaiion.W/o notice ol violailor). 

CLINE, W.E. Region 2, Ofo ol the Direolpr, 86/04/18 STEWART.W.L. Vrgfnla Power 
(Virginia Eleolric & Power Co ). 2pp. 45264:219-45254:221. 

-8804280006 Partially withhald Physical Security Insp Repts 6O-338/08-O7 8 60-339/ 
86-07 on 860321-25 (rel 10CFR2,760(d) 4 73,21) One violation 4 one inspector tol- 
ln8pected;8eQgr«)r nrogram audit 4 records 4 repis. 
WCOLIIRe,D.H. Region 2. Olo of the Director. 88/04/13. Ip 
45254:22 1 -452&4;221 . 


Forwards notice of anWnpn aesesarneni 4 Bndioo of no sfgnificani fmpaci re 
880303 request for exernpUon from 10CFflB0.56afa}(4) lo eidend curroni teeffity 120- 
month Insp interval from 880606 to 801 214, 

m o' Direolorate ||.2. 88/04/1 9c CRUOEN.O.S, Virginia Power (Virginia 

Eleclrio 4 Power Co.). 2pp. 46284 ;063-46264;068. ' - « 
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-8804280496 No(>ca at environ sssossmoni & linking ot no s gnlficanl impact re 0BO303 
apaticalion tor exemption Irom IOCFR50.65a(Q)Ml to a'low comrnon start dale ot 
901214 tor in&ecvico irtsp & losling pragrams tor Units 1 & ?. 

SILVER,H Project Oiroctotalo li-3 08/04/ tO 4pp. 45264:065 45204:068. 

8S04360100 Responds to NRC 880308 Itr lo violations noted m Insp Repts SO 338/07. 
38 & 50 339/8/-38Correclivo actions station mat briotod on toqu remonia of 
tPCFR50.73 /a scope & conloni ot LEfls S mgt infervlows will bo conduclod as re- 

?;inUDEN.O.S Virgirtla Power (Virginia Electric & Power Co) 88/04/21. Otc el En- 
lotcement (Post 8704)3). Opp 45253.040-45253 048. 


V. Operator Examinations 

8004280038 Responds to FOIA request lor info re scores of reactor operators & senior 
reactor operators Forwards requetitication exam somtnary sou.’ce sheets listed in enci 
app vv/personai privacy into deleted 

GhIMSLEY.O.H. Oivison of Rules & Records (Post 870413) 86/04/)9 BOLEY.K 
Public Citizen’s Critical lAass Energy Project 2pp 452i3;C'03-462)3 095 

-0804250167 Package ot NRC adminlsiei ad requaiilicaiion exari) results Suntmary 
* NRC • No Detailed Aflilialion Given 87/07/20 88pp. 45213 007-45213:095 


R. Periodic operating reports & related correspondence 

8804070262 Summary of procedure changesjacilty changes & specal lost lor 1987 W/ 
88033 1 Ilf. 

SIEWART.W.L. Virginia Power (Viiginia Electric & Power Co). 07/12/31. i60pp 
45075:051-46075 2)0. 

8004160253 Monihly operating rep Is lor Mar 1 &8e.W/6804 1 4 Ur 
GARNER B.. CflUDbN.D.S. Viiginia Power (Vnginia Eloctrlc S Power Co.) 80/03/31 
15pp. 45208; 182-46208: 196 

S60426032S Comments on comparison review ot 1986 somianrual etfluenl release 
rept9.po/ 880311 roquosl.Perceni ol Toch Spec limit for total body dose rale lor (ourth 
quarter on Pago 7 changed liom 7.03E3% lo 7.63E-3%. 

CRLIDON.O.S. Virginia Power (Virginia Electric & Power Co). 88/04/20. TlCHLER.j. 
Btookhavon National Laboratory. ?pp. 45262 032- 452 82 051 

-6604260302 ' Elliuont & VVasie Disposal Anrrual Ropi lor 1966 “ 

• Virginia Power (Virginia Electric & Power Co.). 66/12/31. l&pp 45283 934- 
45282 051 


S. Reportable occurrences, LERa & related correspondence 


6803310163 LER B7 007-02.or) 679422.nHn suclion I rio iso'alod when MOV- 1701 
closed due to loss ol power to I20-von ac vital bus i-iil.Caused by blown lusoFuso 
replaced & vital bus I III iranslerred back lo normal power supply.W/880324 In. 
)IAnRELL.E.W. Virginia Power (Virginia Electric 8 Power Co.). 00/03/24. 3pp. 
4496) 343 44961:345 

66833)0337 LER 65 003-02 on e503l0.f.’ooding potential nol p/ewously 
evatu8fod.Con Crete wall will be construcied adjacent lo weal wall ol lurbino bldg Wall 
height sulDclont lo provont lloodmg abovo siiJ water max Hood level W/8 00324 Itr. 
HARRELL.E.W. Virginia Power (Virginia Electric & Power Od). BO/03/24. 3pp 
45028:032-45026,034. 

6604)90094 PNO-ll-88 022:on 080405.tow lovels ol rad oDCtiva mall detected in domin- 
eralizor beds tor plari) makeup water.Caused by concentrating oiled ol 
radionuclides.Llcensee cuitontly storing spont demineralize/ bads onsito until NRC ap- 
proval. 

KAULE.J, Region 2. Ole ot the Director. 88/04/08 ip. 45209 l73-45209:)73. 

6604130080 LER 88-0tl -00:00 8693 1 1. post mod lasllng not performed as required by 
two Tech SpoesCaused by inadoquacy ol original engineering work 
request.lnvasilaeiion perlormed to dolormino If valves been stroke lime (esied.VV/ 
680407 Itr. 

KANE.G.E. VirginiB Power (Virginia Elociric 4 Powor Co.). 88/04/07. 6pp. 45132 358- 
45132:361. 

SB041S0004 LER 68-0t2'00:on 8603I5.RIIR capability lost due to tailed solonoid oper- 
ated valve Caused by failure of conlalnmenl valve 1-CC-TV-1030 lo siroko close 
within iheroquirod itmo linui. Valve roluibishod ond 8trokod.W/880403 Ur. 

KANE.O E. Virginia Powor (Virginia Elociric & Power Co.). 86/04/08 5pp. 45165:109- 
45165:113. 


8604200195 LER 88-013-00. on 8803 IQ.tuf bine liip/roactor U'P occurred. Caused by 
oiecirohydraulic fluid coniiol sya malfunciion. Servo conirol valves for four governor 
valves replaced & tested s8ri8factori|y.W/880414 llr. 

KANE.G.E. Virginia Power (Wginia Elocbtc S Powor Co.). 88/04/14. 6pp. 452)5 319- 
452)5-323. 

8804300432 lER 83 01 5 00 on 660322.discovered that BHR pumps nol losted during 
steam generator tube rupture outage. Caused by administrative error .Sfatlon cfevlalion 
rapt submitted to re^onsible depl lo reschedule missed tast W/e804t4 itr. 

KANE.G.E, Vtiginia Power (Virginia Elociric & Power Co ). 88/04/14. 4pp. 45239:115- 
45239:118. , n' 


8804220214 Forwards LER 36-017-00 collecting ropl numbor.LER re personnel air lock 
submilled on 860315 should have rent number changed lo LER-N 1-88-01 7-00. 
KANE.G E. Virginia Power (Virginia Elociric & Power Co ). 88/04/14. DiKurnent Con- 
trol Branch (Oocumonl Control Desk). 2pp 45236:048-45238 065. 

-8804320237 LER BB 017 00 on 8B02)6.discovered that emergency oqual-zing valves 
tor containment isolation inner air lock escape doors had not been adequafaiy leak 
lesledCaused by incorrect procedure Emoigency oqualrzlng valves tosteaW/860414 

llr. 

KANE.GE. Virginia Power (Virginia Electric & Powor Co). 88/04/14, 5pp. 45236 051- 
45238 055. 

8804250030 LER 87 01 7-01 ion 8707 IS.rs actor manually tripped due lo Indication ol 
sioam generator tube rupture In steam genefetor C.Cause of lube rupture under invss- 
tigalton. Cooldown 4 depressurization of RCS conducted W/880414 lit. 

KANE.Q.E. Virginia Power (Virginia Electric a Power Co.). 88/04/14. 4pp, 45281:287. 


8804250035 t.EH 07-02 1-0 lion 6 7QB 11, discovered lhal environ seals on sensor necks 
ol salely iniection accumulator tank pressure transmiliars broken during inaietisHon In 
May 19s7. transmilters removed & sensor necks resea)od.W/e604 14 1u, 

KANE,G,E. Virginia Power (Virginia Electric & Power Co.). 88/04/14. 4pp- 45237:170- 


8804200438 LER 88 -01 4 -00 on &80318.feacior trip occurred due to steam generator C 
nanow range level decreasing lo 25% whlia Channol IV sloatn bistable in t/ip Caused 
ty teilufB to maintain level above 25%.Level reaiored.W/Ba04l6 Itr. 

KANE.G.E. Virginia Power (Virginia Elecirlo 4 Power Co.). 80/04/16. 6pp. 46235; 162- 
45235:166. 
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F. Security, medical, emergency & fire protection plans 


8803260166 Forwards d'eft Rev 8 lo IE Insp Procedure 62412. ’Emergenev Response 
Facilities Appraisal." ERF appraisal will be conduclod using team approach per rec- 
ominendod Insp essignrnenl nielncos in procedure. 

COLLINS.DM. Region 2. Ofc ol the Oiroclot. 88/03/16 STEWART W I Virginia 
Power (Virginia Elecirlc 4 Power Co ) 39pp 44914 228 44914 266 

60040513216 Forwards Exemption to lOCFRSO.App E.Seclion IV F.2 re conduct ot emer- 
gency preparedness exercise lor facility In response to 871009 III Exemption lorward- 
od to Ole ol FR tor publication. 

VARGA,S.A Division of Reactor Projocls • l/ll (Post B704II). 88/03/28. 
STEWABT.Wl, Virgiti'a Powor (Vi/ginia Elocl/lo 4 Power Co) ?pd 44997109- 
44997:119. 

-8804050226 Exemption from roquliemenls ol lOCFRso 12(a) re conduct ol exerc ae ol 
plant emergency plan in l987.Uaderlyirig puiposa ol regulation achieved through uM 
fosponso to 670715 steam generator tube rupture event. 

VARGA.S.A. Division of fleaclor Projects - I/ll (Post 87041)) 88/03/28. Bpp 
44997:1 11-44997:110. 

S804070I42 Fqiwards first 1988 semiannual rev to emergency response plan Changes 
do nol decrease effectiveness of plan 4 plan continues to meet stds el 
l0CFn50.47(b) 

STEWABT.W L Virginia Power (Virginia Electric 8 Power Co ) 80/03/30 Oocumerj 
Control Branch (Documeni Control Desk), ip, 45044 104 45044 164 

8804)40)33 Advises that 680308 Rev 12 to guard (raining 4 qualilicaiion plan cons-st- 
enl w/provislorts ol )0CFR50 64(p) & acccoplable 

CLINE.W E Region 2. Ote ol tho Direcior. 88/04/07. SIEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp 46163 347-45163 349. 

8S04200473 Partial response lo FOIA request re lire prolecUonForwaids App E 
documents App 0 & E documents avaHabto in POR.App F document completely with- 
ho'd (ref FOIA Exemption 5). 

6H1MSLEY.D.H. Division of Rules & Records (Posi 870413). BB/04/14. JONES.C R 
Alfiilation Not Assigned. 6pp 45206:037-45206043. 

-6804200579 Advises that Fire PfoiecliOO Steering Committee has recommended that 
each region maVo one lOCFRSO.App R type Insp lor each facility lo assess status ol 
compliance v*/ IOCFB50 48 Proeiam listed 

CONtON.T.E Region 2. Ole ol the Oiroclot. B4/I1/06 HEflDT.A R Region 2. Ole ot 
IhO Direcior. 3pp 45206; 1 76-45208 ) 76 

8804260004 Fonvards Insp Repis 50-338/88-07 & 50-339/68 07 on 680321 25 & notico 
ol vlolalion.W/0 notico ol vloialion. 

CLINE.W.E. Reg on 2. Ole ol the Director. 88/04/t6. STEWABT.WL Virginia Powor 
(Virginia Electric 8 Power Co). 2pp 45254-219-45254 221. 

-0804380006 Pertietly withheCd Physical Security Insp Repts 50-338/86-07 & 50-339/ 
88 07 on 860321-25 (ref l0CFR2.790(d) & 73 2l)One violation & one Inspector lot- 
towup item noted.Major areas Inspected: security program auo 1 4 records & repts 
MASNYK.O.M. Region 2. Olc ol the Olractoi 88/04/^13 ip. 45254 221-45254:221. 


(. Finenofaf Infoimaflon 


8804120382 Forwards listed mfo re licensee guarantees ol paymeni ol delaired, 
pretriiums, Including annual repi to Securities a Exchange Commission lor 1987 S 
comparailva stalomenl of Income for 3 months ended Oec 1966 & 1367. 
STEWAHT.W.L. Virginia Power (Virginia Electric & Power Co). 88/03/31, Document 
Conirol Branch (Documeni Control Desk). 72pp 45091:076 45091:141 . 


d. Inauranco 5 Indemnity Information 

88041203B2 Forwards listed into re licensee guarantees ot payment of deterred 
prsmhim3,incfuding annual repl lo SaourKiee & Exchange Commission for 1987 A 
comparaitve siaiemen) of Income for 3 rnonihs ended Dec 1988 8 1067. 
STEwART.W.L. Virginia Power (V/irginla Eleolilo & Power Col. 88/03/3). Documeni 
Control Branch (Document Control Desk). 72pp. 45001.078-45091:141. 


O. Advlaory CommlttM on Reactor Safeguard a raporta A correspondence 

0004130393 Comments on Wesiinghousa arguments re plant siea/n generaior tube 
rupture.Wesiinghouse unconvlticlngly explained Incident but ergumanls re not expect- 
ing sirxtultaneous rupture ol many tubes seems reasonable. 

CATTON.I. ACRS • Advisory Commiltae on Reactor Safeguards. 68/03/07. WARO.O. 
ACRS • Advisory Committee on Reactor Safeguards 6pp. 451 17:292-451 17:297. 

8804140215 Submits svmmaiy o( actions discussed al ACRS 335th rneekng on 080310- 
12 in Washington, OC, Including ACRS repts/ recommandations, other 

actions.agreementa.assionments S requests A future agenda. 

KERR.VV. ACRS - Advisory CommlWee on Reoctor Safeguards. 86/03/24. 2ECH.I.W. 
Commissioners. 4pp. 45110:172-451 18:176. 


Ilo iicmo 


P. Op«fa»ng ticense alage dottfmeois A correeponclence 

Mt>4 120048 Requests that fmai ticket response re 87ti09 slatt h/ielmo on util slea^ 
oeeoralOf luite rupture event bo sent ta Ofv ol Er>ginoenog A Sys Techno'ogv by 
8601 1 1 Requests to include *LShao*‘ m concurrence page dismbulion 8 ticket 
Aufnbcf . 

NORBERGJ. Drvision ol Erifiineenng & Systems Technology (PosI e704n) 87/12/ 
01 fllCHAROSOWJ., CM£«G,C.V uivis.on ol Engneoni'g S Systoms Technology 
(Post 87041 1). 3pp 45lOO-339-45tOO 342 

6803lt>0022 Forwards SER & technical ova'ua'jon lepl acceplirq u"..! tesponses to Go 
neric Iti 83-28.ltem 2 2 (Part I). ‘Equipinonl Classdcabon (Program lor A;i Safety- 
Related Components) ” Schedule for compievon ol now Using roquesied. 

ENGIE L Pfoleci D<recloralo 11-2 88/03/04. STEWART.W L Virginia Power (Vefginia 
Electric 8 Power Co) 4pp 44661 243-44661 265 

-8803 100024 SER re ubi 83i 104 8 850209 responses to Generic ttr 83-28. Item 2 2 i. 
■Equipment CfassTicaton (Program for Ail Safety-Retaied Components" Responses 
acceptable. 

• NRC • No Dolailed AHif-ation Given 68/03/04 7pp. 44661 247-44651 265 

8803240426 Oenoric Llr 86 06 to ail power roaclor licensees 8 applicants to lemovatot 
organaation charta Irom Tech Spec administraive conuoi requirements Sve list end 
MIRAGLIA F J Associate Director lor Projects (PosI 6704 1 1). 66/03/22. Consol dated 
Edison Co ol New /ork. Inc 47pp 44972,107-44972 153 

8804050244 forwards Amends 97 8 84 to Ucensos NPF-4 S NPF-7. respectively & 
salely evaluation Amonds rnodily Tech Specs 4 6 1. 1.3 8 4 8 2 3.2 re soArS'l’anca re- 
quirements lor emergency diesel generators 8 sfalion batleries 
ENGLE.U B Project Oirecioialo 11-2 68/03/25 STEWART.W.U Virginia Power (Virg n- 
ia Electric & Power Co.) 2pp 44997 134-44997.159 

-8804050259 Salely evaluation supporting Amends 97 & 84 I o Licenses NPP-4 & NPF- 
7,respecUvo?y, 

• Office ol Nuclear Reader Reguialon. Director (Post 870411) 88/03/26, 3pp. 
44997.157-4499 7:159 

8804040070 Requests that NRC ererctse entorcement discretion re implemeniaUon ol 
organi;atiattai changes until amends issuer!. as result of 680325 tefcon w/NRC re 
880317 request lor Tech Specs changes 

STEWART.W L. Virginia Power (Virginia Electric 8 Power Co ) 68/03/28. Document 
(Control Branch (Document Control Desk). 2pp 45031:203-45031:294. 

8804050299 Forwards Amends 98 8 85 to Uceriises NPF-4 & NPF-7. respectively 8 
salely evaluation Amertds rovtse Tech Spec by placing hydrogen recombmer contain- 
menl isolation valves under administrative control 

ENGLE.LB Project Directorate 11-2 83/03/29, STEWART.WL Virginia Power (Virgin- 
ia Electric A Power Co) 2pp. 45029 106-45029 1 2t 

—8604050301 Amends 03 8 85 to Licenses NPF-4 & NPf -/.respectively, revising Tech 
Spec by placing hydrogen recombiner coniamment isolation valves under adm nlsfra- 
livo control to perrnii funcuorval lestirig 

BERKOW.HN. Prelect Direclorato 11-2. 88/03/29 10pp. 45029; 108-45029; It 7. 

“8804&50302 Safely evaluatioh supporting Amends 98 & 85 lo Licenses NPF -4 & NPF- 
/.rospeclivefy 

• Office ol Nuclear Reactor Reguiaiion. Director (Post 870411). 8B/03/29 4pp 
45029:118 45029 121 


8804060248 Amilealion for amends to Licenses NPF 4 & NPF- 7.c hanging Tech Spec 
Tables 3 3-10 & 4 3-7 to includa incoie ihermocouples in eccioant rnonitohng 
lnstrumentaiion.per NUnEG-0737.ltem li F 2 8 Generic Ltr 83-37 Fee paid 
STEWART. W.L Virginia Power {Viigima Electric & Power Co ) 88/03/30. Oocumenl 
Control Branch (Document Control Desk) 3pp. 45034 080-45034 090. 

—8804960250 Proposed Tech Specs Tables 3 3-10. '"Accidoni Moniiohng Irrsiruinonte- 
liOh" 8 4 3-7. •'Accident Monitoring Irssirumentation Surveillance RequuemeAts '* 

• Virginia Power (Vugmia Elecinc 8 Power Co ) 88/03/30 Bpp 45034 083 45034 090 

8804070268 Forwards safely evaluation accepung ulil 840131.650510.0705 A 0802 sub- 
mittal 10 coitlonnance to posl-accideni monitoring instrumentation guldalinos ol Req 
Guide 1.97. 

ENGLE.LB. Project Direcioiale 11-2 88/03/31. STEWART.W L Virginia Power (Virgin- 
ia Electric A Power Co ). tp. 45043:260-45043:263. 


-8804070269 Salely evaluatioiy supporting util submittals re cortformanco to pesi-acci- 
dent monitortttg insuumentatiori guidelines ol Reg Guide 1 97 
' Project Oirectorale It -2. 68/03/31 3pp 45043 261-45043 263. 

-^5300376 ''ConlorinarKe to Reg Guide I 97.Nonh Anna Power Siaiiort. Units 1 A 

UOY.A.C EG8G Idaho. Inc. {subs ol EG8G. Inc ). FiN A 6483. EGG EA-6800. 86/02/ 
28 NRC - No Detailed Affiliation Given. i8pp. 45043.264-45043 281. 

8804080097 Clarifies 871109 application lor amends lo Licenses NPf-4 A NPF-7 re In- 
larmediale range neutron ffux trip Proposed rev clanlies modes in which morythiv 
channel check required to verify that Permissives P-6 A P-IO In required state 
STEWART.WL. Sfliginta Power (Virginia Electric & Power Co). 68/03/31. Documoni 
Control Brarveh (Document Control Desk), 2pp 45116 266-451 16:269. 

-8804140428 Rev lo proposed Tech Spec Table 4 31. • Reactor Tpp Sys Instrumenta- 
tion Surveillance fleqi/irenvents.” 

' Virginia Power (Virginia Electric A Power Co.). 88/03/31 2pp. 451 16:268 45 1 16:269 

8M4080086 Generic Ltr 68 07 lo powei roaclor licensees A applicants re modiliod on- 
lorcemenl policy concerning tOCFH50 4e, 'Environ Ouaiilical-on ol Electrical Eouio- 
menl Important to Salely for Nuclear Power Plants •• Sve list anci 
M(RAGyA,F.J Assoclalo Director for Protects (Post 870411) 83/04/07 Consolidated 
Edison Co. ol New Yotk. Inc, 49pp. 45184.237-45164:265 

88041 M29S Notification ol 880406 meeting w/ubi in Rockville, MO to dacuss varv low 
level radioactivo concentrations on reverse osmosis sys used lo generate makeup 
Wdi9r at pidnt ^ 

ENGLE.LB. Project Directorate 11-2, 68/04/07. MURIEV'T SNIEZFiC i 

MIBAQLIA.F . NRC • No Detailed Afhtialion Given. 2pp. 451 02:36(>-45 102.361 


6804151)422 Kotwaids corrected Tech Spec Pago 6-12 lor Amends 07 & 73 to Licenses 
NPF-4 A NPF- 7, respectively A corresponding overloal page. 

ENGIE.L.B Pfojoct D-recloraie 11-2 08/04/11. STEWART.W L Virginia Power (Virgm. 
ie Electric A Power Co.) tp 45133:166-451 33' 1 69 


-8804180208 Co'iected Tech Spec Page 6 12 to Amends 87 A 73 to Licenses NPF 4 & 
NPF-7.fespect.vDly.iev.shg audi of process A control program A imptemonimg prcce 
duros tor p.'ocossing A packaging radwastos. 

■ Project Drectoiete 11-2 88/04/11. 2pp. 45133:167-45133.169. 


6804190069 Forwards corrected Pago 3/46-14 to /Lmends 97 A 64 lo LiCQ/ises NPF -4 
A KPF-7.respociivdly Amends modily survoi'lanco roquiromonis for emergency diesel 
generator A stallon batteries 

ENGLE.L 8. Project Directorate 11-2. 88/04/13 STEWART.W L Virgin a Power (Virgin- 
ia Electric A Power Co ) tp 45164.290-45164 293. 


-8804190087 Corrected Page 3/4 8-14 lo Amends 97 A 84 lo Licenses NPF 4 A NPF- 
7.respeclivoly Amends modify su'voFianco requ-tomonts to omorgoncy diesel genera 
(or A station batteries. 

• Project DiroctoraW 11-2 88/04/13. 3pp 45164 291-45164 293. 


O. Inapecllon reports, IE Bulletins A correapondence 

8803250166 Foiwards drali Rev B lo IE Insp Procodufo 92412. ••Emergency Response 
Fac-lilies Appraise!. " ERF appraisal will be conducted using team approach per rec- 
ommonUed insp assignment matrices m procoduro. 

COILINS.D M Region 2. Die of the Director. 08/03/10, STEWART.W L Virgin a 
Power (Virginia Electnc A Power Co ) 36pp. 44914 228-44914:286. 

8604010019 Conliims 060328 onlorcomont conloronce w/util in Rcigion II ofc to discuss 
trip va'ue opoiabl.ly A boric acd pipe heat tiacing rssuos 

GRACE.JN. Region 2. Ole of the Uirocior 86/03/21 STEWART.W L Virginia Power 
(Viig nia Electric A Power Co ), tp 45031:173-46031:173. 

8603300320 Forwards •'North Anna 2 Stoam Generator Tuba Fatigue Evaluation A Re- 
medial Actions Repf* A Rov 2 lo "Nonti Anna Unit 1 070715 Stoflm Generator Tube 
Rupluro Event Root." in response lo NRC Compliance Bullolin 88-002. 
STEWART.W.L. Virginia Power (Virginia Efocltic A Power Co). 80/03/24 Oocumenl 
Co.’sirol Branch (Oocumenl Control Desk). 4pp 44963:061 44064.058. 

-8803300330 North Anna 2 Steam Generatoi Tubo Fatiguo Evaluation A Remedial Ac- 
tions Rept.'^ 

• Wesifnghouse Clecuic Corp STO-7.2 2.1 8079 88/03/16 23pp 44963085 
44963 107, 


6803210090 SvppI 1 to NRC Into Notice 67-044, ••Thimbto Tubo Th'nnmg In Wasting 
house Reactors ” Sve Tst onci 

ROSSi.CE Oiv.s'oo of Oporatlonal Bvonia Assessmont (Post 870411) 88/03/28 
Conso'idaied Edison Co. oi New York. Inc t2lpp 44095 126 44995:246. 

SS03220296 NRC Into Notice 88-010. •'Malls Licensees. Lack ol Mgl Controls Dvor Li- 
censed Piogcems " Sve list encl. 

CUNNINGHAM.R E 0 vision of Industrial A Modical Nuclear Safely (Post 870729) 88/ 
03/28. Consolidated Edison Co ol Now York. Inc. I06pp. 44995:24 7-44995 353 

8804080252 Forwards ’•Supplemantal Irsservice Insp Ropl." Supplomontai ropi includos 
repair A r^lacemenl mlo A related addi NOEs 

STEWARLW.L. Virginia Power (Virginia Electric A Power Co). 86/03/31. Documoni 
Control Branch (Documoni Control Oosk) ip. 45092:133-45002:192 

—8604080255 ••Supplemental Inserv-co Insp Ropf 
STEWART.WL, Virginia Power (Virginia Elocinc A Pomor Co). 68/03/31. 46pp 
45002:134-45092 192. 


8804080263 Forwards Insp Repls 50-336/86-01 A 50-339/88-01 on 660116- 0223 A 
not ce oi v-o'stion 

WILSON.B A Region 2. Ole ol iho Oireclor. 88/03/31 STEWART.W L Vligin-a Power 
(Virginia Eloctric S Power Co ) 2pp 45098:214 45098:231 

— 88040B02S7 Notice ol violation ftoa* insp on 8801 16-0223 Vlolattens noted RCS level 
sandp.pe scale insiaHad w/o piocaduial guidance A variftcation to ensure proper in 
siailation 8 lailuio lo lol'ow main! procedure resulted In RCS leak. 

WILSON.O A Region 2. Ole ol Iho Oitoctor 88/03/31, 2pp 45098:216 45098 217. 

-8804080259 Insp Rapts 50-338/88 0) A 50-339/88-01 on 800116-0223 Violations 
noted. Major areas inspoc(ed:planl status, unresolved item8,ticensee aefion on previ- 
ous enlercemeni matters.LER followup A review ol Inspector toUowup items. 
CALDWELL.JL. KING.LP . CANTRd.l..F Roglon 2. Ole ol Iho D-roctor 88/03/30 
14pp. 45098:218-45098:231 

8804130169 Responds to IE Bullolin 68-001. "Oolocis its Wesfinghouse Circuit Break- 
Station does nol uti'i?© Westinghouso Series DS circuit broakors 
CHUDEN.D.S Virginia Power (Virginia Electric A Powor Co) 88/04/05. Oocumonl 
Cohirot Branch (Oocajmem Control Desk) 3pp. 45122 203-45122 205. 

8804140013 Responds to NHC BB03I4 |ir ro violaiions noted In Insp Repls 50 338/88- 
02 A 50-339/88-02. Site engineering ole pe-rsonnel leinstruciod (n requirements for 
supporting documonlation re design catculailons. 

CRUDEN.D.S Virginia Power (Virginia Electric A Power Co) 88/04/05. Document 
Control Branch (Documom Control Desk). 3pp. 45147:316 45147:318. 

8804019266 NRC Info Notice 88-01 1. '■Potenl'el Loss of Motor Control Ctr A/or Switch- 
board Function Due to faulty Tie Bolts.^* Svc list encl, 

ROSSI.CE. Division ol Operational Evonis Assessment (Post 870411). 88/04/07 
Consolidated Edison Co. of New York. Inc. 124pp. 45406:292-45407 051, 


Responds to NRC 890308 Iti ro violations noted In Insp Repls 50 - 33 e/a 7 - 
38 A 50-339/87-3e.Corroctlvs action5:steam How channel Instrument calibr proce- 
dures wCI be revised by 880430 Remits (eo for civil penally. 

CRUDEN.D.S Virginia Power (Virginia Eleclrio A Power Co ) 8fl/04/07. Otc ol En 
(orcemenl (Post 870413) 8pp. 451 3B 020-45138 027 
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6804060370 NHC Into Noiico 88 012, "Overgreasing o) Eloclnc Motor Goaiings" Svc 
lisi encl 

HOSSI.CE Division o( Oporationai Events Assossrnonl (Post 6704 it) 6&/a<l/i2 
Consolidated Edison Co. olNew York. Inc. 123pp. 45160 028-45 165' 150 

B804200473 Partial rosponse to HOIA ^eouost re lire protocton Fciwa'ds App E 
documents App D & E documents available in POH App F documcnl comploteiy with- 
hold (ret FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 88/04/14. JONES.CH 
Alhliatlon Not Assigned. 5pp. 46206 037-452G6.043 

-6604200579 Advises that firo Prolocllon Stooring Commllloo rias recominondod that 
each reg-on rnaKo ono 10CFR50,App R-typa Insp tor each taotly to assess elaius ol 
compliance w/ l0CFfl50.48.Program listed. 

CONLON.T.E. Region 2, Otc of the Director. 84/1 1/06. HERDT.A R. Region 2, Ole of 
the Diracior, 3pp 45206- 176 4 5206:176 

6804260004 Foiv/ards Insp Repts 50 338/88 07 & 50-339/66 07 on 660321-25 & notico 
oi violation.W/o notice ot violation. 

CLINE.W.E Region 2. Ofc ol the Oifoctor. 88/04/18. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 45254:219-45254:221. 

-8604260006 Part-ally Withheld Phys-cal Security Insp Repie 60-333/00-07 & 50-339/ 
88 07 on 880321-25 (ret lOCfR2 790(d) & 73 21) One violation 8 one Inspoclof fol- 
lowup item noted Major areas Inspeclc-d.aecunty program audit & records & /opts. 
MASNYK.OM.. MCiouinE.O.H. Region 2. Ofc ol Ihe Director 86/04/13. ip 
45254 221 45254:221. 

S804260160 Responds to NRC 360308 lU re violaiions noiod in Insp Ropts 50-338/87- 
38 & 50-339/87-38.Cofractive acr-’Ctns:siatton mgt tiriolod on raqorements ol 
l0CFn5O 73 re scop© & content ol LERs & mgl Iniorviows will be conduciart as re- 
quitod 

uRUDEN.O.S. Virginia Power (Virginia Eloctrio 6 Powor Co ) 88/04/21. Ole ol En- 
lorcement (Post 870413). 9pp. 45^3 040 45253:046, 


R. Periodic operating reports & related correspondence 

6604070252 Summary ol procedure changes, lac ility cliantjos & spocal tost for I907.W/ 
880331 hr. 

STEWART.WL. Virginia Powor (Virg'nla Electric a Power Co). 87/12/31. I60pp 
45075 051-46075:210 

6804190253 Monthly operating repts lor Mar 19BB W/880414 llr. 

GARNER.e.. CRUDEN.DS Virginia Power (Virginia Eteclric a Powor Co.). 88/03/31 
I5pp 45208 162-45206 I ee. 

6B04260325 Comments on comparison review ot 1966 semiannual oUlueni releaso 
rapis.por 8803)1 request Percent ol Tech Spec l.mit tor total body dose rate for fourth 
quarter on Page 7 changed from 7.63E3% to 7.d3E-3%. 

(iflUOON.D.S Virginia Power (Virginia Electric 8 Power Co ) 08/04/20. TICHUER.J. 
Bfookhaven National Laboratory 2p(>. 46282.O32-45282051 

-6B04260302 “Efilueni & Waste Disposal Annual Rept for 1086 " 

• Virginia Power (Virginia Electric & Power Co.) 80/12/31 I6pp 46282 034- 
45282651. 


S. Repotlable occurrences, LERs & related correspondence 

8804060029 LER 37-0tS-0l:on 870831 three valvos failed Type C local leak rate 
tesiing.Caused by incorrect testing methods & soating surface damadaiion Alr-eporal- 
ed vaivo reiesteo correctly & check valve cleaned & raiappod.W/600331 Ih 
HARRELL.E.W. Virginia Power (Virg'nia Elocitic & Power Co). 88/03/31, 4pp 
45100:269-46100.272. 


8904060516 Forwards updated response to SALP 8 Ooard repi.Por KRC 880202 
request Most actions dosenbed in ulil 9S0924 llr ter Improving pc.'lermarce 
complete Comp'alion of Tech Spec improvement program extondod to 691231. 
SyiviA.B R. Ooirod Ed-son Co. 63/03/31. Ooccmenl Ccnlrol Branch (DocumonI Con- 
irolDosk). lepp 4500B 330-45008 345 

6804120368 Conlirms 680413 eniorcemeni conleronce in G'en Ellyn, IL to discuss find- 
Inos idontilied during safeguards insp conducted on 8a0310-24.pe/ R Cooper 630401 
leicon.Meoting notice end 

GREENMAN.E G Regon 3. Ofc ot trio Oroctet 68/04/05 SYI.ViA.Bn Detroit 
Edison Co. 2pp, 45135 290 45135:281. 

6804160338 Rov 5 to Radiolog cal Emorgency Response Preparedness Plan Adminis- 
trative Procedure EPA-08-SO. ‘ Badoto^cai Emergency Paspo.nse Propardooss fra n- 
ing Program * 

FflASIEfl.L. Oolrol Edison Co 68/04/07 tlpp 45138 164-45138 174 

8604190311 Forwards selety evaluehon accepting uhl 670023 request to change tiro bri- 
gade tra ning schedules to allow lloxibitity In schoduing use ot To'edo Fire Dept 
laciliiy.ScheJu'ad Intervals should not exceed 3.25 limos spec lied intervals. 

OUAY.T.R Proteci Directorate lll-t 88/04/13 SYLVIA,DR Ooiroit Ed-son Co 3pp 
45156 268 451 55:273 

-8604190218 Saloty evaluation accepting uhl 970023 request to change fre bngado 
training to provide llexhilily >n scheduling uso ol Toledo F.ie Academy traiinng 
lac lilyTfraining tnlervels should not exceed 3 25 times specl ed interval 
' Otlico ol Nuclear Reactor Rogula'ion, Oii actor (Post 6704tl) 08/04/13 3pp 
45165:271-45155:273. 

6304200410 Forwards Safeguards Insp Rept 59-341/06-10 on 680310 24. Poter.iiot vio- 
lations notod.ospecially woapon-rolatod inedoni on 080308 

NORELIUS.CE. nog'on 3. Ole el the Director 69/04/13. SYLVlA,B.fl. Oohc.t Ed son 
Co 2pp. 4523 1:082-4523 1:095 

-6904200413 Partially wilhhe'd Insp Rept 50 341/88-10 on 980310 24 (rol 
IOCFR73.21) VIoIslien noted Mejor oroas inspected: secur-ty prog-aTi audiis.<ecor<ts & 
ropts.losCing & ms-nl, locks,koys & combinations & vital a'ea bainers. 

PIRTLE.O.. FUNK.O.. CREEO.J R. Reg on 3. Ole ot the Oiroclor. 86/04/12 2pp, 
46231 084-45231 086. 


a. Adjudicatory correspondence 

8904050049 Informs ol 880329 docketing g i ling m In Camera tile ol prsllmlnaiy Invesil- 

S allon ol plant prepared by GAP. 

ULIAN.E.L. (iockoInQ 4 Services Branch, #288 6000 80/03/31. Dockotiig & Serv- 
ices Branch. Ip 44966232-44966:232. 


J. Insurance & Indemnity Information 

6684970133 Forwards Endorsemenis 1.2 & 3 to MAEIU Master Wofkor Policy MW-90 & 
certileate ot insurance & NELIA Master Worker Policy NW-42 g cortl'icale of 
la8u'anco,fa8pQClive1y. 

SyLViA.B.R, betro-l fcd'son Ca 88/03/31 Document Control Branch (Document Con- 
trol Desk) 45pp. 46029:267-45029 311. 

9684210319 Providos total amount ol property damage 4 deco.-ilaminaiion Insurance 
coverage. 

SYLVIA B R Deifolt Edison Co. 98/03/31 Doctmoni Control Branch (Documeni Con- 
iro! Oask) Ip, 45235:252-45236-252. 


K. Utility Final Safety Analysis Report (FSAR] 4 amends 


9804190094 PNO-ll-a8-022:on 880405.IOW lovols ol rad oactivo mail dotecled in demm- 
eraiUer beds for plant makeup water .Caused by concentrating oiled ol 
radionuclides Licensee currently stoning spent demlneralizer bods onsiie unht NRC np- 
proval. 

KAHLE.J, Region 2. Ole ol the Director 86/04/05. ip 45209 173 45209 173 


V. Operator Examinations 

BBO426OO60 Responds to FOIA request lor Info re scores ol reactor operators 4 senior 
reactor operators. Forwards roqualilication exam summary source sheets I sied In encl 
spa w/personal privacy Into deleted. 

GRlMSLEY.O.H, Division ot Rules 4 Records (Post 670413). 8B/04/1B. BOIEY.K 
Public Citizen’s Crlllcal Mass Energy Project 2pp. 45213:003-45213 096 

-8604250167 Package ol NRC administered raquelllicatlon exam rosulls summaiy. 

• NRC - No O0la.led All, Ballon Given 87/07/20. BSpp. 45213 007 45213:095. 


8904060066 Rev 1 to updated FSAR lor Fermi 2. 

• Oelroil CdsonCo 8B/03/31. 771pp 46112:339 45115 029 

9804 140026 Forwards errata to Rev 1 to 860317 updalerl FSAREiraia corrects error 
made in assembl no Rev I lor pOni ng 

SYLVIA.br. Dalroll Edison Co. 86/04/06 Oecument Conliol Branch (Document Con 
trot Oosk). Ip. 45155:047-45165053. 

-6604140087 Errata to Rev 1 to updated FSAR tor Fermi 2 
' Detret Edison Co. 89/04/06. 8pp. 45195 049 45155.053 


P. Oparaling license stage documents 4 correspondence 

8809100061 Forwards notice ol issuance ot amend to License NPF-43 4 epporiiir.ity lor 
hearing re 871130 application for amend to i-censo 

QUAYrr.R Project Directorate lll-t. 98/03/04 SYLVfA.BR Oetret Edison Co. 2pp 
44661:351-44601:356 
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F. Security, medical, emergency 4 tire proteotlon plans 

8S04010138 Rev 3 to Emergency Plan Implementing Ptoceduro EP-304-01-SO. ’'Atlor- 
naia Emergency Operations Facility.” 

FRASIEH.L. (OeifOii Edison Co 88/03/26. Spp. 45020.022-45020 029. 

8804050072 Forwards Allegalton & Safeguards Insp Rept 50-341/88-02 on 880201- 
OS. No viotafions noted. 

MALIETT.B. Regfon 3, Olo ot the Oiraclor. 88/03/31. SYLVlA.B fl. Datroil Ed-son Co 
2pp. 45026:269-45028:277. 

-6804050076 Partially Withheld Allegation Review 4 Physical Security Insp Rept 50 
341/66-02 (ref 10CFR73.21(c)(2)).No vlolaitons noted Major areas inspected security 
plan 4 Implamenling procedures, mgl efleclkreness & records & repts 
KNICELEY.J.B., OROU|N,B.S,. CREED, J.R. Region 3, Ofc of the Director- 86/03/30 
7pp. 46024 271-46028-277. 


-6603100070 Notice ol consideration of Issuance ol amend to L'censo NPF.43 4 op- 
portunity lor haertng.Amend would revise Tech Spec Table 3 3.7 5-1 to require that 
min of two channels be operab’e for slen-eby gas treaiir.enl sya radiation monitors. 
QUAY.T R, Projact Diroctoralo lll-l. 98/03/04 4pp. 44661 353-44601:356. 

8803240426 Generic Llr 98-00 to all power reactor licensees g apP'icanis re remove' of 
organization chails from Tech Spec adminisiraiivo control requ'rornonts Svc list end. 
MIRAQLIA.F J. Associate Oiroctor tor Proiecls (Post 670411). 86/03/22 Conso! dalod 
Edison Co. of New York. Inc. 47pp. 44972:107-44972. 1 53 

8804190196 Forwards notice ol considorallcn ol Issuance ol amend to License NPF-43 
re 880127 app'IcaHon for amend lo license 

QUA¥.T,R. Projecl Directorate IlM. 88/03/22. SYLVIA.BR Oeiroil Edison Co. 2pp 
46106 333-45165:330. 

-9804190207 Notice ol considaratlon ol issuance of amend lo license NPF.43 & op- 
portunity for heating on 680127 request re ravs lo Tach Specs to clarity bases of op- 
eration w/molsture separator reneator oul-of-sve. 

WAMBACH.T.V. Pro|oct Directorate lll-l. 88/03/29, 5pp. 45166:335-45165 339 



8804200394 Reccfr.nieftds M Parker lor cash Bvirard duo to assessmer.i ol siahup osi 
* acton programs During iB«evf crt ivtsr.soo aWKins.te'ed prcwoms idanMred 

KNO^R^ fteg4>«* 3. Ole ol 8ie CWecior 80/03/25. GREENMAN.E G Region 3. Ole 
of the Ouecior ip 45234 348-45234 348 


8804010090 App-ica'jon to amend bcense NPF 43 changing Tech Specs to 
note number to mciudo provisions to place rwlG switch rn refuot posifon to tacilrtale 
VHirrn ranoe moni'or S iflterir.e(fia!a range rnonitor operabi'iiy testing Fao paw 
SYLVIA bT ^oit Edison Co BB/OS/M Document Control Biancn (Document Con 
eolDos'H /pp 45008;I46-45008155. 


_a&04ai0093 Proposed Tech Specs modifying loolnoie number to inctude provisions to 
place mode switch m refuel position to facilitate source range monitor & mlermodiate 


ra nge monitor operability lesbng , 

• Douoil Edison Co 68/03/28 ip 45008 155-45008 155 


8604010103 Appiicaiior* tof amend to Lioeose NPF-43.chan9inQ Tech Specs 3/ 
4 3 7 1 1.3/4 3 7 12 8 69 1.8.10 allow continued use ol release pathways tor which el- 
fluent mbmionrig .nstiuments may not be operable Fee paid 

SYLVIA 9 H OeVoil Edison Co 68/03/28 Document Conltol Branch (Oocumenl Con- 
trol Desk) Bpp 45031:181-45031:194 


-8804010108 Pioposed Tech Spec8.ailowing con’jnued use of release pathways for 
whKt* ©tflueni monitorrnQ instruments may not be opdabto prewided grab samples & 
analyses 8ror flow lato cafcutation made at specified Iregoencies 
• DeuckI Ertson Co 88/03/28 6pp 45031; 189-4503 1:194 


8804200972 rofwarqs uoujir iii iiom nnuiiiuti w-- --- — _ -r -» 

Region III rogoes'i/tg responses to number of quostlons.Responae to Oifoabons 1 io 5 

G^ElNMAKE^-^Rogion 3. Ofc ol Ihe Director 88/0^12 ^RUJCHFlELD.O Division 
ol Reactor Prolecls - llt.tV.V & Special Pro)ecis (Post 870411). Ip. 45175037- 
45175 037. 


8804250014 Informs ol approval ol request Io retain & dispose conlaminotod soil onsiis 
undo/ l0CFn20 302(a) on condition that licensee comply w/procoduios outlined in 
870526 Submittal. 

ViRQlUOMJ Project Directorate 111-1. 88/04/14. SYLVIA.B.R. Detroll Edison Co 
4pp 45201:176 45201:179 


8804210453 Forwards Amond 16 to License NPF-43 & salety evaluation. .Arnond lovises 
Tech Spec 4.6.1 2 b to provide one-time extension ol 24-monlh sunroiUanco interval 
for Type C local leak rate t6at of thioo RHR sys. ~ ^ 

QUAY.tr Pioect Directorate 111-1. 88/04/15. SYLVlA.B.n. Detroit Ed-son Co. 3pp 
45192:188 45192:198 


-8804210457 Amend 18 to License NPF-43.revislng Tech Spec 4.6.1.2 b to provide 
one-time extension ol 24-monlh surveillance Imerval lot Typo C local WOk late lesisol 


one-time extension ol 24.monlh surveillance imerval lot Typo t-> local WOk rate 
three RHR Shutdown cooling Isofallon valves 

VIRGIL IO.M.J. Piojocl Oireclorale lll-l. 88/04/15. 5pp. 45192; 19 1-46 102: 105. 


-8804210459 Safety evaluation supporting Amend 18 to License NPF -4 :L . - 

* Oltice ol Nuclear Reactor Regulation, Director (Post 870411). 88/04/15. 3pp 


.aciQi vQC.Ai^ta? iQfl 


8804080148 Forwards Amend 17 to License NPF 43 & salety evaluation Amend modi- 
fies Tech Specs Io add isoiabon vaivos for primaiy containment radiation monitor. 
OUAY.TR Protect Directorate ill 1 88/03/29 SYLVIA.B R. Detroit Edison Co 4pp. 
45064 25 7 -450M 270 

-8804080160 AmerxJ 17 to License NPF-43.modifying Tech Specs to add valves lor pri- 
mary conlainment rdd>ation monitor. 

VIRGILIO.MJ Protect Oreclorate lll-l 88/03/29 8pp 45064 261-45004 267. 

-8604080169 Safety evaluation supporting Amond 1 7 to License NPF-43. 

' Office ol Nuclear Reactor R^ulation. Director (Post 870411). 88/03/29. 3pp 
45064 268-45064 270 

8804120058 forwards request lor addi into re uU 870227 submiltal ol into on imptemen- 
la'Jofl ol ATWS rule Addi info on recirculation pump top & alternate rod Injection sys 
requested by 660420. 

OUAY.TR Project Oirectoraio til-t 88/03/31 SYLVlA.8 R Detroit Edison Co 5pp 
45089 258-45089 262 

8804080032 Discusses allegabon re tool issnance.per 680323 memo Action tecom- 
mended will bo beU in abeyance pending results ol ref appeal by ubl & status ol AMS 
Number fliii 87 A-0172 stxiuld be revised accordingly. 

GREENMAN.E G Region 3. Ole ol the Oiroclor. 88/04/04 WEll.C H Region 3. Ole 
ol the Director, ip. 45098 150-45098.150. 

8804110251 Informs that poienba) mad false statement in enci Io 871221 memo from J 
Sielano to E Greenwood re Tech Spec cerliTicabon will not be pursued lurther.Matter 
may be included along w/oiber issues being investigated at plant 
OUAY.T.B Project Oireclorale III I. 88/04/04. Project Oi/ectoiato IIM. 2pp 
45078 355-45078 358 

8804140193 Providos listed Hilo requested in 880225 Itr re operating nuclear power 
units located at twelve sites along Great Lakes 

STELLO.V. Olc o( the Executive Drector lor Operations 68/04/06 RiDGE.T. House 
olRep Spp 45104 138 45104 143. 

8804210266 Forwards plant prevenbve mami program status rept lor Feb lOdB.per NRC 
871009 request 

SVLVIA.B ft Oeiiort Edison Co. 68/04/06. OAVIS,AB. Region 3. Olt ol Ih® Director. 
4pp. 45235 253-45235 258 

8804080088 Genenc Itr 86 07 to power reactor licensees & applicants re modified en- 
torcemenl pobcy conceirAng >0tFB50.49, "Environ Qualification ot Electrical Equip- 
ment Important to Safety lor Nuclear Power Plants." Svc list ©net 
MiRAGliaF J Associate Drector lor Projects (Post 870411) 88/04/07. Consolidaied 
Edison Co ol New York, Inc- 49pp 45164 237-45164:285 

8804I90I7S Forwards environ assessment & finding of no significant Impact re 880222 
ap^icaiioA for exempbon from requirements ol App j to I0CFR5O. 

OOay.T.R. Project Oireclorale lll-i. 88/04/07. SYLVIA.BR. Oeifoil Edison Co 3pp. 
45155 260-45155 267 

-8804180161 Environ assessment & finding ol no significant impact on uUI 880222 ap- 
pbeabon lor exompbon from requiiemenis ol App J lo 10CFR56 
Ol)AY.T.fl Project Ovectorate Hl-l. 88/04/07. 5pp 451 55:263-45 155 267 

8804140488 Discusses ubl 851227 notification cl Inlanl to remove moisture-sensitive 
tape leak detection sys using 10CFR5O.59 review based on NRC Branch Technical 
Posrbons ASB3-1 1 MEB 3-1 Intent consistent w/Jul 1901 SER & acceptable. 

OOAY.T. Protect Orrectorate fll-l. 88/04/11 KNOP.O Region 3 CHc ol Ihe Direclor. 
2pp. 45120380-45120 361, 

8804140490 Application tor amend lo License NPF-43.pfOvfding ona-time extension ol 
24 mofAii surveillanca interval for Type C local leak rale testing ol RHR shutdown 
cooling inboard isolation valves fee pakf. 

SYLVIA,B ft. Oetfotl Edison Co. 88/04/1 1. Oocumem Cortiol Branch lOocomeni Con- 
trol Desk) 7pp 45184005-45164012. 


68O4280S00 Fowards exemption from requirements ol Section III.D.3 of App J tc 
tOCFHSO re Type C Local Leak Rate Tost tor 3 RHR shutdown cooling Isolatior 
valves (61 i FOdO.E 11 -F408 A E 1 1 -F-608) 

OOAY.T.R. Project Oliecloialo lll-V 66/04/15. SYLVIA.BR. Oolroit Edtson Co. 4pp 
45271:029-45271.038. 

-8804250210 Exeniption from 10CFfi5O.App J requlromonls to extend 24-monlh tosi rc 
interval for three R^HR shutdown cooling inboard Isolation valves 
CRUTCHFlELO.O. Division ol fleaclor Projects - Ill.iV.V a Special Projacie (Pos 
870411) 88/04/15. 7pp 45271:033 45271:036. 

8804270165 Requests re^onse to listed items re employee allegalfon of ternoval lo 
iHlsing salety concerns. Response requested within 30 days. NRC will determine upor 
receipt oi response it enforcement action necessary. 

OAVIS.AB. Region 3. Olc ol the Olieclot. B8/04/{8. SYLVIA.B R. Oottort Edison Co 
2pp 45245:344-45245:345. 

6804280303 Noblrcation ol 880421 meeting w/ulii In Rockville.MD lo discuss rocen 
events at lecility.stalua ol plant for restart from current outage & ulH aeii-asaessmeni 
OUAY.T R. Project Oireclorale lll-l. 88/04/19 MURLEY.T.. SNIE2EK.J.. MlftAOLIA.F 
NRC - No Detailed Affiliation Given. 3pp. 4526B'206-4S269:208. 

8804260026 Application lor amend to License NPF-43,rovislng Tech Spec Table 4. 3. 1.1 
I. reactor protection ^s instrwmentaiiiin surveillance requiremenIs.Fee paid. 

SYUVIA.B R. Detroit Edison Co. 68/04/20. Document Control Branch (Document Con 
Itol Desk] llpp. 45268.204-46266.216 

-8804260030 Proposed Tech Specs Table 4, 3. 1.1-1, reactor protection sya Instrumanla 
tion surveillance requirements deleting daily check requirements of Note g for APRS 
(low biased neutron Ilux-high scram liinclional unit. 

• Detroit Edison Co. 88/04/20. 2pp. 45268 215-45268:216. 

8804270 191 Revises response to Qenerio Lb 67-05 re {rlenwioalion ol potential degta 
daiion of Mark I drywelis. Response to Item 2 revised to correctly relleci util commii 
ments concerning minimizing possibility of leakage from reluelirig cavity. 

SyiVlA.B.R. Detroit Edison Co 86/04/20. Oocumeni Control Branch (Document Cor 
ttol Desk). 5pp. 45244:275-45244:279. 

8804270203 Forwards response to questiona in NRC 880331 Itr requesting addi Into r 
util recirculation pump trip & alternate rod Injection sys. 

SVtVIA.B R. Detroit Edison Co. 88/04/20. Document Control Branch (Document Cor 
trot Desk). 9pp. 45260; 100-45260:106. 

8804260045 Supplomenlel application lot amend to License NPF-43. tevieing Tec 
Spec 3/4.3 2 re Isolation actuation instrumentation. 

SYLVIA 8 R. Oelrolt Edison Co. 88/04/21. Document Control Branch (Oocumeni Cor 
trol Desk). Spp. 45259:282-45269:288. 

-8804260048 Tech Spec 3/4.3 2 re isolation actuation InStrumentallon. 

* Oelrolt Edison Co. 88/04/21. 4pp. 45266 265-45259:288. 


O. Inepectlon reports, IE eulletlna & oorrospondenco 


8803210090 SuppI I to NRC into NoUce 87-044, "Thimble Tube Thinning In Westin) 
house Reactors." Svo lisi end. 

ROSSl.C.E. OMaton of Operational Events Assessment (Post 870411). 80/03/21 
Consolidaied Edison Co. of New York. Ino. 121pp. 44995:128-44995:246. 

8803220296 NRC Info Notice 88-010, "Matis LicensaestLeck of Mat Controls Over L 
censed Programs." Svo list end. 

CUNNINGHAM.R.E OMsloft of Induablal 8 Medical Nupteai BaleW IPoet 670729) 8E 
03/28. Consolidaied Edison Co. of NerW York, Ino. 108pp. 44996:247-44096:353 


-8404 1 MM Proposed Tech Specs.providing one-time extension of 24 month surveil- 
lance ntervai lor Type C local le A rate testing ol three RHR shutdown coollrrg In- 
board isolstwn valves. ^ 

• Deirod Edison Co 88/04/11. ip. 45184.012-45164 012 

lhai Region 111 in baste agreerrtent w/need lo lollowup on previous- 
change lo plant MSlV circuitry .Onsile Insp scheduled to be con- 
May 1688 lo determine adequacy ol deslgrr. 
iegioo 3, Olc ol ihe Director, 88/04/12. HAUGHNEY.C.J; Spedal 
Ip. 45174.169 45174:180. 


MC4200493 Advises 1 
ly proposed design 
ducted In middle oi 
OREENMANX G. F 
Inspection Branch. 


88040701 IS Forwards request for addi Info re Ulil 660616,1001,1219 A 671)17 4 I2C 
response lo IE Bullettn 85-003, "Moior* Operated Valve Common Mode Fallurr 
During Plant Transients Due lo improper Switch Settings," for response In 1 mom 
GREENMAN.E.O. Region 3. Old Of the Director, 68/03/30, SYLVIA.B.R. Delrc 
Edison Co. 4pp. 4503 1:00 1-4503 1:004. 


8604060072 Forwards Ailegatiort 4 Safeguards InSp Ript 60-341/86-02 on 88020 
05.No ^(aUons noted- 

SYLVlA.B.R.D«boW Edison C 
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-8804050078 Partially vvrthhorti Allagabon Roviow S Physical Socutily Insp Rapt SO- 
341/88 0? (tel IOCFn73 ?I(c)(?)) No Violations fiotod.Ma|of atoas inspoctodsocunty 
Dian & imo'etnontino piocoiluios.mgl oflcctivenoss A rocords & repis 
KNICELCV J n OffOUIN.B S. CRfcEDJ n. Ragion 3. Ofc Ol Iho DitsclOf. 88/03/30 
7pp 45026 271-450a0 277 

8804060S16 Tonvards updated leaponso to SAIP 8 Board lept.per NRC 800202 
fOQuosiMosl actions dascribod in uhl 080924 Ilf for improving poilormanco 
compiate Compiotion ol Tocli Spec improvoment pfogtam oxiendod lo 881231 
SYLVIA B B OeifoH Edison Co 60/03/31 Documont Conirol Branch (Documonl Con- 
trol Desk) I6pp 4600B 330 45008:345. 

8B04060367 Responds to violations noted In Insp Ropt 50 341/00-05, Correctivo 
actions urgent ro()uircd reading issued to derations shits to mako awcro ol event & 
conseoue^es A tegu tomonls lor HPCI & RCIC sys above 150 ps g clai/ied 
SYLVIA 8 R DolfO-1 Edison Co 08/04/02 Oocumonl Control Branch (DDCument Con- 
trol Desk) 2PP 45010 249-45010 250 

8804110154 Responds lo NRC 871209 Hr ro vacations noted In Insp Ropt 50 341/07- 
44 Corrective actions Procoduro 24 202 01, 'HPCI Pump OporabCity A Flow Tosi at 
1 000 psi A Valve Operability " rewlsod Chartgo lo Tech Spec wiil be pu/sued 
SYLVIA B B Ootrolt Edison Co 86/04/04 Documnni Control Orancli (Documonl Con- 
irol Desk) 2PP 45135 076 45135 079, 


8804270211 Forwards p'ont monihly status ropi lor ponod 080220-0318. Flop! Intended 
lo provide NRO mgi 8 pob ic w/owennew ol plant acliviitos A NRC -080 activities. 
KNOP.nC Region 3. Ole ol iho O-roctO', 88/04/15 GFIEENMAN.E.G. Roglon 3. Ofc 
ol Iho O,iector. Spp 45244:261 -45244:265 


S. Reportable occurrencos, LERs A related correspondence 

880331 Ot47 LEB 88 048 02 on 67l00B.di$covofecl Tech Spoc raQuifO.-nonl 10 perform 
channol check tor leaclor protection sys dtywell high pressure instrumonis not boltrg 
mol Oh 680228.log c tui'Clional lost-no lor ECCS found l'>adoqua(e W/ 8 60328 Ilf 
ANTHONY.P, ORSER.WS Ootro I Mison Co 88/03/20 7pp 44953 202 44 953 203 

0804050172 LEB 85-008 00 on 880220. cnoxpoOnrJ loss ol RHR shutdown roofing ux- 
parlonced alier iransler ot reactor protect on sys B power supply Appears that opera 
tor lailod to reset valve closure log c alter transfer Procedjre revised W/060330 Itr 
ANTHONY.P. ORSER.WS Dalroil Edson Co 88/03/30 6pp 45017 190 4501 7 105 

BS0405018S LER 88-008 00:on OB0220.MSIV8 A Oiv I MS'V foakego control sys Isola- 
tion valve d scoverod leakhg In excess ol Tech Spoc al’owable km la Caused by valve 
degredaf on or contamhanis In vatve seats Tests cont nulng W/sndated itr. 
ANTHONY.P . ORSER.W S Oolfoll Edsoh Co 60/03/30 4pp 45076 025-45076 028 


B804120076 Conlums 000413 meeting in Glon Ellyn.lL to tliscuss lOSullS Of saloty sys 
functional msp ol HPCI sys per 080401 to’con, Nolificot-on ol mooting onci 
GRF.ENMANEO Region 3. Ofc ol tho Director 83/04/05 SrLvlA.Q fl Ootrolt 
Edison Co 3pp 45135 208 45135:290 


8804120388 Confirms 880413 aniofcomoni conleranco In Glon Ellyn.lL lo discuss tmd 
Ings idcniilied during saloguards Insp conduclod on 8803l0-24.por R Coopor 080401 
lelcoh Meeting not-co onci 

GBEENMAN.E G Regbn 3. Ofc ol Iho Droctor. 88/0-1/05 SYLVIA.Q R Ooliolt 
Edson Co 2pp 45135 200 45135:281. 


8804120398 Confirms plans for 000406 mealing at Region III ole lo discuss licenseo 
corrective actons ra Iniornal damage to moiaturo separator rohoators.per 090331 
tefcon Notice ol slgmlioonl liconsco meeting end. 

GREENMANEG Region 3. Ofc ol iho Director 68/04/05 SYLVIAS fl Detroit 
Edison Co 3pp, 4512^358 45129:360 


8804110160 Commonis on CJ Poparlolfo 880323 momo ro Insp of alloqat-ons at 
plants Signiticanco o1 aliogallons low A do nol warram Immediate roviow A closure. 
KNOP.R.c. Region 3. Ole ol Iho Director 80/04/06 GHEENMAN.E.G. NRC • No Oo- 
laifed Afii'laiion Given 2pp. 45135 074-45135 076. 


8894140060 Fonvatds Safety Insp Rapt 60-341/80-00 on 080307-1 l.No violations 
noted 

ShAFER.W D Region 3. Ole ol the Diroclor 88/04/06 SYLVIA.B R Detroit Edison 
Co, 2pp 45152 130-45152 144 

-6B04140070 Insp Ropt 50-341/80-09 on 880307-11 No vtolaltona noiod Major aioas 
inspeclod radiatlon proloclion program during malnl ouiago.OfQanlzallon & mgt con- 
i/ols A changes in organ-zai'on.parsonnol.facililies.oquipmonl A procedures. 

PAUL ft A. SLAWINSKI.W.J., GREGEn.L.n. Region 3. Ole ol the Diroclor. 88/04/06. 
13pp '45162:132-45152 144 

B8040102S6 NRC Into Nolico 08-01 1. "I’olonllal Loss of Motor Control Ctr A/or Switch- 
board Function Duo to Faulty Tio Oolls." Sve lisi enci 

ROSSI.C.E. Division ol Operational Evonis Assossmoni (PosI 070411). 88/04/07. 
Consol dated Edison Co oi Mow York, Inc. 124pp. 45408 292-45407.051. 


6894130110 Oolotes commdmont mado In 071 1 17 Hr to change actuator on RCIC Valvn 
F0l2.ln rosponse lo IE Bulletin 85-003.003 gn chango lo RCiC sys will bo impfomonl- 
od during local leak rate lost ouiago lo romovo powor to RCIC Valvo F0i2. 

SYLVIAS R Detroit Edison Co 88/04708. Document Control Branch (Oocumont Con- 
trol Desk) 3pp. 45137.106 45137:100. 


8804060370 NRC Info Notico 88-012, "Ovorgroaslng ol Electric Motor Soarings." Sve 
list onci 

ROSSI.C.E Division ol Oporanonal Evonis Assossmoni (Post 070411) 60/04/12. 
Consohdaiod Edison Co. ol New York. Inc. 123pp 45165 020.45165: 150. 


8804210252 Hoquosis loflowup on certain eroas al plant, Including shlh 

ectivilles.operation ovolulion evaluation program A operation communlcalTons.pof 
880404 leicon bolweon recipient A 0 Coopor. 

KNOP.R C Region 3, Ole ol tho Dlroctor 88/04/12. HAUQHNEY.C J Special Inspec- 
tion Branch. 2pp 45194:230 45194:237. 


8804200410 Forwards Safeguards Insp Repl 60-341/06-10 on 880310-24. Polonhal vio- 
lations noiod.ospocially weapon rolaiod Incident on 000300 

NORElIUS.CE Region 3. Ofc ol tho Olroclor. 80/04/13 SYLVIA.B R. Delroil Edson 
Co 2pp 45231:082-45231:085 

-8804200413 Partially withhold Insp Ropt 50-341/08-10 on 880310-24 (ref 
l0CFfi73.21) Violation noted Major areas inspected security program audils.f0cord9 & 
repts.lesling A maint. locks.koys A combinations A vitol area barnors. 

PIHTIE.G., FUNK.O., CREED J.R Region 3. Ole Ol the Director 88/04/12 2pp. 
4523 1.004 -45231. 085 


8804260 17S Forwards Insp Ropt 60-341/88-11 on 880328-30 No violations or dovi- 
Btlons noted 

HAHRISON.J J Region 3. Ofc ol the Director. 08/04/ 16. SYLVIA.B.R. Delrolt Edison 
Co 2pp 46248 039-45248 040 

-0804260103 Insp Repl SO-341/86-11 on BB0328-30No violations Or deviations 
noted Major areas inspected: activities ro main aiaam Isolation valve spring failures A 
tE Bulletin 85-003 concerning motor-operated velve swdeh satlings. 

SMITH.J.F.. DANIELSON.O.H. Region 3. Ole ol Ihe Oiroctor. 88/04/15 8pp. 
45248 041-45248 048 


8804130125 Pariial response to FOIA roquosl lor docu-T.onis re Info Assessmonl Toam 
notilicatan A al'egoo valve lamper-ng. App A documents ava table In PDR. Forwards 
App B documents App Q documents also ovaifablo in POR. 

GRIMSIEY.O It. Division of Bulos A Records (PosI 870413) 88/04/01 MAXWELL.8 
Cosmos Broe<fcasli.ng Corn 3pp. 45102 031-46102 046. 

-8804130151 PNO III 87- 101 on 870726.1 conseo rocelvod bomb ihreat Iro-m ca'lcr 
angry because place ct residence lost powor dvinng storm.Secutity personnel notitod 
A senich procedures imp'.emanicd No bo.T.b discovered. 

CREF.O.J. AXELSON.W Region 3. Ofc ol tho Director 87/07/27, Ip. 45102 036- 
45102 036 

-8804130165 Forwards FBI co-nmunlcotlon to be dissomlnaied only lo NBC employees 
w/noed lo know.W/o FBI commitnlcation Rocords ol 860610.0926.1212.870404 A 
0929 telcons A Reg-on III repis ol 860010.870316 A 0929 eventa end. 

DAVIDSON.J. Ollico 0-1 Nuclear Material Safely A Salcguards.Dirocfor 37/10/15 
HAYES.B Oh-co ol Invosligalions Hpp 45102,038 45102048 

8804160405 LER eS-OlO-OO.o.'i G803l0.lvirb:no bldg sialionary particu'alo. iodme A 
nobfo gas radiation monitor lost power Caused by faluro ol oporol cns personnel lo 
comply w/requirem.oni ol abnormal hno-up sheet .W/8604 II hr. 

ANTHONY.P . ORSER.W S Delrolt Ed son Co 00/04/11 5pp 45183;130-45183 134 

6804160417 LER 68 009 OO on 00D31 l.saloty rokcl valves fai'od sot prosst-re survoil- 
lanco lo'erance (ost.Causo ol la>lure under roview.A'I valves ro.moved from plant lor 
losi ng relutbshGd.cloanod. retested A iecertiliud.W/B004ii Hr 

ANTHONY.P . ORSER.WS Oolrolt Edson Co 00/04/11 6[ip 45183:12-1-45183 129. 

8804160008 Special rent on 8001 10.ECCS acluation occurred Opeiator manua'ly inppod 
sys.Dotai's of event d scussed in 16R 68 004. 

SYLVIA BR Detroit Edison Co. 88/04/1 1 OAVIS.A.R Reg on 3. Ole ol ihe O.rnc’of 
2pp 45107 080-4510/061 

8804190236 LER 08-01 l-00:on 8B03l3.l8i:u'o lo perlorm shfFy survoi lance w.lh n re- 
quired lime occutted.Ceused by (al’ura to daslonato person lo perform suivo-llanco 
vvhen porson.'iol reassigned Hoquiremenl addod.W/6804 1 2 Hr. 

ANTHONY.P . ORSEHW S. Oeliolt Edison Co 88/04/12 5pp, 45196:315 45196 319 

8B04200139 LER BD0l2-00on flB03l6,fack Isolafon valvo lor roacior prolection sys 
Channel C drywe'l prossuro inefrumonl found cfosed.Caused by lailt-ra to lu'ly opon 
valvo alier BD1OI6 sorvo-llanco. Procedure 23.137 revised W/000415 1ir. 

ANTHONY.P . ORSER.WS Oolroil Edison Co 88/04/15 6pp 45226:221-40226 226 

6804200376 LER07 -048 -03 on 87 1 0OB.savoi al inadot^Btlos In T oc.b Spec SUTvoiHarvcos 
wore found during survoil-aoco rovlowCaoSod by Inccmploio or inedequalo sutvo I- 
tance procedures Approcrialo proceduros revised A/or faviewod.W/860415 Hr. 
ANTHONY P.. ORSER.W.S Ootroit Edison Co 88/04/15. lOpp 45226 001- 
45226:010 

6604210394 Summaiy ol Operat-ng Reactors Evonis Meothg 88-16 on 800412. List ol 
attendees A viowgraplis end 

lANNiNG.W Division of Operalional Evonis Assossmoni (Post 870411). 88/04/16 
DOSStCE Division ol OpereUonet Events Assossmoni (PosI 87041 1> aopp 
45102;139-45192:I68 

8804200169 LER 66-013 00 on 8803t0,shuldown coo'ing was lost due lo closiiro ot 
suction Isolation valvo A subsequent tripping ol RHR puTp.Caused by procodural in- 
adequacies S personnel enor.Sys operating procodurea will bo lovisod W/880410 Hr. 
ANtIiONY.P.. ORSER.WS Detroit Edson Co 88/04/18 4pp 46218:201-45218 264 

6804270004 LER 80-014 00 on &d0320.0iv I emorgoncy dfosel genoralors inadvorlenily 
started. Caused by procedural erroi.Rovs Issued which corrected aequonco ol 
steps W/8e04 19 Hr 

ANTHONY.P., ORSER.WS. Detroit Edison Co 88/04/19 4pp 45202 097-45282:100 

6804270221 Confirms 880419 telcon re recetii problems that hove occurred at 
plant. Licensee should make avai'abio results ol actions taken to correct proVoms A 
startup of plant wi'l only occur w/co-ncurrence ol regl-or'al adimn'SIrelor 
DAVIS.AO. Region 3. Ole ol the Direcioi. 88/04/19 SYLVIA.B R, DoiioH Edison Co 
3pp 46244.252-45244 254. 


V. Operator EKsmInallons 


R. Periodic operating reports A related correspondence 

8804190129 Monthly operating repl lor Mar I988 W/680415 Hr. 

ANTHONY.P.M. ORSER.WS- Oalfoit Edison Co 88/03/31. 7pp. 45199.076- 


8804060518 Forwards updated response to SALP 8 Board ropiper NBC 880202 
tequesiMosi actions described in ulil 880924 hr lor improving porfottnanco 
complote CompleTon of Tech Spec fmptovemonl program oxiendod lo S8i23t. 
SYLVIA.B R DeiroT Ed son Co. 88/03/31. Oocumeni Conirol Branch (Oocumonl Con 

tint 


122 DOCKETED ITEMS 


6604250088 flosponds 10 fCTA oaquosi for Info r& scopes of lesctof opofators S sefrilor 
foactof oporaiofs Forwards reqoalificalion oxarri suroTierv soofco shoe is listed in end 
sop w/personai privacy Into delolod 

GRIMSIev.D.H. thvisiori ol Holes & nocords (Post 670413) 80/04/19 BOLEY.K 
Public Cttiieas CriliCBl Mass Energy Project 2pp 452t3 003 45213 095 

-8804260167 Packaoe ol NRC adiriinSioted »oqualificailon oxem results summary. 

• NRC • No Ooiailod Attil.aten Given. dU07/m. 88pp 45213 007-45213 095 


DOCKET 60-344 TROJAN NUCLEAR PLANT 


F. Security, rnedlcal, emergency & fire protection plana 


8804980186 Fonva/Os Amend 139 to Licatrso NPF-i & safely ovaluaiion Amentt revises 
Tech Spec Section 3/4.10. "Special Tost Exceptions" by extending surveii'ance lime 
penod for vOfityino conirol rod insertab lity. 

CHAN T.L. ProWl DiiecloralQ V 88/03/3t- COCKFIELO.O W. Portland Gsnotal EIoc- 
Ific Co. 3pp 45064 271-45064 230 

-8804080197 Amend 139 10 License NPF l. revising Tech Spec Section 3/4 lO. ' Spe- 
cial Test Excopiions" by extending s(/rveiHance Wo period lor verifying coniro) rod 
InaeriabiWy diitlna rod worth 4 shutdown tn8rQ.n tests Irom 24 h to 7 days 
KNIGHTON.G W. Project Dirr'ciorato V. 80/03/31. 4pp 45064 274 45064 277 

-8804080199 Satety ovatualion simporting Amend 199 to license NPF-l 
• Oil CO ol Nuclear Reactor Regulation. Duoclor (Post 870411) 86/03/31 3pp 
45O84:270-45O64.28O. 


8804070294 Revised emergency ptan Imptomeniing procoduraa.including Rev I to EP- 
OOSJable 005 01, •Dedicated Totephone Sys Stations." Rov 1 to EP-100, "Comrol 
Room •• Rev 1 to EP-103. Figure 103-18 4 Rev 1 to EP-104. ’•Company Support Ctr " 

• Portland General OecirlcCo. 66/03/11. ilpp, 45021:190-45021 200 

8804050389 Rev 1 to Emergency Plan ImpternonPag Procedure EP-500. T/ivento/ies." 

* Portland General Electric Co 68/03/16. I26pp 45066:193-45058 320, 


8804060475 Forwards Saleguards ln$p 60 344/88 05 on 8802t9 03l1 8 notice ol 
violaTon.Ropl 4 notice withhold (lef IOCFfl2.790(d) & 73 21) 

MONTGOMERY.J L. Region 5. Ole ol Ihe Oireclor. 06/03/30. COCkFIEI 0.0 W. Port- 
land General Electric Co 2pp. 45010 344-45010.345. 


8604190145 Foiweida SAIP RopI 50-344/07-41 for Nov 1988 - Nov 1097. Meeting to 
diecoss repl planned for 680422 Expresses concern that poWems expoflenced during 
SALP porlod may bci reflective of lack ol understanding of ukl lailialivcs. 

MARTIN.J.B. Region 5. Ole of ihe D-toclor, 88/03/39 COCKFIELO.O W Portland 
General Eleciilc Co. 3pp. 45197.062-45167:100. 


-8804190149 SALP Repl 50-344/37-41 lor 861 101-971130. 

’ Region 5. Ole of Iho Oireclor. 87/11/30. 44pp. 45197:065-45197:100 

8004200569 Provides conoctivo achons taken re nonfonctional lire berrlors.per NRC 
871113 lir.Proper application ol NEPA BO enteria es(abl:shed 4 tire proiect’on sopeml- 
sor w-ll now be responsible lor a'l ensile lire prevention 4 protection. 

COCKFIELOD.W Podland General Etecldc Co 06/04/12 Documoni Conirol Branch 
lOocumenl Conirol Desk) 2pp 45236.922-45235 023 

8804270188 Amend 13 1o Vol l.Book 1 ol ‘ Radiological Emergency Plan & Procedures 
Manual.” W/e804t 5 Itr. 

WALT T.O Porfiand General Electric Co. 68/04/16 3t6pp. 45243,258-46244:212. 


8004220277 Forwards Rov 20 to security plaoRov wilhheld (ref 10CPR73 2 U 
ClXiKFlELD.O.W. Portland Goneral Electric Co. 60/04/20. Document Conirol Branch 
(Document Control Desk) Ip 45257:164-45257: 164. 


8B042B0533 NoiiFcation ol 680428 meeting w/util S T Wall in Rockville.MO to discusa 
Hill secunty plan. 

CHAN.T.l. holocl Oirecloiate V 88/04/21 KNIQHTON.Q.W. Projoci D.recloralo V 
4pp 4fl2ea:08a-45283.-069 


J. Insurance ft Indemnity informalion 

8804070323 Forwards list of ulil proporty insurance coverage lor 16B8 per 
10CFR50.54(w)(2) 

COCKFIELO,D.W. Portlsn-d General Electric Co. 86/03/3 1. Oocuipent Conliol Branch 
(Document Control Desk). 2pp 45021:233-45021:234 


8804110065 Forwards epplicalion lor amend consist no ol Llcon&o Change Appi cation 
l66.dofct-ng offsito & organlradon charts from Toch Spece.Certihcaie o> Sve enci Foo 
paid- 

COCKFIClO.O W. PorUanif Gone/el Electric Co 86/03/31 Doewneni ConUol Branch 
(Oocumertl Control Desk). 2pp 45146 035-45146 044, 

-8804110067 Application lor srnond consist ng of Liconso Change AppLcaiion 160 io 
License NPF-t.delel.ng ollsiie & organiratlor* charts from Toch Specs 
COCKFIELO.OW Portland General Electric Co 80/03/31 4pp 45146:037- 
45146:040 

-8604110068 Proposed Tech Specs-doloimg ollsito & faci'ily orqanualion cheils 

* Prniand Gerteral Efectnc Co 86/03/3 ».4pp 46146 041-45746044 

8004080088 Goneric It/ 68 07 lo power loacior l-conseos & appl-conts re morWiod on- 
forcoment polcy concerning 10CFR50.40. “Env.ron OualiUcallon of Electrical Equip- 
ment Important to Salety for Nucloar Power Plants " Sve list onci 
MIRAGLIAF.J Assecialo Director tor Projects (Post 87041 1 ). 80/04/07. Consolidated 
Ed.SonCo ol New York. Inc 49pp 45164 237-45164:285 

6604190137 Forwards Amend 140 to Llccnso NPF-t & saloty evaluation. Amend revises 
Offsite & faciTKy organf/aiion chans tor Tech Specs 

CHAN.T.L. Project Oirociorato V. 68/04/1 1 , COCkFIELO.D.W. Portland General Eloc- 
trie Co ?pp 45155-246 45165269 

-0804190142 Amend 140 to license NPF-I.rovismg oflBito & laci'ity org8ni/at.on chans 
(or Tech Specs 

KNIQHTON.G W. Project Dkectoraie V 88/04/1 1. 6pp 46155:248-46155 263 

'-8804190143 Safely ovaluallon attoPOtUng Amend 140 to License NPF-t. 

* Oltice of Nuclear Reactor Regulallon. Oirocior (Post 670411). 88/04/11. 6pp 
45165-254 45155 250. 

8604210291 Forwards application for amend to License NPF-l.consi&ling ol License 
Chango ApphcBiion ie/.revl$lng Toch Specs to dofoto role lo lu/bino bldg 45 1| eleva- 
tion lor location of romolo shutdown rnoniloring insirumentation Foo paid 
COCKFIELO.D.W. Portland General Electric Co. 80/04/12. Oocumcni Cotiitol Branch 
(Oocutnenl Control Desk) 3pp. 45231:138-46231:146. 

"8804210294 Application lor amend lo Liconao NPF- t.consisUng ol Liconso Chango 
App'icahon 167.rev|sing Toch Spocs lo dololo lols to lurbino bldg os locailon tor 
remote shutdown monitoring Insrrumoniailon Pa.nat C- 160. 

COCKflELD.O.W Porllend General Electric Co 00/04/12, 4pp 46231141- 
45231:144, 

-8804210296 Proposed Tech Spocs. tfelellng refs lo loibino bldg as lecDtion tor romoio 
shutdown monilonng Inatrumeniailon Panel C-160. 

' Portland General ElaciricCo 88/04/12. 3pp 45231:145-45231:146 


P. Operating ffeenae stage documsnls A cerrespondencs 

8804040434 Advises (hat based on review oi ulK 870501 response (o NRC tet^^uesi tor 
into re flood rellel capabi'ily of turbine bldg In event of expansion joinl break In circu- 
lating walar sys. updated FSAR changes acceptable. 

CHAN.T. ProjMl biieclorate V. 68/02/22. COCKFIELO.D.W. Portland General Electric 
Co. 3pp. 44972:210A4972.212 

8903240426 Genetic Lir 88-06 to ai| power reactor licensees A applicanis re removal ol 
organiiaKon cherts from Tech Spec admlmsfrattve control roqu Yemenis Svc list encl. 
MIHAGLIA.F J. Associate Oirocior for Projocis (Post 070411). 06/03/22. Conaoiidatod 
Edison Co. of Now York. Inc. 47pp. 44972: 107-44972; 153 

8B04O4DOB8 Forwards Cycle I) radial pcakmg liml repl per Tech Spec 69.l.7.Resu))s 
applicable for curretil Tech Spec FO limit of 2 32 & proposed limll ol 2 50 cunanilY 
under review aa part ol License Change Application 161. 

COCKFIEIO.O.W. Portland Goneral Peclric Co 08/03/24 OocumenI Cont/ol Branch 
(Documenl Conirol Desk). 3pp. 44970 300 44970:302 

8094040048 Advises that specific actions taken lo modily component cooling walor sys 
per 07)204 commitmenLMods necessary to tneel pipe break criteria In 370402 
SER.Mods will be comptaled prior lo startup Irom 1909 refueling outage. 
COCKFIELDAW. Portland General Electric Co. 06/03/25. Document Control Branch 
(Document Control Desk). 2pp. 44689036-44969 036. 

8804040160 Discusses design mods which ulJ committed lo perform for control room 
habiiability by erid of 1986 refueling outage. Proposed design mod will eiitnlnaio need 
to restart control bldg ventrtation ays iti specific sequence 

COCKFfELD.O.W. Portland Ganerai Electric Co 88/03/25, Document Control Qranch 
(Documoni ConifW Desk}: 2pp. 45031.201 -46l>31:203 

8804069272 Repuesls NRC approval to delay rilod of dampers in conirol room emer- 
gency ventilation sys outside air supply linos by 1 yr until 1969 raiueling outage Delay 
due 10 possible unravlewed safely question le relocation ol damper .W/enci 
COCKFIELD.O.W- Porilaivd General Electric Co 80/03/31. Oocumeni Conirol Branch 
(Documenl Control Desk). 2pp. 45007:130-45007:270 

—8804060280 "Seiety Evaluation of Emergency Ventilation Sys Design Mods.*' 
HOOO.TG. Erin Engineering ft HeseBtek Inc. 0115-87 04, 80/03/16, I39pp 
45007:132-45007:270. 


6804260203 Advises that no lurlher plant spociHo action required presently .based on uUl 
870916 response lo NRC Bulletin 67-01. "Th nning of Piping Walls at Nucloar Power 
Plants 

CHAN.T.l. Project Directorate V. 80/04/12. COCKFIELO.D.W. Portland Generol Etoc- 
Ific Co 2pp 45213:1 18-45213:1 19, 

8604220177 Forwards supplemental response to NRC seloly evaluation ol WCAP- 
10868, “ATWS Millgallng SyS Acluaiion Circuitry Generic Design Packago. " per ro- 
quesl during 071214 tolcon. AddI into will bo provided per commllmoni in 871030 llr. 
BARR.H C Portland Qonerol Eleculo Co 08/94/13. Oocumont Control Branch (Docu- 
ment Control Desk) lOpp. 46267:1 85-46267: 196. 

8004220173 Forwards add! into re Six open iloms/rocortimoncfalions noted in NRC 
87111 1 safely evotualion of laliuro ol Main Feedwaior Sys Roslreini SR-O.por comm l- 
menl during audit ol fong term pipe support design vorlllcallon program In Jen 1980 
COCKFIELO.D.W. Portland Goneral Electric Co 88/04/15. Documenl ConWot Branch 
(Document Control Desk). 6pp. 46267:2 18-4S257:225. 


O. Inspection reporls, IE Bulletins ft correspondance 


8804050040 Ack receipt ol 060304 lit Informing NRC ol acllons taken to correct viola- 
tions nolod In Insp Repl &0-344/8B-01. 

PATE.R J Region 5. Ole oi the Director. 08/03/26 COCKFIELO.D.W. Portland Gon- 
aral Electric Co. ip 44996:119-44906:122. 

8803210090 SuppI 1 to NRC Into Notice 87-044. "Thimble Tubo Thinning in Westing- 
house ReaeWrs." Svc liel encl. 

ROSSI, C.E. Division of Operational Events AssossmenI (Post 670411). 88/03/26. 
Consolidated Edison (5a of New York. Inc. )21pp 44995; 126-44995:246. 

0603220296 NRC Info Notice 8B 010, ‘'Mails LIcensoos Lack ol Mgt Controls Over Li- 
censed Programs.” Svo list end 

CUNNINGHAM, R.E Division ol Industrial & Medical Nuclear Seloly (Post 870720). 88/ 
03/20. Consolidated Edison Co. of New York. Inc. lOSpp. 44996:247-44995:353 

6604130013 Forwards Insp Repf 50-344/88-04 on 680206-12 ft 0229-0304 A notice of 
Violation. 

VveNSLAlVSKI.P-A. Region 5. Ole of the Director. 38/03/2$ COCKFIELO.D.W. Porl- 
lend General Electric Co. 2pp. 451 31:069-45131:088. 
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014 Notfco Of viofafion from msp on 860200-12 & 0229 0304. Violation 
wofk arcB.w/goneral bachgrounj radiation lavel of 15 mrom/hr.tour hot spots 

B ad fadioiion lovols of eOO miem/hr to t.200 mrent/hr not posted 

.FA flogion 5, Otc ol Itio D-roctoi 88/03/28 Ip 45131 071- 
71 


8604140189 LER 87-020 01 on 070803.monthly char.nol check of seismic nton.tonng irt' 
strumont not performed ;n Jul 1687.Causod by >n8cJvoflenl dotation of surveiltanco 
tiom compoieriied stirvei lance schodLleSuivoil/ance perfo/mocJ.W/a80407 Hr 
HINSON.L . OlMSTCAD.C.A Portland General Etecirtc Co. 88/04/07. 3pp 
45152:147.45152 149 


015 Insp Kept SO-344/6a O-1 on 880208-12 & 0229-0304 No violation 
a;or areas inspected (iconsoo action on previous tindings.organirailon & 
ling & qualificaiions.soiid yrastes.1ransportat>on & lacility lours 
n.CA. YUHAS.GP nogiors 5. Olc ol the Director 88/03/28. 15pp 
72 45131 086 


G6042002S7 LEFl 66-01 t-Ol.on 8611 M.reaclor trip Irom spurious high v-hraiton signal 
on tnam turbine Caused by looso wires h vibration probe lunclion box.Ttip signal 
d.sabled Loose w.ring ilghioned W/aC04l4 Ur 

HINSON.L-, OLMSiEAD.C.A. Portland General Elociric Co, 80/04/14 5pp 
45221:052.45221:056 


75 Forwards Salenuatds Insp Root 50-344/88 05 on 880219-0311 8 notice ol 
Repl & nolico withliold (rol 10CFR?. 790(0) a 73 21) 

O-MERY-J L Region 6. Ofe ol tho Director 80/03/30 COCKFiELD.O.W, Port- 
wal Electric Co 2pp 4SOlO 344-45010:345 

15 Forwards 8ALP Root 50-344/07-41 lor Nov 1086 - Nov 1987, Mooting to 
repl planned lor 880422 Exprossos concern that probtoms experienced dunng 
mod may bo loNect-vo ol lack ol understanding of ulil Inlliativos 
t.JB Hogion 5. Olc ol tho Difoclof 08/03/30 COCKFIELD.O W Portland 
Electric Co 3pp 45197 002 45197:100 

149 SAIP Rept 50 344/07-41 for 881101-071130 

)5. Olcol the Direcior 87/11/30 44pp 45197 065 45197:108. 

13 Suppis 08031 1 response to NRC Bulletin 88-00? re rapidly propagaling la- 
icks In steam gonoraior tubos.Commils to plant power lovol rorlucllon to 50% 
re predicted lube rupture & clarities loplecomonl power coat 
ELO.O W Portland Goneral Electric Co. 80/04/01 MARTIN.J B Rog.on 5 
loOreclOt 2pp 45171 114-45171:1 15 

)1 Ack recoipi ot 071228 lir informing NRC ol stops taken to correct violet ons 
I Insp Rept 50-344/87-34. Note that excopilon to Violaiion 87-34-02 re un- 
upervisors issuing welding & culling pormils 

J Region 5. Olc of Iho Direcior 80/04/05 COCKFIELD.O W Portland Gen- 
iric Co Ip 45090 342 45090 342 


V. Operator Exami/tallo/ia 

8004100146 Forwards SALP Ropl 60 344/87-41 lor Nov 1986 • Nov 1987. Meeting to 
discuss rept planned lor 080422. Expresses concern that problems experienced during 
SAtP period rnay bo relleciive ot lack ol understending oi ulil iniliatives 
MARTiN.J B Region 5, Otc ol the Director 88/03/30 COCKFIELD.O W. Portland 
General Electric Co 3pp 45197 C62 45107:100. 

-6804190149 SALP Ropl 50 344/87-41 for 861 101-871130. 

* Reg on 5. Olcol Iho Direcior 07/11/30 44pp 45197 066 45197:108, 

86Q4260'OS8 Responds lo FOIA requosi lor Info re scores ol reactor opereio/s 8 senior 
reactor operators Forwards requal licailon exarn surnrhary source sheets listed In onci 
ai^ w/porsonai privacy Into doleiod 

GRiMSLEy.OH Oivison ol Rules & Records (Post B70413) 88/04/19 GOIEY.K 
Pub'ic Citizen's Ciillcel Mass Enorgy Pro;ocl 2pp 45213 003-452 13 -095 

—8804250167 PacKego ot NRC administered roqua'ilxaNon exam results summary. 

• NRC • No Detai’od Afli-iahon Given 87/07/20 88pp. 45213 007-46213.095 


DOCKET 50 346 DAVIS BESS B NUCLEAR POWER STATION, UNIT 1 


i€ NRC Inlo Nolico OB 01 1. "Polonhal LOSS ol Motor Conlrol Clr &/or Switch- 
inciion Duo lo Faulty Tie Bolls." Sve list oncI 

IE. Division of Operaiionol Evonls Assessmeni (Post 870411). 80/04/07. 
ated Edison Co ol Now York, Inc 124pp <5406 292-45407 051 

19 Forwards Insp Ropl 60-344/88 08 on 000214-0326 No v,o!atlons nolod 
IMAN.R P nog.on 6. Olc ol iho Director. 88/04/07 COCKFIELD.D W Port 
leral Electric (Jo 2pp. 45237:077-45237:092, 


F. Security, medical, emergency & lire protaclion plane 

8804150393 Revised emergency plan implementing procodures, including Rev 1 lo HS- 
EP-1600(EP.1600). "Emergency C'asslticoilcm. " Rev l lo HS-EP-1600(EP.1600), ’ Un- 
usual Event." Rev 1 io H5-EP-1700 (EP-1700). "Alerf’ A Rov 1 to HS-EP-1609(EP- 
1800) 

STOR2.L F. Toledo Ed son Co 87/02/04 /OOpp 45124:1 17-45126:104 


)43 Insp Ropl 50-344/00-00 on 0802 14-0326. No violations noted. Major 
spocled opotoiionQl safely verilicaiion.malnl. atwoillancd 8, open Item follow- 

C . SUH.G Y,. MENDONCA.M M Region 6. Olc ol tho Direcior. 88/04/07 
237:079 45237 092 

iS Fonvards Insp Kept 50-344/88-10 on B803l4.l6.No vdial'ons noted. 
MAN.RP Region 5. Otc ol the Diroctor 00/04/07. COCKFIELD Portland 
EloctrIcCo. 2pp 45231 320 45231 33 1 . 

>46 Insp Repl 50-344/80-10 on 860314.10. No violations or dovial-ons 
ijor aroas Inspoctod annual review ol liconsoo program to handle inlo 
□view of procedures & onsllo followup ol written ropis of non-roulino ovenis 
k.O B . MENDOCA.MM Region 5. Olc of the Director 88/04/07 lOpp 
>2 45231:331 

i4 Rosponds to roquosi lor nddi info ro IE Builolin 85-003. "Motor-Opeiated 
jmmon Mode Fa lures During Plant Trans-onis Duo to Improper Switch Sel- 

ELO.D.W Portland Gonotal Elociric Co. 88/04/08 MARTIN.J B Rogion 5 
e Direcior 4pp, 45218 280 45210:283 

'0 NRC Info Notice 86-012, "Ovorgreasing of Electric Motor Bearings Sve 

E, Division of Operationoi Events Assessment (Post 8704 11), 88/04/12 
ated Edison Co ol Now York. Inc. 123pp, 45165 028-46165:150 

it Confirms 880422 mgt mooting w/ulll In Porlland.OR lo d.scuS6 SALP repl 
lal onlorcemeni liems.por 680-1 IS lelcon Agenda & meeting notihcal-on end. 
OF. Region 6. Ofe of tho Director 88/04/16. COCKFiaP.DW Portland 
Electric Co 5pp, 45237:125-45237:120. 


8804220030 Rov I to '’Dovolopmonl ol Evecualion Time EsTmaies lor Davis Besso Nu- 
clear Power Station." 

* KLO Associates, Inc KLD TR 190 R01 87/11/10, 400pp 46237 274-46238 252 

6804130262 Revised emergency plan oil normal occurrence piocodurcs, including Rev 
0 ta HS-EP 02807. "Hubpad Use & Conlrol." Rev 0 to EP 4100. "Tornado.” Rov 1 lo 
HS-EP 02020. "Earthquake" & Rov 0 to EP-4300, ■'Flooding." 

WASIIK.J.S. To'odo E^disonCo 60/04/08 lOOpp. 45154:160-45154 328. 

8804200636 Forwards Safety Irisp Ropl 50-346/80-02 on 800101 0215 A noUco of vio- 
lation 

GULDEMOND.WG Rogion 3. Olc of ihe Director 88/04/08. SHELTON 0 Toledo 
EdiSonCo 2pp 45230 258 45238:275. 

“88042008SO Insp Ropl 50 346/80-02 or* 800101 -02 iS.Violatlons noled Mejor areas 
Inspacted action on proviouly Insp flndings.matnl, opefatlonel 
sarety.sun/oil'ance poilormanca anhancement pfogram.LER Tollo'wup.securily A onsllo 
followup of ovenis. 

OEFAY'ETTE.H Region 3. Olc ot the Director 88/04/05. i4pp. 45238;262-4523e:275. 

8B042702S2 Forwards Rev 0 lo Implemonling Procedure AO 1608.16 (1S.AC-00516). 
"Unoscoried Access Hequiremenls " Note that scroen'ng program w ll change signifi- 
cenily in that facility will essonilal.y paraKol requirements of Rev dA 
SCHUMAKER.A R Toledo Ed son Co. 88/04/12. Rogion 3. Olc ol the Director. 2pp. 
46242 323-45242.355. 

-0804270263 Rev 0 to Emergency Plan Imp'omenting Procedure AO ICoe 18, "Unes- 
corted Accoss Roqiiiromenls." 

ORIN.G.M . SlonZ Toledo Edison Co 83/00/01 31pp. 45242 325 45242 355 


H. General correspondence 


a operating reports A related correepondence 

1 Monthly operating data ropl for Mar 1 988. W/88 0406 Ur. 

= J.. OLMStead.CA. Potlland General Electric Co 80/03/31. epp 
17-45142 122 

0 Forweids NPDES ropl for Mar 1988 & supportirig Into 

J. Portland General Electric Co 88/04/1 1. Oregon. Stefe ol. 2pp. 45231:275- 


146 “Monihly NPDES Data for Mat 1986." 

J Portland Genoral Elociric Co. 88/03/31. I2pp 45231:277-46231:288. 


8604270166 Requosts removal ol DM Hauser & aildillon ol OE Butke lo ma'-i-ng list. 
BURKE.O.E. C'eveland Elocluc Illuminating Co. 88/04/21. nRC - No Detailed Aflili- 
ailon Given ip. 452-11:165-4.5241 165 


J. Insurance A indemnity Information 

8803300954 Sub mis hsl Of util insurers policy numbo/s 8 coverage limils.par - 

l0CFfl50.54(w)(4) reportng roquuomonls i 

ShELTON.O.C. Toledo Edison Co 68/03/23. Document Conlrol Branch (Oocurnent \ 

Conlrol Desk) ip 44945 214 44945,214 i 


ible occurrences, LERe & related correspondence 


P. Operating license stage documenis & correspondence 


S lER 87-025-0ron 87O830,contalnmen{ ventilalfen isolahon occurred during 
lent pressure reduciion.Caussd by faulty noble gas monitor PRM-IC dolector 
ig Intermfllenl noise. Circuit card fapl0ced.W/88O4O7 Ur. 

,L . OLMSTEAD.CA Portland General Electric Co. 86/04/07. 3pp. 
17.45 152:129 


8604070117 FOlA roqoesi for rept did 870901 ro allegalions aboui incident ai ptani on 
861231 concotmng ordering ol p’ani manager back into plant allor drinking at new yrs 
ava party. 

MAxWELL.B. Cosmos Broadcasting Corp. 80/03/07 NRC - No Detailed AHiliation 
Given 2pp 45043:286 45043:287. 


9 LER 87-01 5-0 l:on 87C4l3.discovefed that 10 steam gonoialor Iransmitiers 
ly calibr.Caused by procedure deficiency.Trarismlflers property recafibr within 
» tolGianca a caiibr data eheois revised. W/88C407 Ur. 

,L. OLMSTEAD,C-A. Portland General Elociric Co. BB/04/07. 4pp 
11-451 64 .004 


8803300366 Responds to NRC 860303 request lor eddi Inlo re B70807 app'ical'On lo 
amend Tocli Specs 3/4.3 2 A .3/4 6 3. Amend lo proposed temovlng closure lime le- 
quirements fer ten valves connected to secondary sioe ol steam ganerators. 
SHELTON, D C. Toledo Edison Co 88/03/21. Oocumertt Conlrol Branch (Docvmani 
Control Ooak). 3pp. 44962.125 44962:127. 
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0803240426 Gerenc Ltr 86 C6 to Dll power toaclor l-censeos £ appl'canis ro roiDovel ol 
Cfusoiaioi charts tiom Tech Spec 8dm.r.is!ta’..ve cooirot roqu remenle SvC ist end 
M/mGHA.F J Assoc sie Dmctor Jcr Projects (Post 8704 nj 88/03/2? Consol dated 
Ed sen Co ol New York. Inc 47pp 44972 107-44972 IS3 

8804060442 Forwards appicaiion to en'.end Liconso NPF>3.rev.s:ng Liconso Condition 
3 C (3)td). nclJdng Tech Spec 3/4 4 2. Figures 3 4 2a 2bjcch Spoc 3/4 4 9 I.F gufos 
3 4 2.3 4 3 3, 3 4 a.Tab’o 4 4-5 £ Toch Sper: Sssas Soaon 3/4 4 9. 

SHELTON DC Toledo Edison Co 88/03/30 Document Control Branch (Oocun-ent 
CortrclDeskI 2pp 45076 046 45076032 

-8604060449 App‘;C8ticn tor amend to Lcense NPF-3.revisjng Llconstt Condton 
2C(3|(dJ.inc.'0Jin9 Toch Spec 3/4 4 ?.Figures 34 ?0 S 20.Tecft Spec 3/4 4 0 1. Fig- 
ures 3 4-2 3 4-3 £ 3 4-4 £ Tab'e 4 4 5 £ TtJch Spec Oases Section 3/4.4. 9 
SHELTON.O C Toledo Edison Co 88/03/30 24pp 45076 046-45076 071 

-6804060463 Proposed Tech Specs rev smo Tech Spoc 3/4.4 2.Fiqu'os 3 4-2a £ 
2l>.Tech Spec 3/4 4 0 i.nguros 3 4-2.3 4 4.3 4-4. Tah'e 4 4 5 £ Tech Spec Bases 
Sociicn 3/4 4.9.8ases Table 4-t S Bases 4-i s 4-2 

* Toledo Edison Co 68/03/30 2lpp 45076072-45076 002 

8804060172 Foiwards SSER NUnEG-1231 re B£W Owners Group plant reassossmant 
prog/am Ovoral' oval Jaton lema ns lavorablo Addi improvement i.n area of rniograted 
control sys/ non nuClea' insttvmentat on sys review poss b*e W/0 enci 
CRUrCHElELD.O 0 vision ot noador Pro;ecis • IH.IV.V £ Special Proiecis (Post 
870411) 88/03/31 WILGUS.W S Babcock 8 W.ico* Opcraiing Plants Owners Group 
7pp 45076 ie I 45076; 167 

8604110144 Prisv.des eddi into re MSIV stroke li.x.e roquiremenis.por NRC 060303 
telcon request to assist m ruvi&w cl 870727 appi cai on lor amonri to License NPF- 
3 Air'.end wou'd rov<se Tech Specs 3/4 3 2.3/4 6 3 £ 3/4 7. 1 . 

SHELTCN.OC Tdedo £t.*ifoo Co 88/03/31 Docuironi Control Branch (Oocumont 
Co.nli □ I Desk) 9pp 45 1 3 1 to I -45 1 3 1 1 09 

8804140193 Provides tinted into requested in 860225 Hr re Operating njcloar power 
units localod at twelve sites a'ong ijreal Lakes 

SJELLO.V Ole ol the Eitocufrve Onocioi lor 0{>oia'onB. 89/04/06 RIOGE.T, House 
ol Rep 5pp 45104 138 46104 143 

0004080088 Goneiic Lir 68 07 to power reactor licensees £ applicants re ir,ori.ied en- 
forcomen! po'icy co.''cefr'hg lCCFn50.49. "Erviron Ouaificaiion ol Electrical Equip- 
ment impeirant to Sa'oly lor Nuclear Power Plants " Sve l.si enci 
MiRAGLIA.F J. Associeto Director to* Pro ects (Post 870411). 08/04/07 Consolidated 
Eoison Co of New York. Inc 49pp 45164 237-45164 285. 

88042 to 172 Forwards graphs & siat-siical plots ot trends ol porlormence indicators loi 
plant fro-'n AECO repf. ' Pe/tormanco Indicators for Operating Commercial Nuclear 
Power RcaciCfS. ■ per SECY 67-207 

DE AGA2IO.AW Pro.eci Oiroctotaie 111-3 88/04/08 SHELTON.O C Toledo Ed.son 
Co 22pp 45191 287-45191 286 

8804200068 NoHlios Of plans to use instrumented insp lechn-ques (or epp'lcatlons 
'■sto-d.inc'ud rtg impletnental on over next 10 yts for insoiv.co insp pressure tost pio- 
qram & taking credit tor mserv.co valve tcsli-sg 

SHELTON.O C Toledo Ed son Co. 08/04/ it Document Control Branch (Oocumont 
Ccnf-Ol Desk) 8pp 45176037-45176060 

-8804200091 Submits rocap ol topics discussed dunng 870930 meel-ng w/ NRC in 
Belhesda.MD re insirumonied :nsp lochn quos W/nino ovoisl/o ligures 
ASKWITH.HH HA.F A tnll. Ir.c 07/10/07 JOHNSCN.G NRC - No Ooiai’ed Altil.- 
alior) Given i4pp 45176 055 45)76060. 

8B04220I3I Forwards eppicalion lor amend to License NPF-3.adding Tech Spec 3/ 
4.0.1 13 S tiases sncuon re relueing opeialons. £ spent luol assembly storage & re- 
vising Tech Spec 5.3 1 ro fuel assombliss £ Tech Spec 5.6 t 2 re criiicaiity.Fee paid 
SHELTON .O.C Tetedo Ed sort Co 88/04/11. Docuirtcni Comtoi Brartcti IPocument 
Control Oosk) ip, 45231 219 45231 274 

-8804220134 Appi eaten lor amend lo License NPE'3.adding Tech Spec £ Bases 3/ 
4.9 1.13 ro relueing opeiai.ons.spenl fuel pool assembly storage & revising Tech 
Spec 5 3 t re fuel assemb'ies 4 Tech Spec 5 6 12 ro crmcaSly 
SHELTON.O C To’etJo Ed sonCo 06/04/1 1. 45pp 45231:220-45231:264 

-8004220136 Pioposed lech Specs.add-ng Tech Spoc £ Bases 3/4 9.1, 13 re rofuo’ing 
opera iions.epont fuel pool assembly storage £ revising Tech Spec 6.3.1 ro tuet as- 
semW 88 & Tech Spoc 5 61.2 to criticai.ty 

• Toiedo Edison Co 88/04/11. lOpp 45231:205-45231 274 

8804250148 Submits addi into ro 8801 1 1 application tor amend to License NPF-3.revis- 
ing Tech Spec 4 4.5.2. “Sleam Generator Tube Sam.ple Se'cclion £ Insp lo Include 
Third Special interest Group." per 8603 IS lelcon request Supporting info enci. 
SHELTON.O C Toledo Edison Co. 88/04/14 Document Control tiranch (Document 
ConltolOosk) 25pp 45258 225 45268:279 

8604260314 Conliims mgt m-eeling on 880418 In Glen EllyalL to discuss various leciliiy 
aspects, including slat us ol relueiing outage 

GnEENMAN.EG. Region 3, Ole ot the 0 recto;. 68/04/15. SHELTON.O Toledo 
Edison Ccr 2pp 45239:180-45239 181 

8604280018 NoUical on ol 680428 meeting w/utri lo Oak Harbor,OH re lechri'cdl rtis 
cussions corcereing p’ant control cir. 

OE AOA2IO.A,W Ptoiect O-rectorato 111-3 83/04/18 PEnKlNS.KE Project 0.reclor. 
ate 111-3. 3pp 45232 262 45232 264 

8694289095 Forwards Rev 6 to USAR.reNecimg org3nl^ailon changes implemented be- 
tween 080122 0422 re removal ot D-B organization from Tech specs In accordance 
w/Generic Ltr 68 Od.Annual update lo be submitted In Jul 1986. 

SHELTON.O C To-ledo Edison Co. 88/04/22, Document Control Branch (Document 
Control Desk) 21pp. 45251 049 4525 1089. 


Q. Inspection reports, IE Bulletins ft correspondence 

8603210090 Suppi 1 to NRC Info Notice B7.044, ‘ TMmble Tube Thnriing lii Westing- 
house Reactors." Sve I si end. 

ROSS1.CE- Oivis-ort ol Operational Events Assessment (Post 870411). 88/03/28, 
Consoldaied Edison Co ot New York. Inc. 1 21pp. 4499S:t 26-44995 246. 


8803220298 NRC Into Noiice 88 OtO. "Malls Ltcensoes Lack o( Mgt Conlrcis Over U- 
consod Programs " Sve list end 

CUNNINGHAM.R E Division ot Industrial & Mndical Nudoar Safoty (Post 870729). 88/ 
03/28 Consol dated Edison Co ol New York. Inc. lOBpp 44695 247-44095353. 

8804 110 160 Comments on CJ Papariello 680323 memo ro Insp ol alegaiions ai 
ptems S gn licanco o> allegations low £ do not warrant immedioio roview & closure 
KNOP.RC Hegiorj 3. Olc ol Iho Dif ecto.' 06/04/08 GHEENMAN.E G NRC • No Do- 
lai'Od Alhialion Givon 2pp 45135:074-45135 075. 

8804010288 NRC Into Notice 88-01 1. •Potontiat Lose ot Motor Control Ctr &/or Sw.tch 
board Eurtciicn Duo io Faulty Tie Bolls." Sve list oncl. 

ROSSI.CE Oiv.sion of Opoiationar Cvents AssossmenI (Post 370411). 88/04/07 
Consol-dated Edison Co of Now York. inc. t24pp. 45406 292-45407 OSt. 

8804120395 Fo'wards Radio’-og cal Controls Team Insp Ropt 50 346/86 00 on 860223- 
26 £ 0307-11 No violations noted. 

SHAFER.W D flog on 3. Olc ot iho Director 80/04/07 SHELTON.O Toledo Edison 
Co 3pp 45129 084 45129 093 

-8804120400 Insp Ropt 50-346/88-08 on 880223-26 £ 0307-11 No v-olahons or dovl- 
atrons noied Major areas Inspected operational radietion proieciion.sornJ radwaslo mgl 
£ nonradiologlcal chemistry programs.lncluding mgt controls & training 
MIlLER.oe , GRANT.WB. HOLTZMAN.R B Region 3. Otc of Iho Diroclor 80/04/ 
05 2epp 4512U 066-45129 093. 

6894150429 Forwards util response to NRC Ot/ttotm 68-OOt, "Oafacta tn West.nghouse 
Circu l Breakers " Sub) circuit broakors not used ai plant 

SMELTO-N.O.C. Tolerlo F.dison Co. 88/04/09. Document Control Branch (Document 
Control Oosk) 2pp 45130 199 45130 200 

8804200538 Forwards Safely Insp Repi 50-346/86 02 on 880101-0215 £ nol co ol V-O- 
lalion. 

GULDEMOND.WG Region 3. Otc ol iho Oiroctor. 60/04/08 SHELTON.O Toledo 
Ed son Co 2pp 45238 259-45230:275 

-8604200641 Not'ce ol v-oiation liorn Insp on 880101 -02 i5.Violalion noiod.liconsoo dd 
not restore soismic trigger to opoiability or submit special re()l after discoverir^g ilia I 
seismic Inogor did not nave required range. 

GULDEMOND.W G Reg on 3. Otc ol Iho O-reclor. 80/04/05 Ip 45230 261- 
45238 261 

-6804200550 Insp Repi 50-346/88 02 on 880101-0215 Violations noied Major areas 
inspected. action on proviouly Insp lindings.maint, oporailonal 

salety.su've.llance, performance enhancement pfogram.l.ER tollowup.securily £ onsite 
followup of ovonis. 

OEFAYETTE.R Region 3. Olc ol iho Director 80/04/05. 1 4pp. 45238 262 45230 275 

6604200Q69 Nolilios ol plans lo uso Insirumentod insp lochniquos lor applications 
I siod.incl.iding impidmeniaiion ovoi noxt 10 yrs lor Inservico Insp pressure test pro- 

t ram £ taking credit lor Insorvico valvo testing 
HELTCN.OC. Toledo Edison Co. 80/04/11. Uocumont Control Branch (Oocumont 
Control Oosk), Qpp 45176 037-46176 060 

-$$0420000 1 Submits recap ol topics discussed during 870930 moeling w/ NRC In 
Beihosda.MO re Insirumonlod insp techniquos.W/nlne ovorslzo liguros. 

ASKWITH.HH. HAF A Irrti . Inc 87710/07, JOHNSON.G. NRC • No Detailed Af(i*i 
alion Given 14pp. 451 76 056-45176:060. 

88040603 70 NRC Info Notice 00-012. "Ovorgroasing of Electric Motor Hoarlnga " Sve 
list end 

ROSSI.CE. Division ol Oporaiional Events Assossmont (Post 670411). 00/04/12. 
Conso'idaled Ed-son Co of New Yoilr. Inc I23pp 45165.028 45165 160 

6604250148 S-jbmits addi Into re 6801 1 1 oppHcalion for omond to Liconso NPF-3.rovis- 
ing Tech Spec 4.4 5 2. "Steam Goneralot Tubo Sample Soloctlon £ Insp lo Include 
Th rd Spoclal Inlorost Group." por 800316 laicon roquesl. Supporting into oncl 
SHELTON.D.C Toledo Edison Co 88/04/14, Oocumont Control Drancti (Documeel 
Control Desk) 25pp 45268:225 45258 279, 


R. Periodic operating roporls ft related correspondence 


8803290376 "Whole Body Exposures lor CY87 " W/8B0220 Hr. 

STORZ.LF Tolodo Edison Co 87/12/31 4pp. 44052 331-44952:234 

8804260201 "Annual Environ Oporaling Rapt 1987 " W/800412 Hr. 

SHELTON.D C Toledo Erttsori Co 07/12/31 250pp 45239.30 1 •46241:070 

8604220044 Monthly operating lopl tor Mar 1988 W/8004t4 ltr. 

CIPRIANI. J . STOHZ.L F Toledo Edison Co 88/03/31 6pp 452I6;106-46216 191 


S. Reportable occurrences, LERs ft related correspondence 

8804070205 LER 88'007'00:on 8d0304.discoverod that a’r operatact tomp control vulvos 
tor DHR HXs Inoperable Caused by air leakage from valvo accumulaloi sya Valve 
CCt469 opened & operator manually engagad to hold valvo opon.W/0B033l ltr. 
GORDON.e s . STORZ.L.F. Toledo Edison Co 06/03/31. 4pp 45072.256-45072:250. 

8804180450 LER 88 008 OOon 8803 12, discovered that nucloar safely- related (NSR) 
equlpmanc located willlln faliing arc distance of nonsolsmic elocfrical panel. Poionfial 
for panols to tail & impact NSR equipment ov6ilookod.W/680408 Hr. 
nODER.M J.. STORZ.L.F. Toledo Edison Co 8B/04/0B. 4pp 46106 236-45196 239 

8804250088 LER 88-004-01 ton 8B0l20.houtly lire watch Intentionally missed duo to pro- 
CBiillonery evacuation ol radiological control area (RCA).Hourly tiro walch patrols re- 
sumed upon gaining acesess lo HCA.W/BB0414 Hr. 

STOTZ.J . SfoBZ.L F. Toledo Edison Co. 88/04/14. 3pp, 45239:207-45239:209. 

8804200311 LER SB-OOS-Ot.on 680t2l,lnDpe/abto lire barrier w/lnoperable lire dotec- 
lion dlscovorod.Csused by procedural inadequacies. Procedures revised to require 
more thorough lOvlew ol design package prioi to lmplamenlallon.W/8604f& ltr. 
STOTZ.J-C Toledo F.dison Co. 68/04/15 6pp. 45235:172-45235:176. 
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V. Operator Examlnallona 

8804060300 Cortilios Utal plant operator iraif’lng ptoofama acctodilotl by IKjPO & use 
sys approach to training 

SHEl.loN.O.C. Toledo Edison Co fiB/03/20 Oooumont Control Orancli (Oocumont 
Control Desk). Ip 45073.342-45073 342 

S 804 1 10326 Advises Itial operator & senior oporalot exams schodulod lot wook ol 
880829 End listort rot matl roquosiod CO days pno' to oxain dale. 

WRIGHT.G C Roplon 3. Ole of ttio Director 00/04/06 SHElTON.D Toledo Edison 
Co topp. 45123 310 45123 310 


6804300473 Pari-al response to FOIA request re lire protection Fcnivards App E 
documents App D & E docuT.or«s avai'ablo in PDR App F document comp'otoly v/lth- 
hold trot FOIA Exempt-on 5) 

GRIMSLEY.O II. Oivislo.*) of Rules & Records (Post 070413). OB/04/t4. jONES.CR 
AlWiatlon Not Ass g-ted 5pp 45206 037 45206 043 

-8804200579 Advises that Fire Protection Steering Comm.iico has rocomnnondad that 
each region mako one lOCFRSO.App R type Insp lor each laciily to assess siotus ol 
comp'ianco w/ I0CFH50 40 Prog-rim 1 slot/ 

CONtCN.T E Rog on 2. Olc ol Iho Director 84/11/06 HEROT A R Rog on 2. Ole ot 
PieOirecIO/ 3pp 45206 4 70-45208 176 


DOCKET 60-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency 8 lire protection plana 

8803260283 Forwards Insp Repie 50 348/68 Cl) & 50-384/88 Q6 on 880220 0304 & 
noiico ol violation. 

COLLINS DM Rogon 2. Olc ot Iho D.ioctoi 80/03/18 MCDCNALD.H P A'obama 
Power Co. 2pp 44020,001-44020 013 

-8803250266 Noiico ol violation from insp on 000220 0304. Violot-on nolod pcrsonnol 
dos gnalod as oporahons shift Oido, appo niod by intorim omorgoncy rliroclor.did not 
roceivo roqu rod annual roltalninn lor commun cations pursonnol. 

COILINS.DM Rogion 2. Olc of llio Director 8B/03/I8 2pp 44020 003-44920 004 

-8663250266 Map Repts 50-348/80 08 A 50 364/60 00 on 060226 0304 Yiolallons 
noted. Major aroes inspociod.opurolional roaUinoss ol site omorgoncy ptopnrodnoss 
program & to delormino if changos to omoigoncy proporodnoss moot NnC lequiro- 
moots 

GOOOEN.A . DECKER.! R. Rogion 2. Olc ol tho Dliocloi 08/03/ 16 Opp 44920 005- 
44920013 

8803300029 Rovisod omorgoncy plan Implomonilng procodjios.including riov 18 lo 
FNP O-EIP-IO. "Evacoallon & Porsonnol Accouniability." Rov 19 lo I NP-O-EIP-IO. 
"Emorgoncy Equipmoni & Supplies" & Rov 64 to FNP-O-EtP-0, "Emoigoncy.. " W/ 
0BO322 Hr, 

HUOSPETH.J 0. Alabama Power Co. 00/03/22 200pp 44960 354-44907 237 

8804070039 Advisos tliat OO-ElP-121 borng voidodAll Itoms In luocoduio incoiporatod 
Into Rov 6 of GO-ElP-t 18. "CCO Coiporato Activation A Noiilicaiion Piocoduros." 
HARRIS.R. Alabama Power Co. 08/03/24. Region 2. Oic ol itio Oiruclor ip 
45022:126.45022.128 

8804070285 Gonorol Olc Emergency Impiemonliiig Procoduro GO-EIP-1 12, "Emorgoncy 
Mob.lo Communications," W/6B0324 lir. 

MCGOWAN.J.W., HARRIS.R Alatiama Power Co. 00/03/24 Itpp 45021:173- 
45021:183 

B804060262 Forwards Insp Ropts 60 340/08 07 A 5O-384/O0.O/ on 0602H 03l0No 
violations or dovialions nolod. 

VERELLl.O M Rog on 2. Olc ot tho Oirecior 00/03/20. MCOONALO.R P Atatiama 
Power Co. 2pp. 45040:126-45040:132 

-8804080267 Insp Ropis 60-340/60-07 & 60-304/C8 07 on 80021 1 0310 No vlo?aiions 
or doviations noted. Major areas Inspoclod roviow ol monlliiy su/voll’anco & malnl 
obser\alion9.radi0logical piotoclion program & pliysicol aoci'nly program. 
BRAOFOflO.W H . MILLER.W.H . DANCE.H C Region 2. Otc of Iho Drocio.' 80/03/ 
20 Bpp 45O40;127.46O46:132 

8804200057 Rov 12 to Emoigoncy Plan tmplomunting Piocoduro FNP-O-EIP-15 ''Emof- 
pon^ Dr.ll9 

WOOOARD.J D, Alabama Power Co. 00/03/20. Opp 45220 262-45226 270 

6804080085 Responds to O.M Collins 000210 lu ro FEMA analyaia ol prompt alorl & 
notification sys lor lacIMty Doinlle ol util lovlow of FEMA Hr & qiiostlons ro FEMA 
survoy oncl. 

MCOONALO.R. P. Alabama Powor Co. 08/03/31. Document Control Orancli (Docu- 
meni Control Desk). 26pp 45098:279-45000 304 

8804140093 Forwards Rov 0 lo GO-EIP-122. ■■Cimotgonev Molnlo Communications." por 
EQ Reeves 670821 Ur. 

MCCRACKEN.K.W. Alabama Power Co. 08/03/31. Oocurnenl Control Branch (Oocu- 
mom Control Desk) ip, 45169 33f-46t60:340 

8804n0f21 Hosponds to vtolalione noted In Insp nopis 50.343/00 06 A 60-304/00 
OO.Corroctivo QClion9:a8SOS8meni will bo made to onsuro that training dolincd ter all 
porsonnol w/ro^onsibilitios under omorgoncy plan. 

MCDONAID.R.P. Alabama Power Co. 00/04/04 Document Conirol Branch (Docu- 
ment Control OoBk), 2pp 45136 000 45i35 09i 

8804110134 Forwards Rov 16 to socurrly plan Rev withhoW 
MCuONALO.H.P. Alabama Power Co. 08/04/05, Document Control Branch (Oocu- 
mem Control Desk) ip 45129:228-45120 220. 


8804270296 Rov 5 lo Genorel Olc Emergency lmp;emonll.“.o Procedure GOP ElP-llS. 
"Emorgoncy Oporahons Facil ty Shill Turnover.'' W/6004t4 Ur. 

MCGOWAN.JK. HARRIS.R Alabama Power Co 88/04/14. 32pp 4524 2 291- 
45242 322 

8804250126 Revised omcrgorcy plan implomcnling procoduros. ncluding Rov 5 to GO 
EIP-116. "Erno.-goncy Oporations Facilly SMIl Turnover" & Bov 6 to GO EIP-tOt. 
■ Cofporalo Emergency Organirat on " w/800415 Mr 

MCCRACKEN.KW Alabama Power Co 80/04/15 57pp 45230 123-45239 179 

8904260024 Forwards Insp Ropts 5O-34O/e0 O9 & 50 304/88 09 6 nol co ol v-olaiion 
CLINE.WE Region 2. Olc ol iho 0.rector 08/04/19 MCOONALO.R P A'abamo 
Powor Co 2pp. 4531B 140 45318 152 

-8604260029 Notice of v oiaion from Insp on 090321 -24. ViolBtlon nolod cabinet cor» 
laining safeguards into insocuro & unallondod 

CLINE.W E Region 2, Olc of tho O.rocto.' 00/04/19 2pp 45318 I50-45310 151 

-8B042G0034 Partisl y withheld Insp Ropts 50-340/80 09 & 50 384/00 09 on 080321-24 
(rot l0GFn2.790 A 73.2i).Vlolalion noted Maior a'oas Inspoclod so curlty 
organizaiion.rccords.ropis.tostno. ma nl.locks.koys.comb nations A physical barriors 
THO.MPSON.D.H , MClGUlBE.O.R. Rogon 2. Olc of tho 0:roclor CO/04/13 ip 
45318:152-45310 152 


J. Insurance & Indetanlly Information 


OS041 10147 Scbmiis vetificahan ol property -nsuranco covoraQO per 10CFR50.64 w(2) 
n'jcloar ntoporiy insuronco roporti-'n roqui/omant 

MCOONALO.R P Alabama Powor Co 88/04/01 WOOO.R NnC • No Detaiod Alhll- 
alionG.von ip 46077 330-45077 339 


M. Antitrust correspondence 


8604110264 Notilicailon ot 883406 mooiing w/ulil In RockvI'o.MD lo discuss 2 208 potr- 
Hon antitrust soii'omoni issues 

REEVES.EA Pro.oct Dircciorato ll-t 80/04/05 MURLEY.!,. SNIE2CK,J . 
MIRAGLIA.F. NRC - No Doia lod Alt.llal on Given 2pp 45079 0i>2 45079 003 

8804130301 Summary ol 000400 mooling w/ull & A'aboma Eleei/fc Poww Ccoprr/ot.ve 
in Rockville, MO ro status of soiUomonl proposel proso-nled to NRC h Jen I980.poi 
2 200 nnliliusl procooding List of allondoos oncl 

LAMDE.WM Polcy Oovolqpmont & Tcchncal Support Branch (Post 87041 1) 00/04/ 
08. ThOMAS.C O. Po'icy (Jovolcpmcnl A Toclinical Support (Branch (Post 870411). 
2pp, 45IO1:230-451O1:239 


P. Operating llcsnsa stage documents & correspondence 


6603240426 Gonoric Ltr 88 06 lo s'l powor reactor liconseos & applicants ro removal of 
organization chads horn Toch Epoc admln siraltvo control loquiromo-'ds Sve list oncl 
MIhaGLIA.F.J Associate Dlrecior for Praecis (Post 07041 1) 00/03/22. Conso'ldated 
Ed son Co of Now York. Inc 47pp 44072:107-44072:153, 

6604010104 Summary ol 880310 moellng w/uh's In Rockv-llo.MO ro into that would bo 
roquirod In subm-tlol ol amends to l-consos A CP hold by ui-ls Atlondcos list & vlow- 
graphs oncl. 

AOENSAM.EQ PiOjOCI D-roctora1o 11-1 86/03/25 Pro.OCt Droctoralo 11- 1 26pp. 
44020 082-44920 106 

0804040178 Roquosts rol;ol horn roquiremonls ol socond 10- yr interval Insorvlco lestino 
program lor ASME Class 1.2 A 3 pumps A valvos to onabio uso ol valvo disassembly 
A insiaiieilon ol msirumoniet on as accopiabio lost aiiernaiivos 
MCOONALD.n.P. Alabama Power Co. 80/03/29. Oocum.enl Conirol Branch (Docu- 
mom Control Desk) 2lpp 44069 200-44089 300. 

86041 10277 Forwards ksl of valves inside comammonl w/onviror^mematly qualllod 
NAMCO EA-180 l-m,! switches which uMuo Rsycliom/ CHiCO 9oal9.poi DOOAOl 
leicon.Connoclots will bo rep'acod boloro startup for Unit t A during noxl outage lor 
Unit 2 

MCOONALO.R P. Aiabomo Power Co. 80/04/04 GRACE.J.N. Region 2. Ofc ol Iho 
Director 4pp. 45136 042-45135:045 


8804130255 Rov 20 io Emorgoncy Plan Implomontng Procoduro fNP-O-EIP-16. "Emoi- 
□ancy Equipment a Supplies." 

Alabama Powor Co 08/04/07. 85pp. 45137,010-46137:103 

®®0^70061 Revised omorgoncy plan Implemortiing proccduroa.inctuding Rov C lo GO- 
ElP-101. "Corporate Emergency Organization" a Rov 3 to GO-EIP-rs?. 'Sron Sys 
Testing a Malm." W/80O4n Hr 

HARRIS.R, Alabama Powor Co. 86/04/11. 20pp 4524 1: 174-45241:202 

*•^^<3043 Forwards loprintad Rov 8 to Emorgoncy Plan Imptomontnn Procoduro GO- 
ElP-112. "Emergency Mobile Communications.” Procoduro transmillod as uncon- 
trolled por EA Reeves 070821 Hr. 

MCCRACKEN.K.W, Alabama Power Co. 80/04/12, Document Control Branch (Occu- 
mern Conirol Desir). ip. 46231.072-45231 081. 


-88042^45 floprinied unconlioHod Rev 8 to Emergency Plan Impfomentlng 
•^^wUfn.QO-EIP-l t2, "Emergency Mobile Communlcallons." 

MCGOWEN.J.W. Alabama Power Co. 80/03/23. 9pp. 45231:073-45231:081, 


S6040B0086 Genetic Ltr 88-07 to power reactor liconseos A appUconis ro modified on- 
lorcomoni po'icy concornirg t0CFR5049. "Env-ron Qus'Hicafion ol Elocirical Equip- 
ment Important to Saloty lor Nucloar Power Plants. " Sve list occl. 

M(RAGttA.F.J. Assocfttia Onoctor for Prolocis (Post 87041 1) 88/04/07. Consnltfatod 
Edison Co, ol Now York. Inc 49pp 45164:237-45164:285 

8804150168 Discussos 880316 mooling w/util ro proposal to lonn operating company to 
handio operation of sub) p'ants Summary Of meoilng issued soparaloly. 

AOENSAM.EQ. Project Directorate II- 1. 09/04/08. LONG.L.D. Soulhorn Company 
So/v.ces, tnc I Opp 45 14 1:185-45141:203. 


Q. Inspection reporis, IE Bullellns & correspondence 

8803260263 Forwards Insp Repis SO-348/08 06 A 60-364/88 06 on 880229- 0304 & 
notice of violation 

COLLINS.O M Region 2, Olc ol tho 0.recior. 68/03/18. MCDONALO.R.P Alabama 
Power Co 2pp. 44520 001-44020.013- 



-SS03SS036S Noi/co ol wotetion from ir>sp on 680229 0304. Violation noted pat sonnel 
designated as operauons s^■lt aido, appointed by mteinn e.Tpe<eency direc.of.did not 
fecewe roqvi/od annual retiam na tof oomwnuntcaHjns personnel 
COLLINS.OM Region 2. Ole of the Oirectot. 68/03/18 2pp. 44920 003 •44020.004. 

-88032S0266 lr.sp Flepts 50-34fl/ee-06 & 50 3&4/ea 06 on BB0229 0304. Violations 
noted Maior areas inspected operatonaJ teadness ol sue oineig 0 ncy prepeiooness 
ptogfant 8 ip delotniine it cha/vges to emergency preparedness moel NRC requuc- 

GOODEN.A DECKER J.R. ReQiOt* 2, Otc ol Itie Director. 88/03/16 9pp. 44920 005- 
44920,013 

8604060054 Ack lecGipt Of 680316 tti informing NRC of Steps taken to cormci wofairons 
noiixl in Insp Repis 50-34e/87-35 & 60-364/ft7'-35. , ^ ^ ai 

JULIAN.CjA. Region 2, Ofc ol the Oirectot. 88/03/25. MCDONALO.R.P Alabama 
Power Co tp 45007;266-45007 296 


8803210090 Suppi t to NRC fnlo Notice 87 044. -Thimble Tube Thinnng m WoS!.ng- 
house Reactors • Sve usi end omn-ii-ia 

flOSSI.CE Division ol Operationiai Events Assossment (Post 8704 H) 88/03/26 
Consolidsted Edison Co of New York. Inc I21pp 44995:126-44995 246. 


B804860370 NflC Into Notice 88-012. 'Ovoigi easing ol Electric Moloi Bearings " Sve 

ROSS^CE. Division ot Oporatlonai Events Assessment (Post 8704 ii). 66/04/12. 
Conso'idalod Edison Co. of Now York. Inc I23pp 45t65.02e-45l65;l50 

8904210474 Forwards summary ot 880315 enforcemont conloranee lo onviron qu8lil.ca 
lion of electrical eouipmenl at facility. List ol attendees & handouts also end 
GRACE JN Region 2. Otc ol the Director. 68/04/13. MCOONALD.r.p. Aiabania 
Power Co 64pp. 45227:137-45227.183 

8804200473 Partial rosponso to FOIA laquosi te lifO protection Forwards App £ 
documents, App 0 & E documants availsblo In PDR App F documant completely with- 
held (tof FOIA Exemption 61. 

GRIMSIEY.O H. Division ol Rules & Records (Post 6704 13), 08/04/14. JONES.Cr 
A ffibalion Mot Assigned. 5pp. 45206.037-45206:043. 

-8804200579 Advises that Fire Protection Steering Commllloe has tocemmended that 
each region make one 10CFfi50,/Vpp R-lypo Insp tor each facility to assess status o) 
compliance w/ l0CFR5O.4B.Program lislad. 

CONLON.T.E. Region 2, Ole ol tho Director. 84/1 1/06. HERDT.A fl. Region 2. Ole ol 
tho DireeWt. 3pp 45206:178-45208:176. 


8803220296 NRC Info Notice 88-010. -Walls Licensees Lack of Mgl Controls Over l i- 


censed Progra/ns.-’ Sve kst er>cl „ , 

CUNNlNGhfivM.R E Division of Indushial & Mod-cal Nuclear Safety (Post 87(1^729) 80/ 
03/28. ^nsolidaied Edison ^ ol New York. Inc I08pp. 44995 247-44995 353. 


S8040802S2 Forwards Insp Repls 50-348/88-07 & 50-364/86 07 on 88021 1-0310 No 

violaiioos or dovia’ions noted ..... 

VERELLl.OM Regiorr 2. Otc of the Oireefor. S6/'03/28 fctCtXJ.VAlO.R.P. Alabama 
Power Co 2pp 45048:125-45046 132. 

-6804060267 Insp Hopts SO-348/88-07 & 50-364/80 07 on a802l1-0310 No violations 
or dev.ations noted Major areas inspected:revlew of monthly surveillance 4 mainl 
observatons radio'ogical protection piogrem 4 physical scctmty progiarn. 

BRADFORD W.H , MILIER.W.H.. DANCE.HC Region 2. Ofc of the Director. 88/03/ 
28. 6pp 45046:127-45048 132 


8804840093 Revised response to violations noted m Insp Repls 50-348/87-29 & 50- 
364/8 7-29.Coffectivo act otts procedure imptannenied to provldo documentation ol 
compliance w/Tach Sp^c action requirements Involving radiation mpn.lors 
MCCjONALD.R P Alabama Power Co. 88/03/29. Documsnl ConUol Branch (Oocu- 
menl Cont/ot Desk). 2pp 44971:269 44971:290 


8884050154 Grants revised inlenm approval lor tehafs for tnservice lest ng program for 
second 10 yr interval until NRC Final action & safely ovafuaiion issued Agrees that re- 
marnfng (w-q valves do not need to be tnefuded in sub( program. 

AOENSAME G Ptojecl ftrecloraie 11-1. 88/03/30. MCDONALD.H P Alabama Power 
Co 3pp 44997 051.44997:063 


880-4080094 Responds to NRC Bullcbn 86-001 re delects in Wostinghouse cue u 11 
bresKersInsp or a'l Westinghouse OS-4 IS reactor trip 4 bypass breakers completed 
on 680308 a resiills ericl. 

MCCXDNALD.R.P. Alabama Power Co 88/04/04. Oocumeni (Control Oraneb (Docu- 
ment Control Desk). 3pp 45116 273-45116 275. 


8804280024 Forwards Insp Repls 60 348/88-09 & 50-364/80 09 & notico ol violaiton 
CLINE.W.E. Region 2. Ofc of the Oiroctor. 68/04/ tO. MCOONALD.R.P. Alabama 
power Co 2pp. 45316:148-45318:152 

-8604260029 Notice ol violation from insp on 8B0321-24.Vloi8tion noted: cabinet con- 
taining saleguards Info insecure & unattended. 

CLINE.W E. Regie/) 2. Ofc of the Drector 88/04/19. 2pp. 45316 160 45318 161 

-8804260034 Partially withheld Insp Repls &0-34e/BB'09 & 60-304/86 09 on 860321-24 
(ref 10CFR2 790 & 73 21) Violation noted Majot areas Inspeclod security 

prgenl 2 dtionrocord 8 .rq|:>is.losiing. m8int,lockB,key9.combl nations 8 physical barriers 
THOMPSON.D.H . MCGUIRE.D R. Region 2. Ofc ot thq Oireclor. 88/04/13 ip 
45316:152.45318:152 

8804280200 Fohvards "Testing ol 1 1 Bolts" & roquests addi Info ro chomfeat 8naly9-s8 
mechanical testing ol bolts samples obtained during insp Repls 60-346/67.1 1 & 60- 
364/87-1 1 on 67051 l-22.tnc1uding results of roview ol lest data 
REEVES.EA P/oleci Direcioralo II I. 88/04/31. MCDONALD.BP. Alabama Pemr 
Co 3pp. 45278 309 45276:340. 

-8804280217 "Testing of It Bolts." 

CZ/UKOWSKI.C Brookhaven National Laboratory. 67/t0/30. 29pp 46276 312. 
45276.340 

8604200270 Ack receipt ol 880406 lir Informing NRC of slops taken lo correct violations 
noted in liysp Repts 50.348/00-02 & 60.364/8B-02 

GRACE.J.N. Region 2. Ole ol the Oiieetor. 80/04/22. MCOONALD.R.P. Alabama 
Power Co ip 4&B2:17I-4B282:171. 


R. Periodic operating reports ft related correspondence 


8804110121 Responds to violations noted in Insp Repts 50-346/68-08 & 60-364/6B- 
06 Corrective actions assessment will be made to onsure that training delmod for ait 

K e/sonnci w/rasponsibiiities under emergency plan 
lCDONALO,R.P. Alabama Power Co 88/04/04. Documant Control Branch (Docu- 
ment Control Desk) 2pp. 45135.080-45135:081. 

8804140001 Responds to viotaUons noted in Insp Repts 50 348/63.02 & 50-364/88- 
02.Corfeclrve actions hvo workers S toremart restneted from iarlber rad-alicm work 
pending counsel ng & retraining. 

MCOONAL0,R.P. Alabama Power Co. 88/04/06. Document Control Branch (Ooco- 
mont Control Desk] 5pp. 4SI47.327-45t47.33l. 

8804140005 Forwards list of ox-cepiions ft positions lakon by ulil dunng 380217 enlorce- 
ment conference re Insp Repts 50.348/66-02 & 50-364/38 02 Suomillel not in re 
sponse to 880310 notice of violation 

MCDONALO.R P. Alabama Power Co. 83/04/06. Document Conirol Branch (Docu- 
ment Control Oesk) 3pp 45155 028-45155 030. 

8804010258 NRC Into Notice 88 01 1. "Poienlial Loss ot Motor Control Ctr &/or Switch- 
board Function Due lo Faulty Tie Bofis " Sve list end. 

ROSSI.CE. Division of t^eiational Events Assessment (Post 870411). 88/04/07. 
Consolidated Edison Co. of New York. Inc. 124pp 45406:292-45407.051. 


8804110337 “JM Farley Nucleai Pianl.Unit 1 Annual Ropl.*’ lor 1967.W/ 880331 llr 
MCOONALO.R P Afabama Power Co 87/12/01. 25pp 45077:289-48077 290 

6804160144 Monthly oporating repi lor Mar l6SB.W/ee04t1 lir. 

WOODARO,J O . MCOONALD.R.P. Alabama Power Co. 88/03/31. 9pp 46209 208- 
46209:216. 


S. Reportable occurrences, LEBs ft related correspondence 

8804060324 LED 88-00d 00:on 880301. potential inopetabilily of Train A charging purrp 
noted due lo gas accumulation supply line. Caused by piping conflguration.Hydrog8n 
vented from piping & periodlo venting program lnitlated.W/e8033l lit. 

WOODARO.J O.. MCOONALD.R.P. Alabama Power Co. 86/03/31. lOpp 45048 087- 
45048:096. 

8804080198 LER 8e-007.00:on B80306.both 1A & IB battery were Inoperable lor t6 
minutes ft Tech Spec 3.0.3 anle/edCausect by Mure ol IB battery charger whr’e 
swing charger tC aligned to 1A baltery.Failed parte repl8ced.W/B80404 llr. 
WC>00AR(5,JD. M(:00NAL0.R.P. Alabama Power Co. 88/04/04. 4pp. 45098:178- 
45098 181. 


8804150164 Ack receipt of 680321 lb informing NRC of steps tekerr lo correct violations 
noted In irtM Repts 50-348/38-03 & 50-364/88 03 

V£RRELLI,O.M. Regier) 2. Otc ol the Director. 88/04/07. MCDONALD RP Alabama 
Power Co tp 45131:322-45131:322. 

8804150289 Forwards Insp R^ls 50-34e/6e'0l & 50 364/88-01 on 660104-07 No vie 
la6ons or deviations noied.Rept also details findings ol Repts 50 348/66 05 & 60- 
3S4/66-05.«rihfch fnrbalfy reviewed many alfogations. 

STOHR.J.P. Region 2. Ole of the Oireclor. 68/04/07. MCDONALD BP Alabama 
Power Co 2pp 45183:135-45183:179 


-88041^299 tnsp Repls 50.348/83-01 ft 50 364/08 01 on 880104.07.No vlolationa or 
deviations noted Major areas inspected, allegations ro facility 
STOOOARr,PG , GLOERSEN.W B.. KAMLEJ.B. Region 2. Ofc ot the D-metor 08/ 
03/31. 43pp. 45183.137-45163.179. 

8804150411 Forwards corrocled cover Itr for Insp Repts 50-348/80-07 & 60-364/88-07 
on 88021 t-03i0Llr did 880326 incorrectly listed notice ot violation duo to administra- 
tive oversight. 

VERRELLI.O.M Region 2. Ofc ol the Director. 68/04/07. MCOONALO.RP. Alabama 
Power Co 2pp. 45138 330-45138 333. 


-8804150425 Corrected |ir forwarding Insp Repls 50-348/88-07 & 50.364/88-07 on 
66021 1-0310 No violations Of deviations iasntitied. 

VERBELLLDM Peg-On 2. Oto ol Ike Oireclor. 88/04/07. MCDONALD RP. Afabama 
Power Co. 2pp. 45138 332 45138 333 


8804150303 Ack receipt ol BB032B Hr infoiming NRC ol steps taken to correct violations 
noted In InM Repts 50.340/67-29 & 50.364/87-29, 

VERRELILDM Region 2. Otc ol me Oireclor 88/04/00 MCDONALD HP, Alabama 
Power Co. ip. 4SI36 284-45136:284 


8804290298 LER e8-006-0l:on 8B030 1, determined that hydrogen accumulating in 
supply tine from RHR pump.Causod by piping configuration In layout of tram supply 
line A.Hydrogen vented from piping .Periodic program Tnltlaied.W/88042& llr. 
WOOOARO.J D., MCOONALD.R.P. Alabama Power Co. 68/04/25. Ilpp 46263 080. 
45283 000 


V. Operator Examinations 

88042500SB Responds to FOIA request for Into re scores ot reactor operators 8 senior 
reactor operators.FotvyardS requalificetion exam sununary source sheets listed in end 
^ hv/personal privacy Info deleted 

QRIMSLEY.O H Division ol Buies ft Records (Post 870413). 86/04/19. BOLEy.K 
Public Citiron's Critical Maes Energy Proloct. 2pp. 46213:003'452t3.095. 

-8604260167 Package of NRC administered requaiiflcallon exam reeults summary. 

• NRC . No Ootal’ed Alfiliallon Given 87/07/20. 68pp. 46213.007-45213:095 


DOCKET 60-362 LIMERICK GENERATING STATION, UNIT t 


F. Security, medical, emerganoy ft tfre protaetton plena 

8804040068 Forwards public version ot revised emergency plan Implemoniing 
piocodures.lnctuding Rev 4 to Procedure EP-2B4. ’’Vehicle ft Evacuee Control Group 
ft Rw 3 to Procedure EP-265, '’Vehicle Peconlamlnation." W/880320 release memo. 
GALLAQHEfl.J.W. PbiJadeIpnte EleolrJo C6, 68/03/17, Oocumeni Control Branch 
(Document Control Desk). 6pp. 45009:001-45009.049. 


DOCKETED ITEMS 127 


— 08O4O4(>O75 Public vofsion ol toviSSd omoigency pldn implornerti ng 
piocodiiros.inci’jding flov 4 lo Procoduro b‘P ?54. •Vahiclo 4 £vacueo Control 
Croup." Oev 3 10 EP-255. ''VohiclQ Decofiiarriinoi'Qn'' S Rov 14 to EP-SOi, "Slafi 

• ladalphio Electric Co. UB/03/ 1/ 4«tpp 45009 006 45009.049 

4604060204 Forwards Amond f!9 to iiconse application, revising tiro prelection evaiuaiio'i 
repi by mak'nn various ctiangos ir> accurately rotiuci taclty sys.inc'udng mods & pro- 
vid.no partial dosc«ip* on ol pFanl lire proloction 

BRAOLEY.EJ. Ptiladoiptia Llocinc Co GO/04/05. MUHLEY.T.E Oflice ol Nue’ear 
Roactor Rogulat-on, Director (Post 070411). Ip. 45062.293-45063 009. 

—6604060210 Anio.nd 09 to Icnnse appl-callon.iovising fi/o piolaciion evaiualon repi by 
mak:ng va.'ious changes to accurately lulled focity &ys,inciud nrj mods & providing 
pariardnRcnptio*i ol p'ant fire proleci.on foalures 

WCfJE».L.CA Philadelphia ElOClriC Co 0D/D4/O4. 4pp 45002:204-45062.297. 

--6004050239 Rov 10 to ■ Llmnnck Goncraling Slaiion Units 1 & 2 Fire Protoclion Evai- 
uatro.'i Ropt.'* 

• Philadelphia Electric Co. 08/04/05, 162pp 45062.298-45063.009. 


Q. Adjudicatory correspondonce 

6604050116 Forwards 6B0311 memorandum from Choi Adrmnlsirat.ve Judge OP 
Colter. Compliance w/lnstrucnons conla'oed In momorandum renuestnd.Sorved on 
890331. 

WOlFE.S J Atomic Safety and Licotising Board Panel. #280 5984. 66/03/30 Atomic 
Safety and Licensing Board Panel 2pp. 44066:144.44966.145. 

8604060044 Liconsoo rosponso to order ol 880317 requesting cl^li^ying info.* Claiilyirig 
into ncodod to doctoo panms suhrr^ssiona on licensee molion tor surr.rpary drspos/ 

lion 

COfjNEn.T.R, WETlcnHAHN.M.J. Philadelphia Kleclrlc Co CONNERJ.B. Connor & 
Welforhahn. #288 6009 88/03/31. Atomic S piety end Licensing Board Panel ip 
44063.030 449 83 039 

— 0BO4O6OO79 Affidavit ol JS Wiley." Rosponds lo sm quosVons ra'sed hy ASLD dtd 
680317 ro “iodine spike," Conilicata of Sve oncL 

WILCy.J.S. Philadelphia ElOCIrlcCo. GB/03/29. 9pp. 44903 031 •44983:039. 

8 604110030 rtesponse ol NRC Stall to Board 660317 onlor.iequosting clanlying Into.' 
RJ Clark affidav.i.answoring live questions In ASLB 880317 order encr 
WEISMAN.RM. Assistant Denoral Counsel for Fntorcemonl //2e6 6010. 80/04/04. 
Ip 46040 258 45040 270 

— 8604110035 Allidavil of RJ Clark in response lo ASLB B80317 questions ’ Provides 
Nnn answers to l.tsi hve questions Ip ASLB 000317 order. Question 0 lofi lor I consoe 
to answer .W/Cerlificato el Sve 

CtAFlK.Rj. Oflice ol Nucloor Reactor Rogulalion, Dirocior (Posl 8/0411). 00/04/04. 
10PP 45049:250 45049:276 

8804180024 Subm.ls updated into re liconsoo 080331 response to ASLB 800317 order 
ro tioah value lor iodme conconirailon in primary roacloi coelom for second (Jcl 
cycle. ledipo values for B0040I & 06 sfafad. 

WErrERHAIlN.M J. Ph.ladolphla Eloclrlc Co WEOERHAHN.M j. Conner & Woilor- 
tiahn. #208 C059 88/04/00. WOLFE.S J , FERQUSON.G A., COLE.R.F. Atorr.ic 
Safely and Licensing Board Panel Ip. 45126 028 45l 28 020. 

8804299110 Response ol Intorvonor RL Anihony lo PECO Q0033I rosponso 8 NRC 
Stall 000404 * Denial ol apphconi motion lor summaiY disposition & eppticatlon for 
I conso amend urged 

ANrtlONY.RL Anthony. H.L. #288 6165. 68/04/25. Atom'c Salety and Licensing 
Board Panel, ?pp 45255 143-45255:144 


t'l. General correspondence 

8604070271 Requosls that JS Kemper be added to caibon copy list for Limerick 
cotioopondcnco Kemper til!o inco/foetty Identit.od in auffior 680320 Hr to WT Hus self 
& shou'd bo corroded lo read "Somor Vice Prosident. Nuclear." 

MCNEILL.CA. Phi'adsiplila Electric Co 80/03/30. RUSSELL, W.T. Reg on 1. Ofc ol 
■he Oiiocior Ip 45029 268 45029:266. 


I. Financial Informalion 


£603310076 Forwards "Philadolplila Electric Co Annual Repi lor 1087 " 

ORAOLEY.EJ. Philadolphla Eleciric Co. 88/03/20. MURLEY.T E. Ollce ol Nitcloar 
Reactor Regulalion, D.ieclor (Poet 87041 1). Ip. 44984.04 1-44064:041. 


J. Insurance & Indemnlly Informalion 

80(14130145 Forwards Endorsemoni 24 la NELIA PoFcy NF-284 & Endoisemoni 18 to 
MAELU Policy MH I13. 

BRAOLEY.E J. Phladelphia Eloclrlc Co. 80/04/67. OINITZ.1. NRC • No Deia lod Allli- 
alien Given 5pp. 45090 284-45099:286 

6094190367 Forwards Endorsornent 12 to NELIA Po'icy 1 & Endorsemoni 3 lo MAELU 
Polcy 1. 

BRAOLEY.E J. Phi'adolpliia Electric Co 88/04/08. OINITZ.I. NKC • No Detailed Alli'l- 
alien Givon 5pp 45164 108 45164:172. 


p. Operating license stage documents & correspondence 

6093240426 Generic Ltr 68-06 lo alt power reactor i.eensoes A applicants re removal of 
orgarii 2 ation Charts Itom Tech Spec admlnlstrailva control require men Is. Sve l.sl onci 
MiRAGLIA.F J Associate Oireclor for Projects (Post 87041 1). 88/03/22. Consolidated 
Edison Co. ol New York, Inc, 47pp. 44972:107-44972. 153. 

&004040104 Forwards Rev 5 10 ollsilo dose calculation menus I, per 67 1 123 request Rev 
addresses all but three discrepenclos noted In lochnical eva'uation rept. Discrepances 
noi addressed, ros>aled.followod by ul.l response. 

GALLAGHER. J.W. Philadelphia Electric Co. 08/03/39, CLARK.H.J. Projoct 0 reciorate 
1-2. 3pp 44B7O.0e6-44 970:220, 


-8604049108 Rov 5 to 'OllS'to Dose Calculation Marvjai" 

* Ph ladolpfi'a Eloclic Co. 06/03/30, I31pp 44970.009-44970 229 

GB04060204 Forwards Amend 09 lo I ce.nso sppi cal on revis rg • ro proiocticn ovaljstion 
ropt by mak.ng vb'ious changes to nccuratoiy rol<nci Inc.lty sys.incicdmg mods & p-'O- 
vid rg partial descnpiion ol plant lire pioleci on 

BRAOLEY.E J Phi’adBlphia Eloci'io Co. 8B/04/05 MURLEY.T E. Office ol Nuclear 
Roacto-' Regj'aiio;i, Director (Post 67041 1 ). ip 45062:293 45063 099 

-8604060210 Amond 89 to 'ice.nso appi cat o'*. revising fire prolocHcn ovaluaiion repi by 
making various changes lo accurately rohect lac.iity sys.includng mods 8 piov.dng 
na'iiat description of plant lire proleciion faeicros 

MCNEILL.C.A Phi'adelphia Eloclric Co BB/04/04 npp 45062;294-45062:297 

-0804080239 Rov 10 (o 'Llmencl' Go.neralng Sial'or Un.ls 1 & 2 Firo Protection Eval 
uailon Ropi." 

• Phi'adolph a Electric Co 08/04/05 162pp 45062 236-45063099 

8604130307 Advises that lorrpcrary waiver of cerrp! lance not Issued in corjoncilon w/ 
omorgency lico'ising amend granlod lor p'ants lor f.tsl i-me.per gu dance Irom HR 
Denton 870227 rr.etr.o Twelve wavers have teen Issued si.ico Sholy rule in etloci 
STELLO.V. Ole ol the Eicacufvo Director for Operaiions. 80/04/06 ROBERTS TM 
Commissioners. 2pn 45117 016 451 17:017. 

80O4OBOOB8 Genoric Ltr 00-07 to power roacior riconseos A appica'ils re modifed en 
lorcomenl polcy concerning 10CFn50.40, "Environ Oualficaion cl EfacVical Equip- 
men! Impoilant lo Salety for Nuclear Power Plants " Sve I si enct 
MIRAGLIA.F.J Assoc-afe Director for Projects (Post B704I1). 08/04/07 Consoldalod 
Edison Co. ol New York, Inc. 49pp. 45104 237-45164:285 


0. Inspection reports, IE Bulletins & correspondence 


8804010144 Advises ihai luiu'e corresp or donee ro li-.sp A onicicement should ho ad- 
drossod to CA McNelli.Exocul.vo Vico Prosident- Nudoar. 

MCNEILL.CA Phi'adelphia Eiccliic Co 88/03/25. RUSSELL, W.T. Region i, Ofc ol 
Ihb O rector. Ip. 45020 016-45030016 

B803210090 Suppl 1 lo NRC Info Nolice 07-044, "Tn mbla Tube Thrir.lng In Westing 
house Reaclors." Sve I si end. 

ROSSI, CE Division ol Ope'atlo-nal Events Assossmonl (Post 6704tt) 08/03/23 
Consol dated Edison Co. of Now York, Inc I2lpp 44995:128-44995.246. 

8803220296 NRC Into Notice 68-010, "Malls L'censees Lack of Mgl Controls Ovor Li- 
censed P/oproms.’’ Sve list one). 

CUNNlNGFfAM.RE Division of Industrial A Medical Njc’ca-' Salety (Post 870729) 08/ 
03/28 Consol dated Ed. son Co. ol Now York, Inc. lOBpp 44995 247-44995 353, 

8304070337 Roaudsts addi hla naodod to ova'uato valve operability cans«ioiai<ons n 
accordance w/IE Gu lofm 85 003, ‘'Motor- Operated Valve Corrmoit Mode fa'ures 
During Plant Transie.its Doe To improper Switch Soilings" 

WENZINGER.G C Reg on 1, Ole ol the Dirocicr. 00/03/29. KEMPER.JS Phi'adelphia 
Electric Co. 5pp. 45021:249-45021.263. 

B8041 10096 Rospn-itis fo NRC 680304 l|r re vio'alions noled In 'nsp Ropt 50-352/8B- 
Ol.Cotroclive ac I Ions: nuclear OA oluanization assigned rospons bully for perfarmance 
of future 10CFRS0.64M) reviews & distribution 

GALLAGHEfl.JW. Phi'adelphia E'octric Co 88/04/04. BELLAMY.HR, RoQlcn t. Ofq 
of the Director. 4 pp. 45135:273 45135 276. 

8004130102 Ack recoipt ol 88031 1 lira amend ng ui I 8B0225 A 26 lira Inform ng NRC of 
slops taken to cO'rocl vlolal ons noied In Insp Repts 50 277/67-37,50-278/67-37 & 
50-352/67-20, 

BELLAMY.RR. Reg on i. Ole ol iho Director. BO/04/O4, KEMPER.J S Pnledciph.a 
Electric Co. 2pp. 45164.000 45 154: 1 1 1 , 

S604D10266 NRC Into Noiico 80-01 1, ' Polential LOSS Ol Wafer Ccn'rcl Cir &/or Switch, 
board Function Duo to Faulty Tie Oo'is." Sve hsl oncl. 

ROSSI, C.E. Diviston el Operational Evonis Assoasmom (Post 870411). 88/04/07. 
Corrso’idaled Edison Cto. oi New York, Iric 124pp 45406292-45407 051. 

B804150236 Responds to 880205 NRC B'jllofin 88 01 ro dolocis n Wostnghouse ci'cuii 
breakers for lacIhuas.Wcsll'ighouso OS series circu.l breakers rot used at 
plants Other provis ons ol bull elm do net apply lo plants. 

KOWALSKI,S J, PhCadeiph a Elocfnc Co, 86/04/08, RUSSELL.W T Region 1 . Ofc of 
the D,rocior. 2pp. 45138 028-45138029 

8B04060370 NRC Into Not co 88-019, "Ovorgreasing of Elocmc Motor Oeanngs." Sve 
lisi end. 

BOSSI.CE Olv.slon ol Op oral on a I Events Assossmonl (Post 870411], 86/04/12 
Consolidated Ed sen Co ol Now York, Inc 123pp. 45165 028 -45 165,150. 


n. Periodic operating reports & related correspondence 


8894190153 Mo nfhly operating repi tor Mar 1068.W/8B04 15 ltr. 

QROPP.R.W., ALDEN.W.M. Plii'adeiphia ElecMc Co, 68/03/31. 6cp. 45209 040- 
4 5209.046. 


S. Reporlable occurrences, LERs A related correspondence 


8803280184 UER 88-005-00 on 8802l9,doternnined one of tour reacipr coolant leakage 
monitoring sys Inoperable in violat-on ol focli Spec 3 4 3.1 Invosligaf.on 
cpnlinuing.Wi'lr.g restored lo as bull condition A sys declared operable .W/8G03t0 Hr 
-MENGERS.CA, LOGDE.R.H. Ph.ljaelfitra Electric Co 96/03/18 ipp .|49f5;i64- 
44916:168 

8804060035 LER 88 006 -00: on Q80229,fite proiactlon sys requred by Tech Spucs de- 
clared adminisiraiivoty moparabio.Ceused by desgn defictoocy.Firewalch posted A 
addi lire hoses made avaiinbte in area ol inoperable water curtains W/ae 0330 ifr. 
MCNQERS.CA, LOGUE.R H. Philadelphia Etocir.c Co. B0/O3/3O. 5pp. 45040 0G9- 
45040.073 
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8804060031 lER 87 057 01. on 87101 /.false contro! roorn hign radiation s>gnal (riiiiated 
during tioubla&rioot.ng cf fai'ed check source aia/rit Caused by inadequate technician 
tnsVuction issue discussed el technician Ira n ng course.W/680331 lit. 
fc'EA.’GEnS.C.A . LOGUE.RH Phili<l<^pl'-ia ffocwa Co 88703731. 5po 45093:111- 
45092.115 


6804060204 Forwards Amond 80 to liconse appiicatian.rovising lao proicciion ovatuation 
repi by oiahing various changes to accurately reflect facility sys.lncludir^g mods « mo- 
vidirtg partial descripiian of pranl lire protoctlon 

BHADlEy.EJ Phitederpha Elocfric Co 00/04/05 MURLEV.T E 0lf.ee o) Nuc«ea/ 
noacior Roguialion. Oireclor (Post 0/041 1) ip 45062:E03>45082 207 


8804080147 lEFl 85-027-0f:On 650225.SpuriouS isolation of BWCU sys 
occurred Caused by t/ip signal generaled by momentary voltage sptkoHWCu iso'atlon 
reset & returned to sve W/860406 Itr. 

MENGERS.CA. LCX3JERH Philadelphia Electric Co 88/04/08 Spp 45092 194- 
45092:108 

8804080151 LER 85-035-01 en aS0323.isolation of reactor water cleanup sys 
occurred Caused by trip signal gerteraled by morronlary votiaga spike.Resisior odded 
lo suppross momcniary vofiace iransioni W/680406 lu 

MENGERS.CA. tOGUE.Rrf Pn.ladelph:a Electric Co. 00/04/06 4pp 45100:108- 
45100:111 

8604060720 lER 65 05S Ot on eS0529.isolabon ot RWCU sys occurred Caused by do 
ficieni ditlerontial temp switch RWCU sys logic rcseLpanei 1OC6O0 inspected A TDTS- 
44-1N602AA tested four times.Nodelocts found W/680400 in. 

MENGERS.C A . LOGUE.B H Pn-ladolphia Etocliic Co 68/04/06 Spp 45098 189 
45090 193 

6604130187 PNS-i-86 001 on 680406.handgun delected dunng roulino x-ray machine 
search at protected area entrance poi-nl Worker access badgo lempoianty withdrawn 

B onding investigation. Licensee bei.eves incident uninieritional. 

Aa6Y.n. KElM)G.n Regio/i I, Ofc ol Ihe f>roctot 80/04/06 Ip 45154 070 
45154:070 

8604130070 LER 68-007-00:on 88030d.HPCl sys declared inoperable. Caused by pres- 
Sure (ransmitier failure Transmitter replaced & tested 8 cause lor falsa signal due lo 
failed aiTOi-ficr board W/68040S «r. 

MENGEFtS.C A . tOGUE.R H Fhiiado'phia Electric Co 88/04/OU 5pp 45131:059. 
4513V063 


V. Operator Examinations 


68040 1026S Forwards summary ol 880129 mcecng w/utii >n Region I ole re proposal to 
license currently icetisad oporaiors at Unit 1 lo opereie Ual 2 
GAUO.H M Region ». Ofc ol the Dvectof 80/03/24. KEMPER, J.S Ph-iadelpNa 
E’ectnc Co 47pp 45056 13S-450S6 181. 


DOCKET 50-353 LIMERICK GENERATING STATION. UNIT 2 


A. Applies llon/cons true II on stage documenls & correspondence 


8803340426 Generic LI; 08-06 lo all powat reactor licanseea A applicants re removal o< 
organi/alion charts from Tech Spec admmisiraiive control renuuemams Sve l.sl oncl. 
M.nAGLIA.F J. Associato Director lor Projects (Post 870411) 68/03/22. Consolidated 
Fd:?nnCo ol New Yoik. Inc 47pp 44972:107-44972 153 

0804040104 Forwards Rev 5 to offsife tfoso calculation manuaf.por 8/1123 request Rev 
addresses all but throe discrepancies noted in technical evaluation rept.Oi&cropaoclos 
not addressed, teslated.lollowerl by util response. 

GAILAGHF.R,J W Philadelphia Electric Co, 88/03/30 CLARK.nj Prolect Diioctorate 
1-2 3pp 44970 096-449/0 229. 


-6804040106 Rev 5 to "Olfsilo Dose Calculabon Manual." 

• Ph lade'phia Electric Co. 88/03/30 I31pp 44970 099.44970:229. 


8604060204 Forwards Amend 89 to license applies lien.revislng lire protecUon svaiuaiion 
rept by makmg vahous changes to accuraloiy relied faeikty sy8.lftcloding mods 8 pro- 
viding paniai aoscripiion ol plant firo prelection. 

SRADiEY.EJ. Philadelphia Elecinc Co 88/04/05 MURLEV.TE. OlFco of Nuclear 
Reactor Regulation. Director (Post 87041 1). Ip 45082 203-45063 099 


■6804060210 Amend 89 lo license epplication.revising Ere protection ovatuation rept by 
making vanous changes to accuratoly relleci laci'iiy sys.lncladii:g mods A providlno 
partial description ot plant fire prolectiori loaluros 

MCNEiLt.C.A PWada’phia Electric Co. 68/04/04 4pp. 45062294-45062 297 


8604060088 Qenenc Ltr 68-07 lo power reactor licensees A applicants fa modified on- 
lorcernent policy concerning 10CFR50 49. "Environ Qualification ol Elecuical Equid- 
monl Important to Salety lor Nuclear Power Plants " Svc hst end 
MlfiAGUA.F j Associate Director lor Projects (Post 870411). 88/04/07, Consol.dalod 
Edison Co. ot New York, tnc. 49pp 45164:237-45164:265 

88641S0055 Forwards ’ needmess Program Assessmont lor Limanck 2" Plans ler sell, 
assessment actmlies consist of readiness program assessment & readiness weriliea. 
non program. 

'■ "“SSELl-" > BWO" l.oic o, »» 


-8804160059 “Readiness Prograrn Assessment lor Umeiick 2 ” 

MATT SON, R J. ERC Idernational. Inc. 86/03/08. 300pp. 45168329 45159 250. 


F. Sacurlty, medical, •mergency A fire protection plana 

0804040060 foiwards public version ol revised emergency plan imptementina 

EP-254. 'Vehicia 4 Evacuee Cortirol Group^ 
niiTAr-MeQ Vehicle Decontamination '• W/8B0329 release memo 

QAILAGHEB,J.W Philadelphia Etectrtc Co. 88/03/17 Oocumanl Coni/ni Rmnnh 
(Document Conliol Desk) Spp. 45009001.46009049 ' branch 

emergency plan implementmo 
pioceduios.including Rev 4 to Procedure EP-264. H/ehlcIa & EvacuM Control 
Group. Rev 3 to bP.265. 'Vehlde Decontamination" & Rev 14 lo EP-291. ••Slefl. 

•^hiiadeipWa Electric Co 68/03/17. 44pp. 46009:006-45009.049. 


-8604060210 Amend 89 to liconso applicailon.rovising hro protection ovaluaLon rept by 
making various changes to accurately reltocl lacilily sys. including mrds & providing 

e artial dascrprian of plant fire protoctlon features. ^ 

ICNEILL.C.A Philadelphia Electric Co 88/04/04 4pp 45062.294.45062 297 

-6804060239 Rev 10 to •■Llmenck Gonorating Station Units i & 2 Fir<j Protection Eval- 
oaiion Hopi ■ 

' Philadelphia Fleciilc Co 88/04/05 162pp. 45002:2a0.4Sue3 099. 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

6804140216 Submits summary of acllons discusscHl at ACRS 335lh mooting on 880310. 
12 in Washington. 0(5. Includ-ng AORS ropla/ rocommandabons o’Jter 

actions.agreemonls,assignmonls S requests & (uturo agenda 
KERH.W ACRS - Advisory Commltioa on Roaclor Safoguards 86/03/24 2ECHLW 
tiommissioners 4pp. 45118:172-451 18 175. 


0. Inspection reports, IE Bulletins & correspondence 


8803210090 Suppl 1 to NHC Info Nollco 07-044, "Th-mb’e Tubo Thinning In Westing- 
house Reactors.'' Svo list oncl 

nOSSI.C E Division ot Operational Events Assessmont (Post 870411) 68/03/28 
Consol dated Ed-son Co. ot Now York, inc I2lpp. 44005:126 44995 246 

8803220296 NRC Info Notice 00-010. "Malls LIconsoosrLock ol Mgt Coniro's Over U- 
censed Rrogratns." Svc list enci 

CUNNINGHAM.H.G Division ol Indosliial & Medical Nocloor Safocy (Post 870729) 88/ 
03/26. Consoiidaled Edison Co ol Now York. Inc lOOpp 44995 247-44995:353 

8604010273 Forwarrfs Saloly Insp Ropt 60 353/68 04 on 000200. t2,No violations 
noted. 

OURR.J P. Region 1, Ofc ol tho Director 88/03/20. KEMPER.J.S Phladelphia Elec- 
Me Co. 2pp 450-15 • 155-46(745 163 

-8804010274 Insp Ropt 50-353/08-04 on 880200-12 No violations noiod. Major areas 
Inspected preopera llonol lest progr6m.lncluctin() lost ptocoduios & ovorall preopera- 
I onal test progiom review roquiromonis.Two unrosolv^ lloms noiod 
VAN KESSEL.H.F.. EAPEN.P.K. Rogion 1, Ofc ol tliQ Dirocior 68/03/28 7pp 
45045:157-46045.163 

8804070249 Forwards Safely Insp Ropt 60-353/68-02 on 080 125-29 No violabons 
noted 

OUflft.J.P, Rooion I. Ole ol tho Drocior. 86/03/31. KEMPEH.J-S. Phladelphia Elec- 
tric Co 2pp 45072 230-45072:239 

“8804070251 Insp Ropt 60-353/08-02 on 660126-29.No violations noted. Major areas 
inspected pracperatfonnl fosi pronram Including review of lest procedures.overall pro- 
gram review requiromenls & QA/QC Inloiface. 

vANKESSEL.H.F., EAPEN.P.K. Rogion 1. Ole ol tho Oiroclor. 88/03/30. Bpp. 
45072 232-45072:239. 

8604010266 NRC Into Notice 88-01 1, "Poienlial toss ol Motor Control Cir &/or Switch- 
board Function Duo lo Faulty Tie Bolls" Svc Hat encL 

ROSSt.fi.E. Division ol Operational Events Assessmont (Post 070411). 68/04/07. 
Conso'Idatod Edison Co. ol Now York, Inc 124pp, 45406:292-46407.051. 

8604150230 Resportds to 980205 NRC Bulletin 68-01 re detects In Weslingbouso cucml 
breakers for facl'iiles.WasL-nghousa OS series clrcuil breakers not used at 
plants Other provisions ol bulloiln do not apply to plants 

KOWAtSKI.S J Philadelphia Electric Co. 88/04/08 RUSSELL.W T. Region 1. Ofc ol 
III© DueclOf. 2pp 45138:028 45 138;029 

8604060370 NRC Info MoUco BB-012, "Overgroasing ol Electric Motor Bearings." Svc 
list end. 

ROSSl.C E. Division of Oporalional Evonis Aasossment (Post 870411). 88/04/12. 
Consol'dalod Gd.sott Co of Now York. Inc 123pp. 45 165:026-45 165: 150. 


S. Reportable occurrences, LERs & related correspondence 

8604070226 Final signtficani Deticiency Rept 216 ro App R salo shutdown capability lor 
Firo Area 76.Die3el goncralor control circuits redesigned 4 re-reviewed electrical 
schematics A eppllcatlon of Class lE isolation relay. 

KOWALSKI.SJ. PhlladOlphla Electric Co 80/04/04. RUSSELL.W T. Region 1. Ole ol 
the Director 7pp 45072:243-45072 249. 


V. Operator Examlnatlone 


880401026$ Forwards summery ol 680126 meeting w/ulil in Region I ole re proposal to 
l-cense currently licensed operators at Unit 1 lo operate Unit 2. 

GALLO.H M. Ffeglon I. Ole ol the Director. 88/03/24 KEMPER JS. Philadelphia 
Electric Co. 47pp 45058:135-45068:181. 


DOCKET 60-3S4 HOPE CREEK NUCLEAR STATION. UNIT 1 


F. Security, medical, emergency & (Ire protection plana 

•^orwchJs Safely Insp Repts 60-272/88-05.60-311/BB-05 50-354/88-02 on 
88012S-2S.No violalions or deviations noted. 

QEtWMY.R R. Region I. Ole of the Director. 8B/03/24. MCNEILL.C-A. Public Service 
Electrlo A Gas Co. ol New Jorsoy. 2pp. 46031:306-4603 1 :313. 
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-«8040<00<2 Insp Repts 50-272/88 05.50-31 1/88-05 & 50-354/88 02 on 880125- 
29.No vlolaflons.devialions of unresolved Items noted Major areas 
inspecied emergency preparedness program conducted on 880125-29. 

AMA10.CG Region 1. Otc ol the OIreclor 88/03/11. 7pp 4603):307-4503l 313 

8804050326 Forwards SALP Board Repts 50-272/8e-99 & 6O-3I1/86-09 during Oct 
1986 - Dec 1987 a Rept 50 3S4/B6-99 on 861201-880115. 

RUSSELL.W.T Region 1. Ole ot Ihe Director. 88/03/29. MILTENBERQEH.S. Public 
Service Electric a t3as Co. o( New Jersey. 2pp. 45O33;202-4 5034:034. 

-88040S0334 SALP Rept 50-354/66 90 on 861201 8801 IS 
• Region 1. Ole ol the Director. 88/03/04. 63pp. 45033 264-45033:326. 


-8^04210442 Chapter 11. “Radwaste Mgt." to Hope Creek Generating Station updated 

PubKc Service ElecUic a Gas Co ol New Jersey. BB/04/il. 600pp 45308 003- 
45308:268 

-6804210443 App 31. "Ulllmale Capacity ol Containment," to Hope Creek Oenoraling 
Station opdaleo FSaR. 

• Public Service Electric & Gas Co. ol New Jorsoy 80/04/11. 4pp 45294 267- 
45294:270 

-8 BO 42 10444 Chapter 4. "Reactor," to Hope Creek Generating Station updated FSAR 

• Public Service Electric 8 Gas Co ol Now Jersey 88/04/11. 200pp. 45204 271- 
45285074. 


K. Utility Final Safety Analyale Report (FSAR) & amends 

6604210372 Forwards updated FSAR.Rov O.lor Hope Creek Generating Station. Biial ex- 
planation for each change processed during transition from FSAR to updslad FSAR 
providod as AllachmenI 1 to util 080411 Hr. 

MILTENBERGER.S. Public Sonrice Electric 8 Gas Co. of New Jersey. 08/04/20. Ooc- 
umenl Control Branch (Document Control Desk) 3pp. 4628S:001-4S3I4:023. 

-6604210378 Updated FSAR lor Hope Creok Goneratino Station. 

' Public Service Electric 8 Gas Co ol Now Jersey. 08/04/1 1. i4.7B7pp. 45286.005- 
45301:152. 

-6804210392 Chapter 1, "Intro 8 General Description of Plant, ' to Hope Creek Gener- 
afmg Station updated FSAR. 

’ Public Seivico Electric 8 Gas Co of New Jersey. 88/04/11. OOOpp 45265:092- 
45287:151 

-6604210395 Chapter 2. "Silo Characterlsllcs," to Hofio Creok Geneiailng Station up- 
dated FSAR. 

• Public Seivice Electric 8 Gas Co ol New Jersey. 88/04/ M. l.67Spp. 46287-162- 
45290 124, 

-6604210401 Chapter 8, "Electric Power." lo Hope Crook Qoneralfng Station updalod 
FSAR. 

’ Public Service Elocltlc 8 Gas Co. ol New Jersey. 88/04/11. 7&0pp. 45301:163- 
45302 (70. 

-6804210406 Chapter 9, "Auxiliary Sys." to Hopo Creek Qenorating Station updated 
FSAR. 

• Public Service Electric 8 Gas Co. ol New Jersey. 88/04/11. 1,600pp 46302 171- 
45305332 

-8604210415 App 9A, “App R Comparison." lo Hope Crook Generating Station updat- 
ed FSAR. 

• Public Serydeo Electric 8 Gas Co. ol Now Jersey. 80/04/11, I600pp 45305 333- 
45307205, 

-6604210416 Chapter 3. "Design ol Strucluros.Corrponents.EquIpirient & Sys." to 
Hmo Crook Gonoratlng Slallon updalod FSAR. 

• Public Service Electnc 8 Gas Co. ol Now Jersey. 88/04/11. 1.850pp. 45290:125- 
45294:161. 

-8604210422 App 98. “Design, Analysis 8 Const." to Hopa Creek Generallno Stellon 
updated FSAR. 

• Public Servico Electric 8 Gas Co. of New Jersey. 88/04/11. 16pp. 46307:206- 
46307:219. 

-8804210424 App 3A, "Computer Programs Used In Structural Analysis 4 Design," to 
Hopo Crook Goneratino Station update FSAR. 

• Public Service Electric 8 Gas Co. ol New Jersey. 88/04/11. 25pp 45S84;162- 
45294:107. 


45294-230. 

-860^10429 App 3C, "Reactor Asymmetrlo Loads Analysis," lo Hope Creok Generat- 
ing Station updated FSAR. 

• Public Service Electric 4 Gas Co. Of New Jersey. 88/04/11. 4pp. 45294:231- 
45294:234 

-8804210431 Chapter 10. "Steam 4 Power Conversion Sys." lo Hope Creek Generat- 
ing Station updated FSAR. 

• Public Service Electric 4 Gas Co. ol New Jersey. 86/04/11. 425pp. 46307:220- 
45308002. 

-6N4210432 App 30. "Foundaliorj Mat Design." to Hope Creek Oenerallrtg Station up- 
dated FSAR 

• ^bllc Service Electric 4 Qaa Co. of New Jeraoy. 88/04/11. 9pp. 46294:235- 
45294:243. 

-W4210436 App 36 "Buckling Analyals ol Drywell Vesaol," to Hope Creek Generallng 
Station updated FSAR. 

• Public Servico Electric 4 Qaa Co. of New Jersey. 88/04/11. Bpp. 46264:244- 
46294:260. 

-M04210439 App 3F. "Analyala 4 Design Of Fuel Pool Liner 4 Slab," to Hope Creek 
GeneraUno Station updated FSAR. 

Public service Eleciric 4 Gas Co. of 
46294:254. 


New Jersey. 88/04/tl, 4pp. 46294:261- 


-M04210440 App 3Q, "Intake Structure Stability Analysea,” to Hope Creek Generating 
Station updalM FSAR. 

* Service Electric 4 Qaa Co. of New Jersey. 8B/04/fl. 4pp. 48294;266- 
4B294;260. 

-W04210441 Am 3H. "Power Block Stabltily Analyala," to Hopa Creek Generating Sta- 
tion updated FSAR, 

* ^bllo SeAilce ElecIfKi 4 Gas Co. of New Jerttoy; 80/04/11. epP. 46294;269- 
45284:266. 


-8804210445 Chapter 5. "RC9 8 Connocled Sys." to Hopo Creek Generating Station 
updated FSAR. 

* Public Sonrice Electric 8 Gas Co of New Jersey. 88/04/11. 400pp 45205 075- 
45296 030 

—8604210446 App 6A. "Compliance w/lOCFRSO.App G 8 App H," lo Hope Creek Gen 
eraling Slallon updated FSAR. 

Pud1.c Service Electnc 8 Gas Co. ol Now Jersey. 88/04/11. 49pp 45296031- 


45296.078 

-8804210447 Chapter 12. "Radiation Prolocllon." to Hopa Creok Gonerattog Station 
updatod FSAR. 

* Public Service Electric 8 Gas Co of New Jersey 88/04/11. l.OOOpp, 45306 269- 
45310 200 

-8604210450 Chapter 6. "ESFs." to Hopo Crook Goneraimg Station updalod FSAR, 

* Public Senrlco Eleciric & Gas Co of New Jersey. 88/04/11. OOOpp 45266 079- 
45298.094. 

-8604210456 Chapter 13. "Conduct ol Oporat on." to Hope Creok General ng Slallon 
updated FSAR. 

* Public Service Electric 8 Gas Co. ol New Jersey 88/04/11 200pp. 46310-201- 
46310 333. 

-6804210458 App 13A, “Nuclear Reactor Furydamentals." to Hope Creek Genoral'ng 
Station updated FSAR. 

* PubHo Service Electnc & Gas Co of New Joisey, 86/04/11, 20pp 46310 334- 
45310:352 

-8804210462 App 6A. "Negative Pressure Design Evaluation," to Hope Creak Genorat- 
ing Station updated FSAR 

•Public Senrice Electric & Gas Co. ol New Jorsoy. 88/04/11 28pp. 46293,095- 
45288- (22 

-8604210466 App 6B, "Subcompartment Oilfeiential Pressure Considerat.-ons. *' to 
Hope Creet ~ 

* Public Si 
45296:194. 


Hope Creek Generating Slallon updated FSAR. 

* Public Service Efoclric & Gas Co. of New Jersey. 88/04/11. 71pp. 45298:123- 


—8604210468 App 6C. "Structural Design Cnterla for Seismic Catogory I HVAC Ducts S 
Duct Supports, lo Hope Creok Generating Station updated FSAR. 

* Public Seivice Electric A Gas Co ol Now Jersey 88/04/11. t5pp 45298 195- 
45298:206. 

-9804210469 Chapter 7, "(nstfuniDniaHor) & Controls,” to Hope Creek Genorai-ng Sta- 
tion updated FSAR. 

* Public Senrlco Eleciric & Gas Co. oi New Jersey, 88/04/11 t.lOOpp 45298:207- 
46301:162. 

-8804210476 Atm 13B, "Reactor Startup Expohence." lo Hope Creek Oeneraling Sta- 
tion updated FSAR. 

* Publio Service Electric & Gas Co. ol New Jersey. 88/04/11. 3pp. 46310:353- 
46310:354. 

-8804210477 App 13C. “Advanced Technical Training." to Hope Creek Generating Sta- 
tion updated FSAR 

* Public Service Electric 4 Gas Co. oi New Jersey. 68/04/11. 2lpp 45310:355- 
45311:014. 

—8604210478 App 130. "Pfecertiiicaiion 8WR Sys Traiang." to Hope Creek Generating 
Station updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey 88/04/1 1. 5pp 45311:015- 
45311:018. 

-8804210483 App i3E. "Cold License Cerllllcaiion Training," to Hope Croek Qenorating 
Station updated FSAR. 

* Public Service Electric & Gas Co ol Now Jersey 88/04/11. t4pp 453tt:0t9- 
45311:03t. 

-8604210464 App (3G, "Hope Creek Specific Sys Training," (o Hope Creok Genaraf-rtg 
Station updated FSAR. 

* Public Service Electric 4 Gas Co of New Jersey. 88/04/tl. 10pp. 45311:065- 
45311,073. 

-6604210486 App 13H. "Equipment Operator Training Program." lo Hope Creek Gener- 
eilr>g Station updated FSAR. 

* Public Service Eleciric & Gas Co. ol New Jersey 6B/04/11. 16pp, 45311 074- 
45311.087. 

-8604210497 App 13F, "SS-N Training Program," to Hope Creok Generating Station 
updated FSAR. 

* Public Service Electric 4 Gas Co. ol New Jersey. 88/04/11. 35pp. 4631 1 032. 
45311:064. 

-9904210489 App 131. "Cold License Operator Inplant Training." lo Hope Creek Gener- 
ating Slallon updated FSAR. 

* Publio Service Electric 4 Oss Co of New Jersey. 88/04/11. 2pp. 45311 088 
46311:009. 

-9904210499 App t3J, "Prelicenslng Exam Testing & Training," to Hopa Creek Qanor- 
aUng Station updated FSAR. 

* Publio Service Eleciric 4 Gas Co. of New Jersey. 88/O1I/II. 4pp. 45311:090. 
45311:092. 



130 DOCKETED ITEMS 


-68042 10490 App I3K. • PlaAl Obsefval.on/E*pe..enca Traning " to Hope Creek Gon- 
Co 0. New JO, soy e8/04MV 6pp 4S3n:003. 

45311 097 

230- 

45313 266 

-88042l0«2 Api» I3L, GoAOfattng 

45311 212 

-8804210493 App 15B. ••Spooal Aoalys.s” ,0 Mopo Creek Gererat.nQ Siafon oprfalod 

• Service Electric 4 Gas Co. oi New Jersey. 66/04/11 I3pp, 45313 257. 
45313 268 

-6604213494 Cliapior 14. • inoal Test Program." Hope Creek Geneim-ng Siaiion vipdol- 

•'*f(ibfKrSot>4oe Flectnc & Gas Ce ol New Jersey. 88/04/11 260pp 45311 213- 

45312 101 

-6604210495 Chapter 15. “Accrdent AnaVses." » Hope Creek Goaeratiag S'a"o" ''P' 

^"pt*biifse.v>ca Electnc 4 Gas Co ot New Jersey. 88/04/11 700pp 45312:102. 
45313-229 

-6004210496 App 15C. "Hope Creek Sirrgle Loop Operation Arraiysrs." la Hope Creek 

Generating Sratiort upPaic^ FSAR o-mo Ariiti in 

• Cjenoral ElecVrc Co 88/04/11. 4€pp 45313;269.45313 313 

-8004210499 Chapter 16. -Tech Specs." lo Hope Creek Generating Slahoo updated 

Service Elocltv: 4 Gas Co ot New Jersey. 86/04/11. ?pp, 45313314- 

45313 317. 

-8804210S01 Chapier 17. "OA." to Hope CreeX acjf!\T,g. 

• Pehlic ServiCT Eieclnc & Gas Co ol Mew Je/sey. §8/04/11. SOpp 45313 318 
45314:013. 

-6604210502 Chaplet 18, • Human Faclors Engneering." lo Hopo Creek Generoimg 

Public *SefSco E^wtric 4 Gas Co ol New Jersey 83/04/11. 15pp 45314014 

45314 023 

P. Operallng license stage rtocumenla 6 corresponPence 

8803240426 Generic Hr 88 06 lo all power readof licensees & applicants ro removal ol 
oreanijatroft charts from Tech Spec adminisl/ative conirol Svc 1'*' so®* 

WiHAGLIA.F,j, Associate Director tor PrrMects (Posl 870411), 88/03/22. ConsolwSaied 
Edison Co. ol New York. Inc. 47pp 44972 107-44972:153. 


8804140058 Conlrms lotcon re relaxation ol Tech Spec 4.5^5 3 c lostmg roquiomenis 
on leiralion.iocltcutalon i venlilatlon sys oHer maint 8 paming Slalomont re sirucljta 
main! on HEPA tiltof Of charcoal absorber housings unclear „ , . ... 

SiN'ClIS Now Jersey. Stale ot. BB/04/05. RivENBARK.G Pro,oc1 OMCtV£>ia.o 12 
2pp 45155:031 45155:032 

8804080088 Genenc LI/ 08-07 lo power roacior hcensoes S applicants re modr'ied on 
tofcoment policy concerning i0CFR50 4e, ‘ Environ Quaiihcalion ol Elecincal Eqep- 
nronl Important to Safety for Nuclear Power Plants • fvc list eiicl 
MIRAGLIA.F J Associate Diroclof lor Projocis (Post B70411). 88/04/07. Consolidated 
Ed son Co of New York. Inc 49pp. 4516^ 237-45164:285. 

6804150169 Forwards SER accepting util responses lo Part l.ltem 21 ot Gononc Ltr 
63 28 -neQuiiod Actions Bnsed on Gononc Implications ol SaN^ AT WS Evenie. 
□UTLER.W.R. Project Dreciorate 1-2. 00/04/11. MlLTENBERGEn.S. Pubic Servtco 
Etoclric & Gas Co. ol Now Jorsoy. 3pp. 45134.003-45134.007. 

-D8041S0173 SER supporting «jliJ responses to Pad l.llom 2.1 ol Generic Hr 83-26. 
'■Reauirod Actions Cased on Generic Impi cations ol Salem ATwS Events 

* Pio)qcI DireCloiale 11-2 88/04/11 2pp 45134 006-45134.007 

8604160109 Forwards summary ol changes to Rev 0 to uprlaiod FSAH.Rev 0 will be 
provided under soparale cover 

MlL-fENBERGER.S Public Service Electric & Gas Co. ol Now Jnicoy. 88/04/11 Doc- 
ument Control Orench (Documont Conirol Desk) 27pp 45145 267-45145 293. 

8804260194 Forwards Rev 3 lo NOV.1000-87 003. “Mope Creek SPDS VoriScalton & 
Validation Program Plan.” Document fenced lo relleci tedflslgnod Hope Crock SI DS 
as presented in 070521 stall mealing . ^ .... , oo/«.i/or rw 

WILTENBERQER S Pub'lc Soivleo Electnc 8 Gas Co ol Now Jersey 88/04/21 Doc- 
ument Conirol Branch tDocumeni Control Desk), 2pp. 45258 204-45258:333. 

-8804260200 "Hepo Creok SPDS Vorilicallon 8 Va'idation Program Plan " 

* Ergon Eng-noenng. inc. 87/12/02. 36pp 45258 206-45258,333. 

0. Inspection reports, IE Bulletins & correspondence 

8804040038 Forwards Safety Insp Ropis 50-272/6B 06.50-311/8B 05 50-354/88 02 on 

880125-30 No vio'allons 0/ deviations noted 

OELLAMV.Rff Region 1. Ole of iho Oirecior. 08/03/24, MCNEILL.C.A. Public Soivleo 
ElGcir.c 8 Gas Co ol New Jersey 2pp 4503l-305-4503l :313 

-8604040042 Insp Repla 50-272/88-05.50-311/08 05 & 50-354/88 02 on 603126- 
29 No vlolalions.d£>vlallon8 or unresolved Items noted Major oroas 
lnspecled:omergoncy pr^arodness program conducted on 880125-29. 

AMATO.CG. LAZAfIu^W J. Region 1. Ole ol Iho Dirocior 88/03/11. 7pp 
4 503 1.307- 4503 1.3 13 

6804010164 Rodirests aitlonsion ol submittal date until 880429 lor supplomcntal ro- 
sponsa 10 NRC Compkanco Bulletin 87 002 doe to delay In receipt ol test fosol «. 
MILTENBERGER.S. Public Sorvico Eloctnc 8 Gas Co of New Jwboy- 6t)/0J/<5 
Ol ic<:pi I uiT Rnni/ui 1 Ofr rtl the Director. 2 dd. 45020.009-45020.010. 


8604060448 Provides final info necessary lo support Issuance ol license amend to 
permit extended opetslion ol diywott 8 suppression chambot purge syS Wl station 
mods requwed for amend will be completed by restart loltowing l-rst roluoling outage 
MlLTENaEHGEfl.S Public Service Electnc & uss Co of New Jersey. 88/03/29. Doc- 
ument Control Branch (Oocumont Control Desk) 2pp, 46010 348 45()10 349 


6804150150 Forwards Amend 16 to License NPf -57 & safety evaluation Amend revises 
Section 3/4 8 1.8 to permit operation ol valves In one conta nmonl purge supply Ime & 
one contairrment purge exhausl line lor up io 120 h snnual-'y. 

RlVENBARK.U ftoject Drectorate 1-2. 88/03/30 MILTENBERGER.S PubTc Service 
Electric & Gas Co. ol New Jersey. 3pp. 45133 337-45133 361 


-6604160156 /tmood 16 to license NPF-57.»ovising Section 3/4 6.1.8 to porm i oper- 
sBon ol valves In one coniainmoni purge supply ime & one containment exhausl fine 
& 6 Inch nitrogen supply valves tor up to 120 h m 385 day period 
BUTLER.W,fl Project Oifectorata 1-2 88/03/30 14pp 45133 340 45133 363. 

-6604150160 Safety evaluation supporting Amend 16 to License MPP-57. 

• Office ot Nuclear Reader Regulalon. Director {Post 870411) 88/03/30. Bpp. 
45133 354-45133 361. 


6804130031 Requests meeting w/ulil IO resolve enci questions 6 commenis ro inserv- 
ice losing ptogram.Formal losporises to questions prior lo mceilnQ not 
required .however draft responses should be prepared for discussion in meeting 
niVENBARK.G Project Oirecioraie 1-2 88/04/6l MILTENBERGER.S. Public Sonrice 
Electnc A Gas Co ol New Jersey iSpp 45089203-46069:217. 

8804150394 Corrects date lor ltr requesting meelng io resolve enci Questions A com- 
menis ro proposed inservice leslmg program. Draft responses should bo prepared lor 
discussion at meeting. 

aiVENBARKG Project Directorate 12 88/04/01 M/LTENBERGE R.S Publ-c Service 
Electric A Gas Co ol New Jersey, ip. 45133.120-45133:120. 

6604070066 Foiwards overall executive summary ol rel.ab>lity program A related repis 
detailing bases lor summary.Proprlelary ropts. "Functional Verification Rept...” A 
"...Feasibilily Study lor In-Situ Testing also encI.Repts withheld. 

MILTENBERGER.S. Public Service Etoclrlc A Gas Co, ol New Jersey. 88/04/04. Doc- 
ument Control Brartch (Document Control Dask). 24pp. 45063.056'46097.172. 

-8804070091 "Refrabitity Summary Repi tor Barley 662 Sol'd Stale Logic Modulo " 
MASSARO,M J Public Service Electric & Gas Co of New Jersey. 88/03/31. I7pp 
45093080-45093 096 


-6604070149 “Componenl f a'lmo Ariatysls Bepi 862 Logic Module." 

• 8a.l«y Controls Co (subs, ol Babcock A Wricox Co). QR-5106-E93-75 ADD1. 88/ 
01/12 85pp 45093 097.46093:161. 

-6604070162 Vote I IV lo "Raliabdity Test. Program (ot Baitey Model 862 Logic Modules 
for Use in Hope Creek Generating Station." last rept 

WALTeR._R.T. Wyle laboralorres 48815 02. 88/03/25. 1.461pp 46093:162- 


3803210090 SuppI 1 10 NRC Into Notice 87-044. "Thimble Tube Thinning in Wostirg 

house Roactora " Svc list end. . oTnAi narm/sfl 

ROSSI C B. Division ol Operational Events Assossmont (Post 87041 1) Bu/wj/jo 
C onsolidelod Ed.son Co. of Now York. Inc I2lpp. 44995,126-44995:246. 

B803220296 NBC Into Nolce 88 010. "Matte LlcansaosLatk ol tAgt Controts Over Li- 

ctjNN?NGF8(M!R.E Division ol Industrial & Medical Nuctoa/ Salaiy (Posl 070720) 88/ 
03/23 Consol dated Edison Co ol Now York. Inc. lOBpp 44995:247-44995 353. 

BBO4060328 Forwards SALP Board Ropts 50-272/86-99 A 50-311/68 99 duirng Oci 

1086 - Dec 1907 A Rept 50-354/86-99 on 861201-8801 15. 

RUSSELl.W.T Region 1, Ole ol the Dirocior. 68/03/29. Mljj^TENBERGER.S PsjliC 
Service Eleclrtc A Gas Co. of Maw Jersey. 2pp. 45033 262-46034 034 

-8804050334 SALP Rept 50-354/86-99 on 0612O1-88()1 16 

* Region 1. Ofc ol tho Dirocior. 08/03/04. 63pp 46033:264-45033 326. 

6604070316 Responds to NRC Bullolin 80-001 re defocis in Westinghouso OS/OSL c-f- 
coil Ureakers.Planls do not utiiizo subj circuit broakofs on/rtt/n 

MlLTENBF.RQER.S. Public Service Electric A Gae Co ol Now Jetssy- 1®7®4/31. UOC- 
omeiA Conirol Branch (OrjcamBnl Conirol Desk). 3pp 45075:214-45075:216 

8804130007 Nolif-catlon ol Licensee Mealing 88-051 on 880414 w/uM In Hancocks 

SV^IcTLamop! Rogion l . Ole ol iho Oiroctor. 88/03/31 . Region i. Ole ol lire Oirocto'. 
2pp 45099.312-45099 313. 

8604130006 Forwards Safety map Rapt 50-354/80 05 on 880209 W21 * ^ 

viblallon Responses A corroclWe actions fo violations cited in Insp flepta 60-J54/0/* 
23 A 60 354/A7-29 will be examined during furturo insps^ Tciuniifirirfi n 

WENZiNGER E.C. Region 1. Ole of iho Oiroctor 80/04/04. MIUTENOEHGtn.S 
Pubiio SorvJco Elecliic A Gas Co ol New Jersey. 2pp 46132 255 45132 266. 

-8804130010 Notice ol violation from Insp on 680209-032 1 Violailoti not^ori 
880226,tecirctiialion A ventilation ays fan (iow pressure svwich-not correclly resiorotl 
lo svc during implemootalioo ol Procedure IGDC ZZ-057 

* Region t. Ole ol tiha Director. 80/04/04 tp, 45132:267-45132:267, 


-8804130012 Onsite Resident Insp Rept 50-354/88-05 on 880209 0321. Vloteliori 
noled.MaJof areas inspected operational saiety venlicaiion.sunreillance lesimg.mainl 
aclwittaa.reactor coolant sp it in torus basamenl A assurance ol qi/8iiJy-^..„ . 
SWETLANO.P. Region 1. Ofc of tho Director. 88/04/04 9pp. 45132:258 46132:266 

8604120326 Responds to NRC 0SO3O7 Ilf re violations noted In Insp f ap< 

01. Corrective aciions'.desiQn change Implemented on 860113 which modiMad iquid 
radwaste d. sc narge monitor logic . ~ ... , oo/ox/nn n<M. 

MILTEN9ERGER.S. Public Service Electnc A Gas Co. ol New Jmsoy- 
umeni Conirol Branch (Oocumont Control Dask). 3pp 45090 081 -45090:083. 
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68040 J0256 NRC Info Nonce 80 Ot 1, "Poieniiai Loss ot Melor Control Ctr &/of Swilch 
board Function Duo to Faulty Tio Bolts “ Svc list end 

HOSSl.Ce Div-sion nt Operational Events Assossmoni (Post 8?0411) 86/04/07 
Consol t/aied Edson Co ot New York, Inc I24pp 45406 292 45407 051 

8604130040 Forwards request lor addi info re ull R60527 losponso to lE Bul'olin 86- 
003. "Motor-Oporatoa Valve Switch Soli ngs " Hosponse roquoslod within 30 days. 
WENZINGEFI.E.C. Region 1. Ole ol the Director B8/04/07. WILTENBEnGEn.S 
Pubi.c Service fcloctrlc S Gas Co. ol New Jersey, /pp. 45i35 350-461 35.356 

6604060370 NRC inlo Notco 68 0 12, "Ovorgr easing ol Eicciiic Motor Bearings.'' Svc 
I.S1 end 

fiOSSl.C E Division ol Operalional Events Assossmoni (Post 0704H) 88/04/12 
Consolidated Edison Co of New York, Inc. 123pp 45165026 45165:150 

6604220018 Requests dale for presentation ol plan lo resiructuio equipment qualJ.ca- 
tion lilos be cnanged to 000630 Change ot dale wi'l e‘l 0 w I me tor aHernative ap- 
proaches to be evaluated & lor esiimaled expenditures lo be approved 
MiLTENOERGER.S Pubic Service Eloclnc & Gas Co ot Now Jersey. 80/04/15. Doc- 
ument Conitol Branch (Docutnenl Control Dosk) 2pp 45226.320 45526.329, 


R. Periodic operating reports A related correspondence 


6604190389 Forwards ntonlhly operating ropis lor Mar lOBO.Oporolmg data repis tor 
Jan.Fob.June & Jut 1087 also encl. 

LABRUNA.S Public Service Electric & Gas Co. of New Jersey, 88/04/15 Document 
Control Branch (Document Control Desk), ip. 45220 227.45220 249. 

-8804190301 Monihly opoiating ropt tor Mar 1688. 

ZAPOLSKI.M. JENSEN. H Public Service Elecirlc & Gas Co ot Now Jersey. 08/03/ 
31 lOpp 45220 228-45220 245 

-0BO4t9O391 Updated monihly operating repi lor Jan I087.cons sling at operating data 
repi 

JfcNSEN.H Public Service Electric 8 Gas Co of Now Jotsoy. 07/01/31. ip. 
45220 246 45220:246 


-6804190393 Updated monthly operating ropt for Feb 1987.consisting of operating daia 
ropt 

JhNSEN.lt. Pubic Sorvico Elocirlc & Gas Co. ot Now Jotsoy. 87/02/28, ip. 
45220 247-45220 247 


-8604 1 90394 Updated monthly operating ropt for Juno l0G7.cons'stlng of oporaling 
data ropt 

JENSEN.H. Public Sorvico Electric & Gas Co. ot New Jersey. 87/06/30. ip 
45220 248 45220 248 


-6804190396 Updated monthly opeialing ropt lor Jul l9B7.consisling ol operating dale 
repi 

JENSEN.H. Public Service Electric & Gas Co. of New Jersey. 87/07/31. ip. 
45220 240 45220 249 


S. Reportable occurrences, LERs & related correspondence 

8604060361 LER 80 004-00.on 080 301, discovered that required survoliance of refueling 
floor exhaust process radiation mon4or>ng Channel B not pet toimod. Caused by per- 
sonnel error. Senior supervisor c o tinseled .W/ 880330 lit. 

ERVIN,AM. LABRUNA.S. Public Service Electric & Gas Co. ol New Jeisoy. 80/03/ 
31 5pp 45046- 199-450 46 203 

6604140166 LER 66-002-01:00 8802 1 3. primary conialnmohl isolation valvea 

Inoperable. Caused by IS'luro of Insorvico Insp to notify control room personnel that 
surveillance overdue.both inboord & outboard valves towoikod.W/Q80405 Ur. 

ERVIN, A. M.. LABRUNA.S. Public Service Electric & Gas Co. ol Now Jersey. 08/04/ 
08. 5pp. 45158:298 45158:302. 

6604190025 LER 88 005-00 on 880220Jn operable inputs lo primary contalnmonl isola- 
lion sys discovered & required Tech Spec action not taken Caused by inadequate 
design change package IDCP) descnplion.Now DCP process phased in.w/6B040S lit. 
COWLES.R.B , LABRUNA.S Pub'ic Service Elocirlc & Gas Co. ol New Jersey. 88/04/ 
It. 7pp. 45206 164 45208:180. 

8804200086 RO on 680320, shill supervlsoi mode 4 h nonemergency repi to NRC re in- 
termediate range monitor upscale inp due lo momonlary nosle spike on channel 
LABRUNA.S. Public Service Electric & Gas Co. ol New Jersey. 88/04/12. Documenl 
Control Branch (Documenl Control Desk). 2pp. 452 1 6:234-452 1 8:2-35. 

6804200269 LER 86-005-01. on eG03l0.prlmary conlalnnnenl Isolation sys Inputs Inoper- 
ablo & required Tech Specs eciio-ns not taken. Caused by Inadequate design change 
package (OCP) descriphon. Secondary conlainmont esiab!lBhed.W/(3804t3 Itr. 
COWLES.R.B.. UBRUNA.S. Public Service Electric & Gas Co. of New Jersey. 86/04/ 
13, 7pp, 45216 059 45216:065. 

6804360263 LER 86-006' 00:on 88032 l.momenlary upscale spike on intermediate range 
monitor resulied in full reactor protection sys actualion.Caused by electronic noise 
generated by welders. Methods evaluated W/8B04 20 lir. 

COWLES.R.B., LABRUNA.S. Public Service Electric & Gas Co. ot New Jersey. 88/04/ 
20 6pp, 45281 033-45 281:037 


V. Operator Examinations 


88040S0326 Forwards SALP Board Repis 50 272/86 09 & 50-311/86-99 during Ocl 
1086 - Dec t9B7 & Repi 60-354/86-99 on 861201-860116. 

RUSSELL.W.T. Region 1, Ole ol the Director. 88/03/29. MILTENBEHQEfl.S. Public 
Service Electric & Gas Co. ol New Jersey, 2pp. 4 5033' 262-45034:034. 

“8604080334 SALP Repi 50-35 4/86-99 on 861201-8801 15. 

' Region 1. Ofc ol the Director. 86/03/04. 63pp, 45033:264.46033.326. 


DOCKET 50-366 UNIV. OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents A correspondence 

8603260248 Informs ol NRC relocation to slated sddiess Ma/ing address unchanged A 
Adams project manager A TS Michaels back-up prelect manager 
nuBENSTElN.L.S Standardirahon A Non-Power Heacloi Project Oiioctoiate 80/03/ 
18, AfNiei on No! Assigned. 3pp. 44859 060 44859 062 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION. UNIT 1 


A. AppiEcation/construclion stage documents A correspondence 

8803240426 Generic Lli 66-C6 to a'l power loaolor Ixonsees & epp leans re removal ol 
organiral on charts tiom Tech Spec adrr'nistraiive control reQui'emenls.Svc hat cnct 
WIRAGLIA.F.J. Associate Oiiecior lor Projects (Post 87041 1 ). 88/03/22. Consofidated 
Edison Co ol New York. Inc. 47pp. 44972- 107-44972,153 

8804080088 Genoric Ltr 68 07 to power reacioi l-censoos 8 applicants re modified e.n- 
lorcemeni po'icy concerning t0CFn50 49, "Environ Oua'iticafiort ol Electrical Equip- 
meni Imporlanl lo Salety for Nuclear Power Pfanis." Svc list end. 

MIRAQLIA.F.J. Associate Director for Projocls (Post 87041 1) 68/04/07 Consol delod 
Edison Co of New York. Inc. 4gpp 45164 237.45104-2a5 


O. Inspection reports, IE Bulletins A correspondence 

8803210090 Suppi 1 to NRC Inlo Nolice 07-044, "Thimble Tube Thirrn’ng in Westing - 
house Reactors." Svc lisl encl. 

ROSSl.CE. Div-sion ol Opor atonal Evenis Assessment (Post 870411) 88/03/28. 
Consolidated Ed son Co. ot New York, Ino 121pp. 44995 126-44895 246 

8803220296 NRC Info Notice 88-010, "Mails Licensees Lack of Mgt Conirols Over Li- 
censed Programs " Svc list one). 

CilNNINQkfAM.R E Division ol Indusirlal & Medical Nuclear Satoty (Post 670729) 80/ 
03/28. Consolidated Edison Co. ol New York, Inc. I08pp 44995:247-44995:353. 

8604010256 NRC Inlo Noc ce 88-011. "Polenliat Loss ol Motor Conliol Ctr &/or Switch 
board Funefon Due to FauUy Tie Bolls." Svc list end 

ROSSl.CE Division ol Operalional Evenis Assessment (Post 870411) 80/04/07. 
Consolidated Edison Co. of New York, inc. 124pp 45406 292-45407 051. 

8804060370 NRC Info Nollco 60-012, "Ovorgreas'ng ot Eleciric Motor Bearings." Svc 
Hal end 

ROSSl.CE. Division ot Operalional Events Assessment (Post 870411), 80/04/12 
Consolidated Edison Co. of New York, Inc 123pp 45165 026 45165 t50 


DOCKET 60-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A fire protection plans 

8804060001 Forwards Addendum 10 ID lo physical sacufrty plan.Addondurn wtihheld 
(rol 10CFR73 211 

MORGAN.H.E. Southern Cetiforn a Edison Co. 86/03/28, Docurenl Control (Branch 
(Oocumoni (Control Desk). Ip. 45032 294-45032.294. 

8604 190131 Forwards Insp Repis 50-206/80-07.50-361/88 07 A 50-362/68 07 on 
880308- 11 & notice ot violation 

WENSUAWSKI.F.A Hogicn 5. Dfc of the Orroclor. 80/04/01. BASKIN.K P Southern 
California Edrson Co. 2pp. 45196.264.45196 277. 

-BS04I90132 Not CO Ol vioiei.on from insp on 880308-1 t-Vloiabon noted independent 
audit of emergency preparedness program not performed stneo 861201. 
WENSLAWSKI,f.A Region 5. Ofc of the Director. 88/04/01. ip. 45196 266- 
45196:266. 

-8804190134 Insp Repis 50.206/88-07,50-361/68-07 & 50 362/86-07 on 680306- 
1 l.Violations noredMajor areas in speciod: operalional status ol arr.ergeniCY prepared- 
ness program A Insp Procedure 82701. 

GOOD.Q.M Region 5, Ole of the Director. 88/03/29, 1 1pp. 45106 267-45ig6;277. 


O. Adjudicatory correspondence 

8804260150 Slipulalion A proposed order re remand ol medical sves issue.* Stipulates 
lhal parties Involved re viewed relevant documentahon re licensee compliance w/ 
1OCFn50.47(b)(l2) including licensee 870629 subm tlal.W/Oeclaraiion of Svc. 
VOGLER.B.H, Assistant General Counsel lor Hearings PIGOTT.O.R. Soulhern Ca'rtor- 
nia Edison Co, PIGOTT.DR. San Diego Gas A Electric Co. #288 6112. 88/03/22. 
34pp. 45210.020-46210.053 

8604050130 Forwards 86031 1 memorandum from Cniel Adm nistralnm Jurfge BP 
Collar .CompI anca w/inslruclions conlairted in memorandum requested Served on 
880331. 

WOLFE, S.J. Atomic Salety and Licens'ng Board Panel. #286 5985 88/03/30 Atomic 
Safely and Licensing Board Panel. 2pp. 44966: 146 44966:1 47. 

8804110046 Forwards stipule tion A proposed order re tomand at medical sves issue re- 
ceived from C McC lung. /kit documents have been executed .per request & returned lor 
tiling W/o end. Relaleo correspondence. 

VOGLER.B.H . Assistant General Counsel for Hearings. #286 6034. 86/04/05. 
PIGOTT.D R. Orrick, Harrington A SuiClilfe. ip, 45050:0 8 7-4 5050:087. 


I. Financial Information 


8603300364 Forwards annual repi to Securities A Exchange Commissiort A cash flow 
staiemonl for yr ending Oac 1 987. 

AOAMS.J B Southern Calilornia Edison Co 88/03/21. Document Control Branch 
(Document Control Desk). 44pp. 44979:143-44979:186. 
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Rivefsido.CA. 

MFOrORO.WO. SOJihorn CaUornia Edso-'i Co. &8/04/n Oocii(ne.ni Conltol Sranai 
(Oocumen t Convo! Oosh) 1 p H 5269 00 1 -4 5259. 249 


J. Insurance & Indemnity Infortnallon 

8804130396 Acivises ol nuclear property & deconiarr nalion 'latulity ns-j'anco cu.*reriily 
in force at plant. 

GOULO.G J Southern Ca'ifornia Eason Co. dB/O't/Ot. Oocu're.'ii Control Bre.'icb 
(Oocument Control Oosk). ip 45154:320 45154 329. 


P. Operalino license stage documems & correspondence 

68033 4 94 26 Gonenc Lir 68-05 to s'l power reactor loanseas 6 app'icants ro removal ot 
orgamzaton chans from Toch Spec adm risiraifcra co.ntrot reqtireTenis Sue I si end 
W.MAGUA.F J. Assoc ata Dwoctor lor Prefects (Post 87041 tj 88/03/22 Consoixtatod 
EdiSonCo of Now York. Inc 47pp. 449/i 107-44972. 153. 

8804010117 forwa'ds nclico ol considcratcn ol issuance of amonds lo Licenses NPF 
10 & NPF- 1 5 & opportunity for hearung ro 871214 S 660 >28 requests for proposed 
Changes lo Tech Specs. 

h CKMAN.OE Project Directorate V 86/03/23 BASKiN.K P. Southern Cal forn a 
Edison Co COTTON.G 0 San Diego Gas & Elecii.c Co 5pp 44946 267-44948 301 

-8604010127 Notice Of cons dor at on ol issuance cf amends to licenses NPF-iO & 
MPF'IS & opporiunliy lor hearing re 871214 & 830 1 20 lequosis for proposed changes 
to Tect^ Specs.irictun-nQ ta-rs>ng rigjia 3 t-2. ‘negutat ng Centrot Etorn«r»v , 
ttOOD.li Project Diiecforate V. 88/03/23 lOpp 44948 292- 4494B 301 

8804080231 In'orms Inal AllegaLon Package ATS nVB8-A-nil being forwarded to util 
for detailed eva'ualion.invesligaiian S response 

K'RSCH.OF. Region 5. Ole ot ih-o 0..'ec‘of. 89/04/01. BASKIN.K. P Southern Galilcr- 
nia Ed son Co. Ip 45116:184 49116 184 

880413997$ Confirmatory ac!.on lit on resohiton ot technical Issues ro dsfotlging of 
siearn gonarator tube p'ugs NHC undeislands that ull wit' not lake laciiiy above 20So 
of rated power until alter (echr>ical issues resolved w/NRR. 

MARHN,JO Region 6. Otc ot the Oirectcr 89/04/04 MCCARIHY.CB Southern 
Calilorrta Edison Co ip 45099 298-4SC90 296. 

98041 10202 Forwaids revised jusi ficalion lor cont.4ucd operation w/C-E sieam genera- 
lor tube plugs D.scussiort ol mgt phi'osophy re coniinuod operalion ol e.tnor Uml 2 or 
3 Itt event or steam generator Vjbo leak also addressed. 

MEDFORD.M.O. Southern Calilom a Edison Co 86/04/05. Cocumenl Control Branch 
(Oocumenl Control Desk). 23pp. 45i 35 C62 45135 104 

9804120464 O.scusses 880404 coof riralory act on llr conti'm.'ng undorsiend ng reached 
ro actions lo be taken lo resolvo technical issues associaied w/lacilily steam ganora- 
tor tube pluo la lures NRC rose ndod 890404 conlirmatciy action Itr, 

MAfiriN.J.B Regon 5. Ole ol iho D..'ocloi 88/04/05 MCCARTHY .CO. Souiharn 
Caiilornia Edison Co ip 45090 169 45090 169 

8804190401 Nollltos that changes addressod m Change Notice 25 to Amend fO lo 
SCE-t -A. ‘QA PtogrBin " te-^.awot) & lo-jntt accoptat4o per tOCFRSO App B 
KIHSCh.O F. NRC • No Oolailed AUliaion Given 88/04/05 BASKIN KP. Southern 
Cal lornia Edison Co Ip. 45 1 55 1 70-451 55 1 70 

8604080088 Generic Llr 68 07 to power reader licensees & eppi canis re modilied on- 
lorcomoni po'icy concerning lOCFRSO 49. "Environ 0-ja'ilicaiion ol Erecincal £qu p- 
meni Impcrteni lo Salety lor Nuciaar Power P.'anis," Sve I si encl. 

MlRAGlIA.F J. Associate Director for Projects {Post 8/041 1) 80/04/07 Consol dated 
Edison Co of Now York. Inc 49pp. 45164 237-45184 285 

8604190126 Forwards request Icr addl .n*o re implom-entation ol reactor coofant pump 
ir\p ciit(>ita.pof TMl Action Uom H.K 3.5, 

HICKMAN.O.G. Prolocl Oirocioraio V 88/04/12 8ASKIN.K P, Southern Calilornia 
Edison Co COTTON.0.0. San Oiogo Gas & Electric Co 4pp 45164 304 45104 307 

8804220152 Requests addi Info lo shutdown acTon runuiromcnls om.|le<) Iron* Tech 
Specs 3 0 1 A 3 0 3 

KtCKMAN.O.E Project Oirocloiafo V 88/04/13 BASKIN.K P Soulhorn Cati'ornia 
Edison Co COTTON.G. D San D ego Gas & Electric Co 2pp 45201 1 12-462011 13 

8804210187 Provides addl info ro Proposed Change Notice PCN-234 to change Toch 
Specs lo increase max safety injection lank nitrogen gas co/or pressure.por NHC 
880223 request. 

MEOFORO.M O. Soulhorn Ca'ilornie Ed son Co, 88/04/14. Document Control Branch 
(Document Control Desk) 2pp 45194 175-45l84;l/e. 

6604280447 Inlerms that uM 880227 proposed change to Tech Spec Table 3.7-1 lo 
reroovs %team line sefety va'va number dosvgnaticna & onheo si/es Irom table not ac- 
ceplab'e 

HICKMAN.O.E, Pipjoci Direcloraia V 88/04/18 BASKIN, K.P Southern California 
Edison Co. 2pp. 45263 C64-4S263 065 

6604260377 Responds fo ul I 671120 taquosi for approval ol changos to decay times 
associaied w/control oiemenl assembly calculaier porta ty tacicrs.Roportad not reduc- 
tion in core melt Irequency does not wa'ranl further NRC ovafuaiion 
KNiGHTON.G W. Projecl Direcloraia V 88/04/21 BASKiN.K P. Southern Ceiilorn'a 
Edison Co 5pp. 45245 367-45245 361. 


Q. Inapection reports, IE Bulletins & correspondence 

6804120442 Foiwards Insp Rapls 50-206/88 06.50-361/88 06 A 50-362/68 06 on 
880229-0304 A nolice of violaron. 

WENSLA’NSkI.F.A. flegtoiy 5, Ole ol the Drector. 88/03/24 BASKtN.KP Soulhein 
Ca’ifornla Edison Co. 2pp. 45I32;135-45132:I46 

-8804120456 Insp Repis 60-208/88-06.60-361/68 06 A 50-362/88-06 on 860229- 
0304A/iolation8 nolod.Major areas lr>spec(ed: malnlaining exposures ALARA & Unit 1- 
occupational exposure daring outages A lours cl licensee tac-lities. 

HUSSELLJ E., YUHAS.G P. Region 6. Olo ol ihe D>recior. 68/03/24. 9pp 45132:136 


□«L/o<iuuvu oL‘p)ii I iriiQ ini.Ti9ie luuQ ir.in'*i.ng in wesung 

house Reacio.'s " Sve list encl 

ROS5l.CE DiYi&on of Oporational Events Assessment (Post 870411). 68/03/23 
Conso (dated Eu'iscn Co ol Now York. Inc i2lpp 44995 126-44905 246 

8803220298 NRC Info Notice 88-010, -Malls Licc.'iseos Lack of k'gi Co-Hrols Over U 
censed Procrams " Sve Isl oncl 

CUNNlNGLiAM.R G Division of Industrial A Madica* Nuciaar Saloly (Post 870729). 68. 
03/28 Cunsol dated Edison Co ol New York. Inc. I08pp. 44035 247-44096:353 

8804190131 Ferwards Insp Repis 50 208/88 07.50 361/83 07 A 50-362/86 07 ci 
890300-11 A notice of vioiat-on 

WtENSUAWSKI.F.A Region 5. O/c Of Ihe Di.'ecior 88/04/01 BASKIN K P. Soulhert 
Caieorn-a Ed sen Co. 2pp 45196 264-45196 277 

—880419-0132 Notice cf violation from msp on 990308-1 t .ViolaLon noted: rndeperxler 
eudt of emergency propnrodness program net performed smee 861201 
WENSIAWSKI.F A Regon 6. Ole ol the Oirecto.' 88/04/01. Ip. 45193 266 
45196 266 

-8804190134 Insp Hopta 50-206/68 07.50-361/08 07 A 50 362/80 07 on 860008 
I l.Vic'elions notod.Major a'eas inspected operational status of amoigor:cv prepared 
ness program A Insp Procedure 82701. 

GOOO.G M . FlSH.nF Region 5. Otc ot the D-roclor 00/03/23 Itpp 45196 267 
45106 277. 


8604010266 NRC In'o Noheo 68 01 1 . "Poieniial Loss ot Motor Cor'trol Ctr A/cr Swheh 
hoard Functio.n Duo to Faulty Tie Bolts " Sve list encl 

n03St.CE O.v.s cn ot OpoioV:o.''at Events Assessment (Post 870411). 88/04107 
CoAsoLdated Edison Co of New York. Inc I24pp 45406 292-45407:051 

9904210412 Responds to NRC Bu'loin 08-001. "Oolocts in Westinghouso Circuit Break 
ers" Roview conducled A confrmod that Wastnghouse DS 206.DSL-206.OS-4l( 
OSl-1416 Ot 03-420 c-rtu t broaWeis not uli'ized as reactor trip breakers. 

PILMER.OF Southern Cahlornia Ed son Co 88/04/08 MAHTiN.JO Region 5. Ofc c 
the Drecior. 2pp 45227 212-46227 213 

8804060970 NR(^ Into Notice 88-012. ' Overgieasing ot Electric Motor Boar-ngs." Svi 
fcsl oncl 

ROSSI.C E Division of Operalonal Events Agsessmoni (Post 870411) 88/04/12 
Consolidated Edison Co of Now York, inc I23pp 45165 028 45165 150. 

8804190230 Forwards saloly ovaluotions eccept-ng util final .'ow prossuro luibinc disr 
insp tep\3.pot usl 860620 & 870323 «i3 License Conditions 2Cil5> & 2.0113 
corrpteiB Uiii commitment lo implement mig hsp rccorr-mendalions acceptable. 
HICKMAN.OE, Projocl Oireclorale V 88/04/12 BASKIN.K P Soulhorn Calilwrw 
Ed son Co COTTON.G O, San D.ego Gas A Eioctric Co. 3pp. 45155 27-1-45156;2&7 

—6904190246 Salety eva’uallon accep'.ng «M msp ol low ptessoro luibine rotors fiBse< 
on into provided <n uH 8G0020 Itr.NRC concludes that License Condition 2.C( 15) com 
pleto 

• Office ot Nuclear Roacioi Roguiation. Director (Post 870411) 68/04/12 5piJ 
45155277-15155 2BI. 

-8804190249 Safely evaluation accepting utl 'nsp of low pressure lu'bino rotors. Result: 
of exam show no ev.denco of stross corros'on cracking In d^sc bore region end do-we 
liolns NRC conclu-dos that Lfconse Cond I on 2 C(13) complolo 

* OMce ol Nuclear Roactof Roguiai'on. Director (Post 870411) 09/04/12. 6pp 
45165 262-45155 287 

9S042 10497 Advisee that 97091 B responso lo NRC Bul'eiin 07-001 ro program lor mom 
lonng Ih'cknoss of plpo walls in high onergy.single-pha&e A two phaso carbon slee 
piping sys being used lo dojermino exioni of Industry participation 
MiCKMAN.O E. Projocl Oirectoialo V. 88/04/15 BASKtN.KP, Soulhorn Califomir 
Edison Co. COTTON.G 0 San Diego Gas A Efeclrlc Co 3pp 46192.201-45102 203 


R. Periodic operating reports A related correspondence 


8604200137 Monihly operating repis for Mar 1988.W/S80414 llr. 

SlACOn.E n . MORGAN..H E Southern Csiiforma Ed son Co 08/03/31. lipp 
46221.006-45221:096, 


S. Reportable occurrences, LERs A related correspondence 


66D32903S4 PNO-V-a0-O22:on 8303 1 B.reaclor shutdown Caused by Increased siean 
gonoraior tube leak lo 200 gallons per day.Oulago shou'd lake 3-4 wks.Lfnit should br 
Back on lino approx mid-Apr i969 

JOHNSON.PH. TATUM.J Region 5. Ofc ol iho Director 88/03/16 ip 44920:023 
44920,023 

0604040105 LER 88-007-00 on 880223.iod-no channels ol conlammonl purge isolat.or 
sys lad-a'.iDn monitors did not meet lineatay spec in upper ponion oi lango.Causedb 
dosigry deficiency W/880323 (ti. 

MORGAN.ME Southern Ca'ilornia Ed-son Co 88/03/23 2pp 44970:230-449/0:231 

8804200267 LER 88-004-00.011 880310.conliel room iso'alion sys Train B actuation oc 
conad due to spike an ladiaiion raoiMtot Cause unknown Tirrto domain telieotomet© 
measurernonis taken A radiation monitor response observed for 4 wksW/880411 to 
MORGAM.HE Soulhein Calilornia Edison Co 88/04/11. 6pp 46254:325 4 5254:330 

6804200216 LER 88-027-0l:on 671 ISO.QA audit determined that Tech Spec 4.7 9.1 sur 
veil'aAce roqulrsments not met to< tt lire doois Caused by proceduiel deticiencies f 
Iryadeq-jate training Fire door loch Specs sunreillancos performed W/880414 hr 
MORaAN.H E Southern California Edison Co. 68/04/14. 6pp 45226:256 45226.281 

8804200224 LER 67-031-01:00 87121 7.reacior manually Inppod due to ma-n foedwate 
Isolation valve <MFtV) laM-ng dosed.Caused by powot lead failure to Train 8 soienov 
lor MFIV 2RY-4048. Leads roplaced.Reassembly procedure reviS8d.W/e604 1 4 hr. 
MORGAN.H E. Southern Callloinra Edison Co 88/04/14 7pp 46215:324-4521 5.33C 
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f. Securlly, medical, emergency A lire protecllon pl&ns 

S604t90131 Fotwonis !nsp Repis 50-206/QB 07.50-36W88-07 & SO-362/88-07 on 
880308 11 & nolico o( vio'alior* 

WENSLAWSKI F A Region 6. Ole o1 tho Director 08/04/01. BASkIN,K.P. Sootherr* 
Calilomla Edison Co ?pp 45196:204 45196 2/7. 

^9804160132 Notico of vioialon liom insp on 080308-1 l.Vio'si on noted mdopendonl 
8J<) t ol omergoncy preparedness proyram not perfornicd sinco 6G1201 
WENSLAWSKI.F A RoQ-on 5. Ole ol tho Diroctor. 88/04/01 Ip. 45190 266- 
45196 266 

^9804160134 insp Ropis 50 206/80 07.50-361/68 0/ A 50-362/88 07 on 880308- 
1 1 Violations nolodL'aJot areas inspocicd opera honal sielus ol efrergar-cy p'opa-'od- 
ness program 8 Insp Procedfro 02701. 

GOOD.G M Reg on 6. Ole ol the Dreclor 03/03/29 1 1pp 45196 287-45166 277 


G- Adjudicatory correspondence 

8804260160 Slipi/ation & proposed order re romend ol medical sves Issue.* Slpulales 
Ihst parlies Involved /oviowod ro’ovanl docuroonlatlon re licensee complarce w/ 
t0CFH50.47lb)(12) inc'udifiQ licensee 870629 submlilal W/Oec'arelion ol Svc. 
VOGLER B H Assisinni Goneial Coonsal for Hoanogs PrGOTT.O R Southern Callor- 
nls Edison Co PIGOTT.D R. San Diogo Gas A Electric Co fr28B 6112 88/03/22. 
34pp 45210020 45210.053 

BB04050130 Forwards 880311 memorandum Irom Chief Administrative Judge 8P 
Colter C(7m pi anco w/lnst ructions conianod It) momo/nndutn requested Served on 
680331 

WOLFG.S J Atom'c Safety and Licensing Beard Parrel //2BB 5085 88/03/30 Atomic 
Saloly and Licensing Beard Pane! 2pp. 44966. 146 44966.147. 

8904110046 Forwards stipulation & proposed o.'dcr ro remand ol med cal eves Issue re- 
ceived from C McClunn A>l rfocumonts have been ovecuted-por reqiiesi & roturnod lor 
hl ng-W/o enci Rolatoocorrospondence 

VOGLER. BH Assistant Gororol Counsel lor Hoannos, *<286 6034 88/04/05. 
PIGOTT O R Ornclr Merr nglon & SulcliKo ip 45050 087-45050 087. 


I. Financial informetien 

8803300384 Forwards annual repi to Securities & Exchange Commission & cash How 
statement lor yr ond ng OoC 1Q07. 

AOAMS,J B, Soulhorn Co’ifornia Ed.son Co 80/03/21. Document Control Branch 
(Documont Control Desk). 44pp 44976.143-44978.186. 

8604250248 Forwards 1887 annual ropis ior listed utils A Cites of Anaheim & 
Riverside.CA. 

MEDFOBD.MO Southern Cal lor nia Edison Co 83/04713 Document Conlrol Branch 
(OocumonI Control Desk). Ip. 45259.001 45259 249. 


j. Insurance A Indemnity Information 

6604130396 Advises ol nucloar projroriy A decontamlnalion lab.lity Insurance ccrronlly 
in force at plant. 

GOULO.G.J. Soulhorn California Edison Co. 68/04/01. Oocu'nonl Control Branch 
(OocumonI Control Dosk> Ip. 45154:329 45154 329, 


P. Operating license stage documents & correspondence 

8603240426 Genoric LIr 80-03 to all powor reactor liconseos A appicenis re removal of 
organuatlon charts Irom Toch Spec admlnlstraiivo conlrol roquiromenls Svc list oncl. 
MIRAGLIA-F j. Associate Owoclor lor Projocls (Post 87041 1). 88/03/22. Consolidated 
Edison Co. ol New York. Inc 47pp 44072 107 44072:153. 

8804010117 Forwards notice of consideration ol Issuance ol amonds to Licenses NPF- 
10 A NPF-15 A wporlunity for hoating ro 371214 A 880126 requests lor proposed 
changes lo Toch ^ecs. 

HICKMAN.D.E. Proiecl Diroclorato V 88/03/23. OASKIN.K.P. Southern Calilofnla 
Edison Co COTTON.G O San Diogo Gas A Electric Co. 6pp. 4494e-287-44948 30l 

-6e'04010l27 Notico ol consideration ol Issuance of amonds lo Licenses NPF-IO A 
NPF-IS A oppoitun.ty ior hoating ro 871214 A 680126 requests for proposed changes 
lo Tech Specs.lnclumng revising Figure 3.1-2, "Regulating Conlrol Element .." 
ROOO.H. Projoci Dlrecloraio V BOJi 03/23. lOpp. 44948 292-4 «94a-301 . 

6804090231 Informs that Ailogatlon Package ATS RV OS-A OIl being forwarded to ull 
lor detailed avaluation.lnvostlgal en A response 

KIRSCH.O.F. Reg on 5. Oft Of tho Director 88/04/01 BASKIN.K.P. Soulhorn CaMor- 
nia Edison Co ip. 45116 184.45116:184 

8604110202 Forwards fovisod justllicallon for cont-nued operation w/C-E sleam genera- 
tor lube plugs Discussion of mgt phirosophy ro conlinuod operation ol either Unll 2 or 
3 In event of steam gonoiator lube leak also addressed 

MEOFORD.M.O Southern Co’ilernia Edison Co 88/04/05 Document Conlte! Branch 
(Document Conlrol Desk) 23pp. 45135:082-45135. 104 

MQ4190401 Ndibes that changes addressed if> Ctrange Notice 26 lo Amend 10 to 
SCE-l-A. "OA Program * roviowod A found acceptable per lOCFR60.App B. 
KlflSCH.D.F. NfiC - No Deielted AfliMatlon Given. 88/04/05 BASKIN.K P. Southern 
Ca'ifoinia Edison Co. Ip. 45165:170-45155:170 

8804060080 Generic Ltr 33-07 lo power roacior licensees A applicants ro modified en- 
forcement policy concornlng lOCFRSO 49, "Envitor^ Qualification of Efocltical Equp- 
meni Important lo Safely (of Nuclear Power Plants" Svc Hsl oncl 
MIRAGLIA.F.J. Associate Oireclor lor Projects (Post B7041 1). 68/04/07. Conso'idated 
Edisoti Co. ol New York, Inc. 49pp. 45164:237-45164:265 

8804190126 Forwards request lor addi Into re implementation ol reactor coolant pump 
trip crilofla,pe/ TMt Acilon Hem ILK 3.5. 

HICKMAN.D.E Ptojaci Oiraciorate V. e&794/l2 BASKIN.K.P, Soulhetp CeMonHa 
Edison Co. COTTON.Q-0 San Diogo Gas A Electric Co, 4pp. 45I64:304-451S4.307. 


8804220152 Roqjosis addi info re shutdown ac;.on reqj rome.'its onrilled Irorn Teen 
Specs 3 0 I A 303. 

HICKMAW.DE Pro.CCt 0 rectoralo V 83/04/13 BASKIN.K P. Southern CoLlomia 
Edison Co COTTCN G D San Diego Gas A Electric Co 2pp 4520I;112-452[)I 113 

5804210187 Provides addl nio to Proposed Change Nebco PCN-234 to cl'ange Toch 
Specs to ir crease max salety mjeclion tank nitrogen gas cove; prossu'e.por NRC 
B80223 request 

MEDFORO.MO Southern Ce I'o'na Edison Co 88/04/14 Oociment Control D'acoh 
(Document Control Cask). ?pp 45194 175 45194:176 

8804280447 lo'o'ms ihat uH 680227 picposod chango lo Tech Spec Tafe 3 7-1 ro 
reinovo s'eam I no sa'ety valve number designations A oril ce sires hem tab's not ec- 
ceplablo 

HtCKMAN.D E. Project Olioctorato V 88/04/18. BASKIN.K P Soulhorn Cal lornia 
Edison Co 2pp 45263 064-45263:065. 

8804280377 Responds lo ull 871120 request tor a;>proval ol channes lo decoy ii'hos 
assocatod w/control ofemenl ossemb'y calculator penalty lactcis Roporlcd not reduc- 
t on in core mo t Ircqiie-scy does not warrant lurlhn-r NRC evaluation 
KNIGHTON.GW, Project Oirectotato V 88/04/21 BASKIN.K P Scuihern Caiilotr.ia 
Edison Co 5pp, 45245 357-45245 361. 


Q. Inspection reports, IE Butlellns A correspondence 


6804120442 Forwards tntp Ropta 50-206/68-06 5Q-361 '88 06 A 50 352/83-06 Oft 
B&0229-0304 A not-ce of v o'aiien 

WENSLAWSKI.F A, Rog on 5. Ole of tho Croclor 08/03/24 BASKIN K P, Soulhorn 
Cailorn a Edison Co 2pp 45132 135-45132 146, 

-8804120459 Insp Ropis 50 206/88 06.50 361/88 06 A 50-332/88 06 on 880229- 
0304 Violations noted Majer a'eas inspected menieinng exposures ALARA A Uni i- 
occupational exposure dct.ng outages A lours of I cor.soo lac M as. 
nUSSELL.J E. YUHAS.G P. nogo.i 5. Ole of the 0 rector 88/03/24 9pp 45132 138- 
451.32:146 

8803210090 SuppI 1 to NRC Inlo Notice 07 044. ‘Thrnble Tube Tlir.nng In Wesling- 
house Heactors ' Svc list oncl 

ROSSI.C.E Otvis on ol Oparaiiorol Even's Assessment (Post 6/0411). 80/03/28 
Consolidaled Edison Co of New York. Inc i2lpp. 44995:120-44905:246. 

8803220396 NRC 'nIo Neilco 83 010. ‘ Malls Lice.nsees:Lack of Mgt Controls Over LI 
consed Programs " &vc I si end. 

CUNNINGtfAM.R E D.vis-on ol Industrial 8 Ved-cal Nuclear Salely (Posi 070729) 80/ 
03/26 Coirso'idaiod Edison Co. ol New Yo'k. Ire. tOOpp. 44995 247 44995 353 

8804190131 Forwards Insp RepIs 50-200/68 07.50-381/66 07 A 5O-362/B0-O7 on 
660303-11 A notico ol v.elalicn 

WENSLAWSKI F A. Heoion 5. Ofc of the Directo' B8/04/01 8AS.KIN.K P Soulhern 
California Edison Co 2pp. 45196 264-45196:277. 

-8604190132 Notice ol violation Irom Insp on 880308-1 I Violai on ncled: Indcpenden: 
audit of emercency preparedness program r.oi pcrfo;mod since 861201. 

WENSLAWSKI .FA Rog on 5. Ole of the Direcior 88/04/01 ip 45196 266 
45196 266 

-8604190134 Insp Repts 50-206/68 07.50 361/88 07 A 50-362/08-07 on 660308- 
II Violations noted Major areas m^ectad oporatloral status of emorgorcy proparod- 
ness program A Insp Procedure 92^1. 

GOOOG.M. FISH.H F RegSon 5. 0*c of the Cteclor 88/03/29 ttpp. 45106 267- 
45196 277. 

8804 120316 Ack receipt ol 080331 ltr lnle.'ming NRC Ol steps taken lo coirnci v.eiat-ons 
noted in insp Rapt 50 362/88-04 

WENSLAWSKI ff A Reg on 5. Ole o' Iho Orecior C8/O4/C0 BASKIN.K P Soulhorn 
Calilornia Eo-sonCo ip 46099 263 45099:267 

-8804130064 Responds to NRC 800303 Ur re violacons noted in Insp flop! 50 362/66 
04.CarreclivO ochorsindeplli audit ot l0CFR7t. Subpart It retirements added to 
master audit schedu’a lor 19B8 A to bo conducted dur ng Fou-thOuartor 1986, 
BASKIN.K.P. Southern Calilomla Ecison Co 09/03/31 MARIiN.j 0. 80010.-1 5. Otc ol 
the Director 4pp. 45090:264.45C90.267. 

8804010256 NRC Inlo Notice 88 01 1. •'Potential toss ol Motor Centre' Ctr A/or Swilcli- 
board Function Ouo to Fau'ty T 10 Bolts,'* Svc t si er.cl 

ROSSI.C.E O.vis-on ol Operational Evonis Assossment (Post 8?0'411). 89/04/07. 
Consolidalod Edison Co. 01 New York. Inc I24pp, 45406:292-45407:051. 

8804210412 Responds lo NRC BuPei n 88-001. ‘‘Oefocts in Westingheuse Circuit Break- 
ers” Review conducted A confirmed that Washnghe-jso DS-206.DSL-206.0S 416 
OSL-l4ie or DS-420 circuit breakers not uiiTrod as reactor tnp breakers 
PILMER.O.F. Southern Caltfomla Edison Co 88/04/09 MAHTIN.J B Reg on fi. Cic of 
the Director 2pp. 45227 212-45227 213 

8804060370 NRC ln<o Notice 88-012. "Overgreas rg ol Electric Meier Oeaungs *' Svc 
list end. 

ROSSI CE O.vtsion of Opaiaitonal Events Assassmow (Post 6/0411) 80/04/12. 
Conso'idated Edison Co of New York. Inc 123pp. 45165:020-45166.150. 

8604190230 Forwards safely ovaluahona accept-ng uM final low ptossuro turbno disc 
Insp ropts.per util 860620 A 870323 lire License Cond lions 2 C(I5) A 2.C(I3) 
compleia.UM comm^manl to implement mig Insp feco.Tim6ndahon8 accepiablo. 
HICKMAN.O.E Project D rectarato V. 86/04/12. BASKIN.K P. Southern Cal fo-n a 
Edison Co, COTTON.G D San Diogo Gas A Electric Co, 3pp, 45156:274-45155 267. 

-8804 190249 Salety evaluation accepting uhl insp ol low pressure tutblna rotors ResuHs 
of exam show no evidenca ol stress corrosion cracking in disc bore region and dowel 
holes NRC concludes Ihat License Cord lion 2 C(13) complete. 

* Olfica of Nuclear Reactor Regulation, Director (Post 870411). 68/04/12 8pp 
45155 282 45155 287. 



8604210497 Adv.s«s lhal 870918 tesponso to NRC BuHo’jn 67 001 f© pictgfam lor mom* 
(oridQ ihioliooss ot p-pe wai-'s itt tvgt) a/iofaj^.Stfij'O'pfisso & iwoiphaso e&tbon st&ol 
piping sys being used to daiormlno ©<ienl oi induslfy partiopalion. 

HICKMAN DE Ptoiecl Duectofale V 88/04/15 8ASkiN.K P. Souihem Calitotna 
Edison Co COTTON GO San Diego Gas S Etectnc Co 3pp. 45192 20 1. 45 192 203 


R. Periodic operating reports 8 related correspondence 

8804200137 Monthly operating repls for Mar 1988 W/8804 14 Hr 
SIACOreR MORGAN HE Soolhern California Edison Co SB/03/31 Itpp 
45221 08845221 096. 


S. Reportable occurrences, LERs & related correspondence 

880405(1246 tER B8 003-00on 86030 (.discovered (fiat conta nmenf emorgency caofmg 
subsystem valve exceeded time penod for complebrig quarterly stroke tost required by 
Tech Spec. Caused by personnel error Procedure revised W/68033t Itr. 

MORGAN.HE Souihem CaWorn-a Ed.son Co 88/03/31. 7pp 45046 13|-45046;137. 


-8804200045 Repr.rtled uncontrolled Rav 6 lo Emergency Piatt Implomeniing 
P/oCBdufe,GO EIP- 1 12. "Eme/gency Atobfie Commurveahom " 

MCGOVyEN.J W Alabama Power Co 88/03/23 8pp. 45231 073-45231 08 1. 

8804200473 Paii'al response to FOIA loquasl re lire prolociion Porwarda App E 
docunvents App 0 & E documonts available m PDR App F document comploioly with- 
held (rel FOlA. Exemption 51 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413) 88/04/14. JONES.C.n 
Affi'iation Not Ass-gned 5pp 46 206 037-45200043. 

—8004200579 Advises that Fire Proteci-on Steering Committee has rocommonded that 
each region nioka one lOCFRSO.App R-type insp for each (aciiily to assess status of 
compliance w/ tOCFRSO 48 Program listed. 

CONLON.T.E Region 2. Ofc ol the Director. 84/1 1/06. H£ROT.A.n Reg on 2, Otc o* 
the Director 3pp 45206 176-45206; 1 78. 

8804270296 Rev 5 to General Cfc Emergency Implementing Procedure GOP-EIP'li6. 
"Emerooncy Operations Facility Shift Turnover." W/860414 Hr. 

MC GO/VAN. J. K . HARRlS.n. Alabama Power Co. 88/04/14 32pp 45242 291- 
45242 322 


DOCKET 50*364 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency & fire pr-oiecllon pfane 

8803250263 Forwards Insp Repls 50 348/88-06 8 60-364/88 06 on 030229- 0304 8 
notice ol violation 

COLLtNS.D M- Region 2. Otc of me Director 68/03/16 MCOONALO.R P Alabama 
Power Co 2pp 44920 001*44920 013 

*•8803250265 Notice ot violation from insp on 8B022S*0304.Viot8liOn noted porso-nnel 
designated as opera boas shill aide, appointed by inicrint emergency d-roclor.dicf not 
receive required annua) rol/a-nir.g lor commuacakons personnel. 

COLLtNS.O.M. Region 2. Ofc of the Director 88/03/18 2pp 44920 003-44920 004 

-88032S0266 Insp Repls 50 348/88*06 8 50 364/88-06 on 680229-0304 Violations 
noted Major areas inspected operat<onai loarlmess of site ome/gency pteparednoss 
program & lo determine ■( changes lo emergency preparedness meet NRC require- 
monls. 

GOOOEN.A Rcgion2, Ofc of me Oiroclor. 88/03/16 9pp. 44020.005-44920 013. 

8803300029 Revised emergency plan imniotnenbng procedures.inciudinQ Rev tO to 
FNP-O-EiP-IO. "Evacuation 8 Personnel Aocouniabiiity," Rev 19 to FNP-O-ElP- 16. 
'Emergency Equ-pmenl & Supplies" 4 Rev 54 to FNP-0-ElP*e, •'Emergency....*' W/ 
888322 It/ 

HU0SPETH.J B Alabama Power Co 88/03/22 200pp 44968;354.44967:237. 

880 4 070039 Advises that GO-ElP-121 being voided All iierrts in procedure incorporated 
into Rov 5 of GO-EiP- 1 1 8. "CCD Corporate Acllvaiieiy A NoliHcahon Procedures." 
HARRIS.R. Alabama Power Co 88/03/24. Region 2. 0!c ol ihe Director, ip 
45022 126-45022:128. 


8S042S0I26 Rovisod omorgency plan Implementing procedure&,lncluding Rev 5 to GO- 
BI P-1 16. "Emergency Operations Fac'lily Shill lumovef” & Rev 6 lo OO-ElP-iOl, 
"Corporale Emergency Organization " W/8804t5 Hr 

MCCRACKEN.K.W Alabama Power Co 80/04/15. 57pp 4G239:123-45239;179 

8804260024 Forwards insp Ropts 50-340/86-09 & 60-364/88-09 & noHce ol violation. 
CLINC.W E Rogbn 2. Ofc ot Ihe Difoclor 88/04/19. MCDONALD.RP. Alabama 
Power Co 2pp 45318 148-45318:152. 

—8804260029 Notice ol violation Irom insp -on 80032 t-24.vioialion noted cobinei con- 
lalninn safoguerds Into insecure & unattended 

CLINE.V/.E fleg-on 2. Olc of Iho Director. 88/04/19. 2pp. 45310:160-45310: 151 

-8804280034 Partially withhold Insp Repls 60 348/86 09 & 50-364/68-08 on 660321*24 
(ref 10CFR2.790 8 73 3 1 ).Vloiaiioi4 noted Major aroas inspociod socutcy 

organizat;on.rocords.repi9.tosting. matnl.locks.keys.comblnalions & physical barriers 
rrfOMPSON.D.H Region 2. Ofc of the 0.fector 80/04/13 Ip 45310:152 45318 152. 


J. Insurance 8 Indemnity Information 


8904110147 Subm.ls vonficalion ol property insuranco coverage par 10CFR5O54 w(2) 
nuclear moperty insurance /eporimp reoulremerU 

MCDO.NAlD.n > Alabama Power Co 88/04/01 WOOD.fl NRC - No Dotailed AMi ;* 
alien Givon Ip 45077:339 -46077:339. 


M. Antitrust correapondenca 


8804070285 Osnetal Olc Emergerrcy Implemerfmg Procedure GO ElP- 1 12, "Emergency 
Mobile Communications " W/8B0324 Hr. 

MCGOWAN.JW.. HARRIS.R Alabama Power Co. 69/03/24 1 1pp 45021'173- 

45021:183. 


88(74f (02-64 Nofificafion of 880406 maoling w/ulil In HocKvilte.MO to discuss 2.206 poti- 
bon aniitrusl sell’emeni issues. 

HEEVES.EA Projocl Directoralo 11 - 1 88/04/05 MURLEY.T. SNIEZEK.J. 

MIRAGLIA.F. NRC - No Detailed Allillat-on Given 2pp. 45079:062 45078:093. 


8804060262 Forwards Insp ReplS 50*348/88-07 & 50 364/88 07 on 660211-0310 No 
vioialions or deviations noted 

VERElLl.O M Regiort 2. Otc of me Dueclor 86/03/28 MCOONALO.R P Alabama 
Power CO 2pp. 45048 125 45046.132 


-8804060267 Insp Repls 50-348/88 0/ i 50-364/88 07 on 88021 1-0310NO violations 
or deviations notorl Waior areas lnspected:r6view ol monthly surveillance & malni 
o^eryabons.radiolrMlcal proiechon program & physical security program. 
BRADFORD.W.H Region 2. Olc of the Oireclor. 88/03/28 6pp. 45048 127- 
45048 132. 


8804130301 Summary ol 880406 rneobng w/ulil & Alabama Electric Power Cooporaiive 
in RocHvillo.MO ro status ol solHomen! proposal presented to NRC In Jon iQCS.pei 
2 206 onfalrust proceeding List erf attendees end. 

LAMBE^ M F>oiicy Oevelopmont & Technical Support Branch (Post 870411). 88/04/ 
08 THOmaS.CO Pobcy Oovolopmanl & Tochn eal Support Branch (Post 870411). 
2pp 45101 236-45101:230. 


P, Operating license slags documents & correspondence 


8804200057 Rev 12 lo Emergency Plan Implementing Procedure FNP-O ElP-15. "Emer 
Q6hcy Ofilfs.** 

WOODARO.JO Alabama Power Co 88/03/29 9pp 45226 262-46226 270 

88040^85 Responds lo DM Collms 680219 Iti ro FEMA analysts ol prompt alert 8 
nobficetion sys for faciliiy Oelaits ol util review ol FEMA Hr 8 questions re FEMA 
survw enci 

MCTONAip.RP. Alabama Power Co. 33 / 03 / 31 . Oocrrmenl Control Branch (Oocu 
moni Control Desk) 26pp 4509B 279 45096 304. * 

88041^93 Fonwards Rev 8 to GO-EIP-122. •Emorgency Mobile Communications'’ per 
tli HOdves 8/OB2I Ilf. 

MCCRACKEN K.w Alabama Power Co 03/03/31. Document Control Branch (Docu- 
ment Conttol Desk) ip 45169 331-45189:340 ‘ 

*®J^l*®*^* to viofabons noted in Insp flepis 50-348/88 06 & 50-364/B8- 

actions assessment will be made lo ensure that training dahned (or ell 
personnel w/responsibitibes under emergency plan 

88/04/04.' OocumonI Control Bisnch (Docu- 
ment Conbol Desk) 2pp. 45135080 45135:081. 

to security plan Rev wriihheW 

l■Iocetl..<l F«p« EIP.I6. -6m». 
Alabama Power Co 88/04/07. 85pp 45137 016-45137:103. 

P'^ implementino procedurosjncludlng Rev 6 to GO- 
OrganlzatK^ ” I Rev 3 ,o GO-EIP-b?. ’’Siren Sys 

HAHBrs.R Alabama Power Co 88/04/11. 2«pp 4524 1:1 74.45241:202 
*'EifM^^’F™ioen<^iIi''!S’ ® Emergency Plan Implementing Procedure GO- 

i°“"- 


8803240426 Gononc Lir 88 06 lo all power reactor licensees & eppileanis r© romovni ol 
-organizaiion charts from Tech Spec administrative control requiremonis.Svc kst encl. 
MIHAGUIA.F J Associate Director tor Prolecls (Post 87041 1). 88/03/22. Consolidated 
Edison Co. ot New York, Inc. 47pp. 44972; 107-44972;t63 

8804010194 Summary ol 880318 mealing vv/ullls In flockvHlo.MO ro Info that would be 
required in subnuftal of amonds lo (Icensas 8 CP held by ulils.Allondees list i view- 
graphs end. 

ADENSAM.EG. Project Directorate 11*1. 88/03/26. Project Oirociorato ll-t. 25pp 
44920 062-44920.106 


’tot ol valves inside containment w/envlronmentaily quahliod 
NAMCO EA-tao lirnit switches which ubhze flaychem/ CHICO 80 al 8 .pei 880401 
tGi c Off Conryac to/a w-W be /opiaCBd before startup /or Unit t k during next oufaqe for 
unit 2. 

MCDONALD.R P Alabama Power Co. 8B/04/04. GRACE JN flenlon 2 Ofc of Ihe 
Oireclor. 4pp. 45135:042-45135 046. 


8804080088 Genetic Hr 88-07 lo power reactor licensees & applicants ra modified en 
torcemem policy concerning IOCFR60.49, 'Environ Quaiificallon of Etecirical Equip 
toiporisnt to Safely for Nuclear Power Pia/fls." Svo Hal e/tcl 
MIRAGLIA.F J Associate Oireclor lor Projects (Post 870411) 80/04/07. Consolidetod 
Edison Co ol New York. Inc 49pp. 46 164: 237-45 164:285. 

8804160188 Discusses 880318 meeting w/util re proposal to form operating company to 
of sub) plants. Summary ol meeting Issued soparalalv. 
AOENSAM.E.G. Projocl O;raclorete II - 1 88/04/08. LONG LB Southern Comoanv 
Services. Inc. 16pp. 45141:185-45141:203. 


O. Inspection reports, IE Bulletins A correspondsnos 


8803250263 Forwards Insp Repls 60*348/88-06 & 60-3e4/88-06 on 000229* 0304 8 
notice Of Violation. 

WOOONALO.R.P. Alabama 


DOCKETED ITEMS 135 


-6B0335026S Nolicu 0 l viOlabon hom in$p on 600329 0304 Violal'On noled porsonnol 
dosignatod as operations stud aido. appotntod by inioiim emoigeitcy d reclor.did not 
recoivo required annual roiroining lor communications personnel. 

COLLINS.D M Region 2. Olc oi the Director 00/03/10 2pp 44920 003 -4 4920 004 

-6603250266 Insp Repls 50 340/00 06 & 50-304/e8 08 on 800229 0304 Violations 
noted Major oioas inspected opoiational readiness ol site omorgenev preparedness 
program S to doiermino il changes to omergoncy proparednoss rneol NRC require- 
moms 

GOOOtN.A . DECKEn.T H Region 2. Otc of the O roctor 00/03/16 9pp 44920,005- 

44920 0t3 

6604060094 Ack lOCO'pt of 000316 Itr rnlorminu NRC ol slops taken to correci violations 
noted in Insp Repls 50-340/87-35 & 50-364^7 35. 

jULtAN.CA Region 2. Olc ol tho D.recior 08/03/25 MCDONALD HP Alabama 
Power Co Ip -15007 296-45007:200 

68032(0090 Suppi I to NRC Into Noilco 07-044. "Thimble Tubo Thinning In Wosiing- 
nouse Roaclors ■■ Sve list end 

ROSSI.CE. Division ol Oporobonal Evonls Assossmonl (Post 070411). 00/03/20. 
Consolidated Ed-son Co. or Nov» York. Inc. I2lpp. 44995 126-44095 246. 

8603220296 NRC Into Nollco 80-010. "Malls Liconsoos.l.ack ol Mgi Controls Over Ll- 
consod Programs. ■* Sve list encl 

CUNNINGHAM.R.E Division ol Industrial & Modical Nuclear Saloly (Post 870739) 66/ 
03/20 Consotidaiod Edison Co oi Now York. Inc (OOpp, 44095 247 44995:353 

6604060262 Forwards Insp RoplS 50 340/80 07 a 50-304/80 0/ on 080211 03t0No 
v.olai-ons or dovialions noted 

VERELLI.OM Region 2. Olc oi the Director 08/03/20 MCDONALO.R P Alabama 
Power Co 2pp 45040 125 46040 132 

-6804060267 Insp Ropis 50-340/88-07 & SO 364/68 07 on 08021 1 0310 No violations 
or devial ons nolod. Major aroas inspoctod lovlow ol monthly survoillanco a maini 
ebsorval-ons.radiolog coi prolociion program a physical socurily program. 
BRAOFORD.Wll,. MlLlEfl.W H . OANCE.H C Rog on 2. Olc ol tho Director, 00/03/ 
28 6pp 45040:127-45040:132 

6604040093 Rovisod rosponso to violations notod In Insp Ropis 50-340/87-30 & 50- 
364/87-20Corrocbvo actions procoduro impiomenled to provide documcniaiion of 
cornplionco w/Tech Spoc action requiiomonls involving radiation monllors. 
MCDONALD.R P. Alabama Powor Co. 80/03/20. Docomoni Control Branch (Oocu- 
monl Control Oosk] 2pp 44071 209 44971:200. 

B6040B0064 Responds to NRC Bulletin 08-00( to delects in WosUnghouse circuit 
breakers In^ ol all WosUnghouse 05-4(5 reactor trip a bypass breakers completed 
on 080300 a results oncl. 

MCDONALD.R P. Alabama Powor Co 00/04/04. Documoni Control Branch (Docu- 
ment Control Dosk). 3pp 431 10:273-451 18 275 

6804110121 Rosponds to violations noled in insp Ropts 50-340/88-06 a 50-364/88- 
06 Corroclive acilons assessment will bo made to ensure lha( Iraln-ng delincd lor all 
porsonnol w/ro^onsib libos under omergoncy plan 

MCDONALD.R. P. Alabama Power Co. 86/04/0-4. Document Control Branch (Docu- 
ment Control Oosk). 2pp. 46135 000-45135:081. 

6B04I4000I Responds to v.olaiions nolod In insp Ropis 50-340/OU 02 a 50-364/08- 
02.Cortoclivo ocHonsiiwo workers a (oroman rositiciod trom lurihoi radiation work 

K ond-ng counseling a retraining. 

ICDOWAIO.R.P. Alabama Power Co. 00/04/00. Documont Comrol Dtanch (Ooew- 
mont Conlfol Desk) 5pp 45147:327 45147:331. 

B60414000S Forwards lisl of oxcopl‘ons a positions taken by uN during 080217 onlorce- 
monl conlofonco re insp Repls 50-348/00-02 a 60-384/68-02 Submittal nol In re- 
sponse to 080310 notice ol violation. 

MCOONALO.R.P. Alabama Powor Co. 88/04/06, Documoni Control Branch (Docu- 
ment Control Desk) 3pp. 45155 020-45155.030. 

6604010266 NRC Info Nollco 88-011, "Potonllel Loss ol Motor Control Cir a/or Switch- 
board Function Duo lo Faulty Tio Bolts ■’ Sve list oncl. 

ROSSI.C E Division of Oporobonal Evonts Assossmonl (Post 870411). 80/04/07. 
Consolldatod Edison Co. of New York. Inc. 124pp. 46408.292-4540A05t. 

6604150154 Ack locolpt of 680321 Ur inlot ming NRC of stops lekon to correct violations 
nolod In Insp Repts 60-348/68 03 a 60-364/86-03. 

VERRELLl.D M. Region 2, Ofc of the Diroctor. 88/04/07. MCDONALD.R P. Alabama 
Powor Co Ip 45131:322-45131:322 

8804160289 Forwards Insp Ropts 60 348/08-01 a 50-364/00-01 on 880104-07 No vio 
labons or deviations noiod.Ftopt also doiaits lindings of Repls 50 348/86-05 a 50 
364/86 OS. which initially leviowed many atlogatlons. 

STOHR.j p. Region 2. Olc of Iho Director 88/04/07. MCOONALO.R.P. Alabama 
Powor (io 2pp 45183:136 45103.170. 

‘•8604150299 Insp Repls 60-340/86 01 a 60 364/08 Ol on 080104-07 No violations or 
deviations noted Major areas inspected, allogalions to facility. 

STODDART.P.Q . GLOERSEN.W B , KAHLE.J 0 Region 2, Olc ol Iho Director. 88/ 
03/31. 43pp 45183:i37-45183;179. 

8804150411 Forwards corrected cover Ur lor Insp Ropts 50-348/88-07 a 50*364/68-07 
on 88021 t-03t0.l.U did 8803^6 incorfsetfy lisfod notice of violation duo to admimslra- 
live oversight. 

VERRELLl.O M Region 2. Olc ol the Oirecioi 88/04/07. MCOONALO.R.P. Alabama 
Powor Co 2pp 45138:330-46 138,333 

--8804160425 Corroded lit forwarding Insp Repls 50-348/88-07 a 50-364/88 07 on 
88021 1-0310 No violations or deviabons identified. 

VERRELLl.D M Region 2. Olc ol the Director. 88/04/07. MCOONALO.R.P. Alabama 
Power Co 2pp. 45138:332.46138:333 

6804150303 Ack foceipi ol 880329 Ilf Worming NRC of steps tsKon lo correci violations 
nolod in Insp Ropis 60-348/87-29 & 60 364/87-20 

VERRELLl.D M. Region 2. Olc ol Iho Director. 88/04/08 MCOONALO.R.P. Alabama 
Power Co. Ip. 45138:264-45138 284. 

8804060370 NRC Into Nollco 88-012. "Overgreasino ol Eleolnc Motor Bearings." Sve 
lisl encl. 

ROSSI.CE. Division ol Oporatlonal Events Assessment (Post 870411). 86/04/12. 
Consolidated Edison Co. oi New York. Inc. 123pp. 46165.028-45165:160. 


8604210474 Forwards summary ol 8B0315 enforcement conleronco re env.ron qual lica- 
lion ol e'octtlcal equipmonl at fac-bty Lisl ol aiiendees a handouis also end 
GRACe.JN. Region 2. Olc ol tho Ouodof 88/04/13 MCDONALD flP Alabama 
Powor Co 64pp 45227:137-45227 193 

8604200473 Part-al response to FOIA request te lire prelection Forwards App E 
documents App D a E documents available In PDR App F document completely w.th- 
hold (fol FOIA Exemption 5) 

GRIMSLEY.O H. Division of Rules a Records (Post 870413). 68/04/14 JONES.C.R. 
Alliliabon Not Ass'gned Spp. 45206 037-45208 043 

"8804200679 Advisos that Fire Protection Sieermg Committee has recommended that 
each region make one lOCFRSO.App R iypo insp lot each fao'ity to assess status ol 
compl-ance w/ 10CFR50 48. Program l-stea 

CONLON.T E Region 2. Olc Ol Ihe Director 84/11/06 HEROT.AH Region 2. Ofc ol 
IheD roclor 3pp 45206 176-45206 t/B 

8804260024 Forwards Insp Repls 50 348/86 09 & 50-364/06 09 6 nobce of violation 
CLINE.W E Region 2. Olc ol the 0 rector 88/04/10 MCDONALD RP Alabama 
Powor Co 2pp, 45318 148 45318:152 

--B804260029 Nollco of violation from Insp on 88032 1-24.Violai:on noled cabinet con 
lam'ng safeguards into insecure a unallonded. 

CLINE.W E Region 2. Ofc of the Director 08/04/19, 2pp 45318:150-45318:151. 

"8804260034 Patilally withhold Insp Repls 50-348/88 09 a 50-384/88 09 on 880321-24 
(tel 10CFR2.790 a 73 21) Vio'alion noled Major areas inspocled security 
organizaiion,records.ropl9.iesbng. ma-nl.locks.keys.combinabons a physical bainers. 
THOMPSON.DH. MCGlflRE.DR. Rogon 2. Olc ol Iho Director. 86/04/13. ip 
453IB 152-45318 152 

6B04260200 Forwards "TosUng ol 1 1 Bolls'* a requesis addi info re chemical analysis A 
mechanical testing of bolls samples obtained dunng Insp Repls 50-348/87-1 1 & 50- 
364/87-1 1 on 67051 l-22.lncfuding results ol review of test data 
REEVES.E A. ProjocI Oiieclorato II 1. 88/04/21. MCDONALD HP Alabama Power 
Co 3pp, 45276 300 45276 340 

"8804280217 "Testing ol 11 Boils.” 

C7AJKOWSKI.C. Brookhavon National Laboratory. 87/10/30 26pp 45276 312- 
45276340, 


8804290278 Ack rocoipt ol 880406 lb informing NRC ol steps lekon lo correci vio’abons 
noted In Insp Repls 60-346/68 02 & 50-364/60 02 

GRACE.J N Region 2. Olc ol tho Director 08/04/22 MCDONALD.R P Alabama 
Powor Co Ip 45282 171-46232:171 


R. Periodic operating reports a related correspondence 


8804060626 ' JM Farley Nucloar Plant Urui 2.Annual Ropl. * lor 1087.W/ 880331 Ur 
MCDONALD.R P. Alabama Powor Co 87/12/31 20pp 45008 301 -45008:329 

8804190141 Monthly oporaing rept lor Mar 1088W/e804l1 lb 
WOOOARD.J.D. MCDONALD.R P Alabama Powor Co 88/03/31 9pp 45209.117- 
46209:125 


S. Reportable occurrences, LERs A related correspondence 


8803280145 LER 68 002 00:on 680218.Toch Spoc 3 0 3 ontorod when lire damper In 
Mbaiion sys common suction hno closod Caused by personnel error Design change 
inlllated to ensure proper oporaUon of lire danmor Personnel counseled W/6B03 21 lb. 
WOOOAHD.J O. MaiONALO.n P Alabama Power Co 08/03/21. 4pp 44921:115- 
44921:118 

8804150032 LER 87 0l0 0l:on 87t209.laak discovered in section of saleiy injection 
piping on RCS Loop 8 cold log.Causod by defect In woldod joint between tong rad us 
elbow & abaighi section ol pipo.Coeldown commenced.W/8804 1 1 Hr. 

WOODAflO.XO. MCDONALO.R P Alabama Power Co 88/04/11. 6pp 45153:216- 
45153221. 

8804200371 LER 68-004 00 on 8803t5.liro watch patrol not oslablished as 
required. Shill loroman failed to recognize ponotrabon released to be bleached as fire 
barrtar ponebailon.Causod by peisonnol error. Sluli loroman counseled W/6804 1 4 lb. 
WOODWARD.J O,. MCDONALD.R P. A'abamo Powor Co 88/04/14. 4pp 45220,250- 
45220253. 

8804220212 LER 07 004 0l:on 67tlt3.3loam generator tubo degradation 
discovorod.C8usod by anlivibrolion bat wear, primaiy water stress corrosion crocking 
in lubeshool Broa.& OO siress corrosion cracking at support p'ates .W/8604 1 8 Hr 
WOODARD.JO. MCDONALD.RP Alabama Power Co 88/04/10 7pp 46257:226- 
45257 232. 


V. Operator Examinations 

8804260088 Responds to FOIA roqueat for into ro scores ol reactor opotalors & senior 
reactor operators.Forwards requalilicallon exam summary source shoeis listed in encl 
app w/porsonal privacy Info dotolod 

GRlMSlEY.D.H O-ViSlon of Rulae & Records (Post 870413) 80/04/19 BOLEY.K 
Public CilUon'8 Cnl cal Mass Energy Project. 2pp 45213 003 45213.095. 

"8804269187 Package of NRC admirtletored raquak/icaflon exam /esults summary. 

• NRC - No Detailed Alliliabon Given. 87/07/20. 88pp 45213 007-46213:095 


DOCKET 60-368 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & tire protection plans 


(wniiftM-i* Fofwafds tnso Repts 50-321/87.32 4 50 366/87.32 on e?^2p7-tpNo wo. 

nrt€d A^eas K/entrf«<l mat require turthei review & folowop .n 

S.ftJS. mmm MEAOOt. «».». P»»<» Co 

3pp 4492 1 21 6-4492 » 243. 

.««03300354 m$p Repis 50-321/87.32 & 50-368/87 32 on 'rtolwons W 

de-o-awns noted Mafit a/eas inspected /eview ol sheeted procedures & rep ese 
trva records A emergency response laciiioes A ..mx-m 

GOOOEN A Regtort 2. Ofc of the Dweciof 85/02^19 2Spp 44921$t9*44$2V2A3 

8S03300061 forwards Insp Hepts 50-321/88^5 A 50-366/88-05 on 880123- 0219 A 

BROANLK.V^Refl«n 2. Olc ol me Dvector, 88/03/10. HEAO.G F- Georflia Power 
Co 20(> 44961 238-14961 ^5^ 

-M0330006A Insp Repts 50-321/88-05 A 50-366/88-05 on 6601230219 Vrotaliona 
co:e^ Mai0< areas inspecial Icensoe action oo previous enforceotertl marters.maim 
opservawn.opetauona) safely vertficaiion plant mods A ^inm oj? 

HOLMESHAY.P Regwi 2. Olc of the dtrecior 88/03/07 llpp 44981 242- 
44961 252 

88040 102 1 4 Advwes mat most of 880101 rov to physical seconty plan cons-slent w/ 
ptwn.si«ts ol tOCFR50 54(pl A acc^UP'e Some changes /equire finther cianficabon 
A not consisieni w/ provisions ol I0OFR50 S4(p) End wimtield (ref 10CFR73 21). 
CliNE.W E Region 2. Olc of me Drecior 88/03/23 HEAO.G F. Georgia Powor Co 
2pp 44945 359-14945360 

8804120022 Forwards Insp Repl 50-321/88-09 A 50-366/86 09 on 880220-0304 
CttNE W E Regon 2. Ofc ol the Oirectot. 88/03/29 HEAO.G F Georgia Power Co 
2pp 45126 23045128 232 


<-4804120029 Partiall-y withheld Insp Repts 50-321/88-09 A 50-366/89 09 on 880220- 
0304 (ret l0Cffl2.790 A 73 21) Major areas inspected plan/proccduros.iepl3/ 
records losting/rnajnt. temers.dotection aids A cornpensalory measures. 

TOe tt.W RegKiO 2. Olc ol the Oeector 88/03/24 Ip 45128 232-45128 232 


68042S0019 Forwards Insp Repts 50-321/884)7 A 60-366/86-07 on 880220-0325 A 
nciice Ol vwtation 

BROANlEE.V L Region 2. Ofc of me Director. 88/04/12 HEAD.G F Georg-a Powot 
Co 2pp 45268 153-4^5268 169 


.'8804250024 insp Repts 50'32l/&84}7 A 50-366/88-07 on 8S0220-032S Violations 
noted Major areas inspected licensee action on previous enforcemenl 
matiers.operauona) salety verificaijori,rai5ologicel protection A phystcat secuhty- 
HOtMESRAY.P Region 2. Olc ol the Director 88/04/11 I3pp 45268 157- 
45268 163 


8804200473 Partial response to FOIA regoesl ra Aro protection Forwards App E 
d<xnirr.ents DAE documents available in PDR.App P document completely wi’li- 
held (ret FDiA Eiempbor^ 5) 

GR MSLEY.OH Dryisron of Rdes A Records (Post 870413). 88/04/14 JONES.C R 
Ahiiiation Noi Assigned 5pp 452060374 5206043 

-8804200S79 Advises that Fee Protecbon Steering Committee has recommended that 
each region rnaire one f0CFR50.App R type insp for each facility to assess status ol 
compiiance w/ 10CFB50 48 Program bsled 

CONLON.T £ Regwn 2. Olc ol the Ouector- 84/11/06 M£ROT,A R. Region 2. Ofc of- 
Ihe Director 3pp 45206 176-15206 178 


I. HnancUl InlormaUon 


hBu 414 U 0 j/ KroviOBS rusuiio ui r - _ • 

censoe In conluncHon w/doslgn chengo roquosl & loal or unponmoni icquosls coiv 
Dioied during CY87.LlcenSflS revlows gnlHnn bolior A adoquotm 
CROCKER.L P- Projecl Directorato 11-3 66/04/00. LAINAo.GC. Assisianl D.'oclor l<v 
flog(o-n It Reactors 2lpp 45120333 45120 353 


B8Q40B008B Ganoric Lfr 86 07 to powoi foaclor liconsoos & oppltcanla lo modih^ rin 
forcomanl polcy concorang 10CFR50 49. "Env.too Oualilicalioti ol Eloctrlcfl) EQ-itp- 
mem important lo Saloly for Nucioar Power PlnntB *• Svc hat onci 
MIRAGLIA.F J. Assoctalo D.roctoi tor Projocls (Post 67041 1) 66/04/07. Coitaoiidalcc 




8804130298 Forwatds coiiecled Page 3/4 3-16 jo /Vrnond 01 lo Uconso NPF-S 
CROCKER I P Pfojoci Oifecloraia 11-3 86/04/0/. llEAO.Q.F. Goorgia Power Co. 2pp 
45103 160-'45103;162 


~8804 130304 Corroded Pago 3/4 3-15 to Amour) 91 to liconso NPF-5 to isolation ac 
luation insltumenlaiion , 

’ Project Dreciorato 11-3 60/04/07. ip 45103 162-45)03 lC2. 


8804160188 Discussos 860318 mooting w/ol.i ro proposal to form opoiolmg company i: 
handto oporatlon ol sub) plaoia. Summary ol mooilnn Issimd sopaiatoJ/. 
ADENSAM.EG. Pro|ect Diractorato IM- 06/04/06. LONG.LB Soulliorn Cairpar.i 
Services. Inc. I9pp. 451 4 1:165-4514 1 203 


8804210102 Conlirms 800428 mgl mdollng in Rnglon II olc to ascuss p'an 
performanco Proposod agenda oneP. 

GRACE.J N Region 2. OlC ol the Oirocioi. 00/04/11 IIEAD.G F. Qoorgla Power Co 
3pp 45194:172-45104 174. 

8804280041 Provides lollowup ol 600416 ioquosl lor roliot Irom Tocti Sow 
(oqu.romont8.allowlng for ona-timo oslonslon ol 30 dny limiting condition for opn/a.ioi 
foi primary cor'talnmoni recombincr sys. 

GUCWA.L T Georgia Power Co. 60/04/10 GRACE.J N Region 2. Olc ol Itio Orpc 
tor.2pp 45239 213-45239 214. 


8804290281 Sommar«0s 060419 mgl moeling in Region II ofc ro findmga commur cal 
ad lo util tiy INPO concerning results o) ovoTunllon conduciod during wks ol 660314 ( 
21 Lisl ol ailondeos end ^ 

GRACE.J N. Region 2. Ofc ol the Diiociot. 00/04/22 HEAD.G F Qoo/gJa Power Cc 
3pp 45282 1 76-45202 180 


O. Inspacllon reports, IE Bulletins A correepondence 

8803300348 Forwards Insp Repts 50-321/07.32 A 60-306/67-32 on 07l20M0rlo vk) 
laiirms or doviafons noted Areas tdeniiUod itwil toquiro (orttior rovlow A (oHowup In 
eluding emergency preparedness program 

STOHR.j p Region 2. Ofc of the Director. 00/03/00. HEAO.G F. Goorgio Pewoi Ct 
3pp 44921 216 44921:243. 

-8803300354 Insp Repis 50-321/07-32 A CO-366/67-32 on 071207-IO No violotiorvs c 
Oov-aiions noted Major areas Inspected rovlow o) soioclod pioceduios A topiosontr 
live records A omergonev response iacil.llos A related equipment. 

QOOOEN.A. OECKER.t r, Region 2. Olc of tho OuOCIor, 80/02/10, 25pf 
44921:219-44921 243 

S803300081 Forwards Insp Repts 60-321/60 05 A 60-360/80-0S on 000123 - 0210 . 
neiico ot vlofai.'on. 

flflOWNLEE.V.L. Region 2. Ofc ol Uio Oiroctor. 00/03/10. HEAD.G F Georgia Powr 
Co 2pp 44961:238-44961:252 


6804270175 Forwards 1987 anrxraJ firvancial repts lor Georgia Power Co A Southern Co 
GUCWA.lt Georgia Power Co 66/Q4/tS. Oocunvent Coniiol Btanch (Owumeni 
Control Desk) 2pp 45260.109-45260220 

-8804270182 ‘ Georgia Power Co 1987 Annual Rapl.“ 

SCHEREH.RW Gaorga Power Coi 87/12/31. 45pp. 45260.112-45260 166 

-8804270163 ' Soumetn Co 1987 Annuat Rapt." 

AOOISON.E L Southern Co. 07/12/31. 64pp 45260:157-45260:220 


-8803300068 Insp Repts SO-32 1/60-05 A 50 3a6/66-{>5 on 680123 0219 Vioroi-on 
noledMalor areas inspected llconsoo action on previous onlorcoment manors, nvali 
observai'on,operalional saloly vorillcalion.plani niotfs A pliyefcal security. 
HOLMES-RAY.P . MENNINO.J E.. SINKULE.M V Region 2. Olc ol tho Oiroctor. 88 
03/07 llpp. 44061:242-44901:252 

8803210090 Suppi 1 to NRC Info Notice 87-044, ''Tliimblo Tube Thinning in Wostlrij 
house Reactors." Svc iiSi end. 

ROSSI.C E. Division ol Operational Events Assessment (Post 070411). Od/03/21 
Consolidated Ed.soo Co ol Now York. Inc I2lpp. 44905 126 44095 246. 


J. Irisuranca A thdemnlty bilemutlon 


**1WFR^S4M?«** * sources of insurance lor plants.per 


P. Operstlng BceriM siag« documents A correspondence 


8803220296 NRC Into Notice 86-010. ‘'Mails Llconsoos.Lack Of Mgt Controls Over I 
censed Programs" Svc lisl end 

CUNNINGHAM .RE Oivtston of Industtial A Medical Nuc'aat Saloly iPosl 670720) fiS 
03/26 Consol'daled Edison Co. ol Now York. Inc. I08pp 44005:247-44005.353. 

8904060373 Forwards Exam Repl S0-321/OL-88-01 ol oxam admlntstorod on 880201 
1 1 for Units 1 A 2 

JULIAN.C A. Region 2. Olc ol the Oiroctor 06/03/29. HEAD.G F Goofflla Power Ci 
2pp 45061.154-45002.024. 


**87010? ihcoftsislencies noted in NRC 

stall position requested 

3^^^ ^ Detailed Alfilialion Glveo 87/02/10. NRC - No Oeta-led At 


-6804050378 Exam Repl 50.32I/OL-88 Ol on 600206-11 for Units 1 A 2.Exan) n 
suits:! 1 senior reactor operators A three reactor operalors passed both wnlloo A oj 
eraling oxams. 

BRO(:kman.K E.. MUNRO.J.F. Region 2. Olc ol the Oiroctor. 80/03/20 229pi 
45061:150 45062:024 


* applicants re removal c 
Sdf^Va^e convol requirements Svc ksl enc 

^18 rneeting w/utSs In Rockville.MD re Wo that would b 
^^^sobmrttal ol amends to licenses A CP held by utils Attendees list A^vieS 

“'“'25 Project Directorate 11-1. 26p, 


8604070023 Responds lo NRC 880310 Hr re violaiions noted in Insp Repts 60-321/61 
05 A 50-366/B6-05.Corroctlvo aclions:evenl review team formed caution legs ptac< 
on intermediate ranoo monitors A procedures revised 

GUCWA.L T. Goor^a Power Co. 88/03/29. Document Control Branch IDocume 
Control Desk). 9pp. 45029.352-46029 360 

8804120022 Forwards Insp Hept 50-321/08 09 A 60-366/68-09 on 860229 0304. 
CLINE.W.E Region 2, Ofc ol tho Director. 88/03/29. HEAOQ.F. Georgia Powor C 
2pp 45120:230-45128:232. 


"dilSSS ^SS'SSrkliW to Ofscuss application 

Seclttale U-g 68/04/05. Projecl Directorate 11-3 4pp 


Hart^aiiy wllhheld Insp Ropls 60 321/68 09 & 60-366/68 09 pn 88O4 
0304 {ref l0CFfl2.790 & 73.21).Mafof nrsas fnspoclod pfan/procQduf66.r<&| 
batitefs.detec^ion sics & compensatory measuiaa 
4^12A^2 ^^^’'tlRE.D.R. Region 2. Olc ol the Director, 8B/03/24. Ip. 45126:1 
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6804050377 Fo<vya<{ts Insp RepIS SO 321/60 03 & 50-36e/86 03 on 080201 -OS No vio 
leilons Of dovlaiions notod. 

hEFIOT a H Roglofi 2, Ole ol Iho Oirocior. 88/03/31. HEAD.G.F. Georgia Power Co 
2pp 45034 053 45034 064 

-6604050385 Insp Repts 50-321/06-03 & 6O-366/08-O3 on Q80201*0SNo violalons 
nolodMajOf aroas Inspectod aolsmlc analysis (or as built saloiy-roiatod piping ays & 
Mark I contalnmont long-term program mod. 

CllOU.HC. OLAKE.RP-. CAnRlON.R P Region 2. Ole ot iho Diroclor 88/03/23 
lOpp 45034 055-45034 064 

8804120050 Forwards Insp Hopis 50-321/68 08 & 50 366/68-00 on 060307-1 1 No vIO- 
laiions or deviations r»oied. 

HEROT a R. Region 2, Otc ol the Oireclor. 88/04/04. HEAD.G.F. Georgia Power Co 
2pp 45132: 166 45132; 175 

—8804120054 Insp Repts 60 321/06 08 & S0-366/Q0-00 on 080307-11. No violations or 
deviaiions noted. Major areas inspocled.aroas ot complex sorvoillance testing & lE bul- 
letin followup 

TINGEN.SG. JAPE.F Region 2. 0(c ol tho Oitocior 88/04/01 8pp 45132 168- 
45132.175 

8804120096 Forwards roriuost lor addi inlo ro ulil responsos to IE Bul.'otm 85-003. 
"Motor Oporaiod Valve Common Mode Failuros Outing Plant Transients Duo io Im 
proper Switch Sellings." ln(o lequosiod witliin 30 days ol Hr dato 
HEBOT.A R Region 2. Otc ol tho Director 08/04/04. HEAD.G F Georgia Power Co 
3pp 45135 314.45135-316. 

8604010256 NRC Inlo Nol;ce 88-01 1, "Potential LOSS ot Motor Control Clr 8/or Switch- 
board Function Doe to Faulty Tio Bolts." Sve list encl. 

HOSSI.CE Division ol Operational Events Assossmani (Post 8704 it) 88/04/07 
Consolidated Edison Co. of Now York, Inc l24pp. 45406:292-45407.051. 

8804130275 Responds lo NRC Bullolm 88 001. "Oelecis in Westinghouse Circuit Break- 
ers • No Weslinghouso Models OS-206.0SU-206. OS-4I6.DSL-416 or OS-420 break- 
ers In Class IE drcuils at HqIcIi 

GUCWA.L.T. Georgia Power Co. 68/04/07. Document Control Btonch (Document 
Control Desk) 6pp 45154 005-4 5 164 069. 

8804190021 Discussos SALP Repts 50-32t/66'42 & 50 368/80-42 & forwards view- 
graphs Irom 870406 mooiingUtil 870508 written comments tiavo been 
reviewed. Proposed Improvements will bo monltorod during future In^. 

GRACE.J.N Region 2. Otc ol ihs Diroclor. 68/04/11. HEAD.G.F. Georgia Power Co. 
23pp. 45199 052 45199 074 

6804060370 NRC Into Nolico 88 012. "Ovctgf easing ol Elocltlc Motor Bearings ' Svc 
list encl. 

noSSi.CE. Division ol Oporallonat Events Aasessmonl (Posi 870411). 80/04/12 
Consotidalod Edison Co ol New York. Inc. I23pp. 45165 028 46165:160, 

8804260019 Forwards Insp flopts 50-321/80 07 & 50 368/08-07 on 880220 0325 & 
notico ol violallon. 

BHOWNl EE.V.L. Region 2. Ofc ol the Oireclor. 80/04/12. HBAO.Q.F, Georgia Power 
Co 2pp 45268:l53-4i5260:l69 

-8804260023 Nolico of Violation from insp on 880220-0326.Vlolol;ons noted failure lo 
perform lunclional lost ol APRM How lef thermal power & APRM downscale trips 4 
lailuio lo follow Survolllanco Procoduros 57SV-SUV-007-2S 4 67SV-01 l-0ie-lS, 
BROWNLEE.V.L. Region 2. Ole ot the Director. 88/04/12 2pp. 45268:155-45268-156 

-8804260024 Insp Repts 50-321/60-07 & 50-366/86 07 on 080220 0326. Vrolations 
nolodMajor areas inspocted.licensoe action on previous enlorcomoni 
mailers, operational saloly verlfication.rediological proiocHon & physical security. 
HOLMES-RAY.P,. MENNING.J E , SINKULEIm.V. Ooglon 2. Ole ot Iho Diroclor. 80/ 
04/11. 13pp 46268:167-45268:169. 

8804200473 Partial response to FOIA roquosl le lire prolocllon. Forwards App E 
documents App DAE documents avaJoblo in POR App F document completely wilh- 
held (rei PO)A Exemption 5). 

GniMS(.EY.D H Division ol Rules & Records (Post 870413) 88/04/14. JONES CR 
AfMialton Not Assigned 6pp 45206 037-45208 043. 

-8804200576 Advises that Firo Prolocllon Sleeting CommiUoo has recommended that 
each region make ono lOf^FRSO.App R typo Insp for each facility to assess status ol 
compliance w/ 10CFR60 46 Program lisled 

CONION.T.E, Region 2. Ole ol The Direcior. 84/11/08 HERDT.A R. Region 2. Ole ol 
IheOi/ectot, 3pp. 45206-I76-4520C-.I76 

8804270244 Responds lo NHC 060300 Hr ro violations noted In Insp Repts 50 32 1/87- 
32 A 60-366/87-32,Corrocttv6 actions primary doso assessment code purchased irom 
vendor In mid 19808. 

GUCWA,l.T. Georgia Power Co. 88/04/18. Docomoni Control Branch (Documeni 
Control Desk) Bpp 46244 230-45244 243 


R. Periodic operating reports & relaled correspondence 

8804040044 -Annual Environ Surveillance Rept for 1987." W/8B0329 Mr. 

GUCWA.l t. Georgia Power Co. 87/12/31 234pp 45016 215-45017 088. 

8804110024 "Augmentod Radiological Survoillenco Mon-loting. - (or 1987 W/880331 Hr 
GUCWA.L.T. Georgia Power do. 87/12/31. DocumonI Control Branch (Documerit 
Control Desk). lOpp 46128:160 45128,177 

88041901 IS Monthly operating repts lor Mar 1088.'W/88O41 1 Ilf. 

BEARD.R M.. GUCWA.LT. Georgia Power Co. 68/03/31. 13pp. 45200 160- 
45209:172. " 


8. Reportable occurrences, LERs A relaled correapondence 

8804040242 LER 87 004-0 l:on 870ei6.HPCI determined incapable ol perlotming in- 
tended safety lunction.CauBed by doloclive procedure 4 personnel errors.Equipment 
repiacod.checkod 4 calibr & as built nolice issued. W/880325 lit. 

BAKEH.R 0.. OUCWA.L.T. Georgia Power Co- 88/03/26. 14pp. 44971:215 44971:228. 


88O40S00S1 LER 88 005-00 on 68O30S.'nstrL-mo.sls remaned inoperab'e lot lo.ngsr than 
permitted by Toch Spacs.Caused by personnel error m lalling to comply w/ 

f hrocoduro Procedure revised & p>ent petso-snol counselled W/6d 033 1 Hr 
1EIDT.J O . GUCWA.L.T Gecrg a Power Co 60/03/31. lipp 45100 097-46100 107 

8804270003 LER 68 009-00 cn 880321. local ioak ralo test mssed rosuilng in condition 
prohibited by Tech Specs Caused by potso-nncl error. Tost perlprmod & penetrations 
declared operable W/6e04l6 Hr. 

HEIOT.JD . GUCWA.L.T Georgia Power Ck) 83/04/18 I3pp 45282 084 45282 096 

8804270057 LER 03 OOC-OO.crr B30310.unp>arncd scram occurred 4 main steam l.no 
iso'etien valve la led io r'ose Scram caused by deficiency in proceduro Cause ol valve 
to liiro unknowrt ProcodufO rev iS3jed.W/830418 Ht. 

HEIDT.JO . GUCWA.L.T Georgia Power Co 88/O4/t0 12pp 45263 289 45253 300 


V. Oparator Examinaitons 


8604050373 Forwards Exam Ropt 50-32 l/OL-SS 01 ol exam administered on 860208- 
1 1 lor Units I 4 2 

JULIAN.C.A. Region 2. Ofc ot tho Director. 88/03/29 HEADGF. Geo/cia Power Co 
2pp 45001: 154-45062 024 

8804250088 Responds to FOIA request lor info ra scores o! reactor operators & senior 
loactor operators Forwards roqual heat on oxam summary source sheets listed in end 
3^ vr/personal privacy into deleted 

GRIMSLEY.DH Division ol Rules 4 Records (Post 070413) 89/04/19. OOLEY.k 
P utLc Cduren's Cr.tcal Mass Energy Pfo;oci. 2pp 45213003 45213C95 

-8Q04250I67 Package of NHC adm n stered requa'ilical on exam lesvlls summary 
• NRC - No Oeialed Aflilialton Given 87/07/20 88pp 45213 007-45213 095. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency A tire protection plans 


6803290313 Revised emergency plan implatnenling procedures (EPIPs). including Rev 4 
lo 1903 04. "Admmislraiion A Main! ol EPIPs." Rev 15 lo 1903 23. “Persoiviol Emer- 
gency” 4 Rov 14 lo 1003.50, "Emetgency Response Organirat-on " 

* Arkansas Power 4 Light Co 88/01/12 26pp 44962:185 44962 209 

8804 0 70151 Rov 8 to "Arkansas Nuclear Ono Emergency Plan " W/880330 Mr 
HOWARD.O.H. Arkansos Power & Light Co 68/03/01. 46pp. 45044 028 45044:075 

6803290316 Rov 4 (o Emergency Plan linpiennenti>'.g Ptocoduie 1903.54. "Requests lor 
Addi Personnel. ■- 

• Aikansas Po-wot 4 Light Co 86/03/17. Qpp 44915 320 44915 328. 

8604210168 Responds lo violation noted in Insp Repts 50 313/00 01 4 SO-Des/OA- 
Ol.Cotfcclivo ect-onc’olh rags removed from room, rubber hoses used tor routine 
maint In room returned to metal storage container & hre watch posted 
LEVINE,JM. Arkansas Power & L:ght Co. 86/04/07. CALLAN.L.J. Reg on 4, Olo of 
the Director 3pp. 45219.169-45219 171 

8804210054 Supplemenlal appiication to 661212 & S71204 appMcol ens tor amend to 
License NPF-6 re admin strat-ve conlrol.Changes denote mot respens b-iity lor emor- 
gency preparedness & tiro prolocllon function on plant organTzallor>el chart 
uAMP6EtL.T.G. Arkansas Power & Light Co 86/04/ 14. Documeni Control Branch 
(OocumenI Control Desk). CALVO.J.A Division ol Reactor Proiecis - Ill.lV.V A Special 
Pfolects (Post 6704 11> 5pp. 45238 305-45236 312. 

-8804210057 Proposed Tech Specs noting mgl rosponsibi'ity Ici emergency prepared- 
ness A lire proloctlor) funcl'on on plant organizational chart A spocilyir:g allowab'e 
tango lor SRC memebersb p 

’ Arkansao Power A Light Co 60/04/14 3pp. 45238 31O-45230;312. 


I. Financial Informallon 


8804200085 "Arkansas Power 4 Light Co 19B7 Annual Repi " W/e804l2 Ur. 
MAULDEN.J.L., hOWARD.DR Aikansas Power 4 Light Co. 87/12/31. 49pp 
45226:094-45226:142 


J. Inaurance A Indemnily information 


8804060372 Forwards ANI cortiheates of Insurance lor MAELU Policies 
52S3.TA6002.X07136 8 XTA5246 as ovidenco ol uM primary A excess nuclear prop- 
erty damage insurance coverage. 

HOWARD.D R. Aikansas Power A light Co. 88/03/31. WOOD.fl. Oocumoni Control 
Branch (Documeni Control Desk) 6pp 45006 323-45006 327 

8604160374 Forwards Endorsamanl 74 to NGLIA Policy NF-210 A EndorsomanI 63 lo 
MAELU Policy MF-74 

SAMUELS,J.L. Marsh A McLennan. Inc 88/04/06. D1NIT2.L Office of Nuclear Raac- 
lor Rogu'allon, Oireclor (Post 870411). Epp 45164:163 45164 167. 

8804200420 Forwards Endorsements 1 A 2 lo NELIA Policy NW-116 A MAELU Policy 
MW-47. 

SAMUELS.J L Maish A McLennan, Inc. 88/04/12. OINIT2.I. Ollice of Nuclear Reac- 
tor RegulaUcn. O.roctor (Post 870411). 2lpp 45226 235-45226-255. 


P. Operating Ucenee stage documents A correspondence 


8803080463 Forwards request tor addi Info ra 661 124 response lo Generic LIr 66 06,lm- 
ptemaniaiion ol TMl Action Item ll.K 3 5. "Aulomailc Trip ol Reaclor Coolant Pumjas." 
Response requested wiihin SO days ol Hr data. 

DiCk.G.F. Project Diroclorale IV. 88/03/02. CAMPBELL. T G. Arkansas Power 4 Light 
Co 4pp 44639 021-44639 024. 
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8803240426 Generis Ltr 88 06 lo ai' power reactor licensees & appi-cariis ro removal ol 
organ zaiiOri cha'19 Ifom Tech Spec sOminisrraiivo conirol requirotronls Svc list enci 
M.flAGLlA F J Associate 0.rectof lof Projects (Post 670411) 66/03/22. ConsoWaled 
Pd-son Co ol New York. Inc. 47pp. 44072 1 07.44972 153 

6803300117 Documents 660322 meeting w/eti'llst ol atlenrieos end. 

CALLAN L J Region 4. Otc of tho Director. 88/03/23 CAMPBt'lL.G. Arkaisas Powa' 
& Light Co 2pp 44962;099- 4 4962:099 

8303310114 Ac'i re£fri;;l ot 8B0129 Ilf fo svmmatv ol ptogross made towa'tJ WenMica- 
Ion A correction of discrepancies Requests that NRC should be roli<eri of any ex- 
tremity or skin exposures that exceed any 10CFR20 exposbro i'ir.iis 
CALLAN.L J- Region 4. Ole ot tiro Oirector. 68/03/25. CAMP3ELI.G. Arkansas Povro' 
& Light Co. 2pp 44987:337 44967 338 

8604140034 Forwards Amend B3 to License NPF 6 & safety evaljeiion Amor.d modifies 
Tech Specs lo prorrril uM to render 8 cl to man steam safety valves inoperable & 
reset 2 rema nhg valves in Mode 3 lor 10 yr hydiosiatic lest on sys 
DICK.G F Proi'act Directcrato IV. 66/04/06 CAMPBELL.T.G Arkarses Powo; a lighi 
Co 4pp 45104 144-45104 154 

-0804140050 Amend 83 lo License NPF-6.modifv.r.g Tech Specs to perm I ulil to 
renrier 8 ol 10 me n steam saloly valves iroperaUle & resei 2 valves m Mode 3 fo.' tO- 
yr hydrostatic test on main steam sys, 

CALVO.J.A. Pfr)ject Oirecicralo IV. 86/04/08 4pp. 45i04 148-45104 151 

-8804140054 Safety evaluation supporting Amend 63 lo License NPF 6 

* Pro,ect Oircclorato IV. 08/04/C6 3pp 45104.152-45104:154 

6804190046 Corrected Itr lorwardi-ng Amerd 63 to License NPF 6 & safely 
ovaiuaiori Amerrd permits utO to render 8 ot 10 mam sloa.'n safety valves inoporab'o & 
reset rernain'rig two valves rn Mode 3 to portorm lO-yr hyd'oslal'C lest on mam steam 
sys. 

DICK.G F. Prolecl Oiroctoraio IV 68/04/06. CAM.^UELL.T G. Arkansas Power & L‘9'it 
Co 3pp 45156265-45158 274 

8804060088 Generic Lir 88-07 to pewer reactor lice-isoes S oppi cants re modilied ett- 
lorcement policy concerning 10CFR5040, "Environ Oualificaiion of Eloclncal Fguip 
ment Important to Safety for Nuclear Power Plants." Svc 'isl end. 

MIRAGIIA,F.J. Associate Director lor Projects (Post 870411) 68/04/07. Cortsolidaied 
Edison Co ol Now York, Itic aepp. 451^ 237-45164 285 

68042100S4 Supplemental applicatd.'i to 631212 & 671204 appi cations fo/ amend to 
License NPF-S re admin sIraSve control Changes denote mot rosponsibLiy for emer- 
gency preparedness A fire protection function on plant organicai'onal chan 
CAA4Pt1ELl..T.G. Arkensas Power & Light Co 66/04/14^. Oocumeni Control Branch 
(Oocumem CoivVol Desk). CALVO.J A. D.vision of fleactor Pio;ocis - III.IV.V & Special 
Projects (Posi 870411) 5pp. 45238 305 45238 312 

-8804210057 Proposed Tech Specs noting mgt rcsponsbi'iiy for cmorgency p/eparod- 
ness A Ire proiecti-otv function on plarrl o.'ger.i2alional chart & specifying al'cvvable 
range tor SRC ir.emebeishto 

• Aikansas Power A Light Co 80/04/14. 3pp 45238 310-45236 312 


O. Inspection reports, IE Bulletins & correspond once 

8BO32IO0SO Suppi 1 lo NHC Info Notice 87-044. "Thlmblo Tube Thnn ng m Wostmg- 
heuso Reactors." Svc list end. 

ROSSI.C.E Division of Operabonel Events Assessment (Post 870411), 88/03/20. 
ConsolidQied Edson Co of Now York. Inc I2ipp 44995 126 44995 246 

8803220296 NRC Info Not ce 88-010. ■'Malls Licensoes lack ol Mgi Cor.trofs Over Li- 
censed Programs " Svc list encI 

CUNNlNGHAki.R E Division ot Industrial & Medical Nuclear Salely (Post 870729). 83/ 
03/28 Consolida'od Edison Co ol New York. Inc JOSpp 44995 247-44995 353 

8804120416 Requests that violation nolod In Insp Ropts 50 313/66-34 A 50-368/88-34 
be wiliidrawiiNo v-olation occurred.Uiil wi l treat Insp loam hnding as Idonlilicaiion ol 
nolenhal weakness Reasons end End wrthhe’d (rof lOCFn73,2ll 
lEViNE.JM Arkansas Power A Light Co 89/03/20. CALLAN.L J Region 4. Ole of 
tho OifCCler 2pp 45154 057-45154 058. 

8804200343 Responds to violations noted in fnsp Repls 60 3 13/87-39 A 50-368/87- 
39 Correci'vo act ons.addi personnel ass'gned to plant l-censing section A man-hours 
Increased lomporanly lo reduce backlog. 

LEViNe.J.M. Arkansos Power A Light Co. 88/04/04. CALLAN.LJ Rofiion 4, Ole ol 
tho Director. 4pp 45174:1C5-I5t74;160 

8804 120365 AcK rocoipl Ol analytica* results transmitted by 680222 Hr re 
Icerlwalor.sieam generator blowdown A bone acid batch tank samples co'locted 8 
noted m insp Repts 50-313/87-03 A 50-3C8/B7-33 on 8711 16-20 BNL results nol yol 
tece.vod. 

CALLAN.L J. Reg on 4 . Ole ot the Oreclor. 68/04/03 CAMPBELL G Arkansas Power 
A Light Co 2pp 45089 322-45089 323 

8804010256 NRC Info Noiico 88 01 1. "Potontial loss ol Motor Control Clr A/o.* Swilch- 
board Function Duo io Faulty Tie Bo'ts." Svc fist end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 08/04/07 
Consolidated Edison Co of New York. Inc. 124pp. 45406 292-45407 051. 

8804210166 Rosporrds lo violation noted in Insp Repls 50-313/86-01 A 50-388/88- 
01 Corroclfve action cloth tags removed Irom room, lubher hoses used for rouiirre 
maim in room returned lo metal storage conloiner A l.m watch posted. 

LEVINE.J.M Arkansas Power A Light Co, 88/04/07 CALI AN.L J Region 4. Ole ol 
the Director. 3pp. 4S2l9:t69 46219 171. 

8604060370 NRC Info Notice 68 012, ‘'Overgreas'ng ol Eleclnc Motor Dealings." Svc 
l.sl anci. 

ROSSI.C.E Division of Operailonal Events Assessment (Post 870411). 88/04/12 
Consolidated Edison Co of New York. Inc. I23pp 46165028-45165:160 

8804210317 Forwards Insp Ropis 59 313/88 06 A 50-36B/88 06 of» 980222-0317 A 
notice ol violation. 

CALLAN.L J. Rogdn 4. Ofc ol die Director-. 06/04/14. CAMP8BLL.G. Arkansas Power 
A light Co. 2pp 45231:150-45231:164. 


-6804210321 Notice of v.o'ai on from hsp on 860222-0327 Violation noted on 
S80226.rep'acemom Of Relay 63X/4926 A Relay 9-1-0340-2 Iniuatod wro appro /cd lot) 
order. NRC inspeciors observed heusokeep-ng dsciepancios on fuel handing hriJQO 
• Rog cn 4. CIcol the C rector 08/04/14 2pp 45231 152-45231 153 

••8604210326 Irsp Repts 50 3 13/00 06 A 5O-30B/88 06 on 880222-0327 Vs'ntohS 
no'edMsjo.' areas inspected opmaliona' safety 

vori'icalion.ms nLsurvei'laoco.allegaiion followup A generic Itr follcwup 
JCHNSCN.WO HAHBUCK.CC. HAAG.R C Reg on 4. Ofc ol ire Drocior, 68/04/ 
V3 11pp 45231 154 45231.164 

6004260045 Fo-wa'ds Insp Ropis 50 313/88-07 A 50 366/06 07 o-t 88O307-11 ND vio- 
lations or ({o'vial ons noted. 

CALLAN.L. J. Region 4. Ofc olrr.0 Oireclor 88/04/15 CAMPBEl.L.G Arkansas f’owcr 
A Light Co 2pp 45254 161-45254:189 

-6804260050 Insp Repts 50 313/68-07 A 50-366/88 07 on 680307 1 1 No vio'alorvs or 
devalions noted Ma|cr areas nspectod Insorvice toslirg prog'am lor pu-nps S 
vaivos including tracking meihodology lor msorvico testing 

STEWART.RC. SINGH.A, BAHNES.l Region 4. Ofc ol tho Director 86/04/12 7pp 
45254 103 45254 189 

6604260023 Forwards insp Ropts 50 313/80 02 A SO-368/80 02 on 880221-26 A noUco 
of Viotailo-n.Acbons taken in response to p.'oviously idomifred findings also examined S 
d scussed in Pe'eg'aph 4 of ropt 

CAl.l/VN.L J. Hogron 4. Olc Ol the Di-'ccto-'. 66/04/ IS. CAMPaCLL.G. Arkansas I'owor 
A Light Co 2pp 45254 313 45254 324 

-3004260027 Notice of vio'ation from Insp on 880221-26 Violal on nolod rac niior* 
aurvay instruments madoqjato for rr.oasiirirg lower dose rale limits fo' idunltyno roUi- 
atiorr areas outs de conuored access A a'eas nol properly posied 
’ Region 4. Olc ol Iho D-roctor 88/04/15 2pp 4525i315-45254 310 

-0804260031 Insp Repls 50-313/86 02 A 50-366/88 02 on 86022126. Voial/oh 
nolcd.Ma;or areas hspoctod rad-aton protection aciivihos during Unit 2 rofuchfxg 
oulagd. 

CHANEY.H.D.. MURRAY.O Region 4. Otc ol the Director 88/04/08 8pp 45254:3 1 7- 
46254 324 


R. Periodic operating reporle A related correspondence 


B6042S0341 Mo/rlhly operating rept for Mar 1988 W/880412 Hr 
HAHRlSON.D F.. llOWAHD.O h Arkansas Power A Light Co 88/03/31 7pn 
45264; 190-46254 197 


S. Reportable occurrences, LERs & related correspondence 

B8040602H t£R 88-001-00 on 85O429.ioakag0 dscovored in two sole/ old oportletJ 
vaNes whfo peiloirni-.g coniainmnm lest Caused by madequale posi-.nstal'ai on 
catio.*) lesFng Voivos removed A reinstalled m reverse condition w/0aO328 Hr 
WICHALK.P I . LEVINE.J M Arkansas Power A l ight Co 88/03/26 7pp 45046 1 58- 
45046:164. 

8804130399 LEH 86 C05 OO on 8803 1 0.contmuous lire watch pe/sonnof fOJrtd 
asleep Catiso nol stated. Porsorne) immediately lelovod and u.'iu.lovmoni 
term naied.Fire watch personnel row rotated at 30 m'nuie ime<vals.W/8900407 Hr. 

M CflALK.P.l. . LEVINE.JM Arkansas Power A Light Co 88/04/07 2pp 45146 3 56- 
45146:359 

8804200014 LER Q0-C03 OO.on OBOSlO.u.nplannod automatic actuation ol ESFAS -oc* 
curred dua lo doonergming of olecirical distribution sys vital power panel for 
meini Caused by drill ot lime delay relay Relay rocalibr W/8B04 1 1 Hr 
TAYLCR.l A . LEVINE.J M Arkansas Power A Lfghl Co 68/04/11 Opp 45221:104- 
45221-201 

8904210481 LER 86 004 -03. on 8802 1 1 .observed degraded sys How Ind lo discovory 
that vol damper m sys ductwork to control room closed Caused by failure to prevido 
locking dev.co to prevent wingnul from loosening by vrtualion W/66041 1 Hr. 
MICHALK.P.L, LEVINE.JM Arkansas Power A Light Co 88/04/11 6pp 45238 3 50- 
45230 361 


V. Operator Examinations 

6694260060 Ftosponds to FOlA rcquosl lor info re scores of reactor operators 8 so.nlor 
reactor operators Forwards requalificaiion exam summary source sheets I sled its «nc1 
epp w/porscnal privacy fnlo doioled. 

GHIMSLEY.DH Division ol Ru'es A Records (Post 870413) 88/04/19 OOLGY.K. 
Fubi c C.t'zon's (Yitlcal Mass Energy Project. 2pp 45213.003-45213 095. 

—0004250167 Package of NRC ad'nimsioted requal licaiion exam results summary 
* NRC • No Dolailed Alfil.ation G.von 07/07/20, 88pp, 45213 007-452 13:095. 


DOCKET 50-389 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT f 


F. Security, medical, emergency A tire protection plans 

8804010036 Advises that end te-r mailed on 680317 to update emergency p'&n inn;^to- 
monbng procedures 

lEONAFtO.R Duke Power Co 08/03/22 Region 2. otc ol the Director, ip 
46020 242-45020 242 

8804010232 Forwards Amends 79 A 60 lo Licenses NPF-9 A NPF -17. rospectivoly 
safeguard ovaluation Arnends modify Paragraphs 2.E of licenses lo reguiio compi). 
anco w/amended phys cal security plan Plan amended to conform w/ 10CFR73 65. 
hOOD.H Project D-reciotaie 11-3. 88/03/28 TUCKER.H B Duke Power Co Apn 
44948 268 44940 278 

—8804010237 Amends 79 A 80 lo Licenses NPF-9 A NPF-t7.fespociivoly. amending 
Paragraphs 2.E ol licenses lo require compliance w/ emended phys-cai socunly plan 
KOOn.O S Projaci O-rectorato 11-3 86/03/26. 4pp 44948 272-44946.275 
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•>8804010241 Safeguards evaluation rept supporting Amonds 79 & 60 lo licenses NPK- 
9 & NPF-17.re3poclivoly. 

* Projocl Directorate 113 80/03/28 3pp 44940 276 4494B 270 

8804120154 Forwards Insp Repis 50-3e9/88-00 & SO-370/83 08 on B893 14-18 No vio- 
lations or deviations notod. 

HEROT.A n Region 2. Ofc ot the Director. 08/04/06 TUCKEfl.H B. Duko Power Co 
2pp 45I22.084-45I22.098 

>8804120160 Insp Rept 50-369/86'03 on 8080314- 18 No violations or deviations 
noted Major areas inspoclod.soisndc rnonilonng, luo piotoction/provont-on & followup 
of licensee idenWred LERs 50 369/67-34 a 50 3?0/87-ta ot. 

MARRtS.J R Region 2. OIc of Iho Director 88/04/05 I3pp 45122 086 45122 098 

8804120328 Forwards Rev 34 lo security plan.dololing redundant vital equipment test 
wording & making comprehonslvo rev ot vital equipmont listRov w.thhold (rot 
10CFR73 21) 

TUCKER.H G. Duko Power Co. 08/04/06. Oocumont Control Branch (Oocumcnl Con- 
trol Desk) 2pp. 45135 334-45135:335 

8S04270194 Forwards rove (o emorgoncy plan implemonlmg procedures. W/o onci 
LEONARD.H. Duke Power Co. 88/04/14. Region 2. Ole ol Iho Director ip 
45244:274-45244:274 


P. Operating license stage docuntenla & correspondence 

6710270289 Forwards proprietary OPC-NE-2000. "OCHF-l Correlation tot Predicting 
Critical Heal Flux in Mixing Vane Orld Fuel Assemblies *' Ropi submlllod lo obtain ap- 
roval to use OCHF-1 correlalion Fee paid Rept wilhhokl (rot 10CFR2.700}. 
UCKEfl.H.B. Duko Power Co. 67/10/21. Document Control Branch (Document Con- 
trol Desk). 6pp 43 17 7, 2 10-431 77:215 

6803100025 Forwards requesi lor addi Inlo ro 670908 request lor oxcopiion lo one ol 
lour criteria lot radtolodl/re 4 partitMlata aampkrtg rooulfcmonls ol /vil/REG 073?.llom 
II F. I concornlno design basis shielding envelope. 

hOOD.D.S Project Oirecioralo 11-3. 88/03/07 TUCKER.H B Duko Power Co 3pp 
44661:358-44661:360 

8803240426 Generic Ltr 68-06 to all power reactor liconsons & appi cants re romovai of 
organization chans from Tech Spoc administrative control roquiremonis.Svc list onci 
MIHAGLIA.F.J. Associate Director for Projects (Post 870411) 88/03/22 Consol-datod 
Edison Co. ol New York, Inc. 47pp. 44972:107-44972.153. 

8804010042 Forwards listing of outstanding llorn8.por discussion w/nRC re util ongoing 
program ot reducing backlog ol oulstandlrig lloms.W/o onci. 

BROWNlEey t. Region 2. Ofc of the Oirocior. 88/03/23 TUCKER.H 8. Duko Power 
Co Ip 45031:171-45031:171, 

8804120317 Expresses appreciation lor limo that mombors look lo present outline of 
ISAP II program per Generic Ltr 68-02 requesting licensee to evaluate NRC loiesi rev 
& indicate whether Interested in participating iq piogram. 

TUCKER.H B. Duke Power Co. 88/03/25. Oocumont Control Bianch (Document Con- 
Irol Desk). 2pp 4509l:t42-4509t;143. 

8804150241 Forwards addi Info re util 870209 request lor relief liom ASME Code Sec- 
tion XI hydrostatic testing requirements from portions ol mods on Units 1 & 2 nuclear 
SVC water sys.per NRC request. 

TUCKER.H. B. Duke Power Co. 86/03/25. Oocumont Control Bianch (Oocumont Con- 
trol Desk). 4pp. 45136:041-46138 044. 

8604010232 Forwards Amends 79 ft 60 lo Licenses NPF-9 & NPF-I?. respectively & 
saleguard evaluation Amends modify Paragraphs 2.E of licenses to roquiro compli- 
ance w/amendod physical security plan Plan amended to conform w/lOCFR73 55 
hOOD.H Project Dfiectorate 11-3. 88/03/28 TUCKER.H B Duke Power Co 4po 
44948 268 44948:278, 

—8804010237 Amends 79 8 60 lo Licenses NPF-9 & NPF-17.iospoctivoly. amending 
Paragiaphs 2.E ol licenses to require compliance w/ amended physical security plan 
HOOD.D.S Project fXteciorale H-3. 08/03/28. 4pp 44940 272-44640 275 

-8804010241 Safeguards evaluailon rept supporting Amends 79 & 60 lo Licenses NPF- 
9 & NPF-t 7,respeclively. 

’ Project Dl/ectorato 11-3. 88/03/28. 3pp. 44948:278-44048 276 

8804180447 Forwards updated pages to propriolary BAW-10171P. ••HEFL0030- Model 
lor Multinode Coro Roftoooing Analysts." per ECCS methodology lor lacilillos 
reloads.Mod removes Henry quench loff>p crijoria & polontinl conflict in logic Pages 
withheld. 

TAYLOH,J H Babcock & Wilcox Co. 88/03/29 NOHBERQ.J.A D.viBioi> ol Engineer- 
ing & Systems Technology (Post 870411) 2pp. 45207 232-45207:233 

8804060124 Fonwards notice ol consideration of isauanco ol amends to Licenses NPF-9 
A NPF-17 A opportunity for hearing Amends chango Tech Spec 3/4. 7.7 lo rolled veil- 
lilaiion exhaust sys consists ot two shared safety-grade sys lor auxiliary bldg 
HOOD.D.S. Project Oliecloreto 11-3 89/03/31. TUCKER.HB. Duke Power Co. ip 
45019:236-45019:242 

-8804060127 Notice ol consideration Ol Issuance ol amend to Licenses NPF-9 A NPF- 
17 proposed NSHC delormlnallon A opportunity lor hoaring. Amends change Tech 
Spec 3/4.7.7, "Auxiliary Bldg Filtered Voniltaiion Exhaust Sys*^ 

HOOD.D.S. Project Oireotorate 11-3. 98/03/31 6pp. 45010:237-45010:242 

8804130406 Application tor amends to Licenses NPF-9.NPF-t7.NPF-35 A NPF- 
62 .chanQln 9 Tech Specs to allow credit to bo taken lor Radiation Monitor EMF-36 If 
EMF.39 Inoperable below Mode 4 Ihol ahuidownj.Fee paid. 

TUCKER, H.B. Duke Power Co, 68/04/01. Document (Jonirol Branch (Document Con- 
trol Desk), 4pp 46132:290-45132 324. 

~®®04130410 Proposed Tech Specs allowing credit lo bo taken lor Radiation Monitor 
EMF-36 (unit vent monlloi) II EMF-39 (on c-onlainmonl purge sys) inoperable below 
Mode 4 (hot eholdowni. 

• Duke Power Co. 88/04/01. 22pp. 46132.303-45132:324. 

*®0®|ip2e2 Revised appllcailon lor amends to Licenses NPF.g.NPf l?. NPF-35 A 
NPF-62 re luel assernblies.Proposed amends broaden scope ot mods allowed to fuel 
assemblies involving luel rod locations A delaie ma* luel rod U limit. 

TUCKER, H-8. Duke Power Co- 08/04/01. Document Control Branch (Document Con- 
trol Desk). 4pp. 46239:029-45239:041. 


-8804210287 Proposed Tech Spocs.broador.ing scope ol mods allowed lo tool assent- 
ties involving luoi red locations A deiolo spoohed max total fuel tod U weiqht rimt 

• Duke Power Co 88/04/01 Opp 45239.033-45230 041 

8804130081 Advises lhat HEO M-l-OOlB should be cance’od due to Isfed 
reasons Fteanangarreni ol annunciator A status 'ight sys windows co-'tsiitutos gioater 
potential lot opoialor orrot Utii wi'l impiomeni oriy iio.iis i A 3 ol annunciator mods 
TUCKER.H B. Duke Powo.' Co. 8B/04/05. Document Controt Bianch (Document Con- 
trol Desk) 4pp 45100029 45100 032 

8804080088 Generic Ltr 68 07 to power reactor licensees A app-’icants re moO-let) on- 
forcemoni po'icy concerring 10CFR50.49. "Environ Ouatilcation ol E'oci'ical Equ-p- 
moot Important to Safety lor Nucloar Power Plants " Svc list onci 
MlRAGilA.F J. Associate Oirocior lor Pro|acts (Post 870411). 88/04/07. Ccnso'idalod 
Edison Co ol Now York, inc 49pp. 45164 237 45164:285 

8804130300 Forwards requesi lor add. into re Topical Ropi WCAP-i09e8. "COORA- 
NC.Analysis lor Mam Sioam Lino Bfoak In Ico Condense' Conta nmeni •• Rosponso 
requested within 45 days itom ltr date. 

JAOBOUH.KN Projocl Oircctoralo lt-3. 08/04/07 TUCKER H 8 Duke Power Co 
6pp 45103:160 45103 171 

8804190056 Applcalion (or amends lo Liconaos NPF.35.NPF-52.NPF-9 A NPF- 
1 7. changing required su-ve nance inlot val lor Ico condenser lower inlet doors (tom cur- 
rent Iro^encios to 100*19 insp evory 1 D months 

TUCKER.H B. Duke Power Co. 80/04/07 Oocuii;onl Control Branch (Document Con- 
trol Desk) 2pp 45197 044-45197 049 

-8804190058 Proposed Tech Specs.ctionglrrg roquirod survoil’once Iniorval (or ice con- 
denser lower inlol doors (rom ciirronl frequencies to 100% insp every 18 rnonifis 

• Duko Power Co 88/04/07 4pp. 45197:048-45107:049 

8804150087 Fo' wards Amends 80 A 61 (o liconsos NPF -09 A NPF-17. 
fospecfrvo!y.Amo/TcJs correct Tech Specs 3 (.2 5 A 3 I 26 by mcroasirg mm vol of bo- 
rated water to bo ma'niained In boric acid slorago sys. 

HOOD.O Proioct Directotole 11-3. 80/04/11. TUCJKER.H.D. DuKo Power Co. 2pp 
45146001-45146012 

-0804IS0095 Amends 60 A 61 to Licenses NPF-9 A NPf-l7.rospecl.vo;y. conecilnn 
Tech Specs 3. 1.2.6 A 3. 1.2.6 by increas-ng min vol ot boratod water to bo ma ntainon 
In bone add slorago sys 

CROCKER.L Project Oirecloi ale 11-3 88/04/1 1 7pp 45l't6:003 45146:000 

-8804160400 Solely evaluation supporting Amends 80 A 61 to liconsos NPF-9 A NPF- 
1 7.tespec!.VBly. 

• Project Oireclorele 11-3 86/04/11 2pp 4SI46 010 45146 011. 

-8804160104 Requests FR publicallo-n ol notco of Issuance ol Amends 80 A 61 to Li- 
consos NPF-9 A NPF-1 /.respectively. A mood 9 correct Tech Specs 3 1.2 5 A 3.1.26 by 
(rtcreaslng m n vol ol boraled waior mainlalnod In boric acid storage sys. 

HOOO.D Projocl D.rocio-'aia 11-3 68/04/11 NRC • No Oelal'od Alliliatlon Givon Ip 
45148012-46148012 

8804280078 Roquesis approval of oncI rovised "Siartup Physics Test Progtam" 
Changes made lo tod swap.lsothormal tomp coofl.clont A (lux symmotty chock. 
TUCkER.H.B. Duko Power Co. 00/04/14. Document Control Branch (Docu'noni Con- 
trol Desk) 4pp 46282 018-45282:031. 

-0804260082 "Startup Physics Test Program Apr 19QB." 

• Duko Power Co. 08/04/30. 12pp. 45282 020-45282 031. 

8804220181 Forwards notice ot consideralon of issuance ol amends lo Liconsos NPF-9 
A NPF- 1 7 A opportunity for hearing lo groundwater level 

HOOD.D.S Proiect Di'ociorale 11-3. 08/04/15 TUCKER.HB. Duke Power Co. 2pp. 
45201:110-45201:127 

-8804220163 Notice ot consideral-on ol issuance of amends lo Licenses NPF-9 A NPF- 
1 7 A oppcrlunity (or hearing. Amends revise Toch Specs to delete groundwater moni- 
tors lor reactor ofdgs A d-esol genoreior bldgs 

CROCKER.L P. Project Owoctoralo 11-3. 08/04/15 6pp. 45201:121-45201:12/ 

8804220261 No>-licaiion of 680428 Irlp/meeling w/u1il h Huntorsvilo. NC lo obsorvo A 
d-scuss Inadoqualo coro cooling instrumental on 

HOOD.D.S. Projocl Oitoclorala 11-3. 88/04/16 CROCKER.L. P. Project D.reciorare II 3. 
3pp 45200 333 45200:335. 


O. Inspecllon reports, IE Bulletins A coireepondenco 

8SO4O60369 FOIA roquosi for Sloilo 870908 memo to Commiss on.w/oiicl.ia assess- 
ment of NRC Const Insp Program at River Bond A all periodic regional insp program 
assossmont ropis written s-nco 1 900 

CONNOn.L Doo-Soarch Associates 86/01/10 Division ol Rules A Records (Post 
870413). ip. 45029 00( 45029:031. 

8803290331 Forwards Insp Repis 50 369/88-04 & 50-370/80-04 on 880121- 0220 A 
notice of violation 

BROWNLEE.VL Regbn 2. OIc ol the Duoctor BB/03/10 TUCKER.H.B. Duko Power 
Co 2pp 44912 349 44912 381 

-8603290333 Not CO ol violation from Insp on 880121-0226 VIolat on noted Procedure 
lP/O/A/3061/08 not properly implemented A procedure lor removing cation bod do 
mineralizer from eve not properly ma'ntained. 

BROWNLEE.VL Region 2, Ofcol iha Director 88/03/10 2pp. 44912 351 44912:352 

-8603290336 Insp Repis 50-369/88 04 A SO-370/8B-04 on 880121-0226 Violation 
noIod.Mator areas Inspeciedioperal-ons.saleiy venticalion.surveiilsnce testing.mainl 
aciivilios A lollowim on previous insp find ngs. 

ORDERS, W.. PEE8LES.T A. Region 2. OIc of Iha D roclor. 08/03/08. 9pp 
44912:353-44912 361. 

8803310283 Forwards Insp Ropts 50-389/88-07 A 50 370/88-07 on 880227-0318 No 
violations or devialio-ns noted. 

BROWN L EE. V-L Reg on 2. Ofc ol Iho Diioctof 88/03/24. TUCKEn.H B Duke Power 
Co. 2pp. 44976 151-44976:158 



~eSO33t028S Iftsp flepis 50-369/88 07 & 60-370/e8-0? on e80?27-03ia Na wolallons 
Of deviations noted Majof aieas inspect^: oporaiwns safely venticaiion.survoiiianco 



44976 t53 -44976 158. 


6804010235 lofo/ms lhal out unable to esiablish fwm dates toi compietiOft ol wotk de- 
sciibed in NRC Bulletin 68 002 fiept will now be provided by 860425. 

TUCKEfl H S Duho Power Co. 68/03/24 Oocoinent Conirol Sfancn fOoconnenI Con- 
If ol Desk) rpp 45031.119-45031:120. 

6603210090 Soppi 1 lo NRC Into Notice 67-044, "Thimble Tube Thinning In Wesimg- 
houso Reactors." Svc list enci _ 

ROSSl.ce Division ol Operational Events Assess/nont (Post 070411) B8/03/28 
Consoiidaled Edison Co. ol New York. Inc 121pp 44695:126-44995.246. 

ISaQ3i2Qi96 NPC Info Nooce SS OW, "Metis Uconsaes Lach ol Mgl Coni/ols Over L) 
censed Programs." Svc ftst encl. 

CUNNlNGi-IAM.n E Division ol Industrial & Med>cal Nocleai Salety (Post 870729). 88/ 
03/28 ConsolkJaled EtfisooCo ol New York. Inc 106pp. 44 905 247-44095:353 

8604070066 Forwards request lor eddi into re viil 860516.1 120 & 870218 losponsos lo 
IE Bulletin 85-003. "Motor Operated Valve Common Mode Failures During Plant Tten- 
sienis Doe to improper Switch Settings." t-or response within 30 days 
HE00T.A fl Region 2 Ofc ol the Oirector. 88/0 3/31 TIICKER.H B. Duke Power Go 
3pp 45030.351-45030:353. 

6804130023 Ack receipt ol 880321 Itr Inlorming NRC of steps taken to correct violations 
noted in Insp flepis 50 ■369/67-43 6 50-370r^7-43. 

OROWNLEE.V.L Reg,on 2. Ole Ol Uta Oiroclor 88/03/31 TUCKEaHB Duke Powo/ 
Co Ip 45135 297-45135 297. 

8904060409 Reir-lls fee for payment of civil penally in amount of StOO.OOO.Ulit 
belioyes.es set forth in 871125 resMnse.ihal decision was incorrect appiication of en- 
lorcomenl policy. Oissgrees w/NRC assessment ol manor. 

TUCKER kl.Q Duke Power Co. 66/04/01. Ole of Ertlofcomenl (Post 870413) 2pp 
45007 041 45007042 


8604110299 Forwards response 10 NRC Bulletin 88-001. "Oofects In Wesunghouse Cir- 
cuit Breakers " 

TUCKER.H.B Duke Power Co. 68/04/05. Oocumem Control Branch (Document Con- 
trol Desk) 2pp 45154 001-45154:002 

8804120139 Forwards insp Repis 50 369/68-06 & SO 370/86-06 on B80307-1 1 & notice 
oi violabon 

COI.llNS,DM Region 2. Ole of the Director. 88/04/05. TUCKER.H.6. Oirke Power 
Co. 2pp 45122 122-45122 134 

-8604120142 Notice ol violaUon Irom msp on 860307-1 1. Violation noted, on 880308.11- 
censoe failed lo bamesde & post high radiation area at Unit 2 pipe chase onlrance in 
Room 647 on 7ie-H elevation 

COLIINS.OM Region 2. Ole of the Oifeclor 86/04/05. 2pp. 45122:124-45122 125. 

-6804120146 Insp _R©pt 60-369/88-06 on 680307-11. Violation noledMa|ar areas 
inspected organizatiofi & mgt conlrols.lraining & gualificollons.extemal oxposuro con- 
trol S dosmeOy. fniernat exposure conirol 5 assessmenl. 

COl.MNS.T.R. Rogion 2. Ole of the Otrector. 68/04/01. 9pp 45122126-46122:134. 

SS041301S4 Forwards Insp Repis 60-389/88-08 & 50-370/8 6 08 on 880314-18 No Vio- 
lations or deviabons noted 

HEROTAFI Reg-on 2. Ofc ol the Director. 88/04/06 TUCKER.H B OuKo Power Co. 
2pp. 45122:084 45122.098 


-8804120160 fnsp Repi 50-369/88-08 on 8860314. 18 No violaltoos or dex^attons 
noted Major areas inspected seismic monitoring, fire protection/prevenlion & followup 
ol licensee identified LEfls 50-369/87-34 & 60-370/67-18-01. 

HARRIS.J R Region 2. Oic ol the Director BB/04/05 13pp. 45122:088-46122:098. 

0004010256 NRC Into Notice 88-011. "Polential Loss of Motor Control Ctr &/of Switch - 
boaid Fur>c1iof> Oua lo Faulty Tie Bolts ’’ Svc list encl. 

HOSSI.CE Drvlston oi Operalionai Events Assessment (Post 870411) 60/04/07 
Consoiidaled Edison Co of New York. inc. 124pp. 45406 292-45407051. 

8004190056 Application lOf amends to Licenses NPF-35.NPF-52.NPF-9 & NPF- 
1 7.changiog required surveillance Interval lor Ice condenser lower inlet d^rs from cur- 
rent tre^ncies to 100% insp every 18 months. 

TUCKEH.H.B, Duke Power Co. 88/04/07. OMument Conirol Branch (Oocumenl Con- 
trol Desk) 2pp. 45197 044 45197.049. 


-0804190058 Proposed Tech Spacs.changing tegolred surveillance Irtletval tor Ice con- 
denser lower inlet doors horn current Irequencies to 100% Insp every 18 monihs 
Duka Power Co. 88/04/07 4pp. 45197.046-45197 049 


0804130260 Fonvatds Diagnostic Evaluation Rept 2 ol ovalualion conducted onsite on 
071130-1211 Overall poftormance ol plant was solid SALP Category 2 w/lmprovlnfl 
trend Evaluation of ropi reguesled. 

STEILO.V. Olcol tna Executive Otrector for Operations 88/04/08 OWEN W H Duke 
Power Co. 2pp. 45103.016-45103:143 


—6004130299 Diagnostic Evaluation Rept 2 on 871 130-880106. 

SI^SSAROR L. (DiagnosUe Evaluation 6 tneWenI invasUgaUon Branch JORDAN.E.L. 

Evaluation of Operational Data. Director. 88/03/06. 12epp 
49103«01q* 491 03n 43. ^ 


PicviJes status of Region II safe snuloown insp program. 

GRACE.J N Region 2. Ofc ol the Director. 95/05/13. TArtOR.J.M. Ofc of fnspeckon 
& Entoicemanl. Dire clot (820201-870413). 2pp. 46206:174-45208:175. 


R. Periodic operaling reports A related correspondence 

8804050339 "Annual Environ Operating Hepi (or 1687.'’ W/880329 Itf. 
rUCKER.rf.B, Duke Power Co 87/12/31. 3pp 4606l;t46-46061;f48. 

6804260301 "Annual Environ Operating Rept 1087." W/e80420 Ur. 

TUCKER.H B Duke Power Co 67/12/31. t.OQOpp 46248:148-45251 046 

8604200156 Monthly operating repis for Mar I988.W/8B04 15 Ur. 

REAVIS.J A, TUCKER.H B Oulto Powoi Co 88/03/31 12pp. 45215 331-45215:34? 


S. Reportable occurrences, LERs A related correspondence 

8804130160 RO change of commilmont submUied ro diessi genoralor turbocharger rotor 
assembly repiacemenl Turbocharger inlet casings replaced on all four engines w/now 
design. Dye Mnel'anI testing will conlinua to be performed. 

TUCKEfl.Ha. Ouko Power Co. 38/04/04. Document Coniic^ Brancti (Document Con 
trol Desk) 2pp 4S132 354-45132 355 

0604180243 LER 68-003-00 on 860309.diScoverod that component cooling hx IB con 
Irol inoperable duo to nuclear svc waier sys valve being In nonconservaliva posiilon 5 
W/Uavei slops loose Hex nuts for travel stops set In correct position W/860406 Hr. 

IE ROY.se. TUCKER.H B Duke Power Co. 88/04/08. 7pp. 45183:280-45183 285 

8604200328 lEFt 68-004-00:on e80309.Toch Spoc 3.0 3 entered when EVC8 vital bat- 
tery charger do onergued.Caused by problem oi unknown origin w/ power supp'.y 
broakors for vital ballory charger.lnvestlgation completed W/88040R Hr. 

LEflOY.S E , TUCKEH.H B. Duke Powor Co. 88/04/08 Spp. 45221;139-46221:146. 

6604250037 LER 67-033-01:on 87t206.lour main steam to auxiliary egu'pmonl valves 
omitted Irom inservice testing program. Caused by persortnel error Valves succosslu'ly 
Stroked Irom fully opened to fully closed DO8illon,W/a0O4l8 Itr. 

LE ROY.S.E. TUCKER.HB Duke Power Co 88/04/18, 0pp. 45239 050-45239058 


DOCKET 60-370 WILLIAM B MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, omergency A lire proiecUon plana 

6604010036 Advises that encl rev mailed on 880317 to update emorgoncy plan imple- 
menting procedures. 

LEONARD.R. Duke Power Co. 88/03/22. Region 2, Ofc ol the Oirector. ip. 
46020.242.45020:242 

£604010232 Forwards /Intends 79 A BO lo Licenses NPF- 9 S NPF- 17, respecllvefy S 
safeguard evaluation Arnends rnodify Paragraphs 2.E of licenses lo require comp':- 
ance w/amended physical security plan Plan amended to conlorm w/iOCFR73.65, 
HOOD.H. Prelect Directorate 11-3. 88/03/28. TUCKER.H B Duke Power Co 4pp 
44948.268 44948 278 

-6804010297 Amends 79 & 60 to Licenses NPF-9 & NPF-t7,respociivoly. amending 
Paragr^hs 2.E ol licensas to require compliance w/ amondod physical security plan 
HCXJD.D.S. Pfolect Oitecloral® 11-3. 88/03/26. 4pp. 44948 272-44048:276 

—8804010241 Safeguards evaluation rept supporting Amends 79 & 60 to Licenses NPF- 
9 A NPF17.r6specUvely 

• Prolect Dlreotorate 11-3 68/03/28, 3pp. 44946 276-4404B;27a. 

8804120154 Forwards Insp Repis 50-360/80 08 & 60 370/88-08 on B09314-l6.No vio- 
faltons or devialtons noled. 

HEROT.A R. Region 2. Oic ol the Oiteclor. 08/04/06. TUCKER.H.B. Duke Powor Co 
2pp. 45122.084-46122.098. 

-8804120160 Insp RepI 50-366/88-08 on 8680314-18. No violations or dovlal-ons 
no-ted Major areas tnspected:8el8mio monitoring, lire protecUon/prevenlion & (ollowup 
oi licensee Identified LERs 50-369/87-34 A 60-370/87-18 01. 

HARRIB.J.R. Region 2. Oto of the Director. 88/04/06 )3f>p. 46lP2:0ee-45)2P:O9B 

86041^328 Forwards Rev 34 |o security plan, deleting redundant vital equipment last 
wording A making comprehensive rev of i4lal equipment liatflev withheld (ret 
10CFR73.21J. 

TUCKEH.H.B, Duke Power Co. 88/04/06. OocumonI Control Branch (Document Con- 
trol Desk). 2pp 45135:334-46135:335. 

8004270194 Forwards revs to emergency plan Implementing procedures. W/o end 
LEONARD.R. Duke Power Co. 88/04/14. Region 2. Ofo of the Director. Ip. 
46244:274 46244:274. 


P. Operating license stage documents A correspondence 


**j?5)^®**^ Responds (o violallons noted In Insp flapts 60-369/88-04 A 50-370/88 
(H.Correcnve actms;procedure adherence being discussed in instrumeni A electnea 
5 »'eps 'h order. 
SKA 4 p.^ 6I3^3*«.«)3“3^ Document Conirol Branch (Document Con 


8710270289 Forwards proprietary OPC-NE-2000, "OCHF-l Corretallon lor Predicting 
Critical Heal Flux In Mixing Vane Grid Fuel Aasembtles." Rapt submitted to obtain ap 
ptoy" lo use OCHF-1 correlallon.Fee paW-Rept withheld (ret 10CFR2.790). 

TUCKER H,0. Duke Power Co. 07/10/21. Document Control Branch {Document Con- 
trol Desk), 6pp. 43177:210-43177:216. 


88-012, "Overgreasing of Electric Motor Bearings." Sv 

Opwatlonal Evente Assessment (Post 87041 1) 88/04/ tJ 
CortsoMaled Edison Co. of New York, Inc. 123pp. 46165 028-15165:160.^ 

request re fire pro lection forwards App I 
p FciPExem/^^ ^ c«OCument completely with 

A&'SAsSfeS. 


8603100026 Forwards request for addi Into re 870908 requesi (or exception lo one ol 
four c/iieria tor radioiod/no A parSetDato aampffng requlremente ol NUREO-O?37,liem 
II.F.l concerning design basis shielding envelope. 

MqOD,D.S. Pfdect Oireolorale 11-3. 00/03/07. TUCKER.H.B. Duke Power Co 3pp 
44861:368.44661:380. 


8(03240426 Qenerio Utr 88-06 lo all power leaolpr licensees A applicants ro renioval of 
'Pwh Spec admfnistrallve conirol reQuiremei>ls.8vo list and 
MlRAaLIA,F.j. Associate pirootof (Or'PfcJ^bts jPpsi 870411), 68/03/22. Consolidated 
Edison Co. of Nevr York, Inc.. 47pp, 44972;{07-44072:163, 


DOCKETED ITEMS 141 


880*010042 Forwards list^og Ol ouisianding llGtns.por discussion w/NflC ro ull ongoing 
orooram ot lOduciog backlog ol oiitstanding iioms W/o oncl. 

OWWNLEE V L Region 2. Olc ol ihe Oroclor. 0B/O3/23 TUCKEn.H B Duke Power 
Co Ip 4S03I 1 71-45031. 171 

880*12031? iiKprosses app'OCiaiion Icr timo lhat membors took lo present outine ol 
ISAP II program per Generic Ltr 60 02 reguesl-ng licensee to ovsiuaio NRC latest rev 
a Ind-cale whether Inlcrosied in pariicipaiing in program 

TUCKEH.H.B. Duke Power Co 66/03/25 Oocumenl Control Branch (Document Con- 
trol Desk). 2pp. 45091: 142-4509 1-143- 

880*150241 Forwards acJdl into ro ohl fl/0209 roquosi for lo'iol Irom ASME Code Sec- 
tion XI hydrostatic testing lequ lomonls horn portions ol mods on Units 1 8 2 n-jclear 
svc water sys.por NRC request 

TUCKEH.H.D. Duke Power Co 80/03/25 Document Control Orarich (Oocumoni Ccn- 
tiOlDOSkj 4pp 45130 041-45130 044 

8804010232 Forwards Amonds 79 8 00 to Licenses NPF-O a NPF-t7. rospoclively 8 
safeguard evaluation Amends modity Paragraphs 2 E ol licenses to loqui'e compli- 
ance w/amonded physical security plan Plon amended to conform w/ 10CFn73 55 
HOOO.H. Pfojocl Oiroctorate 11-3 C8/03/26. TUCKER.H 0. Duke Power Co. 4pp 
44940 260 44940 270 

-8804010237 Amonds 79 8 60 to Licenses NPF O & KPF-l7.f0sp0Cliwoly. amending 
Paragraphs 2.C; ol licenses lo roqu^ro compliance w/ amended physical security p*an 
HOOD.OS. Prelect Oiroctorate 11-3 80/03/20 4pp. 44040 272-44940 275 

-8804010241 Safeguards ovaiuat on ropi supporting Amonds 79 8 60 to Licenses NPF- 
9 8 NPF-I7.fospoclivoly. 

• Pro-r>ct Directoiaio 11-3 80/03/26 3pp 44046 276 44940 278 

8804160447 Forwards updalod pages to propnolory 8AW-10171P. "nEFLOOGB- Model 
for Muiiinodo Coro Roflooding Analysis," per ECCS n’.ethodo'ogy for laoifios 
reloads Mod removes Henry quench lomp cnlorla 8 polonuai conlilci in leg e Pages 
wilhhefd. 

TAYLOR JH Babcock 8 WJcox Co 00/03/20 NOFlBEnGJ A Division of Eng-noer- 
ir»9 8 Systems Technology (Post 67041 1), 2pp 45207 232-45207 233 

8804060124 Forwards noiico Ot consideration ol Issuance ol amonds to t Iconsos NPF-9 
8 NPF-17 8 oppoiiunily for lioaring Amonds Change Tech Spec 3/4 7.7 lo lolloci ven- 
t lation eithousi sys consists ol two shared saloly grade sw lor auxil ary b'dg 
HOOD OS Prelect Diroctoralo 113 00/03/31 TUCKER.H G Duke Power Co tp 
45019:236-46019 242. 

-8804060127 Nollco Of consideration ol Issuance of amend lo Licenses NPF-9 8 NPF- 
17 proposed NSHC dolotmlnallon 8 opportunity for hoanng Amonds change Tech 
Spec 3/4.7 7. "Auxi'iary Oldg Filtered Ventilation txhousi Sys. 

HOOD.OS Project Oiroctoiato 11-3 08/03/31 €pp 46010 237-45019 242. 

8804130406 Application lor emends lo Liconsos NPF-9.NPF-17.NPF-35 8 NPF- 
52.changing Tech Specs lo allow ciodit to bo lakon tor Radiation Mon.ior EMF-30 It 
EMF-39 inoperabto below Mode 4 (hot sliuldown) Feo pa d 

TUCKEH.ll 0 Duko Powof Co 60/04/01 Oocumenl Control Branch (Document (Jon- 
Irol Desk) 4pp 45132 209-45132 324. 

-8804130410 Proposed Tocli Spocs allowing credit to bo token lor Radiation Monitor 
EMF-3G (unit vent monitor) it EMF-39 (on containment purge sys) (noporablo below 
Mode 4 (hot shutdown) 

• Duke Power Co 80/04/01 22pp 45132:303-45132 324. 

6804210282 Hovlsed application for amonds to Liconsos NPF-9.NPF-17, NPF-35 8 
NPF-52 ro fuel ossembhos. Proposed amends broaden scope of mods allowed to fuel 
assemblies involv.rrg fuel rod locations 8 doloto max tuol rod U lim.l. 

TUCKER H B Duke Power Co 60/04/01. Oocumoni Control Branch (Oocumenl Con 
Itol Desk) 4pp. 45239:029-45239 041. 

-8804210307 Proposed Tech Spocs.broadoning scopo ol mods al'owod to fuel assem- 
blies Involving fuel rod locations & doloto speciliOd max total luol rod U weight I mil 

• Duka Power Co 00/04/01 Opp 45239 033-45230 041, 

8804130081 Advises that HEO M-10010 should be canceled duo lo listed 
reasons nearrangemonl of annunciator 8 status light sys windows constitutes greater 
potential for operator error. Utii wi’l implomonl only Hems 1 & 3 of annunciator mods. 
TUCKER.H B Duko Power Co 80/04/05 Documoni Control Branch (Oocumoni Con- 
trol Desk) 4pp 45100 02()-45 too 032 

8804060088 Generic Ltr 80-07 lo power reactor licensoes 8 app’icanis re modiliod on- 
fotcement poMcy concerning toCFRSO 40, "Envlion Ouallficotlon ol Electrical Equp- 
monl Important to Saloly tor Nuclear Power Plants." Svc list end. 

MIRAGLIA.F.J. Assoclalo O.recior lor Piolocis (Post 87041 1). 86/04/07, Consolidated 
Edison Co. of Now York. Inc. 40pp 45 164'237-451 64:205 

6804130309 Forwards roquost lor addl into ro Twlcal Ropl WCAP-10980. "COBRA- 
NC.Analysis for Mam Steam Lino Break In Ice Condenser Conlalnmont ” Response 
requested within 45 days from Hr dale. 

JABBOUR.K N Projacl Directorate 11-3 86/04/07 TUCKER.H B. Duka Powei Co. 
6pp 45103:166-46103-171 


"8804150400 Solely Ovaiuat on suppo-'lmg Amends 00 & 6! lo Licenses NPF-9 8 NPF- 
I7.ro speciivoly 

' Prolect Directorate 11-3 00/04/11 2pp. 45146 010 45146 011 

-8804150104 Roquosis FR puWicaio.n ol notice of issuance ol Amends 30 8 6i lo Li- 
conscs MPF-0 & NPF-i7,to3pectwely Amends cotiect Tech Specs 3.1.2 6 8 3 1 2.6 toy 
increasing mm vol el baratecT water mavilained in bor e acid slorage sys 
HOOD.O Project Drecioraia 11-3 68/04/11 NRC • No Dotaiied Alfiiahcn G.ven. ip. 
45146012 45146012 

8804260078 Requests approval ol end revised "Siarlup Physics Tost Program. ' 
Changes made lo rod swap.isoihermal lerr.p coefficient 8 flux symmetry check 
TUCKER.H B Duko Power Co 80/04/14 Documo.il Conlro! Branch (Documem Cen- 
trol Desk) 4pp 45202 016-45282 031 

“8804260062 "Stanup Physics Test Prog.'am Apr 1988 " 

• Duke Power Co 60/04/30 12pp 45282 020 45282 031 

8804220181 Forwards nolico Ol consideration ot Issuaitce ol amends lo Licenses NPF-9 
8 NPF-l? 8 opponun iy lor hoa*ing ro groundwater level 

HOOD.O.S. Project Dirccicralo lt-3 80/04/15 TUCKER.H B Duke Po'we.' Co 2pp 
45201:119-45201:127 

-8804220183 Not.co of cons detalon Ot issuance ol amonds to Licenses NPF-9 8 NPF- 
17 & opporten-ty lor heating. Amends rev.se Tech Specs lo dofole groundwater moni- 
tors for reactor bldgs 8 diesel generator bldgs 

CROCKER.L P. Pro.oct 0 tec to.'al0 11-3 08/04/15 6pp 45201 121-45201 127 

8804220261 Noliticat on ot 680420 lilp/moolirg w/uiil -n Hunicrsviio. NC to ebsorve & 
d scuss inadequate core coolmg nslrumoniaiion 

HOOO.DS. Project D.roctorate 11-3 00/04/15. CROCKER.L P. Project Oi'Cclorate 11-3 
3pp 45200 333 -45200 335 


O. Inspection reports, IE Bullatins & correspondence 


6803290331 Forwards Insp Ropts 50 360/60 04 8 50-370/08 04 on 000121 ■ 0226 & 
notice ol violation. 

BROWNl.F.E.VL Region 2. Olc ol the D-roclor 08/03/10 TUCKER.H B Djko Power 
Co 2pp 44912 349-44912 361 

"8003290333 Notice of v.olaTon from Insp on 80Ol2i O326Violallon noted Procedure 
lP/O/A/3061/08 not properly lr^plomof^•ort 8 piocoduro lor removing cation bed de- 
n>fneral>7ef born svc not proporly maintained. 

BROWNI EE.V L Reg on 2, Olc ol the Di'oclcf B8/03/10 2pp 44912:351-44912:352. 

-8003290336 Insp Repis 60-369/80-04 & 50-370/88 04 on 800121-0226 Violation 
nolod. Major areas inspected opeiabons.eatety venlicat on.surveillance tosingmami 
aclivltios & followup on provious msp findings 

OFtDERS.W. PEEBLE5.T A Region 2. Olc ol the Oi'ocioi 88/03/CS 9pp 

44912 353 44912 361 

8803310263 Foiwaids Insp Repis 50-369/68 0 7 8 50-370/6S 07 on 880227 0318 No 
vlo'alions or deviations nelsd. 

BROWNLEE V L Region 2. Olc of Iho Diraclor 06/03/24 TUCKER.HB Duke Power 
Co. 2pp 44976:151 44076:158. 

-8003310385 Insp Repts 60-369/60 07 8 50-370/88-07 on 880227 0318 No vio'a1;ons 
or deviations noled Major areas inspected operations saloty vori1ication.£uive.Mance 
lesling.malni activities & loTowirp on previous Insp findings. 

ORDERS.W.. PEEBLES.T A Region 2. OJe ol the Diiecioi 88/03/24 Gpp. 

44976 153 44076 168 

6804010235 Informs that util unable to establish hrm dales for completon ot work de- 
scribed In NBC Bulloiln 08-OO2.Ropt will now be provided by 880425 
TUCKER H B Duke Power Co 00/03/24. Document Control Branch (Document Con- 
trol Desk) 2pp 45031:119 45031:120 

8803210090 SuppI 1 to NRC Info No'ica 87-044, "Thimble Tubo Thinking is Westng 
house Reactors." Svc ksi and. 

ROSSI.C.E Division of Oporatfonal Events Assessment (Post 67041 IJ 68/03/26. 
Consoildalod Edison Co. of New York. Inc. 121pp 44995.126 44995 246 

8803220296 NRC Info Notice 80 010. "Malls Ifcensees Lack ol Mgt Controls Over Li- 
censed Programs." Svc list oncl. 

CuNNINGiIaM.R E Division of Induslrial S Med cal Nuclear Safety (Post 870720). 88/ 
03/28 ConsoTdatod Edison CJo ol Now York. Inc lOBpp 44995 247-44995 353 

8804070066 Forwards requast for addl mlo re ubl 860516.1 120 & 070216 responses to 
IE Bgllellh 05 003. "Motor -Ope rated Valvo Common Moda Feluros During Plant Tran- 
sients Due to Improper Switch Sellings." for response within 30 days. 

KEROT A n. Region 2. Olc ol Iho Direciot. 08/03/31. TUCKF.R.H8 Duko Power Co 
3pp 45030:351-45030 353 


8804190056 Application lor amends lo f.lconsos NPF-35, NPF-52.NPF-9 0 NPF* 
1 /.changing roqu tod sunroillanco Interval for ice condenser lower Inloi doors born cur- 
lom Irequoncies lo 100% insp ovory 18 months 

TUCKER.H D. Duke Powor Co 80/04/07 Oocumenl Control Branch (Oocumenl Con- 
trol Desk) 2pp 45197:044-45107 049 

-8804100058 Proposed Tecli Spocs.changing roquirod surveillenco Intonral for ice con- 
denser lower Inlet doors from current frequencros to 100% Insp overy 18 months. 

* Duke Power Co. 88/04/07. 4pp, 46107:046-45197 049. 

8804150067 Forwards Amonds 00 & 61 to Licenses NPF -09 0 NPF-17. 
respectively. Amends coriect Tech Spocs 3.1. 2.5 & 3.1 2 6 by increasing min vol ot bo 
rated water to bo maintained in boric acid storago sys. 

HOOD.O. Project Oiroctorate 11-3 88/04/11 TU<iKEn,H B. Duke Power Co 2pp 
45146 001-45146 012. 

-8604160096 Amonds 00 & 61 to Licenses NPF-9 & NPF- 1 /.tespoclively. cotrectlng 
Tech Spocs 3 12-5 & 3.1.2 6 by Increasing min vol ol botatod walei lo be msinlaineo 
in boric acid storage sys. 

CHOCKEfl.L Project Oifoctoiate 11-3 86/04/n. 7pp 45146:003-45146 009. 


8604120023 Ack receipt ol 880321 Hr inloiming NRC Ot steps taken to correct w.olations 
noled In Insp Repis 50-369/87-43 & 60-370/87-43. 

BROWNLEE VL Region 2. Otc ol the Diroctot 88/03/31. TUCKER.H0 Duko Power 
Co Ip. 45135 2B7-45136 207. 

8BJ41 10299 Fonwetds response to NRC Bulletin 88 001. "Defects in Westinghouse Cit- 
cull Bioakera “ 

TUCKER H B Duke Powor Co 06/04/05. Document Control Branch (Document Con- 
trol Desk) 2pp. 45154 001-46154:002. 

BB04120139 Forwards Insp Repis 6O-36O/80-O6 & 50 370/88 06 on 880307-11 A notice 

ol violation „ 

COLLINS O M Region 2, Olc of the Director. 88/04/05 TUCKER, H.B. Duke Power 
Co 2pp 45t22;l22-45l22:ia4 

"6804120142 Notice ol violation from Insp on 880307-i I Violation nolod: on 880306, li- 
censee failed to barricade A post high radiation area at Unit 2 pipe ctiase emranco in 
Room 647 on 716-It elevation. 

COILINS.O M. Region 2. Olc ol 1h« 0 rector 08/04/05 2pp 45122:124 45122:125 



in$pcct«<l ofgartaeiion S mgl ccrvo's.Ua n:ng & quaiil(cations. 0 iflefnai exposure con 
oof « dositnotry. inicfoai e»posi,te conooi & 114 

COLL'NS.Tfi Region ?. Otc Ol ihe Oi'eclcf SB/Oi/Ol 0pp. 45122 126 45*?2 134 

B604120IS4 Forwards Insp Repis 50-369/88 08 & 50-370r86 08 or* 6803l4'l8No v.o- 

HE?10T*Aa'R^ion J! OJc of |Fe O-rector 68/04/06 TUCKER.HB DuVe Power Co 
2pp. 45122084 45122 098 

-8804120160 Insp RopI 50-369/88 08 on 8880314 18 No v>:ol8t.ons or deviations 
noted Makjf areas inspeciod seismic monitoring, hre protection/provenlion 8 followup 
of licensee idenofied l£Hs 50-369/87-34 8 50-370/67-1B-0* ...ny non 

HARRiS,Jfl. Region 2. Ofc of ifie Di/eclof. 88/04/05 13pp. 45122 086 45122 098 

8804010256 NflC Info Notice 88-011. -PotenSal loss of Motor Control Cir 8/0' Sw ich- 

Ooardfuncuon Due 10 Faulty Tie Bolls "Svclisienci . aTn/..ii oami/n? 

ROSSI CE. Oivivor* of OporpiionaJ Events Assessment (Post 070411) 88/04/0/ 
Consolidated Edison Co of Now York. Inc I24pp 45406292-45407 051 

8804190056 Applcation (or amends to Licerises NPf-35.NPF-52.NPF-9 & NFF- 
I7,ch3ngtn9 xegutrod surveii'sncfl rnierval condenser lower in'ei uoors irofn cur* 

rerit (tegueneies to 100% msp every 18 monttis 

TUCKEB.liB Duke Power Co 80/04/07 Oocunteni Control Branch (Documenl Con- 
l/Ol Deski 2PP 45197 044-45197 049 


-8804190058 Proposed Tech Spocs.chang ng requ red surveillance rnicrval for Ice con- 
denser lower inlet doors Iron* current ftequcncies to t00% Insp every 18 months. 

• Duke Power Co 88/04/07. 4pp 45197 046 45197 049 


8804130260 Forwards Oiagrbostic Evaluawin Rep! 2 ot evetiraiion conducted onsite on 
871 130-121 1. Overall ponormance of plant was solid SALP Category 2 w/improv.ng 
pend Evatua'jon ol repi requested ^ . 

STELIO.V Otc of the Executive Director for Operatotts 88/04/08 OWEN.W H Duke 
Power Co 2pp 45103 016-45103 t43 

-8804 130299 OagnosliC Evatuation Rept 2 on 871 130 860108. 

SPESSARO.RL. Diagnostic Eva'uaton & Incidenl Ir.vesiigalion Urancl*. JORDAM.C l 
Office for Analysis & Evaluation of Operational Data. Di/octor. 88/03/06. t26pp 
45103 018-45(03 143 


8804150163 Responds to vfolalions noted m Insp Repis 50-369/88-04 4 50-370/68- 
04 Corrective actions procedure adherence bang discussed In instrumenl & clectncal 
crew meetings & Procedure OP/ 1 /A/6200/01 revised to place steps m order. 
TUCKER.H 0. Ouko Power Co 88/04/08 Document Control Branch (Documoni Con- 
trol Desk) 4pp 45131 337-4S131 340 

8804060370 NRC fnfo Notice 88 012. "Oveforeesing of Eiecfnc Motor Oeanngs ” Svc 
list onci 

ROSSf.C.E. Division ol Operalionai Events Assessment (Po-st 87041 1). 88/04/12 
(^nsoldaied Edison Co ol Now York. Inc 123pp. 45165 028-45165:150 


8804200473 Partial response to FOtA request re f-re proiecUon Forwards App E 
documents App 0 & E documents available In POR App F documenl compleiefy with- 
held (ref FOfA Exempuor* 5). 

GRIMSIEY.DII. Division of Rules S Records (Post 870413) 83/04/14 JONES.CR 
Att.lialion Not Assigned 6pp 45206 037-45206 043. 

-8B04200575 Provides status Ol Region II safe shutdown msp program. 

GRACE.JN Region 2. Ofc of ihe Director 85/05/13 TAYLOR.J.M. Ofc of Inspection 
& Enlotcemonl Director (820201 870413) 2pp. 45206 174 45208 175 


R. Periodic operating reporte & related correspondence 

6604050339 "Annual Environ Operating Rept tor 198/." W/880329 Itr. 

TUCKER.H B. Duke Power Co. 87/12/31 3pp 45061 146-45061:146. 

8804260381 "Annual Environ Operabng Rept 1 997 " W/660420 llr 
TUCKER.H 0. Duke Power Co. 87/12/31 I.OOOpp 45248 140 45251:048 

86042001S8 Monthly operating repts lor Mar 1988.W/6S0415 Itr. 
flEAVlS.JA. TUCKER.HB Duke Power Co 68/03/31 12pp. 45215:331-45215 342 


S. Reportable occurrences, LERs & related correspondence 

8804010151 lER 67-011-01 on 670Bl4.ho<d down boll discovered missing from missi'o 
shield blocks over reactor cavity Caused by Inadequate instructions Hole tedulied & 
bolls Installed S venEed in accordance w/approvod drawings.W/680328 IV. 
lEROV.SE . TUCKER.H.B Duke Power Co 89/03/25 8pp 45016 176-45016 183. 

88040101S4 LER 87-009-01. on 870702.react0r tnp breaker failed to aulomatlcally 
open.Caused by mechanical failure Breaker B-4 locally trippod 8 removed from 2RT8 
cubicle Breaker declared inoperable & secured from rod drop t ir.lng lesiW/680325 
lu 

LEROV.SE. TUCKER.HB. Duke Power Co. 83/03/25 15pp. 45016:193-45016 214 

8804130168 RO change ol commitment submitted re diesel ceneiator lurbochaiger rotor 
assembly leptacemcnl.Turbocharger inlet casings leptaced on all lour enghes w/new 
design Oye penetrant tesiitvg will continue to bo performed 

TUCKEfl.H.B. Duke Power Co. 68/04/04. Document Control Branch (Documenl Con 
Irol Desk), 2pp. 45132 354-45132 355 


lfUkF£fl^*"o^ Region 3. Ofc of iho Director. 60/04/06 REEO.C Ccmtronwoalii 
Edison Co. Ip 45163'353-45163 363 


8604250006 Revised omorgoncy plan impiemoniing p.'ocodoios.iiiciiid rg Rov 4 to L2P' 
1330-28 "Sampling Ol Process Wotets Coniain.ng Rarlioattivity ol ffgh Radabcn 
Samel no Svs ' & Rev l 10 L2P-133D 30. •Transfor ol Wasios (rom High Rad anon. " 
• Cn.-nmnniMr^allh Ed SOn Co 88/04/06. 47dp, 45239 254-45239 300. 


J. Insurance & Indemnity Information 

8804120216 Forwards Endorsement 20 1o NEllA Po'icy NF-294,Cndor60men1 16 lo 
MAELU Po'icy MF-12B.Endorsemonl 30 to NELtA Pol cy NP.277.EndOfson'.cni 22 lo 
MAELU Po'icy MF-l 14 3 Endorsomeni 194 lo N6LIA Policy NF-43 
OSTEflJ Comrnonwoa'ih Edison Co 88/04/06 DINIT2.I. Ollico ol Nucloor Reactor 
Rogu’alion Director (PosI 870411). 13pp 45080 030 45000 042. 


K. Utility Final Safety Analysla Report (FSAR) & amends 

8904220012 Forwards Rov 4 10 updated FSAR (cr LaSalle County Station Units I & 2 
ALLEN CM Commenwealth Edison Co 08/04/08 Oocumont Control Uratich (Oocu- 
meni Control Desk) 2pp 45227 21 7 45229 307 

-8804220013 Rev 4 lo updated FSAR lor LaSaKo County Station Units 1 & 2 
■ Commonwealth Edison Co 08/04/30 OOOpp 46227 210 45229 307 


P. Operating license stage documents & correspondence 

8003080126 Forwards safely ova'uaiion condilionally supporung proposed dosgrt of 
standby l•quid control sys consistent w/ fooulromonis ol 1 0CFFtSO 62 Va'uos orcoi- 
ceniraiion & solpoml should bn included In Toch Spec rov 

MULLER.DR. Project D.rocioraio III-2 88/03/01. flUTTERFIELD.L O Commoriwoalth 
Edison Co 4pp 44633.300-44633 316 

-9803080131 Safety ova'ustior* supporting standby liquid control sys consislonl w/ 
10CrR50 62 

• Pro)ecl Directorate 111-2. 8B/03/01 4pp 44033:313 44633 316 

8903080447 Forwards Amends 65 S 36 to Llcensos NPF-II & NPF-10. ruspoctivoly & 
safety evaluation Amends revise Tech Specs to |oi pump opurabiMy surveillarco & 
corrects lypos 

SHEMAMSKi.P Project Oifectorato lil-2 68/03/04. OUTTEnFiCLO.L CommonwoalU* 
Edison Co 2pp 44639 006 44630.020 

-8803090455 Amends 55 & 36 to Licenses NPF-11 & NPF-lO.rospociivcfy. roviarg 
Tech Specs re tel pump oporebifity surveillance & coirociinn typos. 

MULLER.DR. (*iO)ect DireclO/aie 111-2 8B/03/04 lOpp 44630:000-44639 017 

-8803080490 Salely evaluation supporting Amends 55 & 36 lo Liconsos NPF-11 & 
NPF-i6,fespeciively 

• Project Oireclorale 111-2, 80/03/04 3pp 44639:018-44630 020 

8903240426 Generic Llr 88-06 to e'l power reactor licanseos & eppUcanls ro romoval ol 
organ-zation cliarts from Toch Spoc oilminisirativo cor*lro1 roquironionis Svc I si o.'icL 
MIRAGLIA.F.J. Associate Director (or Projects (Poil 87041 1). 80/03/22. Cortsol dated 
Edison Co ol New York, inc 47pp 44972,107-44072 153 

8904060476 Inlorms that plant A-Modot scheduled lor oporallon on 880331 now pro|ecl- 
ed to bo operational by 660030 due to complexity ol program. 

JOHNSOn.I.M. Commonwealtb Edison Co. 88/03/30. DAVIS.A B Rug on 3. Ofc ol 
IhO Oireclor. Ip 45093.046-45093 046. 

8804130377 Forwards request for addi Into on allernalo rod Injocllon A rocircuioiion 
pump trip sys.por ul-l 870406 & 1023 lira ro Iniplomoniaiion ot ATWS tu‘o 
fOCFRSO 62 Response requested by 880420 in order to meal scheduled saloiy oval- 
uaiion dale 

SHEMANSKI.P Project Direciorate III-2 88/04/06. BUnERFlELD.L CommonwoaH*! 
Edison Co Bpp 45103 220-45103 227 

SB0406006B Goneiic Ltr 88-07 to power reactor licensees & applicants ro mod hod on 
forcemer*! policy concern'ng 10CFR50.49, "Environ Ouallficailor* of Electrical Equ'p- 
menl Important to Safely for Nuclear Power Plante " Svc 1.91 end, 

M(nAGLlA.F J. Associate Oifoclor for Projocis (Posi 070411). 80/04/07 Consolidated 
Edison Co ol New York. Inc 40pp 45164 237-45164:285 

88Q4280039 Forwards Rev SO to ('E-l-A. "OA Program for Nuclear Goneraimg Sio- 
lions '' Rovs be ng made to redect organizational changes. 

MOflGAN.W.E. Commonwoallh Ed.son Co. 88/04/18. Document Control Oranch 
(Document Control Desk) ip 45261:273-45261:299, 

-8804290069 Rev 50 lo "OA Program (or Nucloar Gonetntmg Staiions.” 

• Ccmmonweellh Edson Co CE-I-A R50 88/04/18, 17pp 45261 274-45261 290 


Q. Inspecllon reports. IE Bulletins ft correspondence 


8804270045 LER 88 001-01 or* 8601 <5. reactor trip on lo-lo Steam generator level 
occuried Caused by reducied main feedwater Itow alter pump tuib>no tripped on low 
condenser vacuum Plant siabi’ized ft vacuum inspecied/tepalred W/B80418 Hr. 
lEROY.S E . TUCKER.H.B Ouko Power Co 88/04/19. 8pp. 45321 071-45321 078. 


8803210090 Suppi 1 lo NRC Into Notice 87-044. "Thimble Tube Thinnng in Wostng- 
house Reactors." Svc list and. 

HOSSI.C.E Division of Operational Events Assessment (Post 870411) 88/03/28. 
Consohdaied Edison Co of New York. Inc. 121pp. 44995; 126-44096:246, 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medical, emergency ft Hre protection plans 


8803220298 NRC Into NoUce 86-010, "Malls Licon8ees:LacK of Mgt Conltols Over Li- 
censed Programs " Svc list end 

CUNNINOHAM.R.E Division of Industrial & Modical Nucloar Saloiy (Post 870729). 00/ 
03/28 Consol-dated Edison Co of New York. Ino 108pp 44095:247-44995:3S3. 


8804130162 Revised emergency plan implementing procedures.uvciuding Rev 6 lo L2P- 
1200-1. "Classiricallon For Generating Station Emergency Plan Conditions" Rev 0 to 

L2P-t250-i."A Model Operation" ft Rev 6 to 1.2P-I330, 'sampling . ' 

' Commonwealih Ed-son Co. 68/04/06. 62pp. 45146 267.45146 316 


8804060460 Foiwards request tor addi Into re util response lo IE Bullolin 85 003. 
"Motor-Operaled Valve Common Mode Failures During Plant Translonis Duo to Im- 
proper Switch Settings " Response requested within 1 month ol llr dale. 

GREENMAN.E G Region 3. Ofc ol the Oiroctor. 88/03/31. BEED.C. Commonwea'ih 
Edison Co 5pp 46007:073-45007;077. 


'2pP ‘’-09? "6 ‘>&032;128. 

fp Hep;s SO 373/83 04 & SO 374/68 04 on 380210 032S N’o violations 
• iio;odWa|0' aieas mspocicd' pro/ious msp liruings.oporaiioral 
Irainir.g.LEfis.ouiagos.iinil trips A nr-Ol niGOing, 

>• JV^iOn 3. Ofc o1 the O iocloi 88/04/04 I ipp 45C92 1 18 45002.128. 

tCtO '"‘o Nohco 80 01 1. "Polcnlial Loss ol Motor Contio! Cir S/or S%lcri- 
Djd lo faulty Tio Oofts “ Svc I si end 

vision 01 Oporalona! events Assossmont (Post 8/04 it), ea/04/07 
j^tJ-SOnCo 01 How York. Inc 124pp 4S40G.2D2-45407 0SI 

^vards Safety Insp Hopts 60 373/08 06 S 50-374/88 06 on 083Dl4 t8 
^|3'*on Most si^iticanl obsorvalions itiado by inspectors l.stcd 
I J Director. 80/04/00. Fff.ED.C Comrror.woalth 

45(53 00t-451SJ Ot3 

^ctico ol w.clahon (row Insp on 833314 ift Violations noted 64 dscrep- 
^eio open greater than 00 days & inctiidoiJ p.'obiorns w/insltumonls out 
nonsafoty related pans :n safoly related sya 
j j noQ'on 3. Otc of Ih© Director 08/01/08. Ip 45153 003 45153:003 

,„SP Repis 50 373/88 06 & 50 374/60 06 on 80031410 Vio’ations 
inspocted maini activities & liconsee actions on previous msp Inti- 
to CO ncido w/plannod outa-qo 

I lOUlES.NC . J/\(JLONSKI.F J. Region 3. Otc ol the Oioclor 88/04/08 
.^^4*45153 013 


f^C Info No; CO 88 012, "OvcigioasinQ ol Electric Motor Ooarinos ” Svc 


rEirA “A" PSaR tor laSaf© Cotniy Stat on Units I & 2 

ALL EH. CM Corrmonwuallh Eil.SOn Co 89/04/00. O0:.uir.e.nl Ccrtrol Dranch (Docu- 
mont Centre ( Desk) 5pp 46227 21 7-45228 337 


‘•8834230013 Rov 4 to updated FSAFl lo.* iaSa le County Station Units 1 8 2 
Ccntino/ '.wealth Edison Co 68/04/30. SOSpp 45227 2l 9 45220307 


P. Operating Hceriae alaga ctoeumantB A co/reapondenco 


8803000125 Forwards safoly ovatuaimn condit onaily si.pporti'ig p-oposod desicn ol 
standby iquui conlrol sys consistent w/ fesui'ontenls ol lOCFflSO 82 Values ol con- 
CdnifQt'On a soipo ni <ihou*d i>o ircludoJ n Tech SpDc tov 

MUILER.DR Pro.oci D.'ecio.alo 111-2 80/03/01 OUTlERr.ELD.l O Ccm-nonweailh 
Edison Co 4pp 44633 305-44633 316. 


Safety oveluo5cn suppetting siaruby liquid coiitot syS conystor.! w/ 
• Project Ol-o etc rate 111-2 06/03/01 4pp 44633 313-44633 316 


8803580447 Forwards Amends 55 S 36 lo Llcensoa NPF it & NPF-io. rospectivolv & 
cormets {f* *^^^*”^*'^* Tw:>i Specs re |ot pump cporabi'ity s-j.-voianco & 

SHEMAN^I.P Ptr^oct Oi'ocjorafo III 2 00/03/04 BUTTERFIELO.L Commonwoalih 

Edison Co 2np 44630 006 44639:020 ^umnunweaiiii 




------- — ............. Mrr 1 1 a «Kt--io.re 

opsrab lily surve I'anco & corrocl.ng typos 
MULIEH.O.R Pro.OCI Oiroctcrato 111-2 88/03/04 lOpp 44630 008-44630:017 


l^^ivision ol Operntional Events Assossmunl (Post 870411). 68/04/12 
I Edison Co of Now York. Inc I23pp 45165 020-45165 150 

ofibni's p!ai3 discussed on 880414 botwoon H Biss & G VanSekfa ro 
£>506 meoting vv/ut I to discuss response to JC Ou'fot n 05003 
E G Region 3. Ole ol Iho Director 00/04/18 REEO.C Commonwealih 
pp 45251:120 45251121 

Ofvrards Saloiy tnsp Hopla 50 373/88 06 & 50-374/00 05 on 680352- 
3 05 noted. 

3 Region 3. Ole of iho Director 88/04/19 REEO.C Co.TmonwooIlh 
p|l 4S254 30|.-t525-l3l2 

osp Repis 50-373/00 05 & 60 374/88 05 on 080302- 10 No violai ons or 
noted. Major areas mspaciod cliomlsiry program Incljdmg 

rpar»iral.on.lra(ning & reactor sys water QC conlrol programs. 

ER.MC. house. JE Region 3. Ofc ol tho Daoctor 60/04/ ie tOos 
5264312 


e rating reports & related correspondence 

tv ron protection plan annual oporat ng ropt (or 1087. 

3 J. Co/nmonwoallti Edison Co 08/03/25. OAVIS.AQ Ron. on 3 Olc ol 
Opp 45021 235 45021:240. 

anthly oporat-nd ropis lor Mar 1900 W/8004 10 lit. 

l.SJJ. UIEOERIch.G J. Commonwoalth Edison Co 86/03/31 GO'-o 

» 861.113 


occurrences, LERa & related correspondence 

= R 88-002^0 on 889316,Typo B 4 C lolel loakogo oxcoedod 0 6 La 
»tG testing Cause ondotornimod Volvos ropa rod as necassaty W/aB04l5 

^•COEfllCH.Gj Commonv/oBlih Edison Co 88/04/15. 4{;p 452)8 086 


‘“•tilnatlons 


.0803080460 Saloly ovaluason supporting Amords 65 & 36 lo L-conscs N^F-tl A 
NPF- ta.respfrci.vely. 

• Project Di-cctoiato III ? 88/03/04 3pp 44639 018-440391)20 


8803240426 Goronc Lit B8-C6 lo all powo' lascfO' Iconsooa 3 etn^lcatts to rerneva) Ol 
o.'g3n^aiion chans Irom Toch Spec adThstratiVO control tcqclro.iienls Svc nsl end 
MIRAGUA.F,J Assoclaio Oirocior lot Projects (Post 0704111 06/03/22 Conso'idaied 
Edison Co ol Now York. Inc 47pp 44972 107-44972 153 


8804060470 Inloims that ptant A-Modal schou'u’cd for opoiabcnon 680331 now ptoiact 
ed to bo oporai'onal by 080630 duo to cornptenty of progfa-n 
JOH.VSON.I M. Commonwealth Edison Co 86/03/30 OAVISAB Rccion 3 0‘c cl 
IhoOiOCtor, Ip 45093:046-45003:046. " 


8604 13 0377 Forwards request lot addi ‘nio on aliernato rod injocuon A recirco'atcn 
syspor util 670406 & 1023 Ills re Imp'ornenlaion ol ATWS lu'o 
IOCFR6O.02 Hosponse requostcU by 800420 is otdor lo moot ncltcdu'od safoly oval- 
uaiion dalo. 

SHEMANSKI.P Project Oi.-ocloraio 111-2 88/04/06 BUTlERFIFLOt. Cormtcr.woallh 
Edison Co. Opp 45103 220 -15103 227. 

8004080008 Gonofic Ltr 88 07 lo powor fonctor licenseos A app'icants re modJiod on- 
lorcoir.onl policy concerning iOCFRSO 49. •Er.v.io.i Qualdicatlon ol E'ectneal Eculp- 
menl Imporlanl to Saloty for Nuclear Ponor Plants " Svc list end. 

MinAGHA.F.j Assoe/alo Dirocloi lot Prciocte (Post 8704111 63/04/0? Co.n5olda'od 
Eo-son Co 0* New Yo/k. Inc 49pp 4516-4 237-45164 285 

8304260(^9 Forwards Row 50 to CE-l-A, "OA Program tor Nuclear Gone-aing Sla- 
lions.' Revs bo-ng mode to rotlecl o'gati rqi-ona' charges 

WORGAN.W.E. Commonwoalih Edison Co 68/04/18 Document Control B'anch 
(Oocumont Control Desk) ip 45261:273-45261299 

••88042B00B9 Rov 58 to "QA Picatam for Nuclear Goneiai.ng Stabons " 

‘ Commonwealth Edison Co CE-t -A R50 80/04/10 I7pp 45261274-45261209 


Q. Inspection reports, IE Bulletins A correspondence 

8803210090 Suppl i to NRC Info Notice 87 044. -TFimbie Tuba Inmno n Westing- 
house noacicis. " Svc list end 

ROSSl.CE Oivison of Oporational Evonts Assossmeni (Posi 878411) 68/03/20 
Consolidated Edison Co. ol Now York, inc i21pp. 44995 1 26 44995:246 


j^onds 10 FOIA roquosi lor Into to scoios ol roectci oporolora A 960=0/ 
*ors Forwards requalif calion exam summary source shoots kstod In oncl 
' ^ privacy into dotolod, 

.H Division ot Rules A Records (Poel 070413) 83/94/19. BOLEYK 
s Critical Mass Energy Project 2pp 45213 C03-452 13 095 

^ckago ol NRC sdntinislorod roquallhcaUon exam resu'is summary, 
flailed AUihaiion G/von 87/07/20 flOpp 45213 007-45213 005 


LASALLE COUNTY STATION. UNIT 2 


emergency A tire protection plans 


^jsod emergency plan implomcnt ng prot:rMlutOs.lncludmg Rev 6 lo L2p. 
•**iC8lton For Generating Station Emergency Plan Conditions" RovO to 
^ Model Oporoiion" A Rov 6 to LZP-1330. 'Samp'ina . ■ 

'""h Edison Co 88/04/06. 52pp 45146 267-45146 318 


fCi 

that utft 880330 submilial «e scope & objectives for 860616 

; Region 3. Olc ol ibe Oirocior 60/04/06 HEED.C Commonwealth 
• <5163 353-45163 353 


emeroency plan implomenting proceduros.lncluding Rev 4 lo 1.2P- 
>. hhng ol Piocess Waio/a Coniaihing RadioacUvity ai Htoh Radiaifcn 
Rov 1 to L/P-1330 30. "Transler ol Wastes Irom h gh Radiation '■ 
•'h Edison Co 88/04/06 47dd. 45239:254-45236 300, 


8803220296 NRC Info Notice 88 010. ’'Matls LiconsoostLack ol Mai Coniro's Over 1 1- 
consod Programs" Svc list encl. 

CUMNINGHAM.R E Oivjsio.i ot Industrial A Mod cal Nuclear Saioly (Post 670720) 88/ 
03/28. Consolidaiod Ediso.! Co ol Now York, Inc. lOQpp. 44905 247-44995 353 

8804060460 Forwards roquest tor add inlo re uiil response to IE Ou'loim 85-003. 
"Motor Op ora lod Valve Common Mods Fai'u-'es During Plant Transionis Duo lo tm 
proper Swilfh Sotl ngs " noiponso roqwesicd wilhn 7 month o' Id dele 
GREENMAN.E.G Region 3, Ofc ol the Oirecio' 60/03/31 REEO.C. Commonwea’lh 
Edison Co. 6pp. 45007 073-4500/ 077 

8804080027 f onwards Saioly Insp Repis 60-373/6a-04 A 60-374/8a-04 on 880210- 
0325 No violations noted 

FORNEY.WL. Region 3. Olc of tho Director. 60/04/04 REEO.C Commonwoaitn 
Edison Co. 2pp. 45092. 1 16 45002 1 28 

-6804080030 Insp Ropts 60 373/83 04 A 50-374/68 04 en 880210 0325.No violafo.is 
or dovlelions noledMaJor areas inspected p.*ev:ojs msp firdinns cporational 
saloty.su/voiltance. Ueining.lEHs.-oulagos.umi trips A rngi rr.oeling 
RING.M A. Rogon3, Olc ol (ho Director 60/04/04 I ipp 45092:116-45092 128. 

8804010266 NRC Inlo Not ce 88-01 1, "Poteniial Loss ot Motor Conlrol Ctr A/cr Swildi- 
boatd Function Duo to Faulty Tio Boils '* Svc list oncl 

ROSSl.CE Division ol Ceeroiional Events Assessment (Post 870411) 89/04/07. 
Consolidated Edison Co of Now York, Inc i24pp. 45406:292-45407:051. 

0804160005 Forwards Saioly In&p flepis 50-373/86-06 A 60-374/08-06 on 600314 18 
a note© ot violation Vest siqmticant observations mad© by inspeclors ssled 
HARR(^N.JJ Region 3. Ofc ol Iho Director 88/04/08. REEO.C. Commcnweallh 
Edison Co. 2pp 46153 001-45153 013 


—8.804150008 Nciico ol violation hom in^p on 8B(}3l4-1B.Violal-on3 noted: 64 dsciep- 
ancy locoids v»«te opan groalor than 90 rfaya & Inclodad problems w/msiruments out 
ot caiib/ S ins'a'laiion of nonsate'.y related parts in safety •related sys 
HAnR‘SON,JJ. flegiOn 3. die oi the Drector B6/04/0B Ip. <t5l53./)03'45l53003. 

-8804160009 Insp Repts 50 373/68 06 8 50 374/68 06 on 880314-18 Violations 
noted Major areas mspocled maml acIrviNos & licensee actions on previous Insp lind- 
ings sctied-j’ed io coincide w/pianned outage 

EICK.S.D., CHOULES.N.C , JABIONSKI.P J Region 3. Ofc Ol the Director 68/04/06. 
lOpp 45IS3 004 45153013 

9894060370 NRC Into K'olice 86-012. "Overgreaslng of Electric Motor Bearings " Sve 
lislenci 

HOSSI.C E. Division of Operational Events Assessment (Post 670411). 88/04/12. 
ConsoiKlaied Edison Co. olNew York, inc. I23pp 45165:020-45165:150. 

8804250328 Coninms plans discussed on 680414 between H Bliss & G VanSicMe ro 
upcoming 860506 rr.eelmg w/olii to discuss rosponso lo lE Bulletin 85 003 
GnEF.NMAN.E.G. Region 3. Ole of ihe Direcior 66/04/18 REED.C Commonwealth 
Edison Co ?pp 45251:120-45251 121 

880426006B Forwards Salety Insp Repts 50-373/86-05 S 50 374/80 05 on 6B0302- 
i0.No violations noted 

Shafer W.D negon 3. Oic ol the Direclot 88/04/19. REED.C. Commonwealth 
Edison Co. 2pp 45254:301-45254 312 

-B80426007t Insp Reels 50-373/8a-05 & 50-374/88 0 5 on 660302-10 No violal-'ons Of 
doviairons notedMajor areas inspeclod: chomisiry progr 8 m.includin 9 

pioceduros organization.ltam ng & reactor sys water QC control programs. 
SCHt/MACHER M C . HOl/SEJE Region 3. Ofc of Uio O rector. 68/04/10 tOpp. 
45254 303 46254 312. 


R. Periodic operating reports & related corresponcfence 


8804070326 Environ protection plan annual operating rept tor 1687 
OIEDERICH.G J. Ccmmonweallh Edison Co. 88/03/25. 0AVIS.A.B Region 3. Ole o( 
the Dreclor 6pp 45021:235 45021:240. 

9804140330 Monthly operaVng repts for Mar ld88.W/6604l0 Hr 
SAMOLINSKI.SJ.. OIEDEffiCH.G,J Commonwealth Edison Co B6/03/31. 36pp 
45151 277-45161 313. 


S. Reportable occurrences, LERs & related correspohtfence 


9904040201 PNO 111-88 0163 on 880316.augri)enied insp team dispatched to site to 
rov.ew events re 880309 dual recirculation pump trip lollowed by loss of loedwalet 
heating rnsullmg In reactor scram Unit rosiartod on 880318 vv/o litdher problems. 
RING.M.. fORNEY.W Hogien 3. Ofc of ihe Direcior 88/03/25 2pp 45079:105- 
450/9 106 

8994050267 Summary of OpetaUng Reactor Events Meeilryg 86 012 on 880322 List Ol 
altcndeos.discusslon of events & rept-lo-date of long term loilowup assignments ^ 
summary reactor scrams end. 

LANNiNG.W. Events Assessment Branch. 88/03/29. noSSI.CE, Division ol Oper- 
at onal Events Assessment (Post 8/04 1 1) 13pp. 45017;292-45017:304. 

9904050374 I GR 66 001-00 on 630302.28 diesel generator cooling water pump failed to 
auto start Caused by contact (5-6) ol relay 2E22-K16 being pitted & out ol 
al.gnmenl Pitied 8 misaiignad contacts cl8aned.butnished & reairgned.W/660331 11r. 
SAMPSOM.P., DIEOERICH.G J. Commonwealth Edison Co. 88/03/31. 5pp, 
45045 224 45045226. 

8904080047 LER 68 002 -00:00 a80303.Group 10 Isolation occurred white performing in- 
strument surveillance test Caused by failed contact on test switch Test switch 
replaced, tested & returned to operatton.W/680401 Itr. 

JACKdN.N.W.. OieneRlCH.GJ Crammonwealih Edison Co. 68/04/01. 6pp. 
45093 163 45093 167. 

8804140127 LER 88-003 00 on 8B0309. reactor scram on neutron Ouk high Irom APBMs 
occiiried due to neutron flux oscillatlort Caused by personnel enor (or initial transient 
A procedural Inadeowaiw lor scram Personnel counseled. W/ 86040 7 Itr. 

RICHTEH.M.H . OlEOERlCH.G J. Commonwealth Edison Co. 88/04/07. 6pp. 
45163 335-45163.340. 


V. Operator Examinatlona 

B8042500B9 Responds to FOIA recuesl lor Info re scores of reactor operators & senior 
reactor operators Fooivards requaitHcalron exam summary source sheets listed In end 
app w/personat privacy info deleted. 

GftiMSLEY.DH Divis'on ol Rules & Records (Post 870413) 68/04/19 BOLEY.K 
Public Citizen's CnMcal Maas Energy Project. 2pp 45213:003-45213:095. 

— B804250t07 Package of NRC administered regualilicaiion exam results summary. 

‘ NRC • No Detailed AlfitiBlion Given. 67/07/20. 68pp. 45213.007-45213:095. 


DOCKET SO-375 NUCLEAR EXAMINATION REACTOR 


P. Operaling license stage documsnls A correspondence 


B8032601B4 Informs of relocalion of NRR lo Rockville.MO.OHictal mailing address still 
remains same & project managers have new locations & phone numbsrs.TS Michaels 
still lead project manager for faciHly & A Adams will serve as backup. 
RUBENSTEiN.L.S. Slandardizatton & Non-Power Reactor Project uireciorate. 88/03/ 
18. Affiliation Not Assigned. 3pp 44856 322-44656:324. 


DOCKET S0-3B2 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency A fire protection plane 

8804040107 Revised emergency plan Implementing procodures.includ ng Rev 13 to EP- 
2-010, ■‘Notilication & Communications" & Rev 10 lo EP-2-130. "Emergency Team 
Ass gnmenis ■’ W/080328 Itr. 

BURSKI.H.F Louis-ana Powers LighI Co 88/03/28 63pp 44969 173-44969 254. 

8804079127 Forwards marked-up Pages 1-2 & 7.7 ol Rev 11 to emergency 
pfen.chsngir^g localion ol corporate command cir as listed. Change does not doorcase 
ellectivenoss ol plan based on review ol lOCFR60.64fc). 

BURSKI.R.F. Louisi'arra Power S LighI Co. 68/04/04 Document Control Branch (Doc- 
ument Control Desk) Ip 45092:101-45092; 103 

-8604070186 Markoc1-up Pages 1-2 S 7-7 ol Rev tl to Waterford 3 Steam Eleciric Sta- 
tion emergency plan. 

' Louisiana Power & Light Co 88/04/04 2pp 45092: 102-45062: 103 

8604070207 Advises that exercise objoclivos meeling scheduled lor 080523 to discuss 
861012 emergency exercise objective prior lo submittal lo NRC & FEMA. 

BURSKI.H.F. Louisiana Power & Light Co. 80/04/04. Oocumont Control Branch (Doc- 
ument Control Desk). tp. 45075 035-45075 035. 

8804200333 Forwards "Final Radiological Emergency Preparedness Exercise Rept." did 
680122 re util 87|014 exercise No deficiencies idenlilied Approval granted under 
44CFR350 on 850715 remains In elloct. 

CALLAN.L.J. Region 4. Oic ol the Director. 88/04/14 DEWEASE.JG Lous-ana 
Power & Light Co. 2pp. 452(8,165 45218 203. 

8804160291 Foiwards "Waterlord 3 Nuclear Unit Safety Inlo, Plans to Help During Emer- 
gencies." lor Info & use. Booklet recently dlslribuled to general public In area Of 
planl.W/one oversize end. 

BURSKI.R.F. Louisiana Power & LighI Co. 88/04/16, Document Control Branch {Doc- 
ument Control Desk). 9pp. 45225.260-45225:267. 


I. Financial inlormatlon 


8604260103 Forwards annual repts lor 1987 lor Louisiana Power & Light, tnc.New Orle- 
ans Public Sve Co & Middle South Utils.Inc 

BURSKI.R.F. Louisiana Power A Light CO 68/04/19. OIKce of Nuclear Reactor Regj- 
lalion, Director (Post 87041 1) ip. 45236:205-45237.076 

-8804350109 "Louisiana Power & Light Co Annual Rept, 19B7." 

CAIN.J M Louisiana Power & Light Co. 87/12/31. 52pp 46236:280-45236 .340. 

-88042501 1 1 "New Orleans Public Sve Inc Annual Rept. 1987." 

CAIN.J.M. Now Orleans Public Senrice Co. 67/12/31. 44pp. 45236 341-45237:024. 

-8804250116 "Middle South UDls.lnc. Annual Rept. 1 987 " 

LUPBERGER.E. Middle South Utilities. Inc 87/12/31. 62pp 46237:025-45237 076 


J. Insurance A Indemnity information 

6803310104 Forwards documentation Irom AN1 & Electric Insurance.Ltd. evidencing 
preseni coverage Ir* etlecl for onsite property damage insurance. 

BURSKI.R.F. Louisiana Power & Light Co. 88/03/28. Document Control Branch (Doc- 
ument Control Desk). 5pp. 44996:084-44996.088, 


P. Operating ticenee alago dooumant* A correspondanoe 


8803240426 Qenerto Ltr 88-06 lo all power reactor licensees & applicanls re removal el 
organizallon charts from Tech Spec administrative control reguiremonis.Svc list end 
MiRAGLIA.F.J. Associate Director tor Projecls (Post 87041 1 ), 88/03/22 Conso'idaied 
Edison Co. of New York, Inc. 47pp. 44972:107-44972:153. 

8803300241 Application (or Tech Spec Change Request NPF 38-75 lo License NPF-3e 
re (Ire deiecilon inaiiumeniailon Fee paid. 

DEWEASE.J.G. Louisiana Power A Light Co. 88/03/22 Document Control Branch 
(Oocumenl Control Desk). 6pp. 44976:278-44976'283. 

-8803300242 Proposed Tech Specs re lire deieotion Inslrumentation 

* Louisiana Power A Light Co. 88/03/22. 9pp. 44975:264 44975:292 

8603300176 Application lor amend to License NPF-38, changing bases section o( Tech 
Spec 3.5.2, ' ECCS Subsystems." 

BURSKLR.F. Loulstarra Power A Light Co 89/03/24. Document Control Branch {Doc- 
ument Control Desk). 3pp. 44961:067-44961.073. 

-8803300160 Proposed Tech Specs re ECCS. 

* Loulslarra Power A Light Co. 68/03/24. 4pp. 44961:070-44961:073. 

8603310009 Forwards control wiring diagrams lor 4.16 kV 3B3-S bus undervoUage 
reiays.Diesel Generator B engine control inlertace A Sequencer B. 

MEISNER.M.J. Louisiana Power A Ughl Co. 68/03/26. WIGGINTON.D L, NRC • Ko 
Detailed Altllialion Given. 0pp. 44965:1 14>449e5:116. 

8B033I028S Application for amend lo License NPF-SB.revisIng Tech Spec 3.1.2 9 lo ro- 
uire plant operators lo leolale unboraled primary makeup to RCS when In Modes 4 A 
in order lo minimize potenlial lor boron dllullon event. 

DEWEASE.J.G. Louisiana Power A Light Co. 66/03/25. Oocumenl Control Branch 
(Document Control Desk). 7pp. 46008:^9-4SOOB;251. 

-8803310268 Proposed Tech Spec 8.1.2<0jnoorporatlng controls lo require plant opera- 
tors to laolale uriborated pflmary makeup tO' RCS when lit Modes 4 A 6 lo minimize 
potential lor boron dilution evdnl. 

' Louisiana Power a Light Co. 88/03/26. 16pp. 46008;236-4 6008:251. 


DOCKETED ITEMS 145 


6603310171 Application toi amend to License NPF-Sd.reauosling change to Tech Spec 
bases section to beitei (efieci conirol room air conditioning sys design.Fee paid. 
BUfiSKI.R F Louisiana Power & Light Co 8B/03/28 Oocument Conlrot Blanch (Ooc- 
ornent Control Desk). 8pp. 44964.063-44984:073. 

-6603310173 Proposed Tech Spec change to bases section to bolter rollect control 
room air conditioning sys design 

* Looislana Power & llgbl Co 88/03/20 4pp 44964.071.44964 07a 

66040400S7 Application lor amend to License NPF-GB.consisling of Tech Spec Change 
FlequesI NPF-38.77.fevislng Tech Spec 6.5. 1.6, "Plant Oporailons Review Comrnit- 
lee ' 4 adding Spec 6 5.3, ’Technical Rovtow." Fee paid 

DCWEASE.J.G. Louisiana Power & Light Co 88/03/29 Docomenl Contio) Branch 
(Document Control Desk) 6pp 44970 0S9 4 4970 074, 

— 86O4049061 Proposed Tech Spocs.rovising Tech Spec 6.5 1.6. "Planl Operations 
Review Committee & adding Spec 6. 6. 3. "Technical Review." 

* Louisiana Power & Light Co. 88/03/29 lOpp 44970 066 44970 074 

6804080247 Forwards Amend 34 to License NPF.36 & safety rsvatualion. Amend revises 
Toch Specs by adding requiremenl to have two emergency core cooling sys subsys- 
tems operable when average temp ol RCS exceeds or equals to 500 F. 
WiGGINGTON.O.L. Project Directorate IV. 88/03/30 DEWEASE.J Q Louisiana Power 
& Light Co 4pp 46066 001-45065 030, 

—6604080260 Amend 34 10 License NPF.36, revising Toch Specs by adding requiremenl 
tor having two emergency core cooling subsystems operable when average RCS temp 
exceeds or equals to 500 F. 

CALVO.J.A Project Directorate IV. 00/03/30. 1 tpp 45065:005.46066 016 

-6604080361 Saiety evaluation swporting Amend 34 to License NPF-38. 

* OKice of Nuclear Reactor Regulation. Director (Post 870411). 88/03/30. 3pp. 
45065 01 6-45065;038 

r 8604110003 Forwards SER accepting util 631104 & 15 responses to Generic Hr 63.28 
concerning programs lor oqulpmenl for ctassiflcatlon ol all saioiy-retated 
componenls.Technical evaluation rept also end. 

WlQGINTON.D L Project Directorate IV. 88/03/30 OEWEASE.J.G. Louistana Power 
& Light Co, 4pp. 45071:044-46071:073 

-880 4110004 SER accepting util proposal re Item 2 2.1 of Generic Lir 03.28 concerning 
equipment classllication programs for all saloly-rolated components. 

* Project Directorate IV. 88/03/30. 6pp. 4507f:04B-45071:073. 

8804060302 Application lor amend to LIconso NPF.38.consi8ting ot Tech Spec Change 
RequesI NPF.38.76 Amend revises suiveittanca requirements lor hydrogen 
arialy7ers. During Apr 1988, refueling outage hydrogen analyzors will be replaced. 
OEWEASE,J,Q Louisiana Power 6 Ligm Co. 88/03/31. Oocumom Conirol Branch 
(Oocument Conirol Desk). Spp 45034:176 46034:182. 

-8604060306 Proposed Tech Specs consisting of Tech Change Request NPF-38.78 re 
hydrogen analyzers 

* Louisiana Power & Light Co. 88/03/31. 3pp. 45034:180-46034:182. 

6604060206 Forwards Amend 35 to License NPF.38 & safety evaluation. Amend 
changes Tech Specs by revising shutdown cooling flow to 2,000 gpm at 376 h after 
reactor shutdown. 

WfGGfNTON.O L. Project OitectaiaM IV. 88/04/Ot. DEWEASE.J.G Loufsiana Power 
& Light Co. 4pp. 45064:337-46064 348 

-6604080221 Amend 35 to License NPF-38,changlng Tech Specs by revising shutdown 
cooling How to 2.000 opm at 376 h after reactor shutdown. 

CALVO,J.A. Project Direclofalo IV. 88/04/01. 6pp. 45064:34 )-45064;346 

-6604060229 SateW ovalualion supporting Amend 35 to License NPF-36. 

* Office ol Nuclear Reactor Regulation. Director (Post 870411), 80/04/01. 3pp. 
45064 346-46064:348 

8804110166 Forwards Revs 4 & 6 to "Pump & Valve InservIce Test Plan." Rev 5 con- 
tains typo which will be corrected In nexl rev. 

BURSki.R F. Louisiana Power & Light Co. 88/04/04. Document Control Branch (Doc- 
Untenl Control Desk). 11pp. 46146:034-46146:034. 

8004110166 Responds to Qer^erio Lir 88-03 re implemenieiion 0 maint of procedures to 
reduce probabllrty ol auxiliary foedwater pump failure due to steam blnding.Surtace 
mounted thermometers on purnp discharge lines Inslalled & ptoc^uree Implemented. 
BURSKI.R F. Louisiana Power a Light Co. 80/04/05. Document Control Branch (Doc- 
ument Control Desk). 2pp. 46136.076-46136:077. 

6804210376 Forwards Technical Evaluation Rept EQQ NTA-7603. "TMl Acllon • 
NUflEQ-0737 (11.0.1) Relief & Saleiy Valve Testing, Waterford Steam Electric 
Slaiion.Unit 3." UbI response acceptable based on results of review. 

WiGGINTON.O.L. Project Directorate IV. 88/04/06 OEWEASE.J.G. Louisiana Power 
a Light Co. 4pp, 46191.294-46191:317. 

-8710140346 "TMI Acllon-NUREQ 0737 (11.0,1) Relief & Safety Valve Testing Water- 
lord Steam Electric Siailon.Unll 3," technical evaluation rept. 

PACE.N,E.. FINEMAN,C.P. EGAG Idaho. Ino. (subs, of EGaO, Inc.). PACE.N.E. Idaho 
Nalional Engineering Labofatory. FIN A e492. EQQ-NTA-7063. 87/09/30. NRG - No 
Detailed AttiDatlon Given. 20pp. 46181:298-46191:317. 

8804140275 Requests addi Into to comptela review ot licensee response to Generic Lir 
83.29,ltem t.2.Respon$e found to be Incomplete in three areas evalualed.Appear8 
that needed info on lacillly could be obtained by lelcon, 

W(QGINTON,O.L Prolocl Directorate IV. 88/04/09. DEWEASE.J.Q. Louisiana Power 
a Light Co. 4pp. 461 18:267.461 18:276. 

8804060088 Generic Lir 88-07 to power reactor llcenaees a applicania re modified en- 
forcement policy concerning 10CFR60,49, "Environ Ouailfication ol Electrical Equip- 
ment Impoiiant to Safety for Nuclear Power Plants." Sve list encL 
MIBAGLIA,F,J. Associate Director for Projecis (Post 870411). 88/04/07. Consolidated 
Edison Co. ol New York. Ino. 40pp. 46164:237-45164:285. 

8804130342 Forwards revised Atlachmenla 2 a 3 to updated OA program 
description.FSAR Chapter 17.2 lo aid In review. 

BUfiSKI.B.F, Louisiana Power a Light Co. 86/04/07. Document Control Branch (Doc- 
umeni Control Desk). 8 1pp. 46146:183.46146:263. 


6604180155 Forwards saleiy evalualion supporting ui>l 8-40229 & 870/07 fits re natural 
circulation cooldown tests performed at plant Util domonstraies contormanco w/ Tech- 
nical Position R5Q 5.1. "Design Requ roments ol RHR Sys." 

WIGGINTON.D L Project O.foctorate IV 68/04/08 OEWEASEJG lousiara Power 
& Light Co 4pp 45149 097-45149 116 

—8604160171 Safely evaluation suporling natural circulation cocldown tests performed 
at plant.pat uW 040229 A 070707 ttrs.per Suppl I to t>HJftEG-<}7Q7 
• Olfice ot Nuclear Reactor Regulation. Director (Post 870411). 88/04/08 3pp 
45140;IO1-45149:IO3 

-6804060231 "Technical Evalualion Ropi lor Natural Circulalion.Boron r/ixing A Cool- 
down at Waterford Unit 3." 

JO.J.tl.. PERKINS.K.R. Brookhavon National Isboratory. FIN A-3B43. 80/03/31 
Ofiice ol Nuclear Reactor Regulation, Director (Post 8704 ii) 2lpD 45149 104 
45149:116 

8804220126 Requests that util tomil leo lor 690303 spplical on tor exerrpten horn le- 
qu’remont to terminate Type A containment leakage test lo' conditions listed in Sec- 
tion III A 1(a) ol lOCFRSO.App J 

DIGGS.RM. License Foe Management Branch 88/04/15 COOK K.W loi-isiana 
Power a Light Co ip 45200360-45200:360, 


O. Inspection reports, IE Bulletins A correspondence 

8804160224 Forwards "i907 SALP Progress flept," lor current SALP ratng period lor 
Feb 1987 - Jul lesa.Rept will bo supplemenlod w/ review cl outage activities lollow- 
Ing compiollon ol outage 

DEWEASE.J.G Louisiana Power A light Co 99/03/24 MARTIN.R.D Heuo.n 4. Ofc 
ot the Director. 2pp 451 29; 162.45129 210. 

-8B041 10270 "1987 SALP Progress Rept * 

• Louisiana Power a Light Co 89/03/31 58pp 45l29:i04-45i29 2l9 

B804D60117 Advises that contractor review ol inseivlea insp program through Rev 2 A 
NRC review ot dilferences between Revs 2 a 3 submitted by 871120 Hr 
COmplete.Safoly evaluation shou'd bo Issued before end ol tefueLng oulege n Apr 
1999 

CALVO.J A Project Directorate IV. 08/03/25 OEWEASE.JG Louisiana Power 8 
Light Co Spp. 45029.088.45029,073. 

6803210090 Suppl 1 to NRC Into Notice 97 044. "Thlmb'o Tube Ihnning in Westmg 
house Reactors." Sve list end. 

ROSSI.C E. Division ol Operational Events Assessment (Post 870411) 08/03/28 
Ck>nsolldated Edison Co. of New York, Inc. 121pp. 44995:126-44995 246. 

8803220266 NRC Into Notice 8B-0t0, "Matts Licensees. Lack ol Mgt Co.'iirols Over Li- 
censed Programs " Sve list end. 

CUNNINQHAM,R.E Division oi Industrial A Medical Nuclear Safety (Post B70729). 88/ 
03/28. Consolidated Edison Co ol New York. Inc lOGpp 44995 247-44995 353 

8804110260 Responds lo NRC Bulletin 88-001 re defects h Wostir'.qhouse c-rcuit 
breakers.Ulil does not use Westinghouso Series OS circuit breakers a not subj to 
Insps roquesled in bulleiin. 

BLfRSKl.H F. Louisiana Power a Light Co 88/03/29 MARTIN.R 0 Hog on 4. 0!c of 
lhaO:reclOf. 2pp. 45129.324-45l2d.34B. 

— 8601040S86 NSIO-TB-07-1 1. "Westinghouso Circuit Btoakors Typo OS/DSL: Welds on 
Breaker Pole Shall." 

OEB.A., SMITH.WJ Westmghouse Electric Corp. 87/12/01. I7pp 45120331- 
45129:349. 

BB04040206 Responds to violations noted In Insp Rept &0-362/07 31 Corrociwe 
action8:OC verified that torque values used In work package correct lor epp'ication a 
Procedure MM-G-004 revised lo include Instructions tor assembly of covp’ings. 
BURSKI.R. F. Louisiana Power a Light Co. 88/03/30. Oocumenl Conirol Branch (Doc- 
ument Control Desk). Spp 45076:1 1 5-4 5076: 119. 

6804040246 Forwards Insp Rept 50-382/66.04 on 000201 0315 a notico ol 
vIolalion.Olrecte attention to repeat lalluro to store combusublo llulds In llammable 
liquid lockers 

CALLAN.L J. Region 4. Ole ol the Director, 80/03/30. OEWEASE.J.G Louis-ena 
Power a Light Co. 2pp. 46072:001-45072:01 1. 

-860404024B Notice ot violation from Insp on 660201-0315 Violation noied iwo cans ol 
lubricallon oU found unattended a not stored in tiemmable l;qu ds lockor on -4 level ol 
reactor auxiliary bldg wing area which has no liquids lockors. 

' Region 4. Ole ol the Director. 88/03/30 Ip. 4S072;003-45072 003 

-8604040262 Insp Rept 60-382/66-04 on 88020 1-03 15. Violations noted Major areas 
inspected:operatlonaf safely verllicaiion.onsile followup ol evenis.monih'y me nl 
ob8efvailon.ESF sys waikdown monthly surveillsnca observation A plant status 
SMITH.W.F , STAKEH.T.R.. CHAMBERLAIN.D Region 4. Ole ol the Oroclor 88/03/ 
29. epp 46072:004-46072:011 

860411016S Responds to Qenerio Lir 68-03 re Imptemenlaiion a meint ol procedures to 
reduce probability of auxiliary feedwater pump failure due to steam b-nding Surface 
mounted thermometers on pump discharge lines inslalled a procedures implemented. 
Sl/BSKf.R.F. Louisiana Power a Light Co. 85/04/05, Oocumenl Conlrot Branch (Ooc- 
ument Control Desk). 2pp. 46135:0/6-46136:077. 

6604010266 NRC Info Notice 88-011. 'Potential Loss ol Motor Control Ctr A/or Switch- 
board Function Due lo Faulty Tie Bolts " Sve list encL 

ROSSI C.E. Division of Operational Events Assessment (Post 87041 1). 83/04/07. 
Consolidated Edison Co of New York. Ino. 124pp. 45406 292 45407:051 

6604060370 NRC Info Notice &&-0t2. "Overgreasing of Electric Motor Be stings" Svc 
list enol. 

HOSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/04/12. 
Consolidated Edison Co. of New York. Ino. 123pp. 45 165.026-45 165- 150. 

88042S0062 Forwards Insp Rept 60-3e2/86-06 on 880229 0304.No violations 01 devi- 
ations noted. 

OALLAN.L.J. Region 4. Olc ol the Direcior. 88/04/16. DEWEASE.J.G. Louisiana 
Power a Light Co. 2pp 46266:114-45268:124. 
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•-88C42S[h067 Insp nept 60 362/88 06 on 660229-0304 No violations cr deviations 
noted Concern re opeiat on ot Diesel Generator A outside of des.gn basis noted Major 
areas inspected diosei generator rot Bbitiiy/opcraOility & Toch Spec loponabii.ty 
KCllEV’ Dl. PiCK.G A.. SEIDLL'.W.C Hegio.n 4. Ofc ol Ihe Oioclor 88/04/ 12 9pp. 
45268 Its 45268 124 

8804250394 Foi^ards Insp RepI 60'3B2/68-OS on 680307-lt No v.oiatons or dom- 
atlon3fOted.Po9t accident samptiog sys d scussod 

CALUVN.LJ Region 4. Ofc ot tho ttrecto'. 88/04/15. OEWEASE.JG Louisiana 
Powe/ S light Co 3pp. 45254 138 45254:161 

-6664258336 Insp Rept 50-3B2/8&-05 on 680307-11 No violations or dovialions 
noted.Maio' areas inspected chorriistry/ radioc honustry ptogrem & water chemistry S 
'ad ochcn'istty con'irmatory measuiemenis 

NlCtlOLAS.J B . WiSE.R . WURRAV.B Rog.on 4. Ofc ot th© Director 98/04/07 2lpp 
45254:141-46254:161. 


R. Periodic operating reports & rataled correspondence 


8804190289 Monthly operating repi lor Mar 1988 W/a0O415 Hr 
MILLER.G.. BUnSKI.fl F. Louisiana Power & Light Co 68/03/31 7pp 45215 232- 
452IS23B 


S. Reportable occurrences, LERs S related correspondence 

8803280065 Spociat Repi Sfl-85 002 01 on 85l23O.discovefedorr,erg0ncydesel genot- 
ator A fadod to comp'ota surveillanco run as definod in Procoduro OP-903 066 & Toch 
Spec 4.8 I t ?a 5. Cause not Joierminod Minor ad,ustmenis mad© to governor. 
CARNS.N S Lou slana Power & Light Co. 88/03/21. Document Control Srench (Oocu- 
ment Control Desk) 4pp 44961206 44961208. 

8904070213 LER 88-004 00 on Be0303.ideniiliod that etrviron qunificaljon ol conlain- 
ment isolation valve position indication was suspect Caused by peisonfiel error due to 
irnprMor review W/860404 Hr 

BAKE^R.DF.. CARNS.N S Louisiana Power 8 Light Co 68/04/04 7pp 46072:260- 
45072 266. 

8804210269 Reltacta Special n©pl Sn 68-002 00. “Radioacltveiy ConVaminaiod Toots 
Discovered in Lfnrostncled Areas " Review of event deterinined that loo's never inside 
rosiricled area 8 repi si/bmiliorf in error. 

CARNS.N. S. Lotiisisna Power & Ligfu Co 88/04/12 Oocurneni Co.nirol Branch (Oocu- 
ntent Control Dosh) ip 45235 204 45235 204 

8S04200373 LER 88 004 01.on e80303.requiro(1 environ seal (ES) found trussing from 
valve positon indicaUan (VP|) condun VPl may not have complied w/Reg Guide 
1 9 /.Caused by personnel error due to improper review.ER insia'led.W/8804t8 lir 
eAKER.D.E . CARNS.NS. Louisiana Power 8 Light Co BS/04/18 7pp 45221171- 
45221:177 

880420'Q377 LER 67-029 00 on 67040?,lailiiie lo meet safely to nonsaloty electrical dis- 
tribution separation cnicria d scovered Caused by cognitivo personnel error in devel- 
oping design changes Sys ovpon to review design changes W/6804 16 Hr. 

BAKEn.O,E . CARNS.N S. Lou s'ana Power 8 light Co 88/04/18 7pp 45239 081- 
452.19 097 

8804200379 LER 87-030-00 on 8708l9.gas decay tank hydrogen & oxygen samples not 
analyzed at roqu-red interval Caused by plugged sample injection synngo for gas 
chromatograph Syatma repaired Station modification impEcmenlerf.W/d604t8 Itr. 

Al LEN.RE,. CARNS.NS Louisiana Power & Light Co 86/04/18 7pp 45220 328- 
45220 334 

8804200363 LER B7-031-00:on 87 1021. personnel discovored containment isoialon 
valves exceeded required stroke- time sutvei'lanco periodicity Caused by inadequate 
administrative controls. Procedures revised lo account for components W/8B04 16 Itr. 
SCHULT2.D A . CABNS.N.S. Lou s-arra Power & ughi Co. 88/04/18. 8pp 45220 285- 
45220 292 

8804270055 LER BS-005 OOon 0B032i.blown undetvoHage c'rcuit fuse replacement re- 
sults in Tech Spec 3.0 3 entry Caused by inadvoneni shortening ot two wire 
connections Chanpo 10 Tech Spec being pursued lo conoct delic encv-W/e80420 Hr 
GAINES.cn.. CARNS.NS Lou Sana Power A Light Co 68/04/20 1 1pp 45262:101- 
45282 111 

8903260037 LER 87 022 01 on 87O0t4,ESF veni-iation actuations occurred due to 
sho/lod relay Caused by failure of Nuclear Analog Comparator (NAC) card wh'ch 
caused cyci ng S subsequent overheating NAC card feplacod.W/06O32i Ur 
BAKER.de . CARNS.N S Louisiana Power & Light Co 88/05/21. 4pp 44920.014- 
44920 017 
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E. Security, medfcal, emergency & fire protection plans 


69(>4I4009S Nolilication ot 86033t Licensee Meeting 86 049 w/uUi at Region I ofc lo 
discuss I censee schedule lor /Vpp R upgrartes & compensatory measures. 

BLOUGH,A R. Region 1. Ofc ot the Director. 88/03/25 Region I, Otc ot tho Oirector. 
2pp. 45122 259 45122:260 

8804260015 Inlorms of compieiion of review of physical socurtiy plan Change AA trans- 
mitted by util 671228 iV.Cnanges consistent vr/iOCFR50.54(p) & considered accepta- 
ble 

SELLAMT.RH Region 1, Ole of tne Oitecior. 86/04/16 KCISER.H.W Pennsylvania 
Power & UghI Co. ipp 45251:113-45251:115. 

8804290288 Revised emergency plan implementing procedures.includmg Rov 4 lo EP- 
IP-029. ‘’Aclivafon of Technical Support Ctr" & Rev 6 to eP-lP-042. ■•ln-Piam & Emer- 
gency Operations Facility Chemistry Lab Emergency Preparation" W/880419 Itr. 
KElStR.H.W. Pennsylvania Power 8 Light Co. 88704/19. I2tpp- 45282:311- 
45283,071. 


H. Oeneral correspondence 

8804070149 Confirms conversations w/NRC re personnel changes at uiii whch a'eto 
take p'aco on 860404. Auttior promoted to senior vice prosideni-nuctear.FSAR w. bo 
revised lo ref.'ccl change 

KEISER.H W Pennsylvania Power 8 Light Co 68/03/29. BUTLER.W R Pro,ocl D>cc 
toraiel-2 Ip 45044 169 45044 169 


I. Financial Information 


8804060175 "PonnsyJvania Power & Light Co Annual RopI 1987." W/8Ba330 itr 
CAMPOELL.R.K.. KEISER.H W Pennsylvania Power & Light Co 87/12/31 -lOpp 
45047 :107-45047;156 

8804040116 Forwards 1988 Internal cash How pr^cction lo demonstraio adoq,iaio cash 
I'ow lor payment of deferred promiums.per t0CFni40 21(e). 

KEISER.H W Pennsylvania Power & Light Co 08/03/25 ROOHIGUEZ.J Div.scn cl 
Accounting & Financo (Post 870413). 2pp. 449/0. 236-44970 238. 


P. Operating license stage documents & correspondence 


8804130121 NoW.caiion ol 680302 Liconsoo Meeting 8tt 029 in King ot PiussiaPA f> 
discues Lcensee ropt on inalleniiveness ol shut supervisor 

BLOUGH.A R. Roglon 1. Ole ol the Oiroclor. 86/02/24. Region 1. Ofc of iho Drocic 
2pp 45099 280-45099:290. 

8S03240428 Genenc Llr 88 06 lo all power reactor liconscos A appicanis re ra,mcvaief 
organization charts from Tech Spoc administrative control toquifomenis Sve list end 
MIRAGLIAF J Associate Director lor Projects (Post 870411) 88/03/22 Consolidated 
Edison Co ot New YoiJr. Inc. 47pp. 44072 107 44972:153. 

8804110148 Forwards Amends 76 & 41 lo Licenses NPF I4 8 NPF-22. respectively & 
safely eva'uaiion Amends revise action statement Icr standby gas Iruairr.ont sys 
BUTLER.WR Project Oireciorale 1-2, 88/03/26 KFISER.H W Ponnsyivana Powei 8 
Light Co 3pp 45071:292-45071:309 

-8504110161 Amends 76 & 41 lo Licenses NPF-14 & NPF.22.respeciivoly. lov.sn-g 
action statement tor standby gas Itealmoni sys 

BUTLER.WR Project Dtroclorate 12 88/03/28 12pp 45071:295 45071 336 

—0604110167 Sslely evaluation supporting Amends 76 & 41 to Liconses NPF I4 & 
NPF -22.respOCtiveiy. 

* Olf-ce oi Nucloar Reactor Regulation, Director (Post 870411). 88/03/20 3pp 
45071:307-45071:309. 

8804120167 Forwards Amends 77 & 42 lo Licenses NPF I4 & NPF 22. rospoctivciy & 
safety evaluation Amends incorporate changes lo Toch Specs re dosol QO-hcralo 
load ng limor. 

BUTLER.WR Project Directorate 12. 88/03/30. KEISER.HW Pennsylvania Poecr 6 
Light Co 3pp 45101 058-45101:076. 

-8804120164 Amends 77 & 42 to Licenses NPF-14 8 NPF 22.fospoclivc:y. mcciporai- 
Ing changes to Toch Specs re rllesel generator loading timer 
BUTLER.WR Project Oireciorato 1-2 88/03/30 t2pp 45101 061-45101 072 

—8804120170 Safety evaluation supporting Amends 77 & 42 lo Licenses NPF-14 & 
NPF -22.respeciiveiy. 

* Pioject Directoialo 1-2, 80/03/30 2pp. 45101:073-45101 074 

-8804110279 Notice of Issuance ol Amends 77 & 42 lo Liconses NPF-14 A NPF- 
22.r0spocHvely Amends moddy Tech Specs to Incorporate changes re diosol gorora- 
tor loading timer. 

BUTLER.W.R Project Diiectoiaia 1-2, 88/03/30 2pp 45101:075 45101 070 

6804150126 Forwards Amends 76 A 43 lo Licenses NPF-f4 A NPF-22. tuspociivoiy A 
safety evaluation. Amends reviso Toch Seecs Sections 3. 0.4.4. 0 3 A 4 0 4 lo ojior- 
ational conditions in response to Generic Ltr 87-00. 

BUTLER.W.R Project Diiectorato 1-2. 88/04/04 KEISER.H.W. Pennsylvania Powoi A 
Light Co 3pp. 45134:138 45)34-346 

— 8BO41S0I36 Amends 78 A 43 to Licenses NPF-14 A NPF-22.re8peciive:y. fcvis-ng 
Toch Specs Sections .3.0.4.4 0.3 A 4.0.4 re operational conditions in response to G© 
neric Hr 8709. 

BUTLER.W R Project Oireciorale 112. 88/04/04. 203pp 45134 141-45134 34 1 

"8804160141 Safely evaluation supporting Amends 78 A 43 lo Licensos NPF-t4 A 
NPF-22.ra spec lively. 

* Office oi Nuclear Reactor Regulation, Director (Post 670411). 88/04/04 Sp,") 
45134:342 45134 346 

8604140003 Forwards application for proposed Amends ttO A 6i to Licenses NPF 14 
A NPF-22.ro&pectivelv.revising Tech Specs re radiation monitoring msirumenielion Fee 
paid 

KEISER.H W. Pennsylvania Power A Light Co. 88/04/06. BUTLER.W H Project Direc- 
torate 1-2. 4pp. 45142 252-45142:260. 

-8804140007 Application for Amends 61 A 110 lo Licenses NPF.22 A NPF.t4. 
tespeclivaly.iavising Tech Specs te radialton montioitng tnsltunveriialion 
KEIsER.H.W. Pennsylvania Power A Light Co. 88/04^6 2pp 45142 256 45142 257 

-6604140008 Proposed Tech Specs re radiation monlloring insirumenlalion 

* Pennsylvan-a Power A Light Co B8/04/06 3pp. 45142 258 45142:260 

6604080088 Genenc Ltr 66 07 lo power reactor licensees A applicants re modiliod oi>- 
forcemeni policy concerning 1OCFR50,49, "Environ Oualillcalion of Flocirical Equip- 
ment ImporianI to Safely to-r Nuclear Power Planla." Sve list end. 

MIRAGUIA.F.J, Associate Director for Projects (Post 87041 1) 88/04/07 Consolidated 
Edison Co ol New York, Inc. 49pp. 45 164:237-45 ($41285. 

8604250021 Nolilication ol 880421 meeting w/llcensee in Rockville.MO to review k cens- 
ing action schedules, 

THAOANLM. Project Directorate 1-2. 66/04/18. MURLLY.T . SNIEZEK.J.. 

MIRAGLIA.T. NRC • No Dataiied Affiliation Given. 3pp, 45201:173-45201.175 



69a4?602a2 Forwards orwi'ort assossmonl & hnduMj O* no slg'-ihcani Impact for pro- 
posed amor'll to lee.)! >0 toad prolitos lor 13S V tic haltcities 
btllLEH.wn Proieci Direclorato 1-2 8B/04/l(J KEISER.HW Phi'adOipWa Elpcinc 
Co 3pp <152 76 23d 45276 244 


Q. Inspection reports, IE Bulletins & correspondence 


H. General correspondence 

8604070149 Conh/ms conversations w/NBC ro perso.'tnol changes at ici which are to 
lako place on 860404 Author promoied to somor vice prosidenl nuctear.FSAFl w;il bo 
rev.sod to ref’cci change. 

KElSEfi.H W Pannsyivan a Power & Light Co 80/03/29 BUTLER.W.n. Pro.ect Oiec< 
toralel2 Ip 45044-169-45044 169 


8803210099 SuppI 1 lo Nnc Info Notico 07 044. ‘ Thinibio Tubo Thinning in Westing 
house flrraclors " SvC l-sl OPCi 

POSSI.CF Division ol Opcratonal Events Assossmoni (Post 870411) 08/03/28 
Consolida loci Edison Co ol Now York, Inc I2lpp 44995 126-44995 246 

8803220296 MRC Into Noiico 08 010. ' Malls Liconsoos I ack ol Mgl Controls Over LI- 
consL'd Programs " SvC l.si cncl. 

CUNNlKGMAM.n E Divis-on of Iriihistrial & Uodical Nuclear Saloty (Post 870729). 89/ 
03/20 Conso’idatod Ed sort Co ol Now York. Inc lOOpp 44995 247-44995 353. 

SS04040020 Forwards inio wl'ich provides ulil rosulls for Action Items 5 5 6 oME Bulln- 
lin 87 092 

KEISEH.HW. Ponnsylvarea Power & Light Co. 88/03/29. RUSSEIL.W.T Region 1. 
01c Ol tho Diroclor 51pp 449G9 301 44969 351. 

8804010256 NRC Into Nol-co QO Ott. "Potonlial LOSS Ol Motor Control Ctr &/ot Switch- 
board Fonebon Duo to Foully Tio Oolts " Sve list oncl. 

flOSSi.CB. 0-vision ol Operational Evonis Assessment (Post 870411} 88/04/07. 
Consolidated Edison Co ot New York. Inc. I24pp 45406 20P-45407 05I 

8804140404 Discusses uiil 87091 1 response lo NRC GuHelitt 87-001. "Thinn ng of Pipe 
vVa'ls at Nuclear Power Plants. " Info bo-ng used to dotorm no extent ol Industry par- 
I.C'p8liort6 rnnp'omontoliori ot otos on/corrosion insp proQ'ams. 

THADANI.M C. Projoct Oireclorato 1-2 08/04/08. KEISER.H W Pennsylvania Power 6 
Light Co 3pp 45130 143 45130 145 

8804060370 NRC Into Notice 86 012. "Ovorgroasing ol Electric Motor Boanngs ' Sve 
hst end 

ROSSI.CE. Division ol Operahor'al Events Assossmoni (Post 870411) 88/04/12. 
Consolidalucl Edison Co ol Now York, Inc. 1 23pp. 45165 020 45165:160. 

8804210051 Responds to NRC 000314 Ur lO v;o'allons itoiod in Insp HepIS 50-387/88- 
04 & 50- 308/68 03 Coricclivo actions on 8001 13. mniel blocking plates on Un i 1 & 
Unit 2 ladilcjs locked & h gli rad ation oroa signs posted in area ot each ladder. 
KEISER.H W. Pennsylvania Power & Light Co 08/04/13 WIQGINS.J T. Region 1. Ole 
ot tho Oiroclor 2pp 45254 332 45254:333 


n. Petiodic opetQtll^g reports & related cocreapondepca 


6804190110 Monthly opoial-ng ropis to.' Mar I60&.W/060414 Itr. 

HIRT.JA. KEISER.H W Pennsylvania Power & Light Co 89/03/31 
MCDONALD. W.G Ollico ol Atl.'iunlsliatlon A Rosources Uanagomonl, Dreclor (Post 
670413) lOpp 45209 107-45209 116 

8804270047 -0.50110190 Monitoring Rcpl tor Mar 1900 " W/8804t9 Hr 
KAUFFMAN.J T . SAXTON.C.IL Pennsylvania Power A Llghl (^o. 80/03/31. 
BREZlNSKl.n. Pennsylvania. Commonwonllti ot i3pp. 45246 039-4524 5 051. 


S. Reporlablo occurrences, LERs & related correspondence 


8804040096 lEH 80 006 00 on 080304,roaclor scram occuried.Csuscd by technician in- 
advorlenily bumping sensitive prolociivo relay In 230 kt/ swilchya'd Relay roplacod w/ 
llushmoiinlod relay A prolociivo barrinrs inslollod.W/000320 Itr 
WEHnY,nn, ORYAM.HG Pennsylvania Power & Light Co 88/03/29 3pp 

44970 003-44970 066 

8604040217 LER 88 005 00on 680306.unexpeclod closuro ol vent & purge conlaln- 
menl isolaiion valves during surveillance loshng occurred.Causod by jumper tailing to 
make ptotjcr contact Vent 6 putgo vatvos cooponed W/600330 Hr. 

BVOEn.T.S. BYRAM.fl.G Pennsylvania Power A Lighi Co 88/03/30. 4pp 

45075 310-45075 322 

8804080267 tER 06 014 01 on 0604l0.two scram dischprge vol levol transmltlere Icund 
Isolated during hydtosiaiic pressure testing ol reactor vessel Caused by lack of cortt- 
municailon. Atim nstroilvo Procedure AD-OA-410 revised W/000331 Hi. 

WEHRY.RR . GYHAMHG Pennsylvania Power & Light Co 88/03/31. 4pp 

45034 076-45034 079 
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F. Security, medical, emergertcy & fire protection plana 


8804140095 Notificalion ol 880331 LIconseo Meoting 60 049 w/utit ai Region I olo to 
discuss licensee schodulo lor App R upgrades & compensatory measuies. 

RLOUGH.A R Region 1 Ofc ol the O-roclor. 88/03/25 Region 1. Ole of the Director 
2pp 45122 259-45122 200. 


880426001 S Informs of completion ol review of physical security plan Chengo A A Irans- 
miiled by uHl 071220 llr.Cnangos consisiom w/IOCFR50 64(p) A considered accepta- 
ble, 

eELLAMY.H.R Region I. Ole ot iho Director. 08/04/16 KF.lSER.H.W Pennsylvania 
Power & i.ight Co 3pp. 45251:1 1 3-4525 T1 16. 


8804290288 Revised emergency plan Implementing procedures.lncludmg Rev 4 to EP- 
lP-029, “Activation ol Toctimcal Support Cir" & Rev 6 to EP-IP-042. "In-Plant A Emer. 
gency Oporallons Facil.ly Chem'slry Lab Emorgancy Preparation." W/880419 Hr. 
KElStn.H,W. Pennsylvania Power A Lighf Co 88/04/ 19. 121pp. 45262. 311- 


45283071. 


1. Financial information 


8804060175 "Pennsylvania Power A L>ghiCo Annual Rept 1987 " W/000330 Hr 
CAMP8ELI..B K . KEISER.H W Pennsylvania Power A tight Co 07/12/31 49pp 
45047:107-45047:156. 

6804040(18 Forwards 1038 iniernal cash How projection 10 demonstrate adequate cash 
flow (or payment o I deforrod pinmiums.per I0CFR(40 3t(e| 

KEISER.H W Ponnsylvan-a Power A Light Co. 68/03/25 RODRIGUEZ J D.vision of 
Accounting A Finance (Post B70413). ?pp. 44670 236 449/0 238 


P. Operating license stage documerits A correspondence 

8604130121 Nolilicatiort ol 980302 licensee Meolmg 60-029 in King ol Piiissia.PA to 
discuss l-consee toot on Inattenlivenoss o( stilll supervisot 

BLOUGH.A R Reg on I, Oic ol Iho Director. 86/02/24 Reg on 1. Otc ol the U-rucior. 
2pp 45099 289 45090 290. 

8803240426 Oonoric Ltr 68-06 10 all power reactor I consees A applicants ro removal ot 
organljatlon charts from Tech Spec aUm nisiral.ve control requ romenis.Svc list end. 
MiRAGliA.F J Associate Oiioctor lor Projocis (Posi 870411) 60/03/22, Cktnso'idaied 
Edison Co ol Now Yorlt. Inc 47pp. 44972 107-44072 153 

6803310232 Forwards Toch Specs re RMR walerhammer mod missing Irom ut-l 0603 1 1 
request to revise Implementation ol proposed Amend 57 10 License NPF-22 
KEISER.H.W. Pennsylvania Power A Light Co. 88/03/24 Ollco of Nuclear Reactor 
Reg-olahon. Oltoclot (Post 8/0411) BUTLER.WR Project OiiectoraUi l-2 Ip 
4503 1 094 - 4503 1 ;099. 

-8803310235 Proposed Toch Spocs ro HHR walerhammer mods 

• Ponnsylvan-a Power A llghl Co 88/03/24 5pp 45031:095-45031:099 

8804010147 Wilhd-aws proposed Amend 52 to License NPF-22.allawing exie.sded oper- 
aTon w/one loc rculalion loop out ol sve during Cycle 2 Saloty evaluation ol Amend 
52 requested lo support ongoing roviOwof Cycio 3 ro'oad submittal 
KEISER.H W Pennsylvania Power A Light Co. 88/03/24. BUriER.W R Proieci Oirec- 
toraio 1-2 2pp. 45020:014-45020 015 

8804110148 Forworde Amends 76 A 4t to Licensas NPF-t4 A NPF-22. respectively A 
safoiy ovaluailon.Amends revise action siate/nenl for standby gas treatment sya. 
BUTLER Wr. P/oloct Oiroctorato 1-2 88/03/28 KEISER.H.W Ponnsylvar.ia Power A 
Light Co 3pp 4507 1-29? 45071 309 

"8804110161 Amends 70 A 41 to L'consos NPF-14 A NPf-22.rospeciivOty. rovismg 
acTon stalpinont for standby gas Irealmont sys 

BUTtER.WR Pro|ect Directorate 1-2 88/03/28. I2pp 45071 295-45071 306 

—6804110187 Safoiy ovalualon supporting Amends 76 A 41 to Licenses HPF-14 A 
N PF-22.IO speclivoly . 

’ Ollico 01 Nuclear Reactor Hogulsiion, Director (Post 8704 f 1 ). 68/03/28. 3pp, 
45071 .307-45071 -.309. 

8804120167 Forwards Amends 77 A 42 to licenses NPF-14 A NPF-22, respecl.we:y A 
saloty evatuafion Amends Incotpornlo changes lo Tech Specs re diesel generator 
loading limor. „ . „ , 

BUTLER.WB Project Oirectoraie 1-2 88/03/30 KElSEn.HW Pennsylvania Pov/er A 
Light Co. 3pp 4510 1. 058-45101 076 

"B804120164 Amends 77 A 42 to I (censes NPF-14 A NPF-22.respectively. ir.corpo.'at- 
Inq changes to Toch Specs re d esol genoralor lond-ng time/. 

BUTLER^R Project Oueclofalo 1-2 86/03/30. I2pp 45101 061-45101:072 

--8804120170 Saloly sveluatlon supporting Amends 77 A 42 to licenses NPF-14 A 
N PF -22 .re s poctivoly . 

• Projoct Oiroclerata 1-2 88/03/30. 2pp 45101 073-45101:074 

"8804110279 Notice ol issuanco ol Amends 77 A 42 lo Licenses NPF-14 A HPF- 
22.rospecllvolv Amends modify Toch Specs lo incorpofoto changes ro desel gonere- 
tor loading timer. 

BUTLER.WB Pro, eel Direcloralo I-2 86/03/30. 2pp 45101 075-45101,076 

8804150126 Forwards Amends 78 A 43 to Licenses NPf-14 A NPF-22. respectively A 
safety evaluation Amends revise Toch Spocs Soci'ons 3 0 4.4.0.3 A 4 0.4 to oper- 
ational condii ons in response to Generic Lir 87-09. 

BUTLER.W R Pro.ect Oirocloraie 1-2 08/04/04 KEISER.H W Pennsylvania Power A 
Llghl Co. 3pp 45134 138-45134 346 

-8804 ISO 136 Amends 78 A 43 lo Licenses NPF-14 A NPF.22.fespeciively. revising 
Tech Spocs Sections 3 0 4.4 0 3 A 4 04 ro operational condcons in response lo Qo- 
neric Ltr 87-09, 

BUTLER.WR Pro)ecl Oirectoraie 11-2. 88/04/04 203pp 45134:141-45134:341. 

“8804160141 Safety evaluation supporting Amonds 78 A 43 10 Licenses NPF-14 A 
NPF-22.i05peclively. 

• Ofijce 01 Nuclear Reactor Regulation. O-roclor (Post 8/04 it). 86/04/04. Spp 
46134:342-45134:346. 

8604140003 Forwards application tor proposed Amends 110 A 61 lo Licenses NPF.14 
A NPF-22. respectively .revising Tech Specs 10 radialion monitoring instrumentstiorr Foe 
paid 

Reiser HW, Pennsylvania Power 8 light Co 08/04/06 BUTLER.W R Projocl Direc- 
torate 1-2 4pp. 45!42;252 45142260. 

-8804140007 Applicalon lot Amonds 81 A 110 lo Licenses NPF-22 A NPF-14. 
rospeclivoly.revisina Tech Specs to radiatior* monilonng insiromentatlon 
KEiSER.H-W. Penns'ylvania Powot A Light Co. 80/O4A)8 2pp. 45142 256-45142-257- 



-8804140008 Proposed Tech Specs re rad 8i:on mo'i.lofng :nsifumenlai on 

• Pernsylvan a Power & Light Co 88/04/06 3pp 45142 256'4514? 260 

8804080098 Gesfific Hr 80 07 to power toaclof i censeos & app'icants re rrodtied en- 
foxeino.-il po'icy ccoce/nirg lOCFRSO 49. "Environ Goal.' calior* o( Elecuical Eqj p- 
irent Imponant to Satety lor Niiclea' Power riatrls '' Sve I st encl. 

WIRAGIIA.F J. Associate Oi'octor lor Ptojacis (Post 87041 1) 88/04/07 Conso'idated 
FdisonCo ol New York. Inc. 49pp. 45164 237-45164 265 

8604160431 Forwards MpUcat.on for amend to License NPF ?2.changing Tech Specs 
re drywell cool ng sys Fee paid 

KCiSEttHW Pennsylvania Powci & Light Co 88/04/08 BUTLEFt.wH Pro.eci O-rec- 
lorale 1-2. 3pp 45183 1 16 45183 122 

-8B0415O43B Application lor proposed Amend 62 lo Licerise NPr-22.rev.sing 3.6.6 2 & 
Table 3 8 4 1-1 re drywell cooling sys Foe pa d 

KEISER.HW Pennsylvania Power & LigM Co. 88/04/08 Ip 45163 1 10-46103:1 19 

-8004150439 Proposed Tech Specs re drywell air flow sys 

• Pennsylvania Power a Light Co 88/04/08 3pp 45183 120 45183 122, 

860426021 1 Forwards noi co of consido/aLon ol Issuanco ol amend lo lacii.ly OL 6 pro- 
posed NSHC doterm-natlon a opporlun ty for hearing Noltco re 660403 app'icat on for 
amend roltecl ng faci that prav ossly proposed mods invoTving Instaiintioo 
THAnANLM C. Project Oirecioroie f-2 80/04/12 KEISER.H W Pennsylvar^ia Power 8 
Light Co 3pp 45266:252 45266 261 

-6604280223 N'oiice ol consldereilon ol Issuance ol amend lo Lico.nso NPF-22 a pro 
posod NSmC deleiminai on a oppoduni'.y for heanng Amend would delote ref lo locir- 
cu'aiion Ians & fon associated braakors & add fans 2Y4I5 ASB a broakers 
BUTLEfi.W.R Project Droeforete 1-2 88/04/12 7pp 45266 255 45266 261 

8804260021 NoMicaiion of 880421 mocling w/liconsee In RockviMe.MO to review Icons 
mg action schcdulos 

THADANI.M, Project D.roclore1o 1-2 80/04/18 MURL2Y.T . SNIE2EK.J.. 

MIRAOLlA.r NRC ■ No Ooiailed Afli>idlion Given 3pp 45201 173 45201 175 

8604260202 Forwards environ essessmoni & tmdng ol no significant Impact lor pro- 
posed amend to Tech Spoc re load profi'os lor 125 V dc batleries 
OUTLER.WTT Piojccl Ovecioreio 1-2 88/04/18 KEISER.HW, Phladolpha Eicctnc 
Co 3pp 45276 239 45276 244 


O. Inspecilon reports. IE Bulletins & correspondence 

8803210090 Suppi 1 to NRC Into Notlco 97 044. "Thimb’e Tuba Thmn'ng in Westing- 
houso Reactors" Sve list encl. 

ROSSi.CE. Oivision ol Operational Events Assessment (Post 870411) 88/03/28 
Consclidalod Ed.sonCo. or Now York. Inc. 12tpp. 44995.126-44995.246 

8803220290 NRC tnfo Notice 88 01O. 'Vails llcensoos Lack of Mgl Conlrols Over Li- 
censed Programs ■■ Sve list encl. 

CUNNINGifAM.RC Division ol Industrial & Medical Nodoar Safety (Post 870729) 68/ 
03/26 Consol-daiod Edison Co. ol New York. Inc. t06pp. 44995.247-44995:353 

0304040020 Forwards Into which provides util resulis for Action llerr-s 5 £ 6 of IE Bulle- 
tin 67 002 

KEISEK.HW Ponnsylvanla Power & light Co. 80/03/29. RUSSF 1.1..W T. Region t, 
Otc ol tho Director. 5tpp 44669 301-44969 351. 

8B04010256 NRC Into Notice 68 01 1. 'Polonhaf Loss ol Motor Control Cir &/or Switch- 
hoard Function Ouo lo Faulty Tie Bolls " Sve list encl. 

ROSSf.C E. Div.8ion of Operallonal Events Assessment (Post B70411) 83/04/07. 
Ck>nsotidalcd Edison Co ol Now York. Inc. 124pp. 45406 292-45407:051 . 

8B04140484 0.3Cusses util 870911 responso lo NRC Bulfolin 87 001. "Thinning ol Pipe 
Waiis el Nuclear Power Planis." Inlo being used to doiermlne extent ol-industry par- 
ticipation & rmpiemeniation of erosion/corrosion insp programs 
THADANI.M.C. ProjocI O recioraie 1-2 8B/04/06 KEISER.H.W Pennsylvania Power & 
Light Co 3pp. 45130-143 45130-145. 

8304060370 NRC Into Not es 63 0 12. "Ovorgreasing ol Electric Motor Bearings " Sve 
list encl. 

HOSSI.C.E, Division ol Operalional Events Assessmant (Post 670411) 68/04/12 
Consciidated Edison Co oi New York, fne I23pp. 45165028-45165:150. 

8804210051 Responds lo NRC 880314 Ur re violations noted in Insp Rspis 50 387/80 
04 & 50 368/86-03 Coiroclivo aclions on 880113. metal blocking plates on Unit i & 
Unit 2 ladders locked & high radiation area signs posted in area of each ladder 
KEISER.H W. Pennsylvan-a Power & light Co 88/04/13 WIGGINS.J.T. Region 1. Ofc 
ol the Direcior 2pp 45254:332-45254:333 


R. Periodic opersUng reports & relaled correspondence 

8804190110 Monthly operating repls lor Mar 1968 W/860414 Hr. 

HIRT.J.A.. KElSEfl.H.VY Pennsylvania Power A Light Co 06/03/31 
MCOONAID.W.O. Oliice ol Administration & Resources Managomonl. Direcior (Post 
670413) tOpp. 45209:107-45209:116. 

8804270047 "Oischarae Monitoring Hopt tor Mar 1888.” W/88D4I0 Mr. 

KAUFFMAN.J. T.. SAXTON.CH Pennsylvania Power & Light Co 88/03/31. 
BREZINSKI.R Pennsylvania. Commonwoallh of. I3pp. 45245.039-4S24S.05f. 


S. Reportsble occurrences. LERs & ralaled correspondence 

8804060269 LER e&003-00:on BSOSOS.unsnllcpaied ESF actuation occurred.Caused 
by spurious pressure signal Reactor prassurs switch suction now switch checked & 
suction flow switch not functioning properly .Switch ca'ibt.W/880331 Hr. 
SHEflANKO.H.G . BYflAM.R G Pennsylvania Power & Light Co 88/03/31. 4pp. 
46046;064-45046:067. 

8804120073 LER 8S-002-00:on 880309.ESF actuation occurred when Inboard S oul- 
board conteinriieni Isolation valves for Loop A of contalnmonl atrnosphere control sys 
unexpectedly closed Cause undetermined. Voltages wil be determlnod.W/880406 Hr. 
fiYDEB.T.S, 0YHAM.BO. Pennsylvania Power A Light Co. 68/04/06. 5pp 
45132.238-45132:242 


8804200222 LFR 06 006 00 on 0803 1 9.dufing rofuclmg.miritiplo tSF acluaiions oc- 
curred when primary power lost 10 reactor prelection sys panel 2Y201A due fo os- 
planned trip Caused by la lod log c card Failed iog:c card replaced W/080415 llr 
SHEHANKO.R . BYRAM.ft G Pennsylvania Power & Light Co 88/04/15. 4pp 
45218 109 45216.111. 

8004250032 LER 88-006 00 on 800323.lu:i MSIV isolation s-giiai received Caused by 
conllict ng into in work insiructions ol const work order.resulting in removal ol wrong 
relay.Relay ro nsial'ed & M51V isolation s-gnal reset W/880418 Itr. 

RYDEH.T.S, BYRAM.RG. Pernsylvania Powot & light Co 88/04/19 4pp 
45258 288 45258 289 
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F. Security, medical, emergency & lire protection plans 

6804010061 Forws'ds Insp Repls 50-335/88-05 & 50-309/88 05 on 800307-1 1. No Vio- 
lal ons or deviations nolod 

HEflOT.A n Region 2. Otc of ilie Oiroclor 88/03/24 CONWAY.W F Florida Power & 
Light Co 2pp 45008:111-45008 123 

-8804010062 Insp Repls 50-335/08 05 & 50 389/88 05 on 680307-11 No violations or 
deviations noted Major areas Inspected. tiro proiGCiion/prevention 
WISEMAN.G R Reg on 2. Ole ol the Director 80/03/21 1 1pp 4S008 1 13-45008 123. 

8894120174 Forwards Insp Ropis 50-335/86 02 & 50.309/88 02 on 860208-12 & nollco 
of violation Notice ol viclaiion & ropi data Is withhold (rol I0CFR2 780(d) A 73.21). 
GRACE.J N Region 2, Ole ol the Oiiecior 88/04/04 WOODY.C O Florida Power & 
Light Co 2pp 45132:150 45132:162 

-6804 1201 76 Part-ally withheld Insp Rents 50 335/80 02 & 50 389/88-02 on 060200- 
1 2.Vioial-ons noted Ma|o.' areas inspeclod:security plan.secunty organirallon.rocord3 & 
fopi3.lesting & mainl. physical baruors protected area & vital aroas 
THOMPSON.DH Reg on 2. Ofc ol tho Oltoctor. 89/04/04 ip 45132 162-45132:162 

8804140297 Forwards por.odc ropt updating population ostimaio lor area within 10 
milas ol plani.por Tech 6 9. 1.9. Inlo wll be Included in 1909 rovs ol updated 
FSAR Repi also forwarded lo Stato ol FL lor possiblo incorporation In omorgoncy 
plan 

CONWAY ,W.F. Florida Power & Light Co. 88/04/06. Document Control Branch (Docu- 
ment Control Desk). 44pp 45131 126-45131:169. 

8804160190 Forwards proposed changes lo Rev 12 to physical sacorrty plan ro miscol- 
laneous amends & search requtromenis Changes wllhhoid (ref lOCFR/O 21). 
CONWAY.W F Florida Power & Ligtit Co, 88/04/11 Document Control Branch (Docu- 
ment Control Desk). Ip 45238 201-45238 291. 

8804160194 Forwards Rav 14 lo physical security plan.Rov docs not decroaso salo- 
guatds ellocliveness ol plan Encl withhold (rol tOCFRTO 21 & 2.790). 

CONWAY.W F Florida Power & Light Co 88/04/ 1 1 Document Control Branch (Oocu- 
ment Control Dosk) 2pp 45183:369 45183,360 

BB04300473 Partial response lo FOIA request ro hro protoction Fonvards App E 
documents App D & E documents ava-leblo in POR.App F document complotoly with- 
held (rot FOIA Exemption 5} 

GRIMSIEY.D.H. Division of Ruies & Records (Post 870413) 08/04/14. JONES.CR. 
Aliriat-on Nol Assigned 5pp. 45208 037-45206.043. 

-3804200578 Advises that Firo Protoction Steering Committee has rocommondod dial 
each reg'on make one lOCFRSO.App R-type Insp for each (acility to assess slates ol 
compliance w/ 10CFR50. 48 Program listed. 

CONLON T E Region 2. Ofc ol the Director. 84/11/06 HEROT.A R Reg'on 2. Ote ol 
the Director 3pp 45206 176 45206:178 


J. Insurance & Indemnity iislormallon 

8803300400 Discusses nuclear property Insurance programs for onsilo proporiy 
damage 

CONWAY.W F Florida Power & Light Co. 88/03/25 Document Control Branch (Oocu 
ment Control Desk), 2pp. 44907:243-44967.244. 


K. Utility Final Safety Analysis Report (FSAR) A amends 

6804080059 Forwards Rev 3 to updated FSAR tor Sl Lucie Unit 2 List of plant ctiangos/ 
mods comp’oled under provisions of lOCFRSO.OO also encLDoscrlpiion ot changes S 
safety evaluation ol each submllled under separate cover 

CONWAY.W.F. Flonda Power & light Co 80/04/04 Oocumont Control Orancfi (Docu- 
ment Control Desk). 4pp. 45051 3()9-45053 209. 

-8804050150 Amend 3 lo updated FSAR (or Sl Luefo Unit 2 W/880404 lir 
• Florida Power & light Co 88/04/30. 69Bpp 45051:314-46063 289. 


P. Operating llcenee alage documents & correspondence 

0803240428 Generic Ltr BB 06 lo aH power reactor licensees & applicants re removal ot 
organhstion charts from Tech Spec administrative conlroi roquiromonis Sve list encl 
MIRAGLIA.F.J Associate Director lor Projects (Post 070411) 80/03/22 ConsoMdaiod 
Ed son Co ol New York, Inc 47pp 44972:107-44672:153 

0803300224 Forwards addi Inlo re irtil 880128 submillal of inlo re ASME Code relief 
requests for vanous safoty-relatod pumps. Corrections to Pago 6 of 19 ol ulil 880128 
submittal also end 

CONWAY.W.F. Florida Power & Llghi Co 88/03/23. Document Control Branch (Oocu- 
mant Control Desk). ISpp 44945:197-44946:200. 

88041 1026S Forwards SER 8 contractor repI accepting ulil rewonses to Generic Llr 03- 
28, "ATWS Horn 2,1 (Part 2), Vendor Inlerface Program • Reaclof Trip Sys Compo- 
nents" 

TOUniGNY.EG Ptojocl Oiraclotato lt-2, 88/04/01. CONWAY.W.F. Florida Power 4 
Light Co 2pp 45079.069-45079 085 
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-880411027!* SEH accopt-'ng ull response 10 Oonu/ic Hr 83-20.llom 2 t (Part 2) 

* Projecl Orectorate ll 2 88/0<l/Or ,1pp 45079 07). 45079 085 

8804080112 Forwards Rov 0 lo "Pump & Vaiwo Insorvico Tost l*iogram." lisl o( plan 
changes encinuvisad plan includos (Proa loviscd roDof raquosis & one now rel.oi re- 
quesi ro saloly lojoction & conlamnneni spray. 

CONWAY.W.F. Florida Power & Liptii Co 80/04/04 Oocumeni Control Branch (Docu- 
ment Control Desk) 8pp 45098 305 45099 090 

-8804080163 flov 0 to Pomp 8 Valve Inservico Test Program." 

‘ Florida Powoi & Light Co 80/04/04 I30pp 45008 313.45099:090 

8804T30429 Forwards roquesi tor add! into lo ASME code rohel requests lor var ous 
safely related pumps Into roquostod within 45 days from receipt ol ttr 
TOunlGNY.E G Pro,oci Oirectoralo 112 08/04/05 CONWAY.W F. Florida Power 8 
UgmCo 3pp 45104:100.45104:111 

6804120459 Discusses roquiremente oi nuREG O737.liom ll.K.3.t7 ro repi of ECCS 
outages RMOriing of ECCS equipryient taitwoe prowdo NRC w/Ooifer roporhng sys 8 
obv-.atos FSAR ECCS oulayo b-yr roporling commitment. 

CONWAY.W.F Florida Power & Light Co. 00/04/06 Documont Control Branch (Oocu- 
menl Control Desk) 2pp 45090 i6i .45080 162 

8804130315 Forwards rept ro plant changes/mods from 801008 871006 Kept correlates 
w/into included in Rev 3 lo updated FSAH Sommaqr ot salely evaluation of rept a'so 
cncl 

CONWAY.W.F. Florida Power 8 Ligtit Co 08/04/06. Oocumont Control Branch (Oocu 
mont Control Desk) Ip 45161:165^^45151:225. 

-8804130318 Annual rept ro ploni chenges/mods made bolwoen 861006 8 071006. 

* Flonda Power 8 Light Co 87/10/06 eOpp 45151 166 451 51 226 

8804080088 Goncnc Lir B3 07 to power roector licensees & applicants ro modi(.ed on- 
lorcemoni pol cy concein ng 10CFR50.40. "Environ Oualitlcallon ol Gloctrlcal Equip- 
monl Important to Solely lor Nuclear Power Plants." Sve list oncl. 

MIRAGIIA.F J Assoclaio Director lor Pio|ocls (Post 07041 1 ). 80/04/07 Consol dated 
Ed son Co of Now York. Inc. 49pp. 45164-237-45164 205 

8804190195 Forwards response lo 880233 foquost lor addi info ro Generic Hr 86-06, 
"Reactor Coolant Pum|i Tup Criteria " CEN-260 rovisod to delole any refs to use ot 
containment rad aiion a'arms as possible criteria lor tripp'ng second two pumps. 
CONWAY.W.F. Florida Power 8 Light Co 06/04/ 1 1. Document Control Branch (Oocu- 
monl Control Desk). Bpp. 45153:348-45153 365. 

8804210345 Grants util 880210 roquosl (or delay in ATWS rule Implomenlabon schedule 
uni t tilth outano currently scheduled lor Fob 1969. 

BERKOW.Ht>i Pfoioct DUoctwaia tl-2. 88/04/ 1 2 CONWAY, WF. ftorrda Power 8 
light Co 3pp 45102:136 45192:138 

8804280132 Forwards saloly ovaluailon 8 lochnical ovalualion ro plant natural circula- 
tion coo'down & boron mixing Compliance domonslfatod w/sialod 
requirements Supplomonlary molhod ol cooldown suggosted 
TOURIGNY.EG Projoct Oirecioraio IM 68/04/12 CONWAY.W.F. Florida Power 8 
Ught Co. 2pp 45276:160-45276 200 

-8804280137 Saloly ovalualion ro plant natural circulation coo’down 8 boron 
mixing suggests need lo includo use of prossurizer power oporatod relief valves as 
supplomonlary method of cooldown. 

* Ollice ol Nuclear Reactor Regulollon. Dirocior (Post 870411). 83/04/12. 2pp. 
45276102-45276:184 

-8604050128 “Tochnlcal Evaluation RopI lor Natural Clrculatlon,Boron Mixing & Cool- 
down 31 Sl Lucie Unit 2 " 

JO.J.H. PERKINS.K.R. Brookhaven National Laboratory. FIN A.3843. 88/03/31. 
Otfico ol Nuctoar Roaclor Regulation. Dirocior (Post 8704 it) 2epp 46276 185- 
45276 200. 

8804290070 Fonyards saloly evaluation supporting approval ol licensee Topical Rept 
NTH G O 8 accepting proposed methodology described In licensee topical rept on 
PWR lailice physics methodology. 

LAINAS.G C /(ssisiant Director for Region II Reactors 86/04/19 CONWAY.W.F. 
Florida Power 8 Light Co. 6pp. 46324:216 45324:245 

-6804290076 Salety ovalualion suppori-ng licorieoe use ot RETRAN computer code lor 
Sys Uensteni ana-’ysea 8 approving licensoo topisal rapt on PWR leiilce physics metiv 
odology. 

' Assistant Director (or Region II Reactors. 88/04/19. 7pp. 46324:221-45324:245. 

8804290058 Forwards roquosl lor add! Info re ATWS Hem 2 2 (Part I) ol Generic Hr 83* 
28 Into roquostod within 45 days ol dale of Hr In order lo matnlain review schedule. 
TOURIGNY.E G Projoct Dirocloraio 11-2 88/04/22 CONWAY.W.F. Florida Power 8 
Ught Co 4pp 45322:209 45322 212. 


O. Inspection reports, IE Bulletins & correspondence 

8804010061 Forwards Insp Repts 60-335/68 05 8 50-389/88 05 on 880307-1 l.No vio 
laiions or deviations noted. 

HEfl0r,A,R Region 2. Ofc of the D-rocior 88/03/24 CONWAV.W.F Ronda Power 6 
light Co. 2pp. 45008-1 11-45008:123 

“9804010062 Insp Repts 50 335/03.05 8 60-3e9/68 05 on 680307-1 1.No vtolatlons or 
deviations noied.Malor areas inspocied.llro protoction/prevoniion. 

WiSEMAN.OR, CuNLON.T E Region 2. Otc of the Director. 88/03/21. llpp 
45008:113-45008:123. 

9803210090 Suppi 1 to NRC Info Notice 87-044. '’Thimblo Tubo ThinPng In Westing- 
house Reactors." Sve list oncl. 

ROSSl.C E. Division o( Operational Events Assessment (Post 870411) 88/03/28 
Consolidated Edison Co oi Now York, Inc. 121pp. 44985:126-44995:246. 

9803220290 NRC Info Notice 88 OtO, "Metis LIconseestLack of Mgl Controls Over Ll- 
Wnsed Programs." Sve list end. 

CUNNINGHAM.R-E Division of Industrial 8 Medical Nuclear Salety tPosl 870720). 86/ 
03/28. Consolidalod Edison Co ol New York. Inc. t06pp 44995:247-44896:363. 


8604060381 Ack receiplof 880307 Hr nforminq NRC ot slops laken lo corioci vio'ai-ons 
noted in insp ftepis 5O-335/07 3I & 50'399/67-30.lmp'emenialon of cotrocHvo ac- 
tions will bo oxamlnod dutng future insp 

WII SON.BA Heg on 2. Otc ol the Director 30/03/28 CONWAY W.F FIcrda Power 
SLfghlCo fp 4&iO35(-450tO 351 

8804120003 Ack receipt ol 880321 Hr nforminq NHC of slops taken to correct viotalons 
noted in Insp Repis 50-335/06 08 8 50 •389/6 6 07 

HEROT.A R. Region 2. Olc ol Iho Di-eclor BG/04/04 CONWAY.W F. Florida Power 8 
Light Co Ip 45136 294-45135 294 

9804120 174 Forwards Insp Repts 50-335/88 02 8 50 389/88 02 on 880200-12 8 notice 
Of vio'at on No* co ot violat on 8 rept details withheld (ret lOCFn2 790(d) 8 73 2i ) 
GRACE.JN Region 2. Otc ot the D rector 88/04/04 WOOOYCO FIcuda Power 8 
Light Co 2pp 45132 150 4513? 162 

"9804120176 Partial v w.ihheld Insp Ropts 50 335/88 02 8 50 309/88 02 on 880208- 
l2.Vlolaiions noted. Major areas inspected security ptan.secunly organization .records & 
rapls.loshng 8 malnl, physical barrlers.protcctod area 8 wfal areas 
TIIOMPSON.D H. STANSBERRY.W W . MCGUIH6.D H Reg on 2. Olc ol the Director. 
80/04/04 ip 45132 152-45132.152 

9804010268 NRC Info Notice 08 Ot 1. "Potenllal Loss ol Molof Control Cir &/or Switch- 
board Function Duo lo Fau'ty Tie Bolls." Sve kst oncl 

flOSS1.CE. Division of Oporniional Events Assossmcnl (Post 870411). 88/04/07. 
ConsoLdated Edison Co ol New York, Inc 124pp 45406 202 45407 051. 

8B04060370 NflC Info Nolica 88-012. "Ovo.'groaslng ot Electric Motor Bearings " Swe 
list oncl. 

nOSSI.CE OiviS'on ol Opeiationol Events Assessment (Post 870411) 88/04/12 
Consolidalod Ed-son Co of Now Yoik. Inc 123pp 45165 020 45165 160. 

8804200473 Parl-al rosponse to FCIA roquosl ro fire protect on. Forwards App £ 
documents App 0 & E documents available In POR.App F docurreni complotoiy with- 
he'd (rot FOlA Exemption 5) 

GfllMSLEY.D H Division of HHos S Records (Post 870413) 88/04/14 JONES.CH 
Alli'lation Not Assigned 6pp 45200:037-45206 043. 

-•8B04200S76 Provides status oi Region ll safe shutdown insp program. 

GRACE.JN. Region 2. Ofc ol the Director 85/05/13 TAYLOR.TM Olc ol Inspection 
8 Enlorcomenl. D.roctor (820201 670413) 2pp. 4520C 174-45206 1 75 

—0604200579 Adv.sos that Fire Protection Sleohng Commitieo has recommondod that 
each region mako one tCCFFI50,App R-typn insp lo-r oach facility lo assess status of 
compi anco w/ lOCFfl£0.46,Prooram listed 

CONLON.T.E. Region 2. Olc of Iho Oimcior. 04/i i/06 HEflOT.A.R Region 2. Olc oi 
the Dirocior 3pp 45206 1 76 45206 1 78 


R. Periodic operating reports 8 relalod correspondence 

0604190272 "Annual Radiological Fnv.ron Opetalmg FteplSl Lucie Plant Un.l8 I £ 2." 
W/ae04ll Hr. 

CONWAY.W.F. Florida Power & tight Co 07/12/31 65pp 45207 317-45208:021. 

BB03290260 Forwards discharge rnonlloring rople ro onviion protection plan 
CONWAY.W.F. Florida Power A Llohl Co 66/03/23 Oocumeni Control Branch (Docu- 
ment Control Dosk), Ip. 44921 200 44921.284. 

-8603290254 "Dschargo Mon/oring Rept." for Fob 1987. 

WOODY.C O Florida Power 8 Light Co. 87/02/26 2pp 44921:201-44821 202 

—8803200284 "Oiscliarge Moniioring Bepl." lor Sopt 1907. 

WOODY.CO Florida Power 8 Light Co 67/00/30 2pp. 44921:203 44921:204 

0604220108 Forwards monlhly eperatmg lepls lor Mar 1986 & corrected Fob 1966 unit 
shutdowns & power roduclions root lor Unit 4. Corrected rept provides inlo on oulago 
that was omitted from original reel. 

CONWAY.W.F. Florida Power 8 LigW Co. 60/04/15. Document Conitol Branch (Docu- 
ment Control DoshV Ip. 45216:192-45216 210 

—8604220074 Monthly r^eraiing ropis lor Mar 198B. 

GnANT.N.W. Florida PowOr & Lighi Co. d9/03/3i. t6pp 45216 t95 452 16:210 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appilcatlon/conatructlon stage documenis & correspondence 

8603240426 Ganerio L|r 86 06 to all power reactor licenseos 8 applicants re removal ol 
organization chads from Tech Spec admin slrativo control requirements Sve list end 
MllRAOLiA,F.J Assoclaio Oitecior lor Projecis (Post 870411] 80/03/22. (Consolidalod 
Edison Co. ol New York. Inc. 47pp. 44972:107-44972. 153 

0804070199 Forwards TVA omployoo concerns task g'oup subcategory ropts. 

RUSSELL, J.R. Tennessee Valley Authority. B8/O3/20. Oocumeni Control Branch 
(Document Control Desk). 6pp. 45022:146-45024:257. 

-0804070203 Rev 3 to Employee Concerns Special Program Subcatogory Engineering 
RepI 2E000. "Civil/Slruclural Design (21600) 8 Pipo wn p nesiialnt Des-gn (22700) 
BENKERT.J W Tennessee Valley Authorily. 88/03/2 1. 00pp 45022: 1 50-45022:238. 

--6804070217 Rov 6 lo Employee Concerns Specal Program Rept 60100. "OA Mgl 8 
Policy.” 

MCCALLUM.N. BROWN.Wfl. KARR.JE. Tennossoo Valley Authority, 80/03/10. 
66pp. 46022:239-46022;334 

—0004070224 Rev 6 lo Employee Concerns Special Program Subcalegory Rept 80200, 
"Insp." 

KEN2IE.LG. Tennessee Valley Authority. 86/03/18. I52pp 45022:335-45023:126 

—0004070234 Rev 6 to Emoioyee Concorns Special Program Subcatogory Rept 80400, 
“Nonconformance Confrof & Corrective Acflon." 

HALVEflSON.R.D. Tenoesseo Valley Authority. 88/03/14. 491pp. 45023:127- 
45024:257. 



8-804060376 Forwards revised descrp! Ort ol plant completion ptog'am p.an in tosporise 
to 880217 ivfurtfier de'niiion & spec.(ic daieiied proqram irJostones bemg lievcl- 
need to rc^’oet ea-'lv NHC review 8 .nvoVemen! in completion process „ 

WhilE.S A Tennessee Valey Author.ty 88/03/31. EBNETEfl.SD Olc Ol Special 
P#oi©cis 19pp 450^0226*46010 244 

8804060500 AtTvises iMt sabniittai ol Ctiapter IS revs along w/cther FSAR to 

icOcci upper head miecton renroval 4 up'‘ow conversion wJl be delayed unt I 800715. 
GFI'DlEY R Tennessee Val'ey Ac'Jionry 88/03/31 Oocgrrenl Control Branch (Oocu- 
rtcrtControtOesl'). 2pp 45007 08S -iS007CS6 


8604070057 Forwards tist-ng ol employee concern numbers shown on ut I data base as 
f»RC lespor.sib'My fot evaluation not i.nc<'uded in b6i?3i submitta’ Requests ack ol ro- 
soon Wily - , ^ * 

fluSSELLjR Tennessee '/a'lpy Auihonty 89/04/01 Oocumenl Control Branch 
tDocomer.l Con'jol Dosii) 7pp 45075036 45075 042 

B804080088 Generic LB 88-07 to power reactor licensees & applcanls re modihetJ eri- 
torcemont poiicy concerning 10CFB5045. "Enviion Oi>a‘'.fication ol Etectnea' EOJp 
mc-rsl Inponanl to Safety for Nuclear Power Plan's ' SvC l.st enci 
M RAGLIA.FJ Associate Director for Projects (Post 870411) 88/04/07 Conso’idaled 
Edison Co ol New Vorh, tnc 49pp 45164 237-45164 235 


F. Security, rsiedtcal, emergency 4 fire protection plan* 

8803290314 Forwards Insp Repis 50-390/87 20 8 50 391/07-20 on 871128 880103 & 
notice 0l deinaoon Lirosetved items ro mall storage.handi ng & shipping requroinenia 
8 f SAR conmitments associated w/fire pro'ection sys noted 
aARH.KP. Olc ol Special Projects 88/03/09 WHITE. S A Tennessee Vaiiey ArJthor- 
iry 200 44983 008-44983 026 

“8803290321 Insp RepIS 50 390/87-20 & 50 391/87 20 on 071 123 880103. Deviations 
noted Major areas inspected l-ccnsee aci-on on i-ispeeioi idenliliod iio-T.s.lollowup ol 
licensee KJenti''od iiems.lire ptevenooti 8 projection 8 pipe sys 
WAITON.G A HUMHREV.PG. POWELL.T B Reg on 2. Olc ol |ho Oi'CCtor 0e/l>27 
12. )5pp 4493301244383 026 

8604180357 Forwards Rev 14 lo seca'l^y persornel training 8 quaVicatiOn plartRev 
wthheld 

GniOlCY.R.L Tennessee Vai'ey Auihonty 68/04/14 Document Control Brencii 
lOocumem Con'jol Desk) 2pp 45195338-45195339. 

88042«0473 Paita'. tespcmsn to FOtA lequest re hte jiioieciion Forwards App E 
document s.App 0 8 6 dOCutrents evailable m PDR App F documcnl completely w:tl4- 
held (rei FOIA Exemption 5) 

GR MSLEYOH OivSion ol Rules 8 Records jPosl 370413) 88/04/14 JONES C H 
AIMiaiion Not Assigned 5pp 45206 037-45206043 

“8804200579 Advises lhal Fire Protection Steenng Commttee has recommended that 
each region make one l0CFH5O.App R type insp tor each lacitity to assess status ol 
cornpi'arico w/ lOCFRSO 48 Program sled 

CONlON.T E Reg^an 2. 0'c ol the Director 84/i |/06 HEROT A R Region 2 Olc ol 
IheDucctOf 3pp 45206 176 452061/8 

660423O2S0 Revised emergency plan implemensno procedutos.including Rev 0 to 
CECCEPIP-I. 'Ernergenev Dutv Olficor Procedirre lor Noli'icaticn ol Unusual 
Evonl.AIert.Sito Area Emetgenev & General Emergency " W/8B0420 Hr 
GRIDbEY.fl L Tenrjessee Va ley Authority 88/04/20 400pp 45229308 45230 322 


K. UtUlty Final Safety Analysts Report <FSAH) & amends 

8603290339 Forwards Amend 62 to FSAR for Watts Bar Nuclear Plant 
GRIOL6V.H. Tennessee Valtey Auihonty 88/03/25 Oocumenl Control Branch (Docu- 
ment Control Desk) 3pp 44915 1 73 44915 285 

—6603290345 /Xmend 62 lo FSAR tor Watts Bar Nuclear Plant 
' ronoessoe Valloy Authorty 66/03/25 StOtip 44915 S76-44915 285 

6804070312 Forwards alfidavH certifying (hat on 880401 Amend 62 to FSAR served 
upon individuais identified m alfdavti 

GRlOlEy.H L Tennessee Valley Authority 68/04/05 Document Control Branch 
lOocumenl Contiol Desk) ?pp 45075 217-45075 218 


Q. Inspection reports, IE Bulletins & correspondence 

8803290314 Foiwards Insp Repts 50 390/87-20 8 50-391/87-20 on 871128- 880103 A 
<l®'«6’«'‘U'0«>lvecf Items to matt storage.bandlmg 8 shipping requirements 
& rSAP coin/ru<n)6f)t& ss&ocidtcd w/fif6 proi^ciion sys no'ed 

lennesseoValtey Author. 

Notice of deviabon from insp on 871 1 26-880 1 03 Deviation 
eow ‘7'®fl®P>ralely substantiates quaiilicabon as Class 1 £ lor lisied 

BARR.KP Otc ol Special Piojects 89/03/09 2pp 44983 010 44993 011. 

* 50 391/8/-20 on 871 123 880103. Oevialions 

12.“sw <4ino!?«MJOK = "W” 1. Olc ol loo ttrecio, ea/02/ 

8803290366 Forwards Insp Repis 50-259/67-36 SO 260/87-38 Sn.onfi/ft/ in sn 

ffiviS’SSis.K,”™'"* 

“W3W3W NotJca of violation fipm msp on 87 1005- 1 6. Violations noted insrtnnnalB 

.o.-c-roru^;agf I 

8ARR.K P. Region 2. Olc of the OucciOf 88/03/09. 3pp 44975 198-44975 200 


insp riopis 

328/e7.6B.50-390/87-t8.50-391/87-l8. 50-430/87-08 & 60 430/87 08 Vlolatia-s 
noted Mb 01 areos inspecied a'logalions & iicensoo action on Iduniil.urf Horns 
WALTON'.GA Region 2. Olc ol Iho Diiecior. 80/03/08 8pp 44<J75;P0 1.44975 258 


8803210090 Suppi 1 to NRC Info Nolico 87 044. ' Ttirriljlo lobo Itunning in Wcslifg 
house Reacio-'s” Svc ksi end 


nouse HGaci3.'S- ovc 'isi onti 

ROSSI CE O.viston of OperaKonal Events Assessment (Post 870411) 88/03/25 
.i.ccd cn ..f Kio... Vn.u 1 2A.44nnr. 94n 


0803220296 NRC Into Notice 88-010. ‘ Wat s l.iconsoos Lack ol Mgi Controls Ovei ii 
censed Programs " Svc i si end 

CUNMINGHAM.R E Dims on ot tnrtjstiiai 8 Mcthcat Mxicicai Saiovy (Post 67072(\> Ki 
03/20 Consol'dalod Ed son Co. ol Now York, Inc I08(JP 44995 247.44005353 

8804060241 Ferwards rosponso lo NRC Bii lctin 88 002. "Rnp d Propagating Fahgue 
Cracks 1.1 Steam Goneratcr Tubes." Rocommondaliorts ol Paragraphs A & C clbiil'e 
hi not appi cahio to Watts Oar Units i & 2 

Gni0LEY.R TsenessOo Valley Aulhotity. 80/03/31. Oocurnont ConUO? Oronch (Oocc 
mem Coiirol Desk) 8pp 45007 301-45007 300 


8804070112 Responds to NRC 860224 Hr re violations nolctl In Insp Ropts 50-330/07- 
13 & 59-391/87- tS.Correctivfi actio.nsmgt now involved (n a|>prOval Ol each 
tOCFRSO 55(e) repi subm tied to NRC 

GHIDLEY.R Tonnossee Valtoy Aulhonly 88/03/31. Documont Control Drnnch {Docu- 
irent Contiol Desk) 0pp. 45044 143-45044:150 


8604110206 Provides supptomontal response to violations noiod .n Insp Ropts 59 350/ 
87-07 & 50-391 /87 07.5ample reinsp piogrom ot tIVAC supports to dotormino scope 
of vioiaiio.n iKitiaied. Final rupt on v.olal-on will bo prov.ifud by 080531 
GRIOLEY.R Tennossoo val'ey Authority 08/04/05. Dc-cumoni Control O/onch {Does 
ir.enl Coni'ol Desk) 2pp 45129 352-45129 3S3 


S804I20I1I Fonvarcis updated into & final aciio-n plan lor progranimal c corporate con 
cerns ro violations noted m Insp Ropts bO- 390/80 20 S 50 301/00 20 Acton p'an loi 
corporate guidance tor impromoniaiton ot OA program oncl. 

GRIOLEY.fl. Tonnesseo val-’oy Authority. 00/04/05. Documont Control D/oneb (Occu 
moftt Coouo'. Desk) 7pp. 45123 333-45123339 

8804010256 NRC Info Notice 66-01 1. "Potential Loss ol Motor Conirol Cir S/or Switch 
board Function Duo to Faulty Tio Botis " Svc list onci 

ROSSl.C.E Divis-on of Oporal orial Events Assossmenl (Post 070411) 08/04/07 
Consolidated Edison Co. ol Now York. Inc I24pp. 45406 202-45407.051. 

6804140009 Adviscs that commilmeni to complaio layup imploniontolion loschodu'ed tc 
880701 from 88033l.pcr 871016 submittal responding to Violation 50-390/87.12 01 
noted .n map Repis 50-390/07-12 S 50 391/87-12 

GRIOLEY.R Tennessee Va'Iey Authority 88/04/08 Document Control Ornnch (DoCu 
ment Conirol Desk) 2pp 45147:330 45147 3.30 

0804190122 Requests 3ddl into re mam atoam I no brooks In ice condense 
conia rimenis.in support el ANL Indopondoni conlitmnlory (inaiysis Ol WCAP 
10966P Into requested 45 days alter rocoipl 

2ECH.GG Olc ol Special Projocls 80/04/08. WUITE.S A. Tonnnssoe Val'ey AuthDr- 
rty 7pp 45165 287 45165 293 

0004060370 NRC Into Notice 88 0i2. "Oveigioastng ol Eloclrlc k^oloi Ononngs." Sv< 
list end. 

ROSSl.C.E. Division ol Operational Events Assossmoni (Post 070411) 68/04/12 
Consotrdaied Edison Co ol Now Yoik. tnc lP3pp. 45165 020-45105 i SO 

6004210017 Summarizes review ol NRC Oiilloiin 00 OOi, "Detects in Wostinghouse C.i 
cult Breakers " Bulletin not applicable to Btowns Fotty nuclofti plant QuHolin app'-ca 
b’e to Walls Bar & Bo.lafonlo nuclear plants List ol commilmonis oncI 
GRl0LEY.n. Tennossea Valley Authority 86/04/ 1 3 Oocument Control Brnncli (Oocu 
mem Control Desk) 3pp 45219 150-45219:152 

8004200473 Partial response lo FOIA ir^quesi re lito protochon. Forward's App t 
documents App DAE documents availahle ir* POR App F documont comptotoly with 
held fret FOlA Exompi.on 5). 

GRIMSLEY.OH Division of Rules & Records (Post 070413). 08/04/14 JONES.CH 
Alfi’iation Not Assigned. 5pp. 45206 037.45206.043. 

-^04200575 Piovidos status ol Region II sate shutdown insp prontam. 

GRACE, J N Region 2. Otc ol Iho Director 85/05/13 TAYI.OR.JM Olc ol Inspectioi 
A Ervlotcemem.DJeclor 1820201-870413) 2pp 45206 174-45206 175 

“8804200579 Advises that Fire Protoct on Steering Commiltoe has rocommondod lha 
each region make one tOCFRSO.App R-iype insp lor each facl'ity to assess status o 
compliance w/ 10CFR50.46 Piogram hsioJ. 

CONLON.T E Region 2. Olc ol the Oiroctor 84/11/00 flGRDTAR Region 2. Olc 0 
theOiteclor 3pp 4 5 206 176-45206 178 

980^220022 Forwards suppiemenlal response to violal'ons noted in Insp Ropts 50-32/ 
86-27 & 50-328/86-27. Enel will provide original Sequoyah doticiency lollowod b 
Walls 8a' Nuclear Plant supplemental respons-o. 

GRIO^Y.H Tennessee Val-'oy Authority. 88/04/15 Document Control Branch (Oocu 
ment Control Desk). Itpp 45226:313-45226 323 

8004220032 Forwards response lo NRC Bulletin 87-002. "Festonei Taslmg lo Ool«‘ 
mne Conloimance W/Appiicable Tech Specs." Enel 4 idonlilios faslunots Iranelerre 
^ ^ contains list ol commitments being made by TVA in response 

GRIOLEY.R Tennossoo Velley Authority. 88/04/15. Oocumenl Control Branch (Oocc 
ment Control Desk). 155pp 45219 172-45220.026 

0804200635 Responds lo NRC 880309 Mr r© violations noted ir^ listed ins 
jopts.includ ng 50.438/87 08.50 439/87-08 A 50-327/97.68 Coiroclivo actions dal 
base constructed for uaining 

ORiDI^Y.H Tennessee VaTloy Auihonty 88/04/22. Document Conirol Branch (Doci 
mem Conlrof Desk), lOpp 45331:341-45331:350 


B. Periodic operating reports & related correspondence 

Whole Body Exposure Ropts lor 1907." W/ 880401 Hr. 
GHIDLEY.R Tennessee Valley Authority. 87/]2/3r 7pp. 46047:060-45047;066. 


DOCKETED ITEMS 151 


S. Reportable occurrences, LERs & related correspondence 

8804040102 ijecond inionm deliciency lepi re (ailuro lo adoquafofy conirol 5 document 
instfumont accuracy requirements, initially reported on B70626 TVA contracting w/ 
Woslingliouso lo foviow solpoint methodology document.NexI repl by 8&032I- 
GHIDLCY.R Tennessee Valley Authority, 80/03/30. Document Control Branch (Docu- 
ment Control Desk) 4pp 44070 079-44970.082 

8804060439 Revised tinai deticlency topi ro wholher ellocis ol 7oro period acceleration 
should bo considered in piping analysis calculations. Iniliaily reported on B60327 Calcu- 
lations r^oi appropriate for typo analysis Srmpon des'gns to bo revised 
GHiDLEV.f? Tennessee Valley Aulhonty. 00/04/04. Document Conirol Branch {Oocu- 
moni Control Desk) 4pp 4S076 101-45076 104 

8804270007 Second interim doticiency rept le saloty ielatod UVAC duct woWmg Initially 
roporiod on 0/0312 Piogram dovoloped lo establish structural adequacy oi welded 
saloty related ductwork Noxt rept expected by B90929 

GRIOLEY.O Tennessee Valley Authority. 88/04/ 12. Uocumoni Control Branch (Docu- 
ment CDrxIrol Oosk) 6pp. 45260 260 45280 265 


U. Congresaional/Executive Correspondence 

8804130222 Responds lo questions in 6Q0315 Mr ro NRC Invesligalton ol S 
Wt I HE. manager ol Ole ol Nucloar Power at TVA & discusses role of Ole ol Invosliga 
I ons in sub| case Assures that NRC mado no attempts to dismiss Otc of investigation 
ropl 

2ECH.L.W Commissioners 80/03/22. GEJDENSON.S House ol Rep. Interior & In- 
sular Alfairs. 0pp. 4510I:220-4SIOI'230 

-0804130233 Requests artswois to quositons mado by Subcommitleo on general over- 
sight & lovosligatlons re altogod NRC attornpl lo dismiss Oic ol Investigation repl 
about crodibilily oi H WHilo.director ol TVA nuclear program 

GEJDENSON.S, House ol Rep , Inierlor & liysular Alla:rs 88/03/15 26CH.L W, Com- 
missionors 3pp. 451 01 .228-45101 *230. 

88042003 17 Forwards NRR responses to Questions 1 & 3 ro Commission sids lor por- 
m-iiiog rostart of power plant alioi shutdown lor saloly reasons & Commission loqulro- 
monis lor documenting licensing basis lor restart decision.fospectivoly. 

THOMAS.CO. Policy Development & Technical Support Branch (Post 070411). 88/ 
04/19 REHM.T A Olc ol the ExocuUvo Oiroclot lor Oporallons 7pp 45269 20B- 
45269 215 


DOCKET 60-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A- Appllcatlon/consiructlon stage documents & correspondence 

8803240426 Generic Lir 88-06 to all power reactor licensees & appl canis to removal ol 
orgar^i^atlon charts Irom Tech Spec admlnmiralivo control roquiromenis Sve list end. 
MIHAGLIA.F.J. Associate Director lot Projects (Post 67041 1). 88/03/22. Consoi'datod 
Edison Co ol Now York. Inc. 47pp, 44972 t07-44072 l63 

6804070199 Forwards TVA omployoo concerns task group subcatogory repis. 
RUSSELL.J.R. Tennessee Valley Aulhonty. 88/03/28. Document Control Branch 
(Documoni Control Desk) 6pp 45022;145 45024 257, 

-8804070203 Rev 3 lo Employee Concerns Special Program Subcalogory Englnoaring 
Repl 25000. “Civil/Slruciural Design 12)500) & Pipe Whip Rosiraini Dosign (22700).” 
QENKERT.J W Tennessee Valley Aumonty 68/03/21 89pp 46022:150-45022 238, 

-8004070217 Rev 5 10 Employee Concerns Special Program Ropl 60100. 'OA Mgl & 
Policy." 

MCCAl.LUM.N . BROWN.WR.. KARR.J E. Tennessee Valley Authority 88/03/) 8. 
90pp. 45022 239-45022:334, 

-8804070224 Rov 6 lo Employee Concerns Special Program Subcaiegory Repl 60200. 
"Insp" 

KENZIE.L G Tonnossoo Valley Aolhorily. 88/03/10 162pp 45022:335-45023: 1 26 

-8604070234 Rov 6 lo Employee Concerns Special Program Subcategory Repl 80400. 
"Nonconlormance Control 8 Corrective Action." 

IIALVERSON.RD Tennessee Valley Authority. 86/03/14. 401pp 45023 )27- 

45024:257. 

$604060378 Forwards revised description ol plant completion program plan In response 
lo 880217 lit. Further dellniilon & speclllc deleiled progrem milestonos being devel- 
oped to relloct early NRC review & Involvement In completion procoss. 

WHITE, S A Tennessee Valley Aulhonty 88/03/3) E0NETER.S.O. Olc ol Special 
PfO)ect6. 19pp. 45010.226 46010:244. 

8804060600 Advises that submittal of Chapter 15 rovs along w/olhor FSAR changes to 
rofloct upper head ln|ecllon removal S upliow conversion will be delayod until 880715 
ORIDLEY.R. Tennessee Valley Aulhority. 08/03/31. Document Control Branch (Oocu- 
menl Control Desk) 2pp 45007:065-46007.086. 

8804070067 Forwards listing ol employee concern numbers shown on util data base as 
NRC responsibility lor evaluation not Includod In 661231 submittal Requests acK ol re- 
sponsibdily. 

RUSSELL.J.R. Tennessee Valley Authority. 88/04/01. OocumenI Control Branch 
lOocumeni Control Desk). 7pp. 46076:036 46075 042. 

$804080068 Generic Lir 88-07 to powor reactor licensees & applicants re modified en- 
(orcemeni policy concerning lOCFflSO 49, •Environ Oualllicallon ol Elecifical Equip- 
ment tnvpoiianl lo Safely lor Nucloar Power Plants." Svo list end. 

M1RAGLIA.F.J Associate Director for Prolecls (Post 670411). 80/04/07. Consolidated 
Edison Co. ol New York. Ino. 49pp. 45164:237-46184:285. 


F. Security, medical, emergency A lire protection plana 

8803290314 Forwards Insp Repts 50-390/87.20 A 60-39I/&7-20 on 871126- 880103 & 
notice ol deviaiion.Uresotveo Itoma re rnatl slorago, handling & shipping requirements 
A FSAR commitmonis associated w/lire protection sys noted. 

BARR.K.P. Olc ol Special Projects, 88/03/09, WHlTE,S.A- Tennessee Valley Author- 
ity. 2pp 44983:008-44963:026. 


-8803290321 Insp Ropis 50-390/a7.20 A 50 391/07-20 cn 87)123 800103 Doviafons 
noted. Major areas Inspected. licensee action en mspecior identihed iieiii9.loiiowi.p of 
licensee rdsnMieJ iiems.fire preverttion A protection A pipe sys. 

WALTON.GA. ELROD.SA. Rogon 2. Olc ol the Director. 00/02/12. 15pp. 
44983 012 44963 026 

8604 1 80257 Forwards Rev 14 lo security personnel irair^mg & qualificaion plan Rov 
withheld 

GRIDLEY.RL Tennessee Valley Authonly 08/04/14. Document Conirot Stanch 
(Document Control Desk) 2pp 45195 338 45)95 339 

0804200473 Partial response lo FOIA request r© l.ro prelect on.ForwardS App E 
docun^onls App 0 A E documonis av8 lablo in POR. App F document completely with- 
held (rol FOlA Exemption 5} 

GRIMSLEY.D H Division of Rules A Records <Post 070413) 88/04/14 JONES.C H 
Alhlmtion Not Assigned. Spp 46206 037-45206.043 

—8804200579 Advises that Fire Protection Steering Committee has recommended that 
each region mako ono tOCFRSO.App R-typo insp lor each lacil.(y to assess stales of 
compliance w/ tOCFRSO 48 Program listed 

CONLON.T E Region 2. Otc ol the Director 84/11/08 HERDT.AR Region 2 Olc ol 
the Oiroclot 3pp 45206 176-45200 178 

BB04220250 Rovisod emergency plan impfemonlmg proceduros.lnc|ud ng Rev 0 lo 
CECC-EPIP-1. "Emergency Duly Olticcr Pro-ceduro for Not heal on oi Unjsual 
Evont.Aleri,Sile Area Emergency & General Emergency" W/880420 Mr. 

GniDLEY.fl L Tennessee Val'oy Authority 80/04/20 400pp 45229 308 45230 322 


K. Utility Final Safety Analysis Report JFSAR) A amends 

BB03290339 Forwards Amend 62 to FSAR for Walls Gar Nuclear Plant 
GRIOLEY.H, Tennessee Vo'loy Aulhoii>Y 80/03/25. Document Control Grarch (Oocu 
men! Control Dosk). 3pp, 44B15 173 44915 205 

-8603290346 Amend 62 lo FSAft (or Watts Bar Nuclear Plant. 

* Tennesson Valley Authority. 68/03/25. 1 10pp. 44916 176 44915:285 

6604070312 Forwards alhdavit certifying that on 0OO-'.O1 Amend 62 to FSAR served 
upon individuals Idonilfled in affidavit. 

GRIOLEY.R.L. Tonnesseo Val'ey Aulhonty 88/04/05. Document Control Branch 
(Document Control Desk) 2pp. 45075 217-45075.218 


Q. Inapecllon reports, IE Bulletins A correspondence 

8B03290314 Forwards Insp Repis 60-390/07-20 A 50-391/87-20 on 071128 880103 & 
nollcn ol deviation. Uresolvorf items re mall storago.handling A shipping requirements 
& FSAR commitments associated w/l roproiecilon sys noted. 

BAFTR.K.P. Ofc of Special Projocls, 68/03/09. WHiTE.SA. Tennessee Va'tey Author- 
ity. 2pp 44903 008-44983 028 

-8803290317 Noiico of deviniion from insp on 87i)2&-8S0i03 Oovialion 
not oddocumenia lion fnade<iualoly subsianilatos quahtcaton as Class IE lor l-sled 
equipment. 

8ARR.K P Olc of Special Projects 88/03/09 2pp, 44983 010-44983 01 1 

-8603290321 Insp Repis 60-390/67-20 A 50-391/07-20 on 871123-660103 Doviai.on3 
nolod Major aroas Inspected licensoo acton on inspector idontit.od iloms.foUowup ol 
hcensoe ideniiliad iloms.hre provonllon S piotoclion A ppe sys 
WALTON.G A . HUMHREY.P.G . POWEIL.T 0 Region 2. Ofc ol Iho Director 86/02/ 

12 I6pp. 44083 01 2-4 4983 026. 

8803290386 Forwards Insp Ropis 5O-259/87-36.5O-26O/07-30.6O-2O6/B7 30 50 327/ 
87-68.60-326/87.68,50-390/87-10.50-391/07-16. 50 430/87-09 A 50-439/67-08 on 
87 1005- Id A notice of violation 

BARR KP. Region 2. Die of iho Director 88/03/09 WHITE.SA Tennessee VaHoy 
Auttioflly Gpp 44976 195 44975 200 

-8803290390 Notice ol violation from Insp on 871005-18 Vio'aiicns noted madequato 
d:v of nucloar engineering training A records, molfoctive followup on audit Indmgs A 
improper correction Ol OA records 

BAfllT.K P. Rog on 2. Olc of the Diroctor. 86/03/09 3pp 44975 1S8 44975 200 

-8003290393 Insp Hepts 50-259/87.38.50 260/87.30.50-396/07-38. 50-327/87-68.50- 
328/87-68.50-390/87-18.50-391/87-18. 50.438/07-06 6 50-439/87-08 Violations 

noted. Major aroas inspocloil allogat-ons A licensee action on identified Homs. 
WALTQN.G A Region 2. Olc of the D.rocior. 80/03/08 8pp 44075 201-44975:206 

8803210090 Suppi 1 to NRC Into Notico 07 044. •Thiinbre Tube Thmnng m Westing 
houso Reactors •’ Sve list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/03/26. 
Consolidated Edison Co of New Yotk. Inc 12 ipp. 44995:126-44995 246 

6603220296 NRC Info Notice 88-010, "Matts Licensees Lack ol Mgi Controls Over Li- 
censed Proorams." Sve list end. 

CUNNINQHAM.H.E Division Ol Industrial A Mortical Nucloar Saloly (Post 870729) 80/ 
03/28. Consolidated Edison Co. ot Now York. Inc lOOpp 44995 247.44995.353. 

8804080341 Forwards tesponso to NRC BuHebn 88-003, "Rapid Propagating Faliguci 
Cracks In Steam Qeneraior Twbos." Rocommondations ol Paragraphs A A C ol bu'ilo- 
tin not applicablo lo Walls Bar Units I A 2. 

GR1DLEY,R, Tennessee Valley Authority 06/03/31. Documoni Control Branch IDocu- 
ment Control Desk) &pp 46007:301 -4500/300 

8804070112 Responds to NRC 880224 Hr re vio'et-ons noted in Insp Repis 60-390/87. 

13 A 60-391/07- 1 S.Correctivo actions mgl now Involved in approval ol each 
i0CFR50.6S(e) ropl submitted to NHC. 

GRIDLEY,R. Tennessee Valley Aolhorily. 88/03/31. Document Control Branch (Docu- 
ment Control Desk). 3pp 45044:143-45044:150. 

8804110206 Provides supple mental response lo violations noted in Insp Ropis 50-390/ 
87-07 A 50-391/87-07. sampio roinsp program ol HVAC supports to dole«mno scope 
ol violation Initialed. Final rept on violation will be provided by 880631. 

GRIDLEY.R. Tennessee Valley Aulhonty. 88/04/05. Document Control Branch (Docu- 
ment Conirol Desk). 2pp. 45129:352-451 29:353. 
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6804120111 1 orwarcfs updated info & hnsi action plan (or programmatic corpoipte con* 
corns lo vio'alions nolotl In lf>sp Hopts S0'300/B5 20 & 60-j 91/86-20 Action p!an for 
corporato uu dance (or irr.ptemoniation ol OA program end 

GflIOLEY.n Tennosseo Vattey Aulhorily 88^04/05 Document Control Branch (Docu- 
ment Coritrot Desk). 7pp 45123-333-45123339 

8804010266 NRC Into Not ce 88-Ot 1. • Potential Loss o( Motor Control Ctr &/or Switch- 
board Function Doe to Faulty Tlo SotJs" Sve I st end 

ROSSi.CE Div;sror> ol Opera»-onal Events Assessment (Post 8704(1). 88/04/07 
Ccnsoiidated Edison Co oi Mew York. Inc. I24pp 45406 202-45407 051. 

6804140009 Advises that commitmonl to complete layup implomenlaiion rescheduled to 
860701 tram 8e0331.per 671016 submiilal responding to Violation SO-390/67- 12-01 
noted m Insp RepIS SO 390/87-12 & 50 391/87-12, 

GRIDLEY.R. Tennessee Vattey Aulhorny 88/04/08. Oocumom Control fiianch (Ooco- 
moni Control Desk) 2pp. 451 47 336-45 147 339 

6604190122 Requests eddi info re main steam line breaks In ice condensor 
contanmonts.m support of ANL Independent contirmatory analysis ol WCAP- 
t096eP Into requested 45 days after receipt 

2ECH.GG Ole ol Special Projects 88/04/03. WHITE, S A Tenoossao Va’iey Author- 
ity. 7pp. 45165 287-45165 293. 

8804060370 NRC inlo Nolico 88 012, "Overgreasng ot Electric Motor Searings,'' Sve 
list end 

ROSSI.C E. Oivis on of Opeielional Events Assessment (Post 970411). 88/04/12. 
Consol-datod Edison Co o( New York. Inc t23pp. 45165028-45165 160. 

6804210017 Summarizes review ol NRC BuL'oiln 88-OOt. "Oelects In Wesiinghouso Cir- 
cuit Oreakois * Bullet n not appl-cable to Browns Ferry nuclear plant Bulletin applica- 
ble to Walls Oar & Bellafonie nuclear plants List ot commitments encl. 

GRIDLEY.R Tennesseo Valley Authority. 88/04/13 Uocumoni Control Branch (Docu- 
ment Control Desk) 3pp 4521S.150-4S2l6:t52 

8804200473 Partial response to FOIA requosi ro lire proteci'On.Forwards App E 
documents App O & E documents avarablo in POR App F document completely with- 
held (rel FOlA Exemption S) 

GHI.MSLEY.D.H Div&ion ol Rules & Records (Post 670413) 83/04/ 14 JONES.CR 
AlliMtiOn Not Assigned Spp. 45206 037-45206.043 

-8804200579 Advises that Fire Protection Steering Commiilee has recommended thal 
each region make one lOCFRSO.App R type inep (or each lacility (o assess status ot 
compi once w/ (OCf flSO 48 Program I sleo 

CONLON.T.E Region 2. Otc ol the Director 84/11/06 H6RDT.A ft Reg on 2. Ole ot 
Itio Oiieclor 3pp 45206 176-4S206 176 

6804220022 Forwards supplemcniai response to violations noted in Insp Repts 50-327/ 
86 27 & 50-328/06 27 Encl will prov.de original Sequoyah delldency lollowed by 
Walls Oar Nuclear Plant supplemental response. 

GRIDLEY.R Toiinossee Valley Authonty 88/04/(5 Document Control Branch (Docu- 
ment Control Desk). lipp 45226 313-45226 323 

6804220032 Forwards response to NRC Bulletin 67-002. "Faslonor Testing lo Doter- 
m ne Conformanca W/App'icablo Tech Specs " Encl 4 Idonlirios (asleoers iranslerred 
from storage & End 5 contains list of commlimonts being made by TVA in responso. 
GRIOLEY.h. Tennessee Valley Authonty. 88/04/15 Document Control Branch (Oocu- 
meni Control Desk). I55pp 45219:172-45220:028. 

6604280635 Responds to NRC 880309 Ur ro vio'ations noted In llatad insp 
repts, Including 50-438/d7-OB.50-439/8708 & 50-32 7/87- 68 Corrective acUons.data 
base constructed (or (ra ning 

GRIDLEY.R. Tennessee VsTtay Aufhority. 88/04/22. Document Conirol Branch (Docu- 
ment Control Desk) tOpp. 45331:341 45331:350 


ft. Periodic operaltnQ reports A related correspondence 

8604050383 "Personnel Whole Body Exposure Reals (or 1987.” W/880401 l(r. 
GftlDLEY.R. Tennessee Valley Aulhority. 87/l2/3(. 7pp 45047 060-45047:066. 


S. Reportable occurretices, LERe & related correspondettce 

8604040102 Second interim deficioncy rept re la lure to adequately control & document 
instrumonl accuracy requirements. Initiahy reported on 870626.TVA contracting w/ 
Westinghouso to review setpoint malhodoiogy document Next rept by 890321. 
GRIDLEY.R Tonnessae Valley Aulhority. 88/03/30. Document Comrol Branch (Docu- 
ment Conirol Desk). 4pp. 449/0.079 44970:062 

8604060439 Revised tmal deliclency rept ro whether effects ot zero period acceleration 
should ce considered in piping analysis calcutsUons.lnitially reportad on 660327 CalcU- 
ielions not appropriate lor typo snalysis.Suppori designs to be revised. 

GfllOLEY.R Tennessee Valley Aulhority. 88/04/04. Document Control Branch (Ooci»- 
monl Control Desk) 4pp 46076:101-45076:104. 

8604270007 Second interim deficiency rept le safety-related HVAC duel welding Inllially 
reported on 8703l2.Pf0Qram devalopeo to establish structural adequacy of welded 
safety related ductwork Next rept expected by 890929. 

GRIOLEY,fl. Tennessee Valley Authority. 68/04/12. OocumenI Crinirol Branch (Oocu- 
monI Conbol Desk). Spp. 45260.260-45280.266. 


U. Cangreastonal/Executive Correspondence 

6804130222 Responds lo queslions In 660-315 Hr re NRC Investigation ol S 
WHlTE.manager ot Otc ot Nuclear Power at TVA A discussos rota ot Ole ot tnvastiga* 
lions In sub) case Assures that NRC made no eltempis to dismiss Otc of Invesiigation 
rept. 

ZkCH.L.W. Cominissiohers 86/03/22. GEJOENSON.S. House oi Rep., Interior & In- 
sular Altairs. Spp. 45101:220 45101:230 

—6804130233 Requests answers to questions made by Subcommittee on general over- 
sight & investigations re alleged NRC attempt to dismiss Otc ol Investigation repi 
eooul cred-biiliy ot S WHiie. director ol TVA nudeer program. 

GEJOENSON.S. House ol Rep.. Intertor A Insular Affaire. 88/03/15. ZECH.LW. Com- 
-8 3pp. 46101:228-46101:830. 


6604260317 Forwards NRR responses (o Questions 1 & 3 re Commiss on stds tor por- 
milling restart ol power plani etior shutdown for salely reasons & Commission roqjlio 
monts tor documenting licensing basis lor restart decislon.respoclively 
THOMAS.C.O. Policy Development & Technical Support Branch (Post 670411). ggr 
04/19 REHM.T.A Otc of the Executivo Director lor Operations 7pp 45269 200 
46269 215. 
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F. Security, medicol, emergency & (Ire protection plane 

6603300122 Forwards Insp Repts 60 39S/8e-04 on 860201-05 No violations or duvi 
aliens noted. 

HEnOT.A.R. Region 2. Otc ot Iho Director. 88/03/04. NAUMAN.OA. South Carolina 
Electric & Gas Co 2pp. 44961:269-44961:283 

-6803300129 Insp Rept 60 395/68 04 on a9020l-05 No violations noted Major amas 
inspeciedsolsmlc monllonng program & lire proiecilon/prevonlion program 
HARRlS.J.fl.. CONLON.TE. Region 3. Otc ot the O.roctor 88/02/29 13pp 
44961 271-44961:283 

6804010242 Change A lo Rev 9 ot Emergency Plan Proceduro EPP 0I6. "OporokCns 
Support Cli Activation Checklist." W/860325 Itr. 

*. NAUMAN.D.A South Carolina Electric 6 Gas Co 88/03/25 5pp 45031:105- 
45031:199 

8804040239 Advises that 880216 Amends 6,7 & 21 to ptiysfeal security plan consstoni 
w/provistona of 10CFR54(p) 8 acceplabla. 

CLlNE.W.E Rootoh 2. Ofc Ot the Director. 88/03/28. NAUMAN.D A. South Caro' na 
Electric & Gas Co 3pp 45076-.l3t-450?6-.l33 

6604160361 Forwards Insp Rept 60-305/88-08 on 860301-31. No violations or dov.- 
atlons notod. 

VERHELLl.O M Roglor* 2. Otc ot the Director. 88/04/08 NAUMAN.D A. South Cere'-- 
na Electric & Gas Co 2pp. 451 92:21 3-451 92:221 

-6604150386 Insp Rept 60-395/83-08 on 880301 -31. No violations or deviations 
noted Major areas Inspected:llcon8oe action on previous insp Imdings.monlhly survoll- 
lance observations, ladlotodcat protecllon.physcial securrty & wntion repla. 
PBEVAnE.R L . HOPKIN^P.Q.. OANCE.H.C Region 1. Otc ot the Drector. 66/04/ 
06. 7pp 45192 216 46192:221. 

6804200473 Partial response lo FOIA roquest re fire protection. Forwards App E 
docuinenls.App D 8 E documents available ir) PDR.App F document comploioV -wilh- 
hold (ret FOIA Exemption 6V 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413) 88/04/14 JONES.Cft 
Afiillation Not Assigned. Spp 45206:037-45206 043. 

-6604200579 Advises that Fire Protection Steering Committoo has recommondod llial 
each region make one 10CFR50,App R-type Insp tor each (aclliiy lo assess status ol 
complianco w/ l0CFfl60.48 Program listed. 

CONLON.T.E. Region 2. Otc ol The Director 84/1 1/00. HERDT.A fl Reg'on 2, Otc ol 
the Director 3pp 45208:176-45206:178. 

6804260008 Fonvards Irtsp Rept 50-395/88-00 on 8803 f 4- to No violations or dovi- 
ations noted. 

CLlNE.W.E. Region 2. Otc ot the Director. 86/04/16. NAUMAN.OA South Cnro'ina 
Eloctrio & Gas Co 2pp. 45268:174-46268:176. 

-8804260010 Partially withhold Physical Securlly Insp Rept 60 395/88 09 on 000314-10 
(rel 10CFR2.780(d] & 73 21) No violations noted Major areas Inspected security pro 

? rem audrt.records & repta.lostlng 8 malnl & security sys power supply. 

ILLMAN.A.. MCQUIR^D P Region 2. Ofo ol Ihe Director. 80/04/13. Ip. 46260:170- 
45268:1 76. 


I. Financial Inlormailon 

6803290274 Forwards South Carolina Electrio & Gas Co & South Carolina Public SvC 
Authority 1987 annual financial roots. 

NAUMAN.OA. South Carolina Electrio & Gas Co. 88/03/16 Document Control 
Branch (Document Control Desk). Ip. 44904:155-44904:261. 


P. Operating license stage documents 8 correspondence 

8803240426 Generic Ltr 86-06 lo all power reactor licensees & epplicania re removal ol 
organization charts from Tech Spec administrative control requirements Svc list encl 
MIRAGLIA.FJ. Associate Director (ot Prolacta (Post 870411) 88/03/22 Ckinso'idaiod 
Edison Co. ot New York. Ino. 47pp. 44972:107-44972:153. 

8603290300 Forwaids jyiopiietw & noriprophetsrv Rev 0 to WCAP-6687, ' Eg-j-praonl 
Quatiticatlon Data Package, ATWS Mitigating Sye Aclualion Circuitry (AMSAC) in Sid 
Seismic Cabinet." Attldavii encl.Proprletary rept withheld (ret 10CFR2 790), 
NAUMAN,D.A South Carolina ElecIrlO & Oaa Co. 88/03/24. Document Control 
Branch (Document Control Desk). 20pp. 44918:193-44916.236. 

-8803290305 Roquesta thal Proprietary Rev 0 to WCAP-B6B7, "Oualilication ot ATWS 
Mitigating Sya Actuation Circuitry in SlO Seismic Cabinet" be withheld from public dis- 
closure (rel 10CFfl2.790). 

W1E8EMANN.R A. Westinghouse E»eo1rio Corp- 88/03/21 MURLEY.T Otlico ol Mu- 
clear Reactor Regulation. Director (Post 870411). 9pp. 44918.213-44916:221. 

-8803290306 Nonpropriefarv Rev 0 to WOAP-8687, "Equipment Qualillcalion Data 
Package, ATWS MfUgating Sys Aotuation Circuitry (AMSAC) in Std Seismic Cabinet " 
RYQQ.D.E. Westinghouse Elaotric Corp. WCAP-BSe? flOO. 88/02/29. 17pp. 

44916;222-44916;23e. 

8804060391 Bequests relief from ASME Code.$ecUon XI hydrosiallc teal requiremonis 
lor steam generator blowdbWn 6y8.ft6l)ef heeded to support steam generator blow- 
down sys mod scheduled (o commence oh 88P016.Fee paid. 

NAUMAN.D.A. South Carolina Gledflo 4 Gaft Pd. 8d/03/30. HAYES.J.J. NRC • No 
Oelaifed Alllliatton Qh/en 4pp. 4&()7l:ie9-46076:172'. 
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8804060394 Submis adOl in<o in support ol ulil 850002 reqoosl to oxler.il oxpiiellon 
date ot License NPP 12 

NAUMan.DA South Ca'clna Eloclnc S Gas Co 08/03/30 HAYES.JJ NRC • No 
Oeialed Atll’ation Givon HAYES.JJ Oocumoni Control Branch (Ooccment Control 

OosVI 4pp 45010 245 45010 240 

8804080088 Generic Ltr 88 07 to power reactor I'consoos A app'icanis re moail ed en. 
lorco.T.ent po'icy concornina 10CFH50 49. "Eryv.ron Oua'ilicaiicn ot Electrical Equip 
ment important to Sototy lor Nuclear Power Plants Svc hat end 
MIRAGLIA.F J. Assocato U.ioctor tor Piojocis (Post 8704 11) 08/04/07. Coiisci dated 
Edison Co ol New York. Inc 49pp. 46164 237-45164 285. 

8804130250 Noli(.cation ot BB04I2 mookng w/ulil In APonla.GA lo discuss SlaluS of I • 
censing actions on plant 

HAYES.JJ Proloct D.ioctoraie lit. 88/04/07 MURLEY.T . SNIEZEK.J . MIHAGLIA.F 
NBC ■ No Deiatled Aflliat.on Given. 2pp. <6102. 351-45102 352 

8804180137 Oocumonls util rosponso lo NRC concern (a.SOd in 060329 lotcon re Ge- 
neric Lir 82 33. OCROR " Operator Is not oporaimg compononts blindly & auange 
ment o! instrumonts r.Ol ronS'derocJ to do prod'orn tcqu ring lurthor rosoljlion. 
NAUMAN.O.A South Carolina Electric & Gas Co. 80/04/11 Oocumoni Control 
Branch (Document Control Desk). 2pp. 45t45 355-45145.356 

8804200363 Forwards Amend 69 to L'conso NPF-12 & saloty ovaiuat on Amend modi 
ties existing roacior bldg coolmg un-l svc wator ouHol valves lo aulomalic 
valves Amend lo do implomoniod prior to startup after r.oxl roluoLng outage 
HAYES JJ Proloct Diiccloralo It- 1 . 08/04/13. NAUMAN.O.A South Ca.'olma Electric 
& Gas Co 2pp 45101 iO2-45l0t 111 

-8804200366 Amond 69 1o I iconso NPF-12.mod dying existing toaclor tjldg coo ing unit 
SVC water outiai valves to bo automotic valves. 

ADENSAM.E G Proloct Directorato li t 80/04/13 5pp 4510l:l04-45191:t00 

-8804200367 Safely ovaluat<cn supporting Amend 60 lo Llcenso NPF.12. 

• Oliice ol Nuclear Reactor rtogu'allon. 0.rQclor {Post 870411) 80/04/13 3pp 
45101:109 <5191 111 

8604210242 Requests approval to perform short duration Integrated leakage rale lest 
(Typo A • periodic) & to uli'lzo mess pomi analvRls technique ol ANSI 66.8- 1031. Plant 
presently scheduled lor lourtti refuel ng ou'ogo In Sept 1608 

NAU.VAN.OA South Caro'ina Einciric & Gas Co. 80/04/15. Oocumoni Control 
Branch (Oocumeni Control Desk) ip. 4S23S 236-<523S 236. 

8804280105 Forwards saloty evaluation providing rosulls of NRC rovlow of summer in- 
service testing program for pumps & valves Toclinical evaluation root oncl. 
ADENSAM.E G Pfo|oct Dirocioralo II- 1 80/0</t9, NAUMAN.DA South Carol-na 
EIcc'flca Gas Co 4pp 45276 090 4 5276 1 76 

-8S04260112 Solely evaluation nuppoiting rololod Insorvico losUng program & roquosl 
tor rel of of uhis. 

* Otiico ot Nuclear Roacior Regulation. Oiroctor (Post 070411) 88/04/19. tSpp 
45276 102-45276 1 16 

-8801280033 Rov I to Pump & Valvo Inseivico Tosling Pfogiam. VC Summor Nuclear 
Station." toclin-cal evaluation ropl 

MONNIE.D I . RANSON.C B E(5SG Idaho. Inc (subs ot EQ&G. Incl MONNIE.D I 
Idaho National Enginooring Laboratory. FIN A-6612 EGG-NTA-7424 ROI. 87/12/31. 
NRC • No Deto lod Ail.l-aiion Given 59pp 45276 1 1 7-45276 1 75 

8804280426 Summary ol 000412 mcciinq w/uiil >n Atlanla.CA.io discuss status of li- 
cens'ng Issues list ol ailondoos.aoonda, status ol TACs & proposed Toed Specs encL 
HAYES.JJ Proloct Oireclorale H-t. 83/04/22 Projoct Ol'ocioraie 11-1. 15pp. 
452/0 296-45271) 310 


O. Inspection reporle, IE Bullellns & correspondence 

8803300122 Forwards Insp Repis 50-395/80'04 on 800201-05. No violaions or dovi- 
ailons noted 

HEHOT.A R Region 2. Ole ot tha Director 00/03/04 NAUMAN.O.A. South Caro'ma 
Electric & Gas Co 2pp 44961:269 44961:283 

-8803300129 Insp Ropt 50-305/88-04 on 000201 05. No violations noted Ma;oi aroas 
inspected seismic mon'ionng program & hro prolecl'on/provenllon program 
HARRIS.JH. CONLON.TE Region 3. Ole ol the Oirocior. 08/02/29 13pp 
44961 271-44961:283 

6803260131 Responds lo NRC 880210 lb ro vfo'ations noiod In Insp Ropt 60-395/88- 
03Coireclivo actions Station Adm.nlsiiaiivo Procoduro 139 ro vised to requiro that red 
2-yr hold siatnp bo usod on procoduros excooding 2-yr rov.ow period 
NAUMAN.D A South Carol na Eloctnc & Gas Co 68/03/16. GBACE.J M Region 2. 
Ole ol Iho Director 4pp 44945 005-44945:015. 

8804010012 Forwards Insp Ropt 50 395/88-07 on 880220-0304 & notice ol violation. 
I1ERDT.A R. Rog-on 2. Olc Ol the Dfrecior. 83/03/24 NAUMAN.D A. South Carolina 
Electnc a Gas Co 2pp 45000 124-45000 133 

-88040(00(4 Nofico ot violation tiom insp on 660229- 0304. VidlaHon notod failure lo 
properly Implement Admietrativo Procedure SAP- 134, "Control ol Station Survoillence 
Test Activities." re enoneouS Isothermal temp coolhetoni road ng on 87C607. 
HERDT.AR. Region 2. Olc ol the Director. 88/03/24. 2pp 45000: 126-45C08 127. 

-8804010016 insp Repi 50 395/88 07 on 880229-0304 Violallone noted MaiQ' eioss 
inspecledj>03t-rofuoling startup tests & local teak rata testing 
SPARKS.SE. JAPE.K, Region 2. Olc of Ibe Oifeclor 88/03/21 6pp <5008:128- 
<5008:133. 

8804110288 Discusses util response to NRC Bulletin 60-002. “Rap'diy Piepaoaling Fa- 
tigue Cracks In Steam Generator Tubes." Licensee review of Mar 3 Apr 1987 steam 
generator data found no evidence ol denting at uppormost support plate at plant 
NAUMAN.DA. South Carolina Elociric & Gas Co 80/03/24. GR/lCE.JM Roglon 2. 
Olc ol iho Diiecioi 2pp 45129:350-46129:351. 

6803210090 Suppi 1 to NHC Into Notice 67-044. "Thimblo Tube Thinning In Westing 
house Reactors.” Svc list encl. 

ROSSl.C-E Division of Operational Events Assess mani (Post 870411). 88/03/28. 
Consolidated Edison Co of New York. Inc. 121pp. 44005:l26-44995-246 


6003220796 NRC ‘rkio Not CO 06-010. "Matls Licensees Lack ol Mgt Conlicis Over Li- 
censed Programs '• Svc I si or.cl 

CUNNINGHAM.R.E Divso.'t Ot Industrial s Med cal Njcieai Safely (Post 870729) 88/ 
03/20 ConsafcJalcd Fuiso-i Co ol New York. Inc tOflpp 44095 247-4 <99 5 353 

8804110292 Rospcn-Js to NRC 8-j lotm 66 001. "Oolocis in Woslinghoose C-rcuil Break- 
ers" to cor'irm that shod torm insp coirp eted on B903O9.p€f roqjest Roplacomont 
po'e Shafts orde.'OO.Cost rl cotrp'innce w/tu'lei n stated. 

NAUMAN.D A South Carolina Electnc & Gas Co 08/03/30 GRACE .J N Rogon 2. 
etc ol the C lector 2pp <5123 331 45123 332. 

0804010256 NRC Into Notico 08 01 1. ' Potontial LOSS ot Motor Control Ctr 4/ct Sw.tch- 
board Fur-c; on Due to Fau ty Tie Bolts " Svc ksl oncL 

OOSSi.C E Division of Opciatonal Events Assossment (Post 870411). 08/04/07 
Conso'idaiod Edison Co of New York. Inc i24pp <5406 292 <5407 051 


8804160346 Ach race pi 01880316 Dr mloriung NRC cf stops taken lo ccried viS'StiOna 
noted In Insp Ropl 50-395/08 03 

VERHELLl.li) M. Megion 2. Olc ol Iho O rector 89/04/07 NAUMAN D.A. South Caroti 
na Electric 8 Gas Co tp 45133 203-45130 203. 

6804150361 Fo-nvargs Insp Rept £0 395/86 00 on 080301-31 No vio’alions or dovi- 
ai ons noted 

VERRELLI.DM Rog on 2. Olc ol the Dirocto' 00/04/03 NAUMAN DA, South Caro'i- 
na Electric 8 Gas Co 2pp 45192:213-45192 221 

-6004 150366 Insp Ropl 50-395/88 00 on 86030l-3t No vocations O' deviations 
noted. Major aroas nspeciedixensoo actio's on pro/ious In^ lindi‘'gs.rncniriy eu'veii 
lance observal'-ons. radiological prole clion.piwscial security & w-'iilon repis 
PREVATTE.R U . HOPKINS.P G . DANCE.HC Reg-on 1. Olc ol the O.rector. 00/04/ 
06 7pp 45192216 45192221 


8804060370 NRC to<<> Notice 69 012. "Ovo.-greas.ng ol Electric Motor Boa'ings ' Svc 
I St oncl 

nOSSl.C.E. Division ot Operatcnal Events Assessment (Post 670411). 86/04/1? 
Consol.datnd Edison Co or Now York. Inc. 123pp. 45165 020 45165 ISO 

8804200473 Parllal responso to FOIA roqjost ro fi'o pralecben Forwards App E 
documents App O S E aocumorls av.iiif/t/la in POD App F ticcvmen} canip’ntolY «"th- 
he’d (ret FOIA ExCrr.plion 5) 

GRIMSLEY.OH, Division ot Rules & Records (Post 670413) 68/04/14 JONES.CH 
Altrliaton Not Ass gned 5pp 45206 037-45206 043 

-8804200579 Advises thai Firo Protect on Sioerir.g Committee has rocomir ended that 
each region make one tOCFRSO.App R-iypo insp fur each lecllity to assess status ol 
co-mptianco w/ lCCFn50<6 Prograrn listuu 

CONLON.T E Reg:on 2. Olc ol tho Director 84/1 1/06. HERDT,A.R. Rogen 2. Otc o' 
the Director 3pp. 45206 176 4520B;l 78. 

8804260008 Forwards Insp Ropl 50 395/88 09 on a303t4-iB,No violations or dovi 
ailons noted 

CLINE.W.E. Ren on 2. Olc of Iho Oirecior. 00/04/16 NAUMAN.D A Scuth Caro'ina 
Electric a Gqs(!^. 2pp 452€B:t74-452&B 176 

-8604260010 Pad-ally withheld Physical Security Insp Rcpl 50-305/88 09 on 0BO314-18 
(rot t0CFn2 7fl0(d) & 73 21) No v.o’allons noted Ma.or eroos inspected security pro- 

?ram audil.rocords .& rcpls.lesli-ng & ma'nt 8 security sys power supply. 

ILLMAN.A . MCGuinE.0n Regio-n 2. Otc Ol the Director 80/04/13 tp 4 5268 1 76- 
45268 176 


R. Periodic operating reports & related correspondence 


8604010239 Forwards Technical Repi 87-4. "Seism c Activity Near VC Sjrmiot Nuclear 
Station lor Period Oct-Ooc 1G87 ’ 

NAUMAN.DA South Carolina Electric & Gas Co BD/03/25 Oocume'il Control 
Branch ((Jocumonl Control Desk), ip 45050.063-45050 083. 

-8604010240 "Seismic Activity Near VC Summer Nuclear Slaiicn lor Period Oct-Oec 
1987 •• 

TALWANI.P Soulh Carol na. Un v. ot, Columb'a. SC. 67 4 07/12/31. 20pp. 

45050 064 45050 083 


8804190133 Monthly operaimg root lor Mar 1980 W/80Q4t3 Hr. 

HALTIWANGER.J.. NAUMAN.DA South Carol n a Electric & Gas Co 88/03/31. 
BARRY.LW NRC ■ No Dolnlled Alti'iation Given 5pp 46209 191 45209:195 


S. Reportable occurrences, LERa & related correspondence 


8804-010059 Adv-sos that 890601 is now target dale tor roturn to Svc ol irttegratod I re 
computer sys due to imclonvoniation of rniJds discussed fn Spec-at Ropl SPR 08- 
001. New date Includes relocation ol unaccounted (or equ pment. 

NAUMAN.O.A South Carolina Electric & Gas Co, 80/03/22. QHACE.JN Region 2. 
Otc ol the Director tp 45031:112-46031:1 13 


DOCKET 5Q-396 UNiV. OF VIRGINIA CAVALIER REACTOR 


P. Operating license slage documents & correspondence 


8803 260246 Inlorms of NRC re’ocatiori to slated address Maf'mg address urrehanged A 
/Ldariis profect manager & TS Michaels back-up project manager. 

RUBENSTEiN.L S Siandardizaiion S Non-Power Reactor Projoci Difoclorato 80/03/ 
18, Atl-liation Not Ass-gned 3pp. 44659 C60 44859 062 


DOCKET SO-397 WPPSS NUCLEAR PROJECT, UNIT 2 



Mworocn For.JfJi 10 ^303 lir re v«;aUons -W.ed ■« Insp RopI 50- 

S“4&e??? ‘SSRtr"S S2'’p!S?S;’ swr-,^*"” 

'(.-je tf >1 Bri.'V:'! (Oocvner 1 Corfoi Oc-sk) ?pp 46135 295-451 j5 296 

IU04IS0IS2 fifn^ed e'Tiergency plan rnplen'en'jr'g proce<)ures.incl</diP9 R®'' 

' 3 5 S fa pervocwM acccuxUtxi'i'i fler 5 to 13 10 1 10 contfol room opofai'ons & shift 
-A-Joor a Rev 4 to 1 3 10 3 fO lecfwiK^ . .na ..ftni-15 . 

• A4*Xjrig'"n fubxc Pov«of S'jpp'y Sj-siem 80/04/06 I32pp 45131. 189-45131. 321. 

U04150313 FornirSs tooecied pages lo Rev 6 o guard traj/xng & guatificalioo plan.fof 

S^RVHSC’tGC Vfas^llntf.i^' P<jb*!C Power Supp/y Sysiem 83/04/11. Document 
Corsoi 6'a/>:h (PoOL/’V/'t Control Ooyil Ip 45)84 061-45184 061. 

M042600S0 ProvxJes adra mlo requested by NRC at 8801 19 meehng re fu 0 protection 
& sate sixadown capi4>d4^ fnto pfooded «o separaww & protoclfon ol redu/idani shut- 
(jc^n 5ys IT. vessel & b»oto9*cAi 8ft‘6id vvaw. 

SCREMSefiGX /rastvriQton Power Soppty Sysien* 88/04/15 Document 

Cociror Branc-h tOoo/^enf Conffol Desk) 8pp 45253 064-45253 071. 


MO429OI0I Advises that C Ramsey ol Hegio/i V will lead msp on ft/o protectio/i ai 
piarM m» (M pfoposed msp loam rriemters & ver.iatr/o schetMo etw:l W/0 draft ptar^ 
SAW/irORTHfl B Project Directorate V 80/04/18 KNiGHTON.G W Project Director- 
a'e V 4pp 46324 246-46324 249 


P. Operating Scerue stage documents 8 correspondence 

U03080029 Mcti/cat«n of Si^ficant bcensee meeting on 880301 at Region V. 

* Regtxjn 5 0*c of the Otfecfof 88/02/29 Reg/on 5. Ofc of the Director, ip. 
44822 02f-44622C2I 

UQ33002M Appticalkon lor amend to Ucense NPF 21.cnangir^ Tech Specs to allow 
cperatvjii cf ptam up to power level of 75^ w/ono rec/culat/on loop o^rahng Repts 
on anafyses o* savsie loop operaeoo a/so encl Fee paid 

SOfiEfvSENGC wasftrigton Public Power Sup^ System. 60/03/07 Oocumoni 
CcriTOI Branch (Dxajmenl Control OesM 4pp 44962 211-44962344. 

-M0330Q291 Washington fftjctear Platit 2 SirvgieLoop Operatiorv Atvalysls ” 
hflAJCEKjE Advanced Nuc-iear Fuels Ctxp (lormerly Eroron Nrrclear Co. Inc) 
ANF 8/ 113 87/09/30 2app 44062215-44962 242 


SAMWORTH.R B. Pfojeci Ddoctoralo V^ 08/04 /0| SOnCNSEN.«.c w in 
Public PowOi Supply Syslom 3pp. 45 100.273*45 100.283- 


-8604120197 Amend 53 10 License NPF.2I.iovi8ing Tocli Spec SoctDfl 4 1 3 5 «e ?.» 
veiOance roQuif^menls ht conwof 

KNIGHT0N?G.W. Project D/roctotato V. 08/04/04 Spp. 45100.270 45 1C J.^iu 


-8804120239 Saloly evaluation sr^pprttrig AmontI to LIconso NPR-2r 
• Oftice ot Nudoaf Reactor negufalioo. 0/foclof (Peat 070411). oo/os/us 
45100 201-45100:283 




8S04 120266 Foiwarda Amend 51 to LIconso NPF-21 & saloijr OvflliittliOn. ^*^'5 

Tech Spec 33 7 1. "Radiation Moniloriny Inatrumontation, changing Itic vai-i- c'- <«. 

t: ... i„ R o/h 


Ity monitor alarm setpoint value to 6 R/h. orvocMCd.! r- r- w/athi™-/-, 

SAMWORTri.n.B Projacl Oifactoiaie V. QQ/04/04. SORENSEN. G C VVashngoi 
Public Power Supply Sysiem. 4pp 45000.176 45080.100. 


-8804120276 Amend 61 to License NPF -21. revising Tech Spec 3 37 1. ' 
Moniioring Inslrumenlaiion." lo change luol vaull ciilicaMy rrvoU'lor worm 3C pjt 

KNl!GHtO.N.GW. Project Oirocloialo V 88/04/04. 7pp. 45080 180 460G0.1Q6 


••8804120280 Saloly evaluation simporling Amend 51 lo LIconso NPP-2t 
* Ollice of Nuclear Reactof flogulalion. Dirodor (Post 870411) flO/04/04 /p; 
45080:187-45080:188 


8804130230 Forwards notice ol consideration Of Issuance of atnontf to ticonso NPr-2 
& opportunity lor haaong re 871 1 10 toquost to chongo Indicated numtior Of chanre 
per trip sys assocfaiad w/main steam linos 

SAMWOhTH/I.Q Project Directorate V 80/04/05. SORENSEN.GC Wnsfing o 
Public Power Supply System, 4pp, 45102 338-45102 345. 


-8804130234 Notice ol consideration ol Issuance o( omontl lo LIconso NPF-21 & P* 
posed NShC datermlnallon 8 opportunity lor hooting Amend ctMingos atatornorl < 
number o( channels per trip sys lor raaln aiaam lino How & tunnol tomp. 
KNIGHTON.G.W Ptojoct OneclOtate V 89/04/05. 4pp. 46102 342-45102 346 


8804130314 Forwards notice ol consideration ol iasuanco of amend lo ilccnao NPf 2 
S opportunity lor hearing re B80307 request lo porniil oporallon up 10 power level - 
75% w/one recirculation loop operating. 

SAMWORTH.R B. Project Dlrecloralo V. 88/04/06. SORENSEN.G.C, Weshingte 
Public Power Supply System. 3pp. 451 03:1 75-46103:181. 


-8804130321 Notice Ol consideration of issuance ol amend to LIconso Mni'-21 & P' 
posed NSHC deiarminailon & opportunity (or hearing on 880307 rorjirOfll lo al'ovi. o 
eration up lo power level ol 766o w/one recirculation loop oporaiing. 

KNIGHION.G.W Projocl Directorate V. 80/04/06. 4pp. 45103:178-45103 101. 


— W0330Q294 Washington Nudear Plant 2 LOCA A/iaiyais lor Single-Loop (^etalior».‘’ 
aRajX^EKJE Advanced Nudea/ Fuels Coro (formerly Erton Nuclear Co Inc) 
Ahf -87-119 68/09(30 ASpp 44962 243 44%2 290 

-WCJ300296 Washtngion Nuclear Plant 2 Sa'ioie-Loop Operation Summary Repl " 
WOthEMtAUER W. TALBERT.J, HUMPHREYS MC Washmqtoo Public Power 
Supply Systam V/PPSS-EAMF-tlS 88/02/20 17pp 44962.291 308. 

-M01300206 Ptpposed TeOi Specs re sm^e-loop operation. 

• Washingion Pubbe Power Supply Sysiem 88/03/07 36pp 44962 309-44962344. 

M03240428 Cenefic Lb 68-06 10 an power reactor licensees i applicanis re removal oi 
th^ irom T^h Spec admtmstrabve control requirements Sve i/sl ertcl 
MJ^LtA.F j Ajsocraie Director for Profccls (Post 87041 1) 08/03/22 Consotidaled 
Edi&CfiCo d Howyorx. me 47pp 44972 107-44972 153 

status ol ac wiles m addressing aspects of NflC 871013 Hr re 
C^OH Si4!piemefna/y rept wifl be subnuoed upon coni^etion of items idenbfied in 

i9pi 

Sysiem 88/03/29, Oocumenl 

Ccnvta Or a/ich {Document (^trof Desk). 4Cpp 45078038-45076 003. 

Of ^s^eraimn of asuance o( amend 10 license 
heanog re B7I223 lo aitow continued ope/abon until fourth 

SuSwr^^tT P' 2 to Rea Guide I 97 

SAA^ORTHPB PrOfOCI Directofdld V 

Piwc Power Supply Sm 4ppT5To3 IS^ SIM^sg^ ° 

issu^e ol amend to License NPF-21 « pro- 

ROOO H Protect Ovecforaia V 88/03/29 Spp 45103 186-45 1034 M 

Amend revises 
Washington 

-odwidually lor 

W«OHrTON.aW Project DeectoratoV 88/04/04 lOpp. 45100346-45100355 
46100358.45 iOMm”^ fwOuMibcm. Otectoi (Post 870411) 88/04/04. 4pp. 


8804140010 Requests that rev date ol 801112 noted In Tablo 1 ol drall gonocic Hr 
inservice testing program be changed lo 871012 to reflect rov dalo of CuironI sutir 
tat now irMlemented at (ectkty.por 080314 telcon. 

SORENSEN.G.C Washington Public Power Supply Syalem 88/04/00 Docome 
Control Branch tOocwmeiM C^ntfol Desk). 2pp, 46164.135-46164:136. 

6804060088 Generic Ltr 88-07 to power taacioi licensees & applicants (o niodiltort Q 
lorcemeni policy concerning lOCFfl60.49, ’‘Eovifon QuailHcalion of Elociiical Equi 
mew Important to Safely for Nuclear Power PfanlS." Sve bet encl. 

MlflAGLlA,F j. Assoclaie Director (or Projects (Post 870411). SB/04/07. Conso'idak 
Edison Co ot New York. Inc 4Bpp. 45164:237-45164:285. 

8804210418 Forwards Amend 64 to License NPF-2t & aatoly ovaluation. Amond rouis 
Tech Spec 4.7.4.e re snubber (unclionai tesling sampling plana. 

SAMWORTH.RB. ProjecI Direclo/alo V. 88/04/11. SORENSEN.Q.C Wa&fi'ogi' 
Public Power Supply System. 2pp 45191:138-45)01:159. 

-8804210425 Amend 64 to License NPF-21.revi8inn Tech Specs re snublior lunclio/ 
tesling sampling plans. 

KNIGHTON, G.W. Projocl Oirecio/ate V 88/04/11 10pp. 46I91;140-46I01'140. 

-880;» 10433 Safely avaluaHon supportlna Amend 64 to Utoena® NPf-21 
45^HS0°4St9f-°®9 Regulation. Director (Post 870411). 88/04/11 4f 


-oeu«4TU4si Notice ol issuatwe ot Amend 54 lo License NPF-21.Ameni) rovisos 
•‘"‘Cbona' tesling sampling plans. 

SAMWORTH.R B. PK^CtOirectoiBle V. 88/04/11, 2pp. 46191:154-45191. 166 


-M0405C418 Notice ol erwiron assessment & Hndings ol no sig/iitlceni inipaci fo snt 
ber functional losling sample plana. 

KN1GHTON.G.W. Project Direcloraie V. 88/04/01. 4pp. 46191. )58-46l91;l60 


pages not Included In 800307 eppiicaiion 
1 ^® 4 reload. Administrailvo changes to Rgufos 3 

2 31 a 3 2.6-1 also encl 

cSwfw ^°'*'®' Supply System. 88/04/12, Oocunr 

U/nUol B/anch (Documenl Control Desk). 2pp. 46231:106-45231:190. 


P'opcsod Tech Specs.consisling ol administrative corrections to Cycle 
‘ Washington Public Power Supply Sysiem. 88/04/(2. 3pp. 46231:107-46231:199 


®Te|h NPF.21 * safely evaluation. Amerytf ,ev 

mews" in^dltem Actuation Iftstromontatlon Surveillance Roq 

&4MWQflTH fi leqoirqinents (or reactor watqr Level 2. 

e DUecteffttq, V. 88/04/ \3. SORENSEN GC Waaiilni 

Public Power Supply Sysiem. 3pp. 45 162:124-45 192:1 35! ’ 


KNlGHTON.Q,W. ptojecl tSteqtojale V. »8/iE>4/i3, 7pp, 45 1 92: 127-45 192; 1 33. 


DOCKETED ITEMS 155 


-8004210348 Saloty ovaiuotpon supporting AmonO 55 10 LiCOnso NPF 2t 
• OK.Co o( Nuclear Fteacior Hogulalion, Diroclor (Post 070411) eB/04/lJ. 2pp 
45192 134 45192 135 

8304280357 Advisos that aUmmisIfaiivG removal of notes added to Tech Spocs Pages 
3/4 3-71 & 3 /4 tenures (liing ot appicatiori (or amof.d to licurise Amend utmocossery 
due to opo/atji'ily 01 acoustic morvior. 

kNIGhTCN.G W, Project D.rcciotalo V 80/04/10 SORENSEN.GC. Wash.ngton 
Putj'ic Power Supply Sysletn 3pp. 45269.234 40269 236 

8004200539 (-orwords roquosi lor addl into re rccirculat on pump inp sys & allernaio rod 
iii;cction sys to completo roviovv 

SAMWORTH.RO Project n.rectorato V 00/04/18. SORENSEN.GC Washnpion 
Pob'ic Power Supply System 4pp 45263 073-45263.0/6 


Q. Inspccllori reports, IE Butletlns & correspondence 

8804040225 forwards Mgt Wocllng Repl 50 307/88 07 on CD0301 Topics discussed 
iis'ed 

MARTIN.JB Region 5, Olc ol Iho Director. 80/03/16. MAZUR. DW Washington 
Pubi c Power Supply System 3pp, 44970 34 7'4<1070 358, 

-8804040235 Mgt Mooting Insp Hopl 50397/0a.07 on 060301 Maior areas 
discussed root causD assessment & corroclivo acuons in response to secondary con- 
lairmeni root ovorprossuriiallon on U802M,reooni rtosign control issues & oversight 

Q'OUpS 

CalDWEll.CW.. JOHNSON.P M Region 5. Olc ol Iho Director 86/03/15 7pp 
449/0 350 44970 350 

8603210096 Suppi 1 to NRC Into Notice 07-044, "Thimble Tube Thinning In Westl.ng- 
house noactors." Sve list end 

ROSSt.CE Division ol Operational Events Assessment (Post 070411) 88/03/26 
Conso'idalcd Edison Co of Now York, Inc. t21pp 44995 1 26-44995 246. 

8803220296 NRC Info Nolico 80-010. "Metis LICOnsoos LacK ol Mgl Conlrols Over Li- 
censed Programs " Sve I si oncl. 

CUNNiNGHAM.R E Division ol Industrial & Modi col Nuclear Safety (Post 670729). 88/ 
03/28. ConsoTdalOd Ed.son Co. ol Now York, Irsc. lOSpp. 44005 247.44095 353 

8804130608 f-orwards Insp Ropt 50 397/06 04 on 860222-26 No violations noted 
WENSLAWSKI.F.A Region 5. Olc ol Iho DliOCtni 88/03/28. SORENSEN.Q.C Wash- 
ington PuliLc Power Supply System. 2pp. 45132:277-45132 260 

-8604130009 Insp flopi 50 397/88 04 on 080222-26 No violations or deviations 
noted Major areas mspoclod liquid & liquid wastes. gaseous waste sys. solid 
wasles.including followup ol previous insp findings & faciUy tour. 

CIILIS.M. YUHAS.G P Region 5, Olc ol the Dr/ector. 66/03/25 lOpp 45132 279- 
45132 288 

6804040245 Requests addi mlo re util 060528.1001 & 07 1 218 responses to IE Bulletin 
65 003. "Moior Opo/alod Volvo Common Mode Fa'iuros During Plant Tianslonts duo 
to Improper Swrlch Solt nos." Info sent within 30 days ol Hr date requested 
KIRSCH.OF Region 5, Olc ol Iho Diroclor. 00/03/20. SORENSEN.GC. Woshington 
Public Powor Supply System 4pp. 45074:06 5-45074. 060. 

8804070038 Forwards rosponso to NRC 080303 Hr ro violet ions noted in Insp Hept 50- 
397/88 Ol. Response wdhhold (ref 10CFR73 21). 

SORENSEN.G C. Wnshinglon Public Powor Supply System. 00/03/30. Document 
Coniiol OrtuKh (Documonl Conuol Desk) Ip. 451 (5 033-45 1 15 033. 

8804196119 Fomvards Insp Rept 50 397/66-00 on 060307-1 l.No violallons noted 
ZIMMERMAN.R.P. Region 5, Ofc of the Director. 60/03/30. SORENSEN.GC Wash- 
ington Public Power Suppty System. 2pp. 45200:174 4520D.t 83. 

-8804190120 Insp Ropt 50 3B7/Q809 on 080307.11. No vjolallons or deviations 
noted Major areas Inspected response to NRC Uulleiln 85-003, "Mo tor -Opera ted Valve 
Com.Tion Mode Failuro,” followup ol Inspector idenlKlod Horns & review of events 
CAIOWEll.C.W.. JOHNSON, P H. Rogon 5. Ofc o( the Diroclor. 00/03/30. 8pp. 
45209 176 45209 183. 

8804110240 Submits evaluation of marking doticlency of two r^uls (Samples NiB A 
NiDKper 060111 commilmeni In response to IE Bulletin 87-001 re lesioner 
[eikng Subj nuts not used during const & no critical strength reductdn likely. 
SORENSEN.G C. Washnginn Public Power Supply System. 08/03/31. Document 
Control Branch (Documonl Control Desk) 3pp. 45077:344.45077:346. 

8804180416 Forwards Insp Reel 6O-397/e0-1 1 on 0803 14. 16.No violallons noted 
PATE.H.J Region 5. Olc ot Iho Director. 88/03/31. SORENSON.G.C Wash'ngton 
Public Power Supply System. 2pp. 45183 222 45163 230. 

-08O418O417 tnsp Repl 50-397/88.11 on B&03I4-18.NO violBlions or dovlaiiens 
noted. Major areas in spec ted. I icon boo act-ons taken to implement Generic Ltr 04. 1 1 & 
Uhl response lo NRC DulloHn 87-001. 

WAGNCH.w.J.. RICHARDS, S.A. Reoion 5. Olc ol the D.reciof 88/03/31. 6pp. 
45103 224.45103 230 

8804010256 NRC Into Nolico 80-01 1, "Potonllal Loss ol Motoi Control Cir 4/or Switch- 
Jl^'^ronchon Duo lo Foully Tie Bolts " Sve llsl enct 

nosSl.C.E Division ol Operational Events Assessment (Post 870411). 08/04/07, 
Consol dated Edison Co of Now York. Inc, 124pp, 46406:292-45407.051. 

8804200103 Submits Into as loquasied by NRC Bulletin 80-001, "Delects In Woshng- 
noose Circuit BreakotB *' 

SORENSEN.G.C Woshington Public Power Supply Syslom. 88/04/ ) I. rAARTlN.j.B, 
Region 5. Ofc ol Iho Diiector. 3pp. 45 1 7 7; 1 56-4 6 1 7 7: 1 58, 

8804200228 Submils listed addi inlo lo provide clarilication ol selected items In re 
sponso lo violations noted in Insp Rept 50-397/87- tO.por fl Zimmerman 880302 re- 
quest 

SORENSEN.GC. Washington Public Power Supply System. 88/04/11. Document 
Control Branch (Document Control Desk). Spp. 4517^267.45177;271. 

8804060370 NRC Inlo Notice 68-012, "Overgroasing ol Electric Motor Bearings." Sve 
list oncl. 

flOSSl.C.E. Division of Operational Events Assessment (Post 870411). 88/04/12. 
consoiida/od Edison Co. ol Now York, Inc. 123pp. 45 185:026-45 165: 150. 


8804220282 Ack receipt of 889330 hr mfevm ng NRC ol Steps rakon la caved vrOlahOins 
noted in Insp Ropl 50-397/8B-01 

MONTGOWERy.J.L Region 5, Olc ol mo C-rector. 00/04/14 SORENSEN.GC 
Washington Pubix Power Supply Syslom Ip 45257 234 452.5/:234. 

8804290101 Advises Chat C Ramsoy of Region V w II load insp on fi.'o prctecion at 
plan! List ol proposed msp learn mambors & lenlai.ve schedjle end W/o draft p'ari 
SAMWORTH,R B Project D.rectoraig V. 88/04/16. KNIQHTCN.G W Pro led D.rector- 
ate V 4pp 45324:246-45324 249. 


R. Periodic operating roporls & related correspondence 

8803300329 Monthly operairip ropl lor Feb 1980 W/880309 Mr 
HUTCHISON. L.B., POWERS, C M. Washington PubLc Power Supply Sysisrti 88/02/ 
29 5pp 44953.162-44953 165 

6604150401 Monthly oporaLna lopl (or Mqr 1988 W/680408 Hr. 

HUTCmSON.L B., POWERS, CM Washmuion Pcblc Powor Supply Sysiem 88/03/ 
31 4pp 45103 204-45183 207, 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT. UNIT 1 


F, Security, medical, emergency & fire protection plans 

BB04250069 Forwards Insp Repl 50 400/88-05 on 880220-0304 & nolico of 
vio'aion,Nolicool viotalion w.lhhold {ref lOCFn2 790 A 73.21) 

CLINE.W E Region 2, Olc of the Oi.'oclor. 88/03/24. UTLF.Y.E.E. Carolina Powor & 
Light Co 2pp 45239 210 45239 212. 

"8604250061 Partially Withhold Physical Security Insp Repl 50 -400/86 05 on 880229- 
0304. Violation nolod Major areas inspected, security plan 8 implomenilng procedures 
S mgl af/ociiveness Oaiai's withheld (rof 10CPR2.790 A 73 21) 

ENNIS, J O., MCGUIRE, D.R, Region 2, Olc ol Iho Director BO/03/21 ip 45239-212- 
45239:212. 

6604070101 Forwards "Plan lor Shearon Hanis Nuclear Power Plant Emorgoncy E>ei- 
c-so - 880517 ” in response to JP Slohr 02O129.RC Lowis 841011 8 DM Verrelli 
8/0102 lies.W/o end. 

LOFl.lN.L.l. Carolina Powei 8 Light Co. 06/03/30. Oocumonl Control Branch (Oocu- 
monl Control Desk). Ip 45022:063 45022:063. 


J. Insurance A Indemnity Inf ormaf fori 

8604070174 Suhmlls info re present level 8 source of onsite property damage insu.'- 
ance. 

LOFLIN.L.I. Carcima Power 8 Light Co. 00/03/31. Docomani Control Branch (Oocu- 
menl Control Desk). Ip. 45075 256 45075:256. 

8804250222 Forwards Endorse menl 13 lo MAELU Pokey MF-126 
BARHAM, C D. Carolina Power 8 Light Co. 88/04/04. NASH.O NRC ■ No Doiallod Af- 
f.liaiion Given. 2pp. 45212 222-45212 223. 

8804250223 Forwards Endo'semont 21 to NELIA Pol cy Nr-208 
BAHHAM.CD. Caro’ina Powai 8 Light Co. 88/04/04. NASH.O NRC - No Oaiellod Af- 
f I alien Given. 2pp. 45212 224-4521 2 225. 


P. Operating llcenae aiaga documents 8 correspondence 

880324042S Gonerlc Ltr 68 G6 to all powor reactor I censees & appticanis ro romoval of 
oigonlralion charts from Tech Spec administralivo control requiromonts Sve I si oncl. 
MIRAGLIA.F J. Associate D recior lor Projecis (Post 67041 1). 86/03/22. Consolidated 
Edison Co. of New York, Inc. 47pp 44972:107-44972.153. 

8804080088 Oonetic Ltr 86-07 to powor reactor Icenseos & applicants re modiliud on- 
foicemont policy concornng 10CFR50 49. "Environ Oua'ilicatien ol Elociricat Equip- 
ment Impoftani to Safety lor Nue'ear Power Planis " Sve list and. 

MIRAGLIA,F.J. Associate Director lor Projects (Post 870411) 86/04/07, Consolidated 
Edison Co ol New York, Ino 49pp. 45164:237-45164 285. 

8804130388 Forwards Amend 5 lo License NnF-63 & saloty evaluation. Amend modi- 
lios Tech Spec 5 3 to allow only storage & hand'mg of tuol elomonts having ma* fuol 
eniichmonl of 4.2 weigh l % U-236. 

BUCKLb'Y.B.C. Project Directorate 11- 1. 68/04/07. UTLEY.E.E. Carolina Power A Lighi 
Co. 3pp. 45104:034-45104,043. 

"8804130395 Arnentf 5 to Liconso NPF-63.mQd (mg Tech Spec 3 3 to allow only stoi- 
age 8 handlmo of fuol olemonts having ma* fuel enrichment of 4 2 weight % 0-235 
ADENSAM.E.G Project Directorate ll-l. 88/04/07. 4pp. 45104:037-45104,040. 

"8804 130396 Saiely evaluation si^porlmg Amend 5 to License NPF-BS. 

' Office of Nucloar Reactor Ftegu<aiion. Director (Post 870411) 88/04/07 3pp 
45104.041-45104:043 

8804210144 Submits addi info lo suppi 0QO1 11 Hr la plant- specific ATWS m.tigaling sys 
actuation circuitry por tOCFR50.62, including sys test frequencies-EimpllliQd logic dia- 
gram 8 SE n.App A info. 

LOFLfN.L I. Caro'ina Power 8 Llghl Co. 08/04/12. Documonl Control Branch (Docu- 
ment Control Desk). I6pp. 45238-319 45238.334. 

BB04210035 Suppiemontal application for amend to License NPF-63, revising proposed 
wording lor Tech Spec 5 3. i, "Fuel Assombiies" 8 t0CFR5O02 evaluations of Tech 
Specs re boron diluiton/sl.ding shutdown marg n In B602O1 app'ical on. 

EURY,L W. Carolina Power 8 Lfghl Co. 00/CM/ 1 3. Documeni Control Branch (Docu- 
ment Control Desk), 4pp. 45254:334-45254 359, 

"8604210036 Proposed revised Tech Specs re wo/dng ol Tech Spec 6 3,1 8 
t0CFR50.92 evaluations re boron diiutfon/slid ng shutdown matg n. 

‘ Carofma Power 8 tfghtCo. 66/04/13 22pp. 45254.333-45254 358. 



fneni appfov^ util B70^2 request 

OUCKIEY E ^ “ * 


03/3*2 .M 88/04/.. UTtEY.E E CarCna Po«or a L.q.. 
Co 2pq 45.92 122-45192 123 


8604210452 Foi^va/da safety eva-uaUoa on S «o l™tial ics. 

Co 2pp 45191 170-45191 .74 

-8804210460 Safely evaluawjn supporting thangoa to oh' 'n'het tos. ptogtatn pa? 

•’oj|!co°o/Nuc?e« Reactor Reguiaton. O-recior (Post 8/04.. J 68/04/15 3pp 
45191.1/2 4S191 174 


O. tnsptciiort feporla. tE Bulleltoa A corfespondence 


8803250256 Ack 680226 supplementaJ response lo vwlauons noted in Insp Repis 50- 

V^HEtVlOM Regioo 2. 0.c o. toe Oiiector 88/03/14 UTLEY.E.E Caro’ma Power 
& UgMCo ip 44945 225 44945 225 

6904060054 Responds 10 NRC Bullelin 68 002. ‘'Rapidly Propagating Fatigue Cracks In 
Steam Generefor Tubes ' Rept will be subirwtled within 45 days of compielng siea/n 
generate# msennee msps scheduled lor upcoming f0lmF'‘rt9 - m.. i 

EURYtW Caro/ina Power 6 Light Co. 88/03/24. GRACE.JN Region 2. Oic of Ihe 
Oirector ip 45007 1 12 45007 112 

9804060477 Forwards response to NRC Bunelin 874)02. 'Fasienm Toslmg to Oelsi- 
nvine Conformance W/Appiicable MaU Specs." to provide addi into on internal con- 
IfOlS for use of fasteners procured during uM corisl , o •» .ko, 

Eunr.LW Carolina Power A Light Co 88/03/24 GRACE.JN Reqion 2. Ofc of the 
Oirectof. 49pp 45008 252-45008300. 


6804250059 Forwards Itvsp Rept 50-400188-05 on 8802204)304 & notice of 
Violalion Notice of violation withheld (rel 10CFR2 790 & 73.21) 

CLif.EWE Region 2. Otc of the Director. 68/03/24. UTLEY.EE. Carolina Po-wer & 
Light Co 2pp 45239 210-45239 212 


-8804250061 Partially Withheld Physical Secumy Insp Rapt 50 400/88 05 on 880229- 
0304 Violation noied Major areas inspected security plan & implementing procedures 
& mgt ellectjveness Oeiails withheld (ref 10CFR2.790 A 73 21) 

ENNIS J O MCGUIRE.DH Region 2. Ofc of the Director. 88/03/21. Ip 45236 2i2- 
45239 212 


6603210090 Suppi 1 to NRC Into Notice 874)44. "Thimble Tube Thinning in Westing- 
Tiotise Reactors '* Sve list encl 

BOSSi.CE Division ot Opetabonal Events Assessment fPost 8T04tt) 89/03/28, 
Consolidated Edison Co. of New York, Inc. i2lpp 44995:126-44995 246 

6603220296 NRC Into Notice 83 010. ' Malls ucensees Lack ol Mgi Conirols Over Li- 
censed Programs, ' Svc list encl 

CUNNiNGRaM.R.E Division ol Indusinal A Medical Nuclear Safely (Post 870729) 68/ 
03/28 ConsolKfated Edison Co ol New York. Inc I06pp 44995 247-44995 353. 


B8040604S4 Responds to Violation "A" noted m Insp Rept 50-400/86 77. Review lo 
canTvin adequacy of in-hovse desgn ol Seismic Class I sleol completed A Tmaf rept 
on file for NRC insp 

WATSON .R. A Carolina Power 8 Ughi Co 68/03/30. Document Control Branch (Doc- 
wmem Control Desk) ip 45007 072-45007.072 

8804120071 f orwards Insp Rept 50-400/88 06 on 860220-0320 A notice of viotalion 
vEHRElli.OM Region 2. Ofc ol the Drecior. 88/04/01. UTLEY.EE. Carol-na Power 
S Light Co 2pp 45131 041-45131:052 

-8604120076 Notice ol violation from insp on 680220 0320 Vtolalion rtoied.lailoro to 
reiAs® Emergency Opetatifo Procedure EOP-€PP4)tO. "Transter to Goto Leg Recircu- 
lation'' to include valve conitouration desenbed in FSAR Table 6 3 2-6. 

VERREllLOM Rogmn 2, Ofc ol the Director 88/04/01. Ip 45131 043 45131:043 


-8604120037 insp Rept 50-400/88 06 on 680220-0320. Vtolabon noted.MSjOf areas 
inspcctcd.ticensee action on pevious enforcement matlers,operational safely 
verinoation.menthiY surveilianco observation A montolY main! observation. 
aIAXWELL.GF . FREOHiCKSON.P. Region 2. Ole ol the Director. 68/04/01. 9pp 
45131:044-4513l 052 


6604120191 Responds lo NRC 8ullelrn 66-001 le delects in Wesbnghotise clrcuil 
t)reakers.UU intends to perform longterm insps required by bulletin during upcoming 
re-ltieling outage 

evjRY.LW Carolina Ptwrer A bght Co. 08/04/05 Document Control Branch {Oocu- 
ment Control Desk) 2pp. 45080 047-45060 046 

8804010356 NRC Into Notice 88-Otl. "Potential Loss ol Motor Control Ctr A/or Swilcfi 
board Funcbon Due to Faulty Fie Bolts." Svc lisl encl. 

nOSSi.CE, Division of Operational Events Assessment (Post 870411) 68/04/07 
COrtSC^idatOCf Edison Co. Ol New York. Inc 1 24pg 45406 292-45407.051. 

8804060370 NRC Into Notice 08-012, "Overgraasing ol Electnc Motor Bearings" Svc 
list end 

nOSSl.CE. DMsroo ol Operatiooal Evonts Assessment (Post 870411) 88/04/12 
Consolidalecl Edison Co, of New York. Inc 123pp. 45165 028-46165:150 


880401005S Advises that Attachment 3 to uW 871029 Itr shotod bo removed & Pajs : 
rel be deleted duo to questions lo copynghl privi/ogos in tOCFft?l no;.iicaiion foow 


WAtIoN H a. Carolina Power A Light Co 68/03/24 GRACE, J N Region 2. Ole o 
1he0.fOClbl- Ip 45031:201-45031.201 


8804060126 LER 88-001 01 on 8601 iS.piocodural doficioncy which coulil have iesi"« 
in f0.iuie ol ECCS during lecirculat-on phaso of Occident tdoniilied.Causcd by laiiuie ii 
note new roquiremoni in piocedure Procodoroa «oy>a^ W/fia0320 Ur 
HOWE.A . WATSON.R A. Carolina Power A Light Co 00/03/29 1 




lOpp 45072:030 


8804130293 LER 80 007 00 />n 880309.sovoral alaims locoivod by oporatofs at iran 
control board Indicating low water level In sloam gonoialof B Caused by lailed renew 

abto fuse Fuse leploccd W/e8040n Ur - ^ 

SCHWABENBAUER. WATSON.R A Carolina Power A Llglil Co. 86/04/08 5« 
45137 012-45137 016 


8604250240 LER 88 0C6 0l:on 080208.boih omorgoncy svc water sys dociated Inopei 
able due to Isotallon valve failures Caused by dobns occumu'alion Failed vaVosrc 
naned A retested W/800415 Itr. 

HOWE.A . WATSON.R A Carolina Power A Light Co. 60/04/16 6pp 45258 26; 
4525B285 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


H. General correspondence 


8804060469 Informs lhat tsiod personnel make UP now roaclor operations sisff i 
TRIGA (n-126) A AGN (n-25) reactors 

SANOOUIST.G.M Utah. Uti'.v ol. Sell Lake Qty. UT 80/03/03 SEIDLE.WC fiegq 
4. Ofcol Ihe OIreclor. ip. 45076:174 4507C 174. 


P. Operating license stage documents A correspondence 

8603250248 Informs ot NRC rolocalion to staled address Mailing address unctiangeO 
Adams proloct manager A TS Michaels back-op projoct managof- 
RUBENSTEIN.L.S, Slandardnation A Non-Powor Rooclof Projoct Dirocloiaio, 68/OC 
16. Affiliation Not Assigned. 3pp. 44059.060-44859.062. 


O. Inspection reports, IE Bulletins & correspondence 

8804060437 Confirmation of Action Lli CAL-88-06 on 880320 lolcon w/ RL Bengali 
880216-19 Insp A 880328 enforcemoni conleronco.UndoraiandS lhat toaciois * 
remain shut down until Region IV reviews rosponao to npparoni violations. 
MARTIN.R D. Region 4. Ofc ol tho Direclor. 88/03/30 BROPf IY.J J. Ulah. Ur-v t 
Salt Lake City. UT. 2pp 45010:346-45010:347 


DOCKET 50-409 LA CROSSE BOILINQ WATER REACTOR 


F. Security, medical, emergency A tire protection plans 

8804150068 Forwards notice of consideration ot Issuanco ol amend lo License DPR- 
A opportunity tor hearing re 870924 application 

ERICKSON.PB. Standardizetion A Non-Power Roactor Project Oiroctofoto 88/04/1 
TAYLOR.J.W. Oairyland Power Cooperative. 4pp. 45133:107-45133.205. 

-880415008S Notice of considoration ol Issuanco of amend lo License OPR-45 8 c 
portuniiy for hoanng.Amond revises physical secutlly plan, guard lotco Irahing A qui 
llcatlon plan A safeguards contingency plan lor LACBWR. 

ERICKSON.P B. SlandardPallon A Non-Power Roactor Projoct D'fectoralo. 86/03/i 
5pp. 45133 201-45133 205 

8804250135 Responds to 660128 A 0219 roquesis lot addi Info ro plant emergor 
plan A fonvarda Rev 10 to plan Map of LACBWR site dolining emergency p'anni 
lono will be added lo emergency plan as Figure A-2 on Pago A-IS. 

TAYLOR.J.W Oairyland Power Cooperative, 88/04/15. Document Control Bran 
(Document Control Desk). 6pp. 46230:326-45231:070. 


1. Financial Inlormallon 


8804260128 Forwards annual financial rept A colltiod financial sialoments for 1986 
l9&7.Annual rept for t087 will bo forwarded as soon as possible. 

MUELLER.R.C. Dairyland Power Cooperatlvo. 88/04/18. Document Control Urar 
(Oocumeol Control Desk), 17pp. 4523^093-45237:106. 


P. Operating license stage documents A correspondence 


8804370154 Ack receipt ot 860324 response to viotetiofts noted in Insp Rept 50-400/ 
07-41 Response rneets requirements of I0CFR2 201 Implementation ol corrective ac- 
Irons will tjo examined dunng future trrsps 

88/04/14 UTLEY.E E Carolina Power A 

l.pQnlGO Ip* 4 d^44.33/-4o244:357« 


R. PerlodM; operaUng reports A related correspondence 


8804190123 Mont 
HALE.M. WAT! 
45209^^190 


pi for Mar I986.W/880414 Itr 

lina Power A Light Co 88/03/31. 7pp. 46209:184- 


6803240426 Genetic LIr 88-06 lo all power reactor licensees A applicants ra remove 
organization charts Item Toch Spec admintslraiive control roauiremenis Svc list 8' 
MIHAGLIA,F.J, Associate Director lor Projects (Post 8704 1 1). 68/03/22. Conso’ida 
Edison Co, of New York. Inc. 47pp. 44972:107-44972:163. 

6804080104 Forwards revised Rev 6 lo OA program desenplion lot possession < 
condition Revised pages retieci recent organizational change. 

TAYLOfl.J.W, Dairyland Power Cooperative. 8B/03/2B. Document Control Bra 
(Document Control Desk), 4pp. 45H6'192-45l 18.221. 

-8804080108 Revised Rev 5 to "OA Program Description '' 

TAYLOfl.J.W. Dairyland Power Cooperative. 87/10/20, 42pp. 45116.196-45116 22 


DOCKETED ITEMS 157 


6804040265 Beoussis FR publication al noiico of conaideioiion ol issuance of amend 
to Licenso DPR'4S & p/oposed NSHC dolerminaiion & opportunity for hcarir^g ort 
0/0930 request le removal ol requ romenis for oporaiicmai cor^dilions 
HUBENSTEIN.L S. Slandardi/alioo & Non-Power Reactor Project Oirectorelo 68/03/ 

29 NRC • No Dotai'od All.liat>on Given 5pp 44972 234 44972 236 

8B04190’07I Forwards updated dccomm-ssroning table lor program imp?omonlBtlon 
rapt Into or^ slendardiration design reviews has boon prov.doa (o S Black 
nUBENSIElN.L S Standardiration & Non-Power Reactor Pro.oct Oirecioraie 66/03/ 

30 VILLAFRANCO.V Program Management. Policy Development & Analysis Slatl 
(Post 870411) 3pp 45158 285 45156:287 

8804160452 Forwards notice of consideration ot Issuance ot amends & opportunity lor 
hoaring Mecommissionmn plan & safstor Tech Spec). 

ERICI^ON.P B Standaruiraiion & Non-Powor Reactor Pfo;ocl Oireciorate. 86/04/01. 
TAYLOR.J.W Oairyland Power Cooperative 3pp 45149 314-45140 329. 

-8604180458 Notice ol consideration of issuance of amend to License DPR-45 & pro- 
posed NSHC deiorminaiion & opportunity for hoarlng.Arnend involves approval ol 
LACBWR decommissioning plan & Tech Specs S extension of License OPR 45 
ERICKSON.P.B. Siandardirat'on S Non-Power Reactor Piojoci Dirociofalo. BQ/04/01. 
6pp 45149 317-45149 320 

8604080088 Generic Lir 68-07 to power reactor I censoos & appricanis re mod-liod an- 
lorccmoni policy concerning IOCPRSO.40, "Environ Qualification ol Elocirtcal Equip- 
ment Important to Safety lor Nucloar Powof Plants " Sve list end 
WlBAGLIA,F.j Associate Director tor Piolecls (Post 87041 1). 88/04/07. Consol dated 
Edison Co. of New York, Inc 40pp. 45164. 237-46164.285. 

6604180296 Requests FR publication of noiico ol issuance of Amend 60 1o License 
OFR 45.Amend revises Tech Specs to reduce required 8h.lt crew sire since reactor 
permanently shutdown & fuel romovod to fuol element storage well. 

RUBENSTEIN.L S Siandardiratdn & Non Powor Reactor Project Directorate 68/04/ 
It NRC - No Oeieiled AIMialion Gwen 3pp 45170:219-45170 221 

8604190184 Forwards Amend 60 to provisional License OPn-45 & safety 
evaluation Amend revises Tech Specs in rosponse to 871112 application as revised 
on 880129 Environ assessment also and. 

ERj'CKSON.P.S. Siandaiduatton & Non Power Reactor Proloct UirociorAlo 60/O4/f t. 
lAYLOn.J.W. Dairyland Powor Coopoialivo, 3pp. 45165:31 1-45165 323. 

-8604190187 Amend 60 to provisional License DPfl-45.rovi3lng Tech Specs in re- 
sponso to 871 1 12 & 8B0129 application 

RUBENSTEIN.L S. Siandardirollon & Non-Powor Roaclor Project Ouecloralo. 68/04/ 
11 5pp 45165 314-45105 316 

-8604190190 Saloty evaluation simporling Amend 60 to provisional License OPR-4S. 

* Olfico ol Nuclear Reactor Rogu’aiion. Director (Post 670411). 66/04/11. 3pp 
45165:319-45165:321. 

-6604190206 Environ assessment & tlndmg ol no slgnlllcani Impact ro rev to Tech 
Specs to reduce required crow size EIS unwarranted. 

EHfCiKSON.P 6 Slandard-zallon & Non-Powor Reactor Project Directorate. 66/03/3 1 . 
2pp. 45165:322-45166 323 


O. Inspection reports, IE Bulletins & correspondence 

8603210090 Suppi I to NRC Into Noiico 87-044. "Thimble Tube Tli nning In Wealing- 
house Reactors " Sve list oncl. 

HOSSI.C.E. Division of Opoiailonai Evonis Assessment (Post 870411). BO/03/28. 
Consol-datod Edison Co ol Now York, Inc 12tpp 44995:120 44695 240 

8603220296 NRC Info Notice 86 010. "Malla Liconsoes Lack of Mgt Controls Over Li- 
censed Programs " Sve list end 

CUNNiNGI-iAM.R.E Division of Industrial & Medical Nucloar Safely (Post 670729) 88/ 
03/28. Consolidated Edison Co ol Now York. Inc 106pp 44995 247-44995:353 

6604130370 Discusses NRC Bullelin 68-003 re inadequate latch engeg^omenl in HFA 
type latching relays mig by GE Six typos of ro-'ays Insla'iod at lAcbwR are Type 
12HFA151A9H 

TAYLOR.J.W Da rylanrl Power Cooporaitvo. 86/03/30. DAVIS.A B Region 3. Ole of 
the Director 2pp 45122-136-45122:137 

6604140436 Forwards Salety Insp Hop! 60-400/88 03 on 880207-0320 Violation Involv- 
ing failure to maintain min shift crew composition noted Rosponse oddresstng lack ol 
ailonlion to responsibilities & controls to prevent rocurronco reouestod, 
QREENMAN.E.G Region 3. Ole ol iho Oltoclor. 88/04/05. TAYLOR.J.W. Dairyland 
Power Cooperative 2pp 45170 021-451 70 020. 

-8604140449 Insp Ropl 50 409/68-03 on 680207-0320. Violation noted Me'or areas 
Inspected operatronal salety, maint.survelllnnce & survo’llance procodures & 
'ecords.LERs.bullotins.&pectai repis & organization & administration 
JACKIW.I N Region 3, (Jfc ol the Oiroctor 88/04/01 7pp 45170:023-45170 029 

86040192S6 NRC Into Noiico 88-01 1. "Potential Loss ol Motor Control Ctr &/or Sw.lch* 
board Function Due to Faulty Tio Dolls. " Sve list oncl. 

nOSSLCE. Division ol Operational Evenin Assossmeni (Posi 870411). 88/04/07. 
Consoildatod Edison Co of Now York, Inc 124pp. 46400:292-45407:051. 

8804060370 NRC Into Notice 68-012, "Ovorgroasing ol Electric Motor Boarlngs." Sve 
list and 

flOSSf.C E. Division of Operallonel Evonis Aasessmonl (Post 870411). 88/04/12, 
Consolidated Edison Co ol New York, Inc 123pp 45165:028 45165:160 


V. Oparetor Examinations 

8804280088 Responds to FOIA request lor Info ro scores ol reaclof operators & sanioi 
reactor operalors.Forwards reguatilicailon exam summary source sheets listed In end 
app nv/pefsanal privacy fnfo ctelelod. 

GRIMSLEV.O.H. Division ol Rules & Records (Post 870413). 88/04/19. GOLEY.K. 
Public Ctlizen's Cfitical Mass Energy Project. 2pp, 45213,003-462 13.095 

-8604260187 Package of NRC edmin^storod requallfication exam results summary. 

• NRC - No Ooiaited Affiliation Given. 87/07/20. 8Bpp. 46213:007-45213:095. 


docket 50-410 NINE MILE POINT NUCLEAR STATION. UNIT 2 


F. Security, medical, emergency & tiro protection plans 

8804260415 Revised emergency plan impiemoniing p.-ocedjres.-ncluding Rev 9 to EPP- 
17. ’‘Communicahon Piecedures." Rev 6 to EAP-1. ■'Adivaaon S Diredicn ol Emer- 
gency Plans” & Rev 9 to EAP- 2 . "Ctassilicalion of Emergency ....■* W/e8042O lir. 
GORDON.B.C.. ROMAN. T.W. AOBOT.R.Q. Niagara MohawK Power Corp 88/04/20 
70pp 45224:199 45224:325 

8604270118 Rev 9 lo EPP-17. "Communication Procedure,” Rev 6 to EAP-1, "Acliva- 
lion & Direction of Emergency Plans" A Rov 9 lo EAP-2. "Class:l-catio.‘i of Emergency 
Conditions.” W/0eO42O fir 

MANGAN.C.V. Niagara Mohawk Power Corp 88/94/20 127pp 45241:240- 

45242.014. 


H. General correspondence 

8804060382 Provides Into re p/oposod reorgani 2 elion.per discussion at 880107 
meoVng.UlCiniate organization vviil rofocate vice prosaenf nuclear generaiio-n to 
site. Tech ^ec change request lo amend alfectotl sections wJi bo suhm-ilod.W/end 
MANGAN.C.V. N agar a Mohawk Powor Corp. 88/03/21. Oocumont Control Branch 
(Document Control Desk). 3pp. 45007 019 46007 021 

8804270198 Informs of oiganlzaiio.nal changes wiih n lacilily olledivo 860401 
MANGAN.C.V. Niagara Mohawk Power Corp 88/04/19. Docu-mcnl Control Branch 
(Document Control Desk) ip, 46 244 2 73 4 5244 273 


I. Financial Information 


8804200253 "Niagara Mohawk Power Corn Arnual Ropl 198/ ’’ W/B80406 Hr 
HAEHL.J.Q., OuNLON.W.J. PERKINS,!. J Niagara Mohowk Powor Corp 87/12/31 
4lpp. 45176 061-45176:101. 


O. Advisory Committee on Reactor Safeguards reports & cerraspondenco 

8804140215 Submits summary Of actions discussed al ACRS 335ih maetngon 860310- 
12 In Washington.OC.In eluding ACRS ropts/ rocommcndaiions.olher 
actlona.agreemenls.asslgnments & roquosts & future agenda 
KERR.W. ACRS - Advisory Commitieo on Reactor Safoguords 68/03/24. 2ECII.L W. 
Commissioners 4pp 45118:172-45116:175 


P. Operating license stage documents 5 correspondence 


6803080248 Forwards Amend 2 to Licenso NPF-66.Amond rovisos al'owabio value A 
isolation trip setpo-nt lor RCIC high sloam Ino Ilow In Tebio 3.3 2-2 ol Tech Specs. 
HAUGHEY.MF. Proiaci Oiiecloraio I- 1 83/02/26 MANQAN.CV Nagara Moliawit 
Power Corp. 3pp. 44633 331-44633 337 

— 860308026S Amend 2 to License NPF-bd.rovisii'g allowable valuo & Isolation tup sol- 
polnl lor RCIC high steam lino Ilow in Toblo 3 3 2-2 of Toch Specs 
CAPaA.n.A. Project Directorate 1-1, 00/02/28 4pp 44633:334-44633 337 

6803240428 Generic Llr 8S-08 lo all power reactor liconsoos & applicants ro removal ol 
orgenizalion charts from Tech Spec admmistraiivo control roqu romenls Sve list ei^cl 
MIRAQLIA.F.J. Associate Oifocior for Projocls (Post 37041 1 ). 68/03/22 Consol clatocl 
Edison Co. ol New York. Inc. 47pp. 44972 107 44972:153. 

6804110194 Forwards Rev t to Inservico tesTng program Incorporating 860223 iniorim 
& editorial changes 

MANGAN.C.V. Nfagora Mohawk Power Corp 88/03/31. Oocumont Control Branch 
tDoeuwenI Control Desk) Ip 46 121. 135-45 122.005. 

-8804110198 Rev 1 lolnservlce (eating program. 

• Niagara Mohawk Power Corp. 86/03/31 227pp. 45122 001 46122 005 

8804140193 Provides listed into reouestod in 860225 llr ro opoiaiing njcioar powor 
units located at twelve sites a'ong Great Lakes 

STELLO.V. Ofc ol the Exocuiive Diroclor (or Oporat ons. 08/04/06 RIDGE.T. Houso 
ol nop, 5pp. 46104:136 45104:143 

8604080066 Generic Llr 68-07 lo powor reactor hconsoes A applicants re modified on- 
(orcernenl policy concerning tOCFR50.40, "Enviren Qua'iticai-on ot Elechical Equip- 
ment Important lo Salrrty lor Nuclear Power Plants ” Sve list oncl 
MlRAQuiA,F.J. Associate Oiroctor tor Projects (Post 87041 1). 88/94/07. Cortso'idalod 
Edison Co. ol New York, Inc. 49pp 45164 237-45164:205. 

8804100063 Forwards Amend 4 lo Liconse NPF-69 & saloty ovalualion Amend revises 
allowable value S Isolation trip setpoint for RHR/RCIC steam I no high How In Tocti 
Specs Table 3.3.2-2. 

HAUGHEY,M,F. Project Oirectorala 1-1. 68/04/11 MANGAN.C.V Niagara Mohawk 
Power Corp. 2pp. 45158:277-46168 284 

-8804190076 Amend 4 lo License NPF-SO.cheng r^g Tech Specs lo roviso allowable 
valuo & Isolation trip setpoint lor RHR/RClC steam lino flow-higb in Table 3 3 2-2. 
CAPfiA.R.A. Project Dlreclorato 1-1. 80/04/11. 4pp 45156:2/9 45158:282 

-8804190084 Safety evaluation supporting Amend 4 to Licenso NPF 69 

• Proloct Olrectorsta I-1. 88/04/1 1. 2pp, 46158 283-451 58:284 

88041S0236 Forwards Amend 3 to Llcer^se NPf-eO.changlng Toch Specs to revise svc 
water supply header discharge temp limit to 81 F. 

HAUOHEYMF. Protect Ofoctofela 1-1. 88/04/(1. MANGAN.C.V. Niagara MohawK 
Power Corp. 2pp. 46165:340-46165:354. 

-8804190241 Amend 3 lo License NPF-88.ievising avc water supply header discharge 
teimp limit In Tech Spiso 3/4.7 . 1 lo 91 F, 

CAPfl A, R.A. Project Directorate 1-1. 88/04/11. 7pp. 45165 342-45165:346 



• Office of Nxieaf Reacto' Regulation. Diectoi (Post 8/0411) opp 

45165 349 «f65 354 

6804210003 Fofwanis levised page to FSAR Cnaptei 14 te chango in In.liai startup test 
ptogfam & GE B8O304 ftr that ptomdos basis & justiiicaiion lot chang a Change made 
to page liom existing FSAR updatert through Amerd 28. . ^ , n w 

MANGAN.C V Niaoara MohaAk Power Cotp aafOAfta Documonl Control Brancn 
(Oocurncr.l Control Dosk). 3pp 45226 282-45226 284, 

8804220014 Giants leiidf for use Of ASME Coda Case N'415 for inservice testing 
piogtempct u'4 88Q108 raqiisat Coda Casa w>lf be used tor testing relief vafvos.satetif 
values 8 fopture discs in pump & vahre tasing proo'em 

CARRARA Pioieci Oirecloratet-I 89/04/14 MANOAN.C.V Niagara Mohawk Power 
Corp 4pp 45^ 270-45200:273 


0804260036 Poiwaids Airend 6 to License NPF-69 4 satow eva’uation Amend revises 
Tech Spec 3/4 4 8 2.1 b 2. "OC Sources- Operating.” to allow aliernalo maihod of de- 
termining battery operabi'itv when visibto conosion appears 

HAUGHEYMF Protect Oirecloralo 1-1. 63/04/10. MANGAN.CV. Niagara Mohawk 
Power Carp 2pp 45263 068 45263:006 

-6804280046 Amend 5 to Ucoftso NFF-69,tovis no Tech Spec 3/4.4 8 2 1.b 2. "DC 
Soorces-Operatmg." to allow aliernate method ot delerm ning battery operab lity when 
visible cooosion appears at terminals or connectors. 

CAPRA.H A Project Oiiactoraie l-t. 88/04/19. 4pp 45263:090-45263;093 


-8804280049 Safety evaluation simpoang Amend 5 to License NPF 69. 

' Office of Nuclear Reader Regufaiion. Director (Post 070411), 88/04/19 3pp 
45263 094-45263096 


IflViJSliyaitJy uiiuuiiyiriy i,cfU9<39 vfup iijr irtoa uc 

c erCi68. 

jOHNSON.JH Region t. Ofe ot the Director 88/04/12 t9pp 45234'3l9.ii5234 3t3 


Ft. Periodic operating reports & related correspondence 


8804130166 Monlhty oporat ng repl for Mat I9G0 W/880408 Hr 
TOMIINSON.E. PER KINS JJ Niagara Mohawk Power Corp 88/03/31 2 ?k 
45142:212 45142 238 


S. Reportable occurrences, LERs & related correspondence 


8803290379 LER 67 024 01 on 870517 & 27.90OS0d low air flow condil on in reljelrg 
itoor main ektiausl duct & tolow leluDtmg lioor mam od^aust causrm aciuation cl 
ESF.Causod by oxcosswoly conservative trip set points lor How switches W/830J24 

JENKINS.RE. leMPGES.T.E Niagara Mohawk Power Corp 88/03/24 6pp 

44975 252-44975 257 

8803290401 LER 08 OlO-OO on fl802l2.ni)ssed surveiKanco tluo to pe-sonnel euoi re- 
stilling In Tech Spec violaiion.Roqurod sun/o-liance poilormod & loiol core expos^-'a 
olfeciivo 120 days or less verifiod W/060324 llr. 

JENKINS RE. LEMPGES.TE Niagara Mohawk Power Corp 89/03/24 £pp 

44975 190-44975:104 


8604270167 Informs that tOO-h vimrtaniy tun loi plant coir-pletod & Rov 3 to QA topical 
repl governing OA program for facii-ty. 

MANGAN.C V Niagara Mohawk Power Corp 88/04/20 Document Control Branch 
(Document Conliol t^sk) Ip 45245 264-45245 284 


8804040139 LER 0801 1-00 on 980301. ESF aclualion occulted Caused by rtelect.a 
Irlp/calibr un i (equipment failure) generating spurious tup signals fsolal-on cool.ng S|S 
declared mopereble & Irip/calibr unit puilod.W/80032d Hr. 

JENKI.NS.RE. LEMPGES.TE, Niagara Mohawk Power Corp 80/03/28 5?p 
4507/255 45077:259 


0. Inspection reports, IE Bulletins & correspondence 


6804120362 Noli'icaiion of Licensee Meet no 98 027 on 080318 In King ot Prussla.PA 
re NRC Ofc ot invosLgatons Repl I 85-020 findings involving val-dily ol into concern- 
ing neutron monitoring ays cable installations Agenda enci 

JOHNSON.J Region i. Ofc of Ihe Ditocior 08/02/23 Region 1. Ofc ol the O.roclor 
2pp 45079 261-45079 283 

8804130109 Noiilicdilon ot 830326 rneeiing w/util at Reg'on I ole la discuss regional 
evaluation phase of SALP. 

JOHNSON.J Region i. Oic of ihe Oirocioi 88/03/22 Region I. Ofc ol the O-rector 
2pp 45 1 22:22 1-45 1 22 222 

8804040019 Confuois dates ot 880416-22 tor NRC Enw con OuaUUcatiort Insp 60-410/ 
69 08 pet 680309 tcicon listed documents requited 2 wks pnot to insp 
JOHNSTON. W.V Region 1. Ofc of the 0.rectot. 88/03/23. MANGAN.C.V. Niagara 
Mohawk Power Corp 3pp 45020 264-45020 286. 

6683210090 Suppi 1 to NRC Into Nolce 87-044, "Th'mble Tube Thmning in Westing- 
house Reactors." Sve I st end 

BOSSLCE Dnrison ol Operational Events Assessment (Post 870411) 88/03/28. 
Conso'idated Ed'son Co of Now York, Inc 12 Ipp 44095:126-44995:246. 

8803220296 NRC Into Notice 88-010. “Malls Licensees Leek ol Mgi Controls Over Li- 
censed Programs " Sve list enci 

CUNNINGHAM.R E Division ol Indusiiial & Med-cal Nuc*ea< Safety (Post 870720). 69/ 
03/28 Consolidated Edison Co. ol New York. Inc I03pp 44995 247 44995 353 

6604040IS3 Provides response to NRC Bu'let-n 88 001 re defects in Westmghou&o DS 
sones Circuit breakers.No Weslmghousa sodas OS circtil breakers used in any appli- 
cations ai Unit 2.lherefore bulletin not app'icsbie 

MANGAN.C.V Niagara Mohawk Power Corp 68/03/28 Document Control Branch 
(Document Control Desk) 2pp 45031:319 45031:320 

86D4110273 Discusses ul-i 870914 response lo IE BL-llel;n 87-001. "Thinnhg ol Pipe 
Walls at Nuclear Power Plants " Into be.ng used lo determine exieni el industry par- 
licipa'ron $ implementetion ol erosion/cortosion insp progiams. 

HAUGHEY.MF Pro'ect Oirecloraie 1-1. 88/04/04. MANGAN.CV. Niagara Mohawk 
Power Corp 3pp 45079 358-45076,360 

6804120316 Tonvards Radiological Ccnt/ola Insp Repls 50 220/88-04 S 50 410/98 05 
S notice ol violation 

8ELLAMY.R R. Region I. Ofc ol the Director 99/04/04. MANGANC V Niagara 
Mohawk Power Corp 2pp 45129 123 4 5129 142 

-8804120327 Insp Repls 50-220/88-04 & 50-410/88 05 on 860215-19 No violations 
noiedMttlot areas inspected licensee lachological coniiols during Unit 1 ouiage & 
during roul-ne operations at Urjit 2.iric’ud-ng organlaaiion.slofling & training 
NlMlf2.RL . SHANBAKY.MM Heg-on 1. Ofc ol the Oirocior 88/04/01. I7pp 
45129 126 4 5120.142 


6804010256 NRC Info Notice 88 OH, "Potential Loss of Motor Control Oir &/or Switch- 
board Function Oue lo Faulty Tie Bolts " Sve I'St encL 

ROSSi.CE. Division ol Operational Events Assessment (Post 870411). 88/04/07 
Consolidated Edison Co of New York. inc. I24pp 46406 2G2-45407 05 1. 


8804200095 Fonvards request lor addi info r© util 830512 8 870218 & t H2 submittals 
in response to IE Bulletin 85-003. "Motor Operated Valve Common Mode Failures 
Or^ng Plant Transients Due to Improper Switch, lot response wiihin i month 
WEM2lNGER,E,C Reg«m 1, Oft ol the Oirecvoi. 09/04/11, MANGANCV. Niagara 

Mohavrk Power Corp 4pp 45218 223-45210 226. 


8804060370 NRC Info Notice 88-012. "Ovorgroas-ng ol Electric Motor Bearings " Sve 
list end. 

ROSSI.CE Division ol Operational Events Assessment (Post B70411) 88/04/12 
Consolidaled Edison Co ol Now York. Inc I23pp 45I65:028-45165;150. 


6804260144 Forwards Enlorcsment (^nierenc© Repl Ot 65-022 on 880318 
WEN2iNGER,e C fieg.on t. Ole ol the Director. 88/04/18. DONLON.WJ. Niagara 
Mohawk Power Corp. 2pp 45234 3 17- 45234-347. 


6604070282 LER DS OlZ-OO on e00305.BCluai.on of sevetol ESFs occurred di-r-ng pei- 
lormance ol generator load rejection losi Caused by dosign dol-cloncy Mod 
PN2Y60MXO14 Implomenlod to separate primary & backup prolectve re'ayng 
packages W/080331 Hr 

JENKINS.RE . LEMPGES.TE Niagara Mohawk Power Corp G8/03/3i 6pp 

45021 :167-1502l:r/2 

8804070309 LER 68-013 03 on 880308.Tech Spoc sutvoi'lancr> toqu romoni for pres 
sure/iemp hm.ls lot RCS missod.Cauaod by cognilwo porsonnol error & coninbuong 
procedural deficloncy. Oporalcr counsolod & procedure revised. W/0flO33i Hr 
JENKINS.RE. LEMPGES.TE Niagara Mohawk Power Corp 00/03/31 5pp 

45021 211-45021 215 

8BO419O038 LER 88 014-00 on e803i3.roactor sc/am S BSF actuations 
occurred Caused by equipment la’iuro duo to dosign doficloncy Transmiiicr replaced 
w/upgraded model & lompotary mod performed to bypass logic lot valves V//90O41 2 
Hr 

JENKINS.RE. PERKINS.TJ Niagara Mohawk Powot Corp 86/04/12 9?? 

45215 220 45215 228 


8804190067 Foiwarda special repl re reactor scram & ECCS acluation included as pari 
of LER 80-14. 

PERKINS.TJ. Niagara Mohawk Power Corp 88/04/12. RUSSELL.W T Regon 1. 0‘c 
ol the Oirocior Ip, 45199 083-45190 091 

6604200294 LER 08-016 00:on 0803 1 0.prlmary conininmoni Inoriod by niitcgon purge 
w/o obtaining sample analysis & purge rale. Caused by proceduiai 
doliciency Proceduro rovisod to require sampio analysis & pu>go raio before 
purging W/8004 15 Hr 

JENKINS.RE,. PERKINS.PJ Niagara Mohawk Powor Corp 88/04/15 5pp 
45221:057-45221 081 


V. Operator Examinations 

8804250086 Responds to FOIA roqueai for Info ro scores ol jeactor oporaiors 8 sen.ot 
reactor operators .Forwards requaiification axam sumtmiy squtce shoots Lsted in end 
app w/personal privacy into doteted 

GHIMSIEY.DH Division of Rules S Records (Post 870413). 08/04/10 BOlEV.k 
Puh'ic Citizen's Critical Mass Enorgy Pfo|ocl. 2pp. 45213 003-45213 095. 

-0904250167 Package ol NRC administered roqualillcai-on exam rosulis summary 
• NRC - No Doia led AtfiliaUon Given 87/07/20 88pp 45213 007-45213 095 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. SecurUy, medical, emergency & lire proteclloo plans 


6804280464 A^rovos request tot exception lo location roquiremenl lot technical sup 
port center (TSC) & jolraciion ol commitmont lo provide allornaie TSC neat control 
room.Slaled emergency preparedness insp rept also reviewod 
TAM.P.S Pio)ect Diroclorate 1-4 68/04/20. SlEBER.J.O. Ouquosno Light Co 2pp 
45263 032-45283 033 


O. Advisory Committee on Reactor Safeguards reports A correspondence 

6604 140216 Submits Summaty ol actions d-scussed at /VCRS 335lh meeting qn 880310- 
12 In Washinglon.O(7, Including ACflS repls/ rocommcndsiions.othe' 

actions, agreements. assignments & roquests & future agenda. 

KERH.W. ACRS - /Vdvisory Committee on Reactor Safeguards 88 '03/24 ZECH.L W 
Commiss oners. 4pp 451 18- 172-451 18:175. 


DOCKETED ITEMS 159 


•erallng license slage documents A coirespondence 

MQ426 Generic Hr 88-Oti lo all power reaclar licensees & app'icanis ro removal ol 
anl^allon charts from Tech S(joc admimsuaiivo conlrol requitemenls Sve list end 
lAGLlA.F J Associate O.roctor lor Projects (Posi 870411) 88/03/22. Consotidaled 
son Co Ot Now York, mc 47pp 44072 107-44972 153. 

170110 ForwaitJs rosponso to dralt technical evaluation ropi on Generic Lir 83- 
iiem I 2 per NRC 860722 request 

8ER.J0 Ouqoosno light Co 88/03/22. Document Control Branch (Docomenl 
iliOl Desk) 6pp 46044 137-46044:142. 

11021 1 Forwards B0 1224 correspondonco ro allegations of inadequate stress ana'- 
S performed by contractor. Review of circumstances surrounding tfocumoni & ropl 
indings & conclusions requested within 30 days of Itr receipt 
5GINSJT Region 1 . Ofc ot the Director 08/03/23 SIGOER.JO Uuquesno light 
3pp 4505B 091 •45058 093 

I10I3S Informs that listed commitments made m 080303 response lo Generic Itr 
03. "Hosoloiion ol Generic Safety Issue 03. Steam Binding ol Auxi’lary Feedwater 
nps" responsive lo guidance ol gononc Ifr 
P S Project Oirecloralo 1-4. B8/03/2B. SIE6ER.J.0. Ouquesne Light Co 2pp. 
I2 I 356 44921 357 

130130 Advises that Crano-Demony Co no longer accepting new orders lor Model 
19 chemical injoction pumps but product lino will bo ava'iablo from another 
idor.Gorman Rupp.lnc.w/o '‘N" Stamp certification 

BERJO Ouquosno Light Co 80/03/28 Oocumoni Control Branch (Document 
tlrolbosk) 2pp 45099 342-45099:343 

140340 FOIA request lor correspondonco between NRC & Ouquosno Light Co re 
C inquiry into 80 1 224 memo by B Gupta lo C McCullough concerning work done 
Schnoider.inc at ptani 

EI-IS.M Pittsburgh Press Pillsburgti.l'rA 88/03/28. Oflico ot Administration 8 Re* 
iicos Managomont. 0-roctor (Post 8704 13) tp. 451 18 047-451 18 047. 

180088 Generic Lir 88-07 to power reactor liconsoes & apfilicanls ro modified en- 
;emenl polcy concerning I0CFR50 49. "Environ Quolillcation ot Elociricel Equlp- 
nt Important to Solely lor Nuctoar Power Plants " Sve list end. 
tAGLiA.t- j Associate Director lor Prelects (Post 870411). 60/04/07. Consolidated 
son Co. ot Now York. Inc 49pp 45164:237-45164 265 

1 10359 Nolilicatron of 06042 1 moolmg w/ulil in Rockville.MO to diSCuss status of 
rent active licensing actions. 

14 PS Project Directorate 1-4. 88/04/18. MURLEV.T . SNIEZEK.J . MIRAGLtA.F 
C- No Detailed Arlillalion Given 3pp 45192 094-45192 096 

280464 Aj^rovos request lor oxcopllon to location roquiromont (or toclinical sup- 

t comer (TSC) & roiraciion ol commitment lo provide allornalo TSC near conirol 

m.Stalod emargqncy proporodrioss insp ropl also rovlowod 

M.PS Project Diroctoraio 1-4. 80/04/20 SIEBER.J.D Duquosne Light Co. 2pp. 

>63.032-45263:033 


tpecllon reports, IE Bullellns A correspondence 

7 10090 Suppi I lo NRC Into Nolico 07 044, “Thimblo Tube Thinning in Westing - 
ise Reactors.” Sve list onct. 

SSl.ee Division of Operational Events Assessment (Post 870411). 68/03/28. 
tsolidatod Edison Co. of Now York. Inc I2lpp. 44095: l26-44995'246. 

220296 NRC Into Notico 68-010. • Molls Liconsoes Lock ol Myl Controls Over II- 
isod Pfoorams " Sve list one! 

NNiNGHAM.R E Division ol Industrial & Medical Nuclear Saloly (Post 870729) 88/ 
'28 Consolidated Edison Co. ol Now York. Inc. 108pp. 44095:247-44995 353 

130257 Forwards rosponso to NRC Bulletin 88 002. "Rapidly Propagating Fatigue 
icks in Steam Gonoraior Tubes.” Evaluation addressing Homs C.2 a A C2.b will bo 
imiUed by 080531. 

BER.J 0 Ouquosno Liglil Co. 88/03/28. Documoni Control Branch (Document 
mrol Desk] 8pp 45154:161-45154:108 

910266 NRC Into Notice 80-01 1, "Polontlal Loss ol Motor Conlrol Cir &/or Switch- 
ird Function Duo to Faulty TIo Bolls ” Sve list oncl. 

iSSt.C E. O.vision of Operational Events Assessment (Post 870411). 8B/04/07. 
nsotidalod Edison Co. ol Now York. Inc 124pp 45408 292-45407:051. 

200040 Forwards Safely Insp RepIS 50-334/88 00 & 50-412/08 05 on 880222-26 
letice ot violation. 

LLAMY.R R Region 1 Otc ot Itio 0.roclQr. 08/04/06 CAflEY.J J Duquosne Light 
3pp 45235:056 46235 068 

4200046 Insp Ropis 50-334/88 09 & 50-412/80 05 on 880222-26 Violations 
od. Major areas inspected. licensee solid radwosto & transportation program includ- 
mgl conlrol. shipments ot rad oacllvo malls.ltalning S procedures. 

VIOSON.B.S . PASCIAK.WJ Region 1. Ole of the Diroclor. 08/04/04. 9pp 
>35060 46235 060 

110257 FOIA request lor D Beckman omploymonl dates as NRC resident Inspector 
plant. 

ATOS.O Pittsburgh Press Pillsburgh.PA. 08/04/11 NRC • No Detailed Aftiliolion 
-en Ip 450/8 171-45076:171. 

060370 NRC Into Notico 06-012, ‘‘Ovorgreasing ol Electric Motor Bearings" Sve 
oncl. 

ISSI.C.E. Division ol Operational Events Assessment (Post 670411). 86/04/12. 
nsol'datod Edison Co, of New York. Inc, 123pp, 45165 026-45165:160. 

260374 Forwards "Presorvico Insp Summary Ropl, 1985-1 988.‘’ ProservicQ exams 
npleted on 88020 1 .Listing ol presorvico Insp roliel requests lor code required 
tms Included in tepi. 

:aEB.JD Duquesne Light Co 68/04/18 Document Conlrol Branch (Oocumoni 
ntrol Desk), tp. 46253 072-45253:287. 

14260377 ■’Presorvico Insp Summary Repl. Beaver Valley Power Station Unit 2.1985- 
B8." 

/ING.C.B Ouquesne Light Co 06/03/31. 275pp. 45263:073 45253287. 


6804280116 Requests listed into n order to resolve remaning concorns ro 880128 
event involving annunciator cabinet lire per 660303 meeting & Salety Insp Ropl SO- 
412/68 03 Response requested w.thin 45 days of Ur receipt 

TAM,PS. Project Directorate 1-4. 88/04/18 SIEBGR.J D Ouquosno Light Co 2pp 
45263 030 45263031 

8804280464 Approves request for exception to tocaiio.n requirement for lechrical sup- 
ped center (TSC) & retraction of commitment to provide a'lernate TSC near control 
room Stated emergency preparedness insp repl also reviewed 
TAM.P.S Protect Directorate 1-4 88/04/20. SIGBER.JO. Ouqjesne Light Co. 2pp. 
45263 032-45263 033 


R. Periodic operating reports A related correspondence 

6604260349 ’•1907 Repl Ol Facility Chanues.Tosis & Experiments " W/BB0408 Itr 
SIEDEB.JD Ouquesne Light Co 87/12/31 69pp 45252 325 45253 033 

6804060095 "NPOES Monthly Discharge Monitoring Ropt Icr Feb 1988 *' W/ 880328 Ur. 
ORUGA.H J Ouquosno light Co 88/02/28 VARGA.S Olfce ot Nuctear Reactor 
Regulation. Director (Post 870411) 2lpp 45046 176-45048 198 

B8040400S6 Forwards monthly operating repis for Feb 1968 & revised monthly operat- 
ing r^l (or Jan 1 986.consisting ot rev<sod unit shutdown & power reduction sheet 
SlEBER.J 0. Ouquesne Light Co 88/03/10 NRC ■ No Doiailcrl Afliiiai-on Given, tp 
44921:318 44921:327 

"8603300320 Monthly operallng ropIS lor Feb 1988. 

WINGER.MA Ouquosno Light Co 88/02/29 8pp 44921 319 44921326 

-6604040064 Revised monthly operating ropl tor Jsn 19B8. 

WINGER.M A. Ouquosno Light Co 88/01/31 Ip 44921:327-44921 327 

6604190036 Monthly operating repis for Ma> 1988.W/8B0413 Ur. 

WINGER.MA.. SlEBER.J 0 Duquosne Light Co 88/03/31 lOpp 4S208 237- 
45208 248 


S. Reportable occurrences, LERs A related correspondence 

BB04130091 LER 87 032-01 on 87 1024 .reactor trip occurred on lo 10 Steam generator 
lovol.Caused by elevated pressure m high pressure lurbme.Plant stabilized by using 
reactor trip response procodoro W/6B0404 Ur 

NOONAN.T P Ouquesne Light Co 87/1 1/23 6pp 45161.047-4515t;O52 

8803290304 LGR 87-033 01 on 871028.opcralor noticed poilormancn frequency 
Changed from quarterly to monthly Caused by personnel otror.Procedure writers In- 
structed lo noiily scheduler ol lost changes W/860303 Ur. 

NOONAN.T P. Duquesne Light Co 88/03/03 4pp 44975 216 44975 221, 


DOCKET 60-413 CATAWBA NUCLEAR STATION, UNIT 1 


F, Security, medical, emergency A fire protection plans 

6803290266 Forwards Insp Repis 50 413/88 11 & 50 414/88-ti on 8602 16- l8.No vio- 
lations or deviations noted 

CLINE.W E Region 2. Ofc ol Iho Drfoctor 88/03/03 TUCKER,H,H Duke Power Co 
2pp. 44921141-44021:143 

"8803290269 Partially withhold Insp Repis 50 4I3/8B-1 1 & 50-414/88-1 1 on 800216 18 
(rot l0CFR2 790(d) S 73 2t) No violations or deviations noted Major areas 
Inspected procedutes.focofds & operations tor conlrol 6 accounlabiiily of SNM. 

TODD.Q A . SEYMOUR.D A . MCALPiNE.E J Reg on 2, Ofc ol iho Oirecior 88/03/01 
ip 44921:143-44021:143 

8803260123 Forwards Insp Repis 50 413/88-03 A 50-414/88 03 on 880217-21, No vio- 
lelions or deviations noted Corrective actions discussed A agreed to via oral commit- 
meni from licensee ropresenialivos. 

STOHR J P Reg on 2 Ole ot ihe Oitoclor 88/03/14 TUCKER.H B. Duke Power Co 
2pp 44921;063-44921.O76 

"8803260132 Insp Repis 50-413/88 03 A 50-414/88-03 on 8B0217-21NO viofations 
noted Major areas Inspecied observation ol annual emergency oxeiciso.Wenknesses 
nolod.failure to meet exercise objectives In area ol emergency mgl & accident assoss- 
menl 

SARTOR.WM . DECKER.T B Region 2. Otc ol Iho Director 08/03/10 14pp 
44921.065 44921 078 

88041 10117 Forwards Rev 19 (0 plant security plan Rev deletes several redundant soc- 
l-ens from security plan A revises list ol vital equipmontRov withhold (rel 
10CFR73 21) 

TUCKER.H B Duke Power Co 66/04/01 Document Control Branct* (Documoni Con- 
trol Desk). 2pp. 45135 278 45135 279, 

8804160423 Notilles that changes contained m Rev 10 ot emergency plan consistent 
w/planning stds of 10CFH50 47(b) A loqu remonis of lOCFHBO.App E, 
cot LINS □ M Region 2. Otc ol the Director. 88/04/07. TUCKEH,H.B Doha Power 
Co tp 45136 334-45138 334 

8804150038 Forwards Amends 43 A 36 to Licenses NPF-35 A NPF-52. respocbvoly A 
saleiy ov8luatien.Amends modify Paragraphs 2 E ol l-censos lo req-jira compliance w/ 
amended physical security plan. 

jAflBOUR.K, Project Directorate 113 88/04/11 TUCKGR,H 8 OuKo Power Co 3pp 
45139 093-45139:104, 

"8804150066 Amends 43 A 36 to Licenses NPF-35 A NPF-52.tospeciivoly. modilymg 
Paragraphs 2 E ot licenses lo roqoiro compliance w/amondod physical security plan. 
CROCKER.L. Prelect Ditecioraie 11-3 88/04/11. 4pp 45139 096-45139099 

"8804 150070 Safeguards evaluation rept supporting Amends 43 A 36 to Licenses NPF- 
35 A NPF-52.respeciively. 

• NRC - No Detaifed AILhatlon Given. 83/04/11. 3pp 45139 100 45139:102. 


-6BB4160IS9 Mequesis m puDucanon oi nooco or issuance oi Amenes s jo iw u* 
censes NPF-35A NPF>5?.respecijvoYA'nends moc(if<ecl Paragraphs 3 C of ficenses lo 
lequ-re compiianca w/ain ended ph/s’cal sscunly plan 

JABBOUB.K. PfOjeci Direciorare 11-3 88/0<i/il. NflC • No OeWi'ed Att-iralion Given 
?pp 45139 103-4 51 39; 104 

8804200473 Pamal losponse lo FO)A request re tiro proieci-onPoiwards App £ 
-documenls App O & E documervts ava-labie in POR App F docuitioni completely ivith- 
held (ref FOIA Exemption 5) 

GRIMSlEY.Oil Division ol Rules S Records (Post 870413) 68/04/14 JONES.C R 
Affhation Not Ass'gn^. 5pp 45?06;037-45206;C}43. 

-3804200579 Advises thel Fire Protecidn Steering (^mnnttee has recommended ihai 
each region maKe one l0CFR50.App R type msp for each facility to assess status of 
compliance w/ l0CFB50.48.Prog’am lisied 

CONION.T E Region 2. Otc Of the Dnoctor. 04/H/O6 HERDT.A R Reg-on 2. Ofc of 
ttieOirector 3pp 45206 1 76-45200 178 


P. Operating Hceissa stage docurnento & correspondence 

8710270289 Forwards proprletaiy DPC NE 2000, "CX^HF-i Corie’aiion ter Predicting 
Critical Heal Flux in Afiung Vane Qfid fuel Assembles." Repi submited to obtain ap- 
proval 10 use OCHF-l correlaiion Fee paidRepi withheld (rei IOCFR2.790) 

TUCKER.H 0. Duke Power Co, 87/10/21. Oocumeni Control Branch (Document Con- 
irotOaski 6pp 431i77:2lO 43177 215 

0603290097 Forwards Rev 7 to utl 830414 response lo Supp! i lo- NUnEG 0737,lncltid 
Ing solutions to human engineering discrepancies 

TUCK6R.H.0 Duke Power Co. 88/03/15. Document Control Stanch (Oocumeni Con- 
trol Desk) I3pp. 44945237-44945 249 

8803240426 Gertetic Lir 63 06 lo a‘l power reactor licensees & appl-cants re removal oi 
organization charts from Tech Spec administrat-vo control requlromenls.Svc list arid. 
MIRAGLIA.F J. Assocfaie Oireclor for Projects (Post 870411). 66/03/22. Consolidalod 
Edison Co. cl New- York. Inc. 47pp 449?! 107-44972 1 53. 

8803300263 Appl-cation (or amends to Uconses NPF-35 & NPF.52.adding Toch Spec 
requ remonts tor monitor tank bldg sys 8 compor.enis.Feo (laid. 

TUCKER.H 6. Duke Power Co 68/03/23. Oocumeni Control Branch (Oocumeni Con- 
trol Desk) 4pp 44961 084-4466 1:107. 

-800330026? Pteposed Tech Specs.eddmg tequiremonls (or operakon ot monitor lank 
bldg sys 8 cprnMnonls. 

* Duke Power Co. 88/03/23. 20pp, 449S1 08B 44961;107 

8804010042 Forwards listing ol outstanding items per discussion w/NRC re util ongoing 
program of reduc-ng backlog ol outstanding iiems.W/o end 

BflOWNLEE.V.l. Rogion 2. Ofc ol tha Di/eclof. 66/03/23. TUCKER.H. B. Duke Power 
Co. Ip 45031:171.45031:171. 

8804010045 Confirms concurrence w/miention to icslert lacility following comptet orv ol 
cofieciive action re 860369 Inp & subsequoni swap-over ol auxi'iary feedwater sys 
flow 

GRAC6.J N Region 2, Ofc ol Ihe Director. 68/03/23. TUCkER.M B. Duke Power Co. 
Ip. -<5010 00l-450t0;00l 

8804120317 Expresses appreciation lor lime that members took lo present ouihne ol 
ISAP II prograny per Generic Lir 68 02 requesting licensee lo ovafuaie NRC iaiosi rov 
3 Indicate whether interested itt participating in program. 

TUCKER.H 8. Ouko Power Co 88/03/25. Documeni Control Branch (Oocumeni Con- 
ttOlOesk) 3pp 45031. 142-4509t, 143. 

6804120069 Advises that revised analysts Jusiiiylng less restrictive action aiaiomeni (or 
steam generator PORV & Toch Spec change will bo submillod by 88051 6.pef util 
871204 application lor amends to Uconses NPF 35 & NPF-52. 

TUCKER.H. B. Duke Power Co. 66/03/29. Documeni Control Branch (Documeni Con- 
Uot Desk), tp 45135 313 4S\35-3t3. 

8804160447 Forwards updated pages to proprietary 8AW-tOt7lP. “HEFLOD3B- Model 
lor Mullinode Core Reilooding Analysis." per ECCS methodology for facilities 
reloads Mod removes Henry quench temp criteria S potential conllict In loQic.Pages 
Withheld. 

TAYI,OR.J.H. Babcock & Wilcox Co. 83/03/29. NORBEHG.J A. Division ol Engineer- 
ing 8 Systems Technology (Post 8704 n). 2pp. 45207 232-45207:233. 

8804120036 Provirtes addi into lo util 670629 & 1204 requests to delete requiremoni to 
verify reactor temp detector bypass loop (tow on t8-monlh basis from Tech Spec 
Tabte 4 3-i.uem 7. 

TUCK6R,H 8. Duke Power Co. 86/04/01. Document Control Brartch (Document Con- 
trol Desk) 2pp 45154 059-45154:060 

8804(30406 Appi cabon lor amends to Uconses NPF-8.NPF07.NPF-35 8 NPF- 
52.chang’ng tech Specs to allow credit to be lahen lor Radiation Moniloi EMF-38 il 
£MF-39 inoperable below Mode 4 (hot shuldawn).Feopakl. 

TUCKER.H.B. Duke Power Co. 88/04/Ot. Oocumeni Control Branch (Document Con- 
trol Desk) 4pp, 45132-.299-45132 324. 

-8804130410 Proposed Tech Specs allowing credit to be taken lor Radiation Monitor 
EMF-36 (unit vent monitor) il EMF-39 (on <or»lalnmonl purge sys) Inoperable below 
Mode 4 (hot shutdown). 

* Duke Power Co. 86/04/01. 22pp. 45132 303 46132.324. 

8804210282 Revised apcitcation tor amends to Uconses NPF-9,NPF-17, NPF.35 A 
NPF-52 re luel assembnes.Proposed amends broaden scope ol mods ai’owed lo fuel 
assemblies involving fuel rod locations & delete max fuel rod U limit. 

TUCKER.H.e. Duke Power Co, 68/04/01. Documeni Control Branch (Document Con- 
trol Desk). 4pp 45239:029-45239.941. 

—8804210287 Proposed Tech Specs, broadening scope ot mods allowed to tuet essern- 
D’les involving fuel rod locations & delete specified max total fuel rod U weight limit. 

* Duke Power Co. 88/04/01. 9pp. 45239.033-45238 041. 

8804110207 Forwards Rev 8 to response to Suppi 1 to NUREQ.0737, Including revised 
vMiiers ^ide for emergency & abnormal procoduras (or (aclhly App 2. “Abryormal Pro- 
cedure Outline," not included & win toe u^ated & prowded In subsequent rev. 
TUCKER.H.8. Duke Power Co. 88/04/05. Documeni Control Brandi (Oocunient Con- 
trol Desk). 2pp. 45(35:109-45135:222. 


I nvv u lu vvrii^is L2U lUi a rkuiiuirnai rivb.vuurv9. 

* Ouko Power Co. OQ/03/09 I12pp 45135:1 It -46135 222. 

8804080088 Generic Lir 88-07 to power reactor licensees & appi cants re rnodifiod ci- 
lorcemertl policy concorning I0CFB50.49, “Environ Qualification of Electrical Cqup- 
meni Important lo Safely lor Nuclear Power Plants " Sve list end. 

MIRAGLlA,F.j Associate Director for Projects (Post 87041 1) 68/04/07. Consolidalod 
Edison Co. ol Now York. Inc. 49pp. 45164:2.17-45164.285. 

8804130309 Forwards request for addl Info re Topical RepI WCAP- 10968. "COBflA- 
NC.Aneiysis for Main Stearn Line Break in Ice Condenser Conlanmonl." Response 
requesled within 45 days from Ur dalo. 

JABBOUR.K-N Project Oiroclorale 9-3 80/04/07. TUCKER.H B Duke Power Co 
epp 45103:166 45103:171 

8804190058 Application lor amends to Licenses NPF-3S.NPF-S2,NPF-9 & NFf- 
i7.chenging required surveiilanco interval lor Ice condenser lower Inlol doors from cur- 
rent irequendes to 100% Insp every 16 months. 

TUCKER.H.B. Duke Power Co. 88/04/07. Document Control Branch (Oocumonl Con- 
trol Desk) 2pp 45197:044-45197 049 

—8804190068 Proposed Tech Spocs.changing required surveillance interval for ice con- 
denser lower inlol doors from current frequencies to 100% insp ovory 18 months 

• Duka Power Co 88/04/07. 4pp. 45197:046 46197 049. 

8804 150038 Forwards Amende 43 & 36 lo Licenses NPF-35 & NPF-52. respeciwoly 6 
safely oveiuaiion Amends modify Paragraphs 2.E ol licenses to require compliance w/ 
amended physical socunly plan 

JABBOun.K. Pfoiect O-reciarato ll-3 88/04/11 TUCKER.H.B. Duka PowQi Co. 3pp 
45139 093-45139 104. 


-8804160066 Amends 43 & 3C lo Licenses NPF-.35 & NPF-52.r6speciivolv. mod.lylng 
Paragraphs 2 E ol licenses to require compliance w/amended physical socunly plan. 
CROCKER.L Projocl Ojectoiato ll-3 88/04/ti, 4pp 45139 096 45139 099 

—6804150070 Safeguards evaluallon repi supporting Amends 43 8 36 lo Licenses NPF- 
35 & NPF-52.rospoctively 

‘ NRC • No Ooiailed Affiliailon Given 88/04/11 3pp. 46139:100-45139:102. 

-6604150199 Reeuosla FR publicaHon of nolice of issuance of Amends 43 8 36 lo Li- 
censes NPF-35A NPF-52,rospecllvely.Amends modified Paragraphs 2.E ot llcansos lo 
requ re compliance w/amended physical security plan. 

JABBOUR.K Project Oirecto-role 11-3. 68/04/1 1. NRC • No Oelailed Alfiliatlon Given. 
2pp 46139:103-45130 104. 

8804260078 Requests approval ol end revised "Startup Physics Test Program" 
Changes made lo rod swap.lsolhermal lomp coeINcionI & (lux symmetry chock. 
TUCKER.H 8. Duke Power Co. 88/04/14. Documeni Control Branch (Documeni Con- 
trol Desk) 4pp 45282.016-45282 031. 

—8604260082 "Startup Physics Tost Program Apr 1960." 

• Ouko Power Co 88/04/30 12pp. 45282.020.45282 031 

8604260001 Application tor amends lo Licenses NPF-35 & NPF-52.adding broskois lo 
lisi ot of conialnmonl ponolralion conductor ovorcurreni proleclive devices for Toch 
Specs TaWos 3 8-1A & 3 B-IB Fee paid. 

TUCKER.H 8. Ouko Power Co. 88/04/16. Document Control Branch (Oocumeni (kin 
trql Desk). 4pp 45238 282-45238 -.290. 

-8804260002 Proposed Tech Specs re lisiing of conininmont penetral'on conductor 
overcurreni prolaciion devices. 

• Duke Power Co. 09/04/15. 5pp. 452382e6-45230:29O. 

9804260099 Supplemental application lor amends lo Licenses NPF-35 S NPF-62.rwns- 
Ing Tech Spec 3/4.7.8 re snubbers. 

TUCKER.H.B. Duke Power Co. 88/04/15. Document Control Branch (Oocumeni (kin- 
irol Desk). 3pp. 45254:276 45254:300 

-8804260104 Proposed Tech Specs re snubbers. 

• Duke Power Co 88/04/16. 22pp 46254:279 46254:300. 

8804280310 Informs that util conduciing review of vondor supplied irtfo re 870731 re- 

f uBSt lor addl Info on NUREG-0737.ltom ll.D.l. “Perlofmanco Testing ol Ro'iel S 
aloly Valves." 

TUCKER.H.B. Duke Power Co. 08/04/15. Oocumettl Control Branch (Document Con- 
IfOl Desk). Ip. 45263:063-45253:063. 


O. Inspection reports, |E Bullellna & correspondence 


9903290268 Foiwaids tnsp Repts 60-4(3/88.it & 50-414/88-11 on 880216 18 No vio 
latlons or deviations noted 

CLINE.W.E. Region 2. Ofc ol Ihe Oiracior 68/03/03 TUCKER.H B Duke Power Co 
2pp. 44921:141-44921:143. 

-8803390269 Partially withheld Insp Repls 50-413/88-I1 & 50-4 14/68-11 on 660218-18 
(rot 10CFR2 790(a) & 73.2l).No violations or deviations noted Major areas 
Inspected procedures.iecords & operations for control & accountability ol SNM 
TOO0.G.A., SEYMOUR.D.A , MCALPINE.E J. Region 2. Ofc of the Director 68/03/01. 
ip 44021:143-44921:143. 

8803300072 Forwards Insp Repls 50-413/88 08 & 50 414/68 08 00 880126- 0225 8 
notice ol violalion. 

BROWNLEE.V.L. Region 2. Ofc ol the Director. 88/03/10. TUCKER.H 0 Duke Power 
Co. 2pp. 44920:034.44020.047. 

—8803300073 Notice ol violation from insp on 8801 26-0225. Violeilons noted.on 
6B0123,RCS pressure allowed lo exceed 1,955 psig & on 860109.equipmonl operator 
designaied to remove Sately Tag 4t0 removed lag & repositioned switch w/o approv- 
al. 

BROWNLEE,Vl Region 2, Ole of ihe Dirodor 80/03/10 2pp. 44920 036 44920 037 


DOCKETED ITEMS 161 


-8803300075 Insp Hopts 50'4I3/6008 & 50414/68 08 on 880126-0235. Violations 
noted Majof aroas inspeclod survoillance obseivallon.ma-ni.roview ol licensee noniou- 
I ne event repts & followup ol previous^ idoniifiod items 

VAN DOOHN.P-K.. LESSER.M.S., PEEOLES.T A. Hagion 2. Ofc ol the Director. 88/ 
03/08 tOpp 44920 030 44920 047 

8803280123 Forwards Insp Repts 50-4 13/60-03 & 50-4 14/00-03 or* 880217-21. No vio- 
lations or dovlalions notod.Corroctive actiorts discussod & agreed to via orol commit- 
ment Irom licenseo roprosanlatives 

SfOHR J P Region 2. Ole ol Ihe Director. 88/03/14. TUCKEfi.H 6. Duke Power Co 
2pp 44921:063 44921 070 

-8803280132 Insp Ropis 50-413/80 03 8 50 414/68 03 on 860217-21 No Violations 
noted Major areas mspoclod observation of annual emergency exercise. Weaknesses 
noied lalure to meet oxoiclse objocUves in area ol emergency mgl & accidoni assoss- 

^RTORWM. DECKER.!. R. Region 2. Olc ol the Director. 80/03/10. I4pp 
44921 085 44021 078 

8804010050 Ack roceipl oi 880303 Ur Informing NRC of slops lakon to correct violations 
noted in Insp Repts 50 413/07-44 & 50-414/07-44. 

BROWNLEE.V L Region 2. Ofc ol Iho Droclor 68/03/23. TUCKER.H.B Duke Power 
Co Ip 45010 022-450l0,022 

8804010245 Requests addi Info re rosponso to lE Bu'loiin B5 003 "Moior-Oporated 
Valve Common Modo Failuroa During Plant Translonia Duo to Improper Switch Soi- 
knqs ■' Response needed within 30 days ol Hr date. 

HEHOT Aff Region 2. Olc ol Iho Oirocter. 00/03/23. TUCKER.H 8. Duko Power Co. 
2pp 45058 102 45058 103. 

8804010235 Informs lhal uiil unablo to establish firm dales lor complelion ol work de- 
scribed in NRC Oullolin 08 002 RopI will now bo provided by 800425 
TUCKER HR Duke Powoi Co 00/03/24 Oocument Control Branch (Documeni Con- 
UOlOosk) 2pp 45031 119 45031:120 

8804040101 Responds 1o NHC Hr ro violations noted in Insp Ropis 50 413/B0-05 & 50- 
414/00-05 Violation contending lhal suHicloni records mainloinod to furnish evidence 
ol acuvitios allocting quakty.por lOCFRSO.App 8 doniod. 

TUCKER.H 8 Duke Powor Co 68/03/25 Oocument Control Branch (Documeni Con- 
irolOesk) Bpp 440/0087-44970 095 

8803210090 Siippl 1 to NHC Into Noiico 07-044. •‘Thimble Tube Thinning In Westing- 
housn Reactors " Sve list onci 

HOSSI.CE Division ol Operahonal Events Assessment (Post 0704 11) 86/03/28. 
Consolidated Edison Co oi Now Yotk. Inc 121pp 44905 126-44095 246. 

8803220298 NRC Info Nolico 68 010. 'Malls Lic6nsoos:Lock ol Mgl Controls Over Li- 
censed Programs." Sve list oncl. 

CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safely (Post 870729). 86/ 
03/28 Consolidated Edison Co. of Now York. Inc. 108pp. 44905:247-44995:353. 

8804120061 Advises Hint planned coiroctrve scllons lor violations noted in Insp Repts 
50 413/87-30 & 50-414/67-30 posiponod Irom 880401 to 8B050I 
TUCKER.H B Duke Power Co. 88/03/30, Documool Control Branch (Documeni Con- 
Uol Desk) Ip 45135 284-45135 204 

8804080176 Forwards Insp Ropis 50-413/60-13 & 50-414/88-13 on 860226- 0325 & 
nolice ol violaUon. 

BROWNLEE.V L Region 2, Olc of Iho Dirocior 86/03/31. TUCKER.H.B. Duke Powor 
Co. 2pp. 45100 049-45100 061 . 

-8804080176 Notice ol violation Irom insp on 680226-0325.Violalioft noiedlalluro to 
follow Tech Spoc adminislrallvo roquiremonis tor approval ol mods. 

BROWNLEE.V L. Rog-on 2, Olo ollho Oiroctor. 88/63/31. 2pp. 45100.051-46100 052 

-8804080181 Insp Ropis 50-413/88-13 & 60 414/66-13 on 880220-0325. Violation 
noted Major aroas fnspeclod review ol plant oporeilons.survelllance & maini observa- 
tions & review ol kconsoo nonroubno event topis. 

VAN DOORN.PK . LESSEH.M S.. PEEBLES.! A Region 2. Olc ol Iho Dirocior. 88/ 
03/31 9pp 45100 053-45100 061 

8804110299 Forwards response to NRC Bullolln 88-001, "Oefocls In Woslinghouse Cir- 
cuit Breakers." 

TUCKER.H.B. Duke Power Co. 68/04/05. Documeni Control Branch (Documeni Con- 
VOl Desk) 2pp. 45154:001-45154:002. 

8804010258 NRC Into Nolico 88-011, "Potenllal Loss oT Motor Control CIr &/or Switch- 
board FuncUon Qua to Faulty Tie BoHs.” Sve liai oncl. 

ROSSI.C.E. Division ol Operational Events Assessment (Post B704II) 66/04/07. 
Consolidated Ed-sonCo of Now York. too. 124pp. 45406 Pe2-464O7;051. 

8804150392 Forwards Insp Repla 50 413/68-12 & 60-414/88-12 on 880222-26 Viola 
lion not cited because all ctlieria tor catoqoriyallon of licensoa ldenl'ried violation wars 
mot 

COLLINS.O.M. Region 2. Ofc of the Director. 88/04/07, TUCKEfi.H B Ooko Power 
Co 2pp. 45192 266-45192:269. 

-8804150396 tnsp Repts 60-413/88-12 & 60-4l4/8a-12 on 880222-26. Violation 
noted Major areas Inspecied.radiabon proloctlon area of Unit 2 ouiage.including 
audits , surv eillances. planning.preparation.Halning.qualincaiion & IE notices. 
0ASSETT.CH., HOsEY.C M. Region 2. Ofc ol the Director. 88/04/04. 12pp 
45102 258-45102 269. 

8804190056 Application lot amonda to Llcerisea NPF-35.NPF-52.NPF-0 & NPF- 
17, changing required aurvaillanco Interval for Ice (tondenser lower Inlet doors from cur- 
rent Irequancles to 100% insp every 16 months 

TUCKER.H.B. Duke Power Cio. 88/04/07. Document Control Branch (Documeni Con- 
trol Desk) 2pp. 46197:044-45107:049. 

-8804190058 Proposed Tech Specs, changing required surveillance Inleival lor ice con- 
denser lower inlet doors Irom current Irequancles to 100% Insp every IB months 
• Duke Power Co. 88/04/07. 4pp 46197.046-45167.049. 

8804200571 Responds to violaiiona nolod In Insp Repts BO-413/80-08 8 60-414/06- 
Od.Correcilva acUon&Indivlduals Involved counseled re performance 4 greater supervi- 
sory Involvement in non-routine acHvlHes airessed. 

TUCKER,H.B. Duke Powor Co 00/04/00. Oocument Control Branch {Document Con 
tfoi Desk). 5pp. 46175032.45175:036. 


8604060370 NRC Ir.'o Notice 66-012. ‘Overgroasing of E’eciric Motor Brranngs." Sve 
list end 

ROSSI.CE. Division ol Oporailonal Evenis Assossmani (Post 8/0411) 86/04/12. 
Consolidalod Edison Co ol New York, inc I23pp 45166 028-45165 150 

8804200524 Responds to NRC 880314 itr re viola; ens noted in 'nap Repts 50-413/88- 
06 & 50 414/88-06 ro m s-nleipreial on Cl opo'el ng procedure affect ng mdapender.i 
n-jcioer SVC water loopsProceiJuio corroded & sys design fovievirod m rfelel 
TUCKER.H.B Duke Power Co 68/04/12 (3ocumoni Controt Branch {Doctment Con- 
Uol Desk) 3pp 45226 209 45226 210 

8804200473 Partial response lo FOiA request le ( re p'otoction.Fcrwards App E 
documents App D 4 E documents ava labio in PGR App F document completely vvlth- 
hotd (rel FOIA Exernption 5) 

GRIMSLEY.DH Div.sion of Ru es 4 Records (Post 870413) 88/04/14 JONES.CR 
All l-alion Not Assigned. 5pp. 45206 037-45206:043 

-8804200575 Providos status of Rogiort II sale shutdown irrsp piogram. 

GBACE.J.N Region 2. Olc ol the Director 85/05/13. TAViCR.JM Olc of Inspection 
& Enlorcoment.D rector (820201-070413) 2pp 45206 174 45205 1/5 

-B0O42OOS7O Advises that Fire Protect on Steorng Cemmllee has recomir.anded that 
each regio-n make ana lOCFHSO.App B-iype msp lor each lacil.ly to assess status ol 
complance w/ 1OCFR50 48 Program listed 

CONLON.T E Region 2. Otc of the Ouactot 64/11/06 HEROT.AR Reg on 2, Ofc ol 
the O-reclof 3pp 45206 176-45206 176 

8804280002 Respo-sds to v.olaiions noted in Insp Repts 60-413/68 09 & 50-414/68- 
09.Coffoct.ve acboi violation result of personnel errors made In Interprolotion ol eddy 
current test data Measures to control & accompi.sb NOT adeouate 
TUCKER.H Q. Duke Power Co. 88/04/14. Documont Control Branch (Oocumoni Con- 
l/ol Desk) 3pp 4S2G1 306 46281 306 


R. Periodic operating reporla 4 related correspondence 


8804200188 Monthly opefai.ng ropis tor Mar I098.w/8e04i5 Hr 
REAVIS.JA. TUCKeR,MB. Duke Powor Co. 88/03/31 16pp 45220 312-45220 327, 


8. Reportable occurrences, LERs 4 reialed correspondence 

68Q 4 050267 Su'nrrcry ol Opo/ating Reactor Events Meeting 88-012 on 660322 list ol 
allondoQs.discusson ol events & repl-todato ol long-term lol’owup assig-imonls & 
suminaty reactor scrams end. 

LANNING.W. Evonts Assessmoni Branch 66/03/29 ROSSI.CE D.v.s'on ot Oper- 
ational Events Assessment (Post 07041 1). 13pp. 4501 7:292-4501 7'304. 

8804060420 Part 21 ropi re biokon/crackod springs to plant pressure valves. Magnetic 
particle exam of springs from 18 valves on Unit 2 performed In Jan 19B0 & s-pnng 
Irom valvo QS 02863 re.ecied (or Inear lndica1on.tnsp comp'eled 
BRUNSON.bg Drossof Industries. Inc 66/03/30 ClllMBERQ.RL NRC - No De 
lalod Atiriallon G'ven. ip. 45077.254 450/7 254. 

6804060030 LER BB-OlS-OO.on 60O229,canta'n.’nont spray sys taken oul ol sve lor 
malm purposes & declared inoporab’o On 800301 both tra ns oul ol sve in violal on ol 
Tech Spocs Caused by mgt dehcloncy Event reviewed w/irtvolved personnel W/ 
689331 llr. 

TORRE.J G . TUCKER.H 0. Duke Power Co. 06/03/31 Spp 45046 165 45048 160, 

8804080213 LER 86 012 00 on 8B0208.wastd gas decay tank contents Inedvertenlly re- 
leased lo environ duo to leak lo'lowng mo nLCausod by personnel error. Leek 
Identified, isolaiod 8 repaired.Personnel counseled. W/880331 Hr. 

TORRE.J.Q.. TUCKER.H B. Duko Power Co 66/03/31. lOpp 45098:166-45098: 1 77 

8804180441 LER 68 014 00 on 8801t3,olecinc'ans Improperly insloHed letephona in 
auxilary leedwaiot pump turbine conlrol panel room rendering fbewall 
inoperable Caused by mgt deflclor-cy. renairabon properly sea'ed,W/B8040T llr. 
TUCKER.H B Duke Power Co Be/()4/0l. 6pp 46186 218 45196 222 

6604120338 Confrms 680429 enlorcement mealing (o discuss concerns ro degraded 
auxiliary toedwator sys Cow A long-term correct-va actions resuHtog Irom Unit 2 trip on 
66030D 

GRACE.J N. Region 2. Olc ol the Oireclor 08/04/03 TUCKER.H.D. Duko Power Co 
Ip 45089:207-45089 29/ 

8604180424 Special ropt on 880307 & OS.dfesol generator 1A experienced one valid & 
three Invalid failures.iespectivoly.Causad by toss ot generator excilaltort due lo short- 
ed reclitier diode CR6 Orcu-I replaced. 

TUCKER.H B Duke Power Co. 86/04/06 Oocumor*! Control Stanch (Documeni Con- 
trol Desk). 2pp 46184 062-45184:063. 

8604190264 LER 88-01 5-00 on 830306.degreded porlormance ol auxiliary loedwalor 
sys required hot shutdown of both unlis Caused by Asiatic clam larvae inloslation In 
Ihe nuclear service water sys. Nuclear sve water syS blockages re moved. W/860408 Hr. 
TORRE.J.G.. TUCKEn.HB Duke Power Co 68/04/08 12pp 45218 0/1-45216.002. 

8804200323 LER 3/-042-0I on 8711 t/.breaker tripped & locked oul due lo oul-of-ad- 
justmenl wiper being strained during cool no fen conlrol lesling.Caused by equ-pment 
malfunctions Technicians Insiruclod to disable ground fault ralay5.W/8804l2 Hr. 
TORRE.J.G.. TUCKER.H B. Duke Power Co 80/04/12. 6pp 46228:201-45226:206 


DOCKET 50*414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emargancy & (Ire proteollon plans 


8603290286 Forwards Insp Repts 60-413/80-1 ( & 50-4 14/88-11 on 660216-18 No vio- 
lations or deviations noted. 

CLINE.W.E. Region 2, Olc ot the Director. 88/03/03. TUCKER.H B Duke Power Co. 
2pp. 44921:141-44921:143. 
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-88032902S9 Partia'Iy witnhaW Insp Repts 50 4 13/Ba i i & ®^^a®eas 

t»of l0CFn2 790{d) & 73 21) No violai'Onj Of deviations 
SoctedprocUres records 8 opo^^iions lor conuol 8 
lODO.G RegiOft 2. Ole ol the Direc'or. 68/03/01 Ip 44921.14 J 44921. HJ 

9003280123 Forwards Insp ReplS 50 413/08 03 & 60 414/88 03 0?'88'>2>^2rNowo- 
®®S or devl^twns ntfed C^rrectwe actons discussed S ogreod to v.a oral commit- 

ST^HR^P^'nr^oVI'^Oto o?^^^ 88/03/14 TUCKEfl.HB Daka Power Co 

2pp 44921:063-44921 078. 

0660200132 InSD RodVS 50 413/86 03 & 50 414/68 03 00 800217-21 No violations 
Major areas l^poctod observation of 

noted failure to meei eKfifcise obiectivos In area ol emetgency mg I & accident assess 

SARTOR.W.M. Region 2. Otc d the OnocVoi 86/03/t0. 14pp. 44921 065-44921 .078. 

8804110117 Forwards Rev 19 to plant secu/ity p’an Rev deletes seve/al 'edundanl soc- 
"lions from seconty plan & ravisos Hal ol vital equipment Rov w-thheld (ro 

TUCKE^Hy Duke Power Co. 88/04/01 Document Conuol Branch (Document Con- 
trol Desk) 2pp. 45135 276 45135 279 

8804150423 Notifies that changes coniainad in Rev 
w/planii nu stds of tOCFRSO 47(b) & *«)« 'Ofrieh'l o‘ ^ „ puke Power 

COtLiNSDM Region 2. Ofc oi the Director. 88/04/07 TUCKEH.hh uokb kowo 
C o ip. 45138 334 45138 334 

8804150036 Fonvords Amends 43 8 36 to Licenses NPF-35 & NPF 52. lospriclivol)/ & 
saloly evaloaiion Amends mod ly Paragraphs 2 E ol kcensos to requi/o compliance w/ 

8B/04/I1 TUCKEP.H 0 Duke Power Co Dpp 

45139 093.45139.102. 

-8904150066 Amends 43 & 36 to Ltcensos NPF.3S & ^PF _5?,fospoclively. modity^ 
Paraoraphs 2 E ol licenses to require complanco P ®" 

CRC^kER.L Projoci Dire ctorato 11-3 66/04/11 4pp 45139 096-45139 099 

-8604150070 Safeguards ovatualien topi sopporlmg Amends 43 & 36 to Licenses NPF- 

^NnC^No^O^otarfodAflilalion Given. 68/04/11 3pp 45139 100-45139 102 

-8904160199 Requosis FR public at- on ot noVico ol issuance ol 
£€ns6S NPF-35oi NPF-52,tospoci:V6ly.Am&nd3 modthod Paragfapfi^ 2 b of i coases lo 

roquiro comp Hence w /a mended physical soconiy plan • 

J*^BODH K Project Diieclofato 11-3. 88/04/11. NRC • No Dotailed Aifiliahon Given. 
2pp, 45139 103 45139 104. 

P. Operating license stage rlocumentB & correspondence 

8003299097 Forwards Rov 7 to ulil 830414 response to Suppi i lo NUREG.0737.inclod- 
itiQ soluilons lo Human engineering discrepancies. 

lOCKER.H B OiAo Power Co 88/03/ 16. OocumorU Ccntrol Brandi (Oocueneni Con- 
trol OesK). 13pp 44946:237-44945:249. 

6B04910088 Documoots thal on Bfl0226.util verbally granted ono timo 12 h rcliol Irorn 
compliance w/Toch Spec Limairip Condiiion lor Opeial'on AcLon Stalomont 

GRAC^^J N'^'pegran 2foic oMho*^D.fectof. 08/03/18 MURIEY.T.E Olfice ol Nucloor 
Reactor' RoguraPen. Oiiecior (Post 070411) TAYLOR.J.M Oepuiy Execuiwo Oirecior 
for Region^ Oparatioris. EDO (Post 070413). IIEBERMAN.J. Ole ol Entoicemonl 
(Post 670413) 2pp 45031:165.45031:170 

8803240428 Generic Lit 88-06 io flil power roaclor licensees & applicants re removal ol 
oroandaliort charts from Tech Spec administrativo control roeuiromenls Sve hsl enci. 
MlfAGlirpS As8<K?el0 Director tor Projects (Post 870411) S8/03/22 Consohdalod 
Edison Co ol New Yoik. Inc 47pp. 44972: 107-44972 1 53 

8803300283 Application tor amends to Licenses NPF-35 & NPF-52,adding Tech Spec 
requirements tor monitor tank bldg sys & components.Fes P®l^ 

TUCKER.B.0 Duke Power Co. BB703/23. Oocumonl Control Branch (Document Con. 
UOlOesk), 4pp. 44961-.OB4-44961'.107. 

-8803300267 Proposed Tech Specs.adding requirements for operation ol monitor lank 

bldg eys & components. 

• Ouko Power Co. 88/03/23 20p|>. 44961.088.44961,107 

8804010042 Forwards listing of oulstanding items,p0r discussion w/NRC re util ongoing 
program ol reducing backlog ol oulsiandiiig items W/o oriel „ r. , o ... 

BTOWNLEE V L. Reg on 2. Ole ol iho Dcoclor. 93/03/23 TUCKER.H B. Duke Power 
Co Ip. 45031:171-45031:171. 

6804010045 Confirms coocurrenco w/intonlion to rostart facility tollowing cornpletion ol 
correclive action re 880309 Inp 4 subsequeni swap over ol auxiliaiy feeowsiar sys 

QRACE.JN. Region 2. Ofc *1 lha Oifoclor 80/03723. TUCKER.HB Duke Power Co 
tp. 45019001-45010 001. 

8804120317 Expresses apprecialion lor time thal members took to preserd oullino ol 
ISAP II program per Generic Hr 80 02 requesting licensee lo evaluaie NRC lalosi rev 
& indicato whether interested In partiematinq in program 

TUCKER H B Duke Power Co, 80703/26 Documonl Conirol Branch (Document con- 
trol Deski. 2pp. 45091:142-45091:143. 

8804120089 Advise® that leviaod analys-s (ustdying less restrictive action statement lor 
steam generator POBV A Tech Spec chanda will be submilicd by e80516.per oM 
871204 applicatioh lor amends to Licenses NPF-35 & NPP;5? 

TUCKER fTb Duke Power Co 80/03729 Oocumanl Control Branch (Document Con- 
irolOeshi Ip 45135 313 45135:313 

8804180447 Forwards updated pages to proprietary BAW-lOt/tP, ’'REFLODSB- Model 
for Multinode Core Refiooding Analysis," per fCCS mottiodology for lacilities 
reioads.Mod removes Henry quench temp ctneiia & potential conllict in togtc-Pages 

TAYLOFI J.H. Babcock & Wilcox Co 68/93/29. NOR8ERG.JA Oivlron ol Engineer- 
ing & Systems Technology (Posi 8704 ii). 2pp 45207:232-45207:233. 


8804120036 Providos addi Info to uhl 870629 A 1204 tequests to •« 

venly reactor lomp doiector bypass loop How on 18 -month basis Horn Toch Spc. 

TUCKER.H.B^Ouke Power Co. 80/04/0 1 Document Control Branch (Oocuman! Co-- 
trolDesk). 2pp. 45164 059-45 164 060. 

nanj 110406 AoDlicalion tor amends to Licenses NPF.9.NPF17,NPF.35 A N^F- 
52.changing lech Specs to allow credit to be taken tor Radiation Monitor EktF-36 i 
EMF-39 inoperabto below Mode 4 (hot shutdown) Fea paid. 

TUCKER H B Duke Power Co 80/04/01 Document Control Branch (Oocumonl Con 
Ifol Desk) dpp 45132:2fl9-45132:324, 

-8804130410 Proposed Tech Spocs allowing credit to bo taken tor Radialicn Wor'ev 
EMF-36 (oriit v©m monitor) rl EMF-39 (on containment purge ays) inoperable bcicw 
Mode 4 (hot shutdown) oo.. 

• Duka Power Co. 80/04/01. 22pp, 45132:303-45132 324. 

8804210282 flovisod application for amends lo Licenses NPE-9.NPF-17. NPF^S i 
NPF-52 re fuel assambr'es Proposed amends broaden scope ol mods allowed to Itsi 
essemblies Involving tuel lod locBhon® & detoto max twl rod U limit 
TUCKER H.8. Duke Power Co. 80/04/01. Document Control Branch (Oocumonl Co • 

(fol Oeekj dpp 45239 029 45239 041 

-8804210287 Proposed Toch Specs.broadening scope ol mods attowort to luOt assom- 
bhes Involving tuS rod locations A delete spocitiod max total fuel rod U woig il Inn 
■ Duke Power Co 80/04/01. 9p(>. 45239.033-45239 041 

8804110297 Forwards Rev 0 to response lo Suppi 1 to NUREG-0737 mcluding lavsrt 
writers guide tor emergency A abnormal procedures lor facility App 2. /tbnorma Pro- 
cedure Outfino." nol included A will bo updated A provided in subsequ^t rov. 

TUCKER H.B. Duke Power Co, 88/04/05 Document Control Branch (Document Con- 
trol Desk). 2pp 45135-109 46135-222 

-8804 1 10300 Rov 0 to •Writers Guide tor Emergency A Abnormal Procedures ' 

• Duke Power Co. 88/03/09. 1 t2pp. 46135:1 1 1-46135 222 

8804080088 Generic Lir 08-07 to power reactor licensees A applicants re rpodilicd o.".- 
lofcemcmt policy concerning 10CFR50 49. -Enviton Qualillcalion ol Electrical Ortup- 
moni Imoofianl to Salely tor Nuclear Power Plants •" Sve list enci 
MiRAGLIA.F J. Associate Director lor Projecls (Post S7041 1) 80/04/07 Conso dated 
Edison Co. ol New York. Inc. 49pp. 46164:237-45164:205. 

0804130309 Forwards tequost lor addI Into re TMlcal ReptWCAP- 10900. 

NG Analysis tor Main Steam Line Break In Ice Condenser Conleinmonl. Response 

KouR k'n^PcoS'S 88/04/07, TUCKER.H B. Ouko Power Co 

6pp 45103:166-45103 171. 

8804190056 Application loc emends to uconsos 

17 changing required surveillance Interval tor Ice condenser lower Inlel doors from cw- 

font Ifoquonclos to 100% insp every 18 months 

TUCKER H 0 Duke Power Co, 00/04/07. Document Control Orsnch (Document Con- 
trol Desk). 2pp 46107 044-45197:049. 

-8804190050 Proposed Tech Specs.chanQlng required surveillance Inio^al lor Ice con 
denser lower Intel doors from current Iroquoncles to 100% Insp every 18 months 

• Duke Power Co. 86/04/07. 4pp. 46107:046-45197.049 

8804160038 Forwards Amends 43 A 36 to Licenses NPF-35 A NPF-52. rospoctwrfy 8 
saloty Bvskiatton Arnenda modily Paragraphs 2.E ol licenses lo require comp lenco w/ 

J^BBOU*(CK^Pro{ec1*^Direcfofate 11-3 08/04/11. TUCKER.H B. Cjke Power Co 3pp 
45139 093.45139:104 

-8804150066 Amends 43 A 36 to Licenses NPF.35 A NPF-52.re8pfic1iyoly. lying 
Paragraphs 2 E of licenses to require compliance w/a't'O'ldd® ® 

CRCiCKEB.L Projacl Direciorate il-S 88/o4/t1. 4pp 45139 096-45130 090 

-8804150070 Seleguards evaluation rept supporting Amends 43 A 36 to Licenses NFF- 
3& St NFF*63 tosoDC^ivolv 

• NRC - No Oetailsd AtliU'atlon Qivon. 88/04/11- 3pp. 46139:100-45139:102. 

-8804150100 Requests FR publication of notice ol issuance of Arnonds 43 A 36 lo Li- 
censes NPF-35A NPF-52,iesp8ClivelY.Amonds modilted Paragraplts 2 E ol licenses to 

require compliance w/amonded physical securily ptwv _ . 

J^BOURIv Project Oireclorate 11-3. 86/04/11. NRC • No Dotailed AlW-elion Givaa 
2pp 45139:103-46139:104. 

S804260078 Requests approval ol end revised "Startup Physics Test Program 
Changes made to rod swap.lsofhermal lemp coellicieni A flux *7'*’®'®*?)!,®'’®®'' 
TUCKER H B. Duka Power Co 88/04/14 Document Conirol Branch (Documenl Lon- 
hoi Desk). 4pp. 45202.010-45282.031. 

-8804260002 "Slsftup Physics Tost Program Apr 1968 

• Duke Power Co. 88/04/30. 12pp 45282.020-46282 031 

8804260001 Application (or amends to Licenses NPF-35 A NPF-52.addlng breaksis lo 
ItsI ol ol containment penetration conductor overcurrenl protecllva devices for lecn 

SpacsTabto8 3 8-1AA3.0-ia.Feepald. 

TUCKER H B Duka Power Co. 88/04/16. Document Control Branch (Documcm Con 
trol Desk) 4pp. 45238:282-45236:290. 

-6804250002 Proposed Tech Specs te Hating of cofitainmertt penotradon conductor 
overcuf/eni protection devices 

• Duke Power Co. 88/04/15, 5pp 45230:206-45238:290. 

8804260099 Supplemental appHcalion lor amends lo Licenses NPF-35 A NPF-52.fev>s 
ing Tech Spec 3/4.7.e re snubbers. ^ 

TUCKER fTb. Duke Power Co. 88/04/15. Document Cortlrol Branch (Document Con- 
trol Desk). 3pp. 46254:276-45264:300. 

-8804260104 Proposed Tech Speds re snubbers, 

• Duke Power Co. 80/04/16. 22pp, 45264:279-45264:300 
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66042G0310 Intotms lhal ulil conducting roviow of vendor supptfect Into ro 370731 re- 
uesi lor addi info on NUREG-073*/.llem II.D.I, "Porlormanco Testing of Relief & 
afely Valves “ 

TUCKEH.H 0 Duke Power Co 83/04/15 Oocumoni (Control Branch (OocumenI Con- 
liOlOesk} ip 46353 063 45753 063 


Q. Inspecllon reporla, IE Bullotine A correspondence 

e«03290266 Forwards Insp Repls 50413/BB-l I & 50 414/60-1 1 on e80216-18No vio 
laiions or deviaaons noted 

ClINE.W.E Region 2. Ole ol the Onecior. 80/03/03. TUCKER.H.a. Duke Power Co 
Ppp 44921:141-44921 143 

-8803290309 Parlially withhold Insp Ropis 50-413/88-1 1 & 50 414/80-1 1 on 000346-10 
{let IOCFR2.790(d) & 73 21).Na violations or deviations noted Major areas 
■‘ispecied procaduros.recotds & operations for coniiol & accouniab fcty ol SNlM 
TODD.G A . SEYMOUR.D A . MCAt.PINE.E J, Reg'on 2. Ole of Ihe O.iectoi. 68/03/0 1 
tp 44921:143 44921:143. 

8803300072 Foiwards Insp Repls 50-413/80-08 & S0-414/S8 OB on 800126- 0325 & 
notice ol violation. 

bflOWNLEE.V L Region 2. Ofc ol Ih© Oiiector. 68/03/10. TUCKER.H B Ouko Power 
Co 2pp 44920 034 44920 047 

-8803300073 Notice ol violation from insp on Be0l26-0225.Violalions no'!od:on 
660I23.RCS prossure allowed to ©xceod 1.955 psig & on 880t09,oqulpmeni oporaior 
designated lo remove Safety Tag 4lO removed fag & reposli‘onod switch w/o approv 
a1 

BROWNLEE.V.L Region 3. Ole ol 4ho O reclor 80/03/10. 2pp. 44920 036-44920 037 

-8803300076 Insp RopIS 60 413/60 08 & 50 414/88 08 on 860126 0225 Vlc'allons 
fioiod. Major areas inspected surveit'anco obsefvatlon.rnainl.roview of liconsoo nonrou- 
tine event lepis & followup of pieviously ideniitiod items. 

VAN OOORN.P K. LESSEfl.M S.. PEC^BLES.T.A. Region 2. Ole ot tho Oraclo.'. 88/ 
03/08 lOpp, 44920 038-44920 047. 

8B93280123 Forwards Insp Repls 50-4 13/88-03 & 50 414/68-03 on 8802t7-2I.A'o vio 
lations or deviations noled.Coirective actions discussed & agreed lo via oral commit- 
menl Irom licensee represenlativos. 

STOHn,J P. Region 3. Olo of Ihe Director 88/03/14. TUCKER.H 8. Duke Power Co 
2pp 44931 063-4492 1 ;078 

-8803280132 Insp Ropis 60 413/88 03 & 50 414/66 03 on 860247-24. No violai-ons 
nolod.Major areas inspected observation of annual emergency exercise-Weaknossos 
noiod:laiiuie to meet exercise oh|oclivo8 in area ol emergency mgl & accidoni assess 
monl. 

SAflTOH.WM. OECKER.T.R Region 3. Ofc ol file Director. 80/03/10 I4pp, 
44921 085 44921:078. 

8804010060 Ack receipt ol 880303 k(r Inloiming NRC ol slepa lakon to correct violations 
noted in Insp Repts 50-413/87-44 & 50-4 14/87-44 

BROWNLEE.V.L Reg on 2. Ofc ol iha Director 80/03/23 TUCKER.H 13, Duke Power 
Co 4p. 45010.022-45010,033, 

8804010246 Requests add! info ro reaponso to )E Bullolin BB-OOg. "Motor Op oratod 
Vaivo Common Mode Failures During Plant Tiansfenls Due lo Itpptopor Switch Sol- 
iirigs " Rewonsa needed uiilhln 30 days ol Hr daio. 

HEnOT.A R Region 2. Ole of tho Director. 68/03/33 TUCKER.H B Duke Power Co 
?pp 45058 102-45058 t03 

8804010236 Informs that ulM unabto to ostablish firm dalaa loi cornplehon ot work de- 
scribed in NRC Bulletin 88-002 Rept will now be provided by 830425. 

TUCKER.H. 6. Duke Powor Co. 68/03/34. OocumenI Control Brancfi (OocumeJil Con- 
trol Desk). ?pp. 45031. 1 19-4503 1 : 1 30 

6804040101 Responds to NRC Hr re violations nolod in Insp Ropts 50-4t3/66-05 & 50- 
4 14/86- 05. Violation contending that suftlclonl records maintained lo lurnlsh evtdonce 
O-f aciivHles affecting quality, per 10CFR60.App B denied. 

TUCKER.H 8. Duke Power Co. 88/03/26. OocumenI Control Branch (Document Con- 
trol Desk). 9pp 44970 087-44970.005. 

8803210090 SuppI 1 to NRC Info Notice 07.044. "Thimblo Tub© Thinning in Westing- 
house Reactors." Sve list end. 

ROSSI.C.E, Division ol Operational Events Assessment (Post 670411). 88/03/26 
Consolidated Edison Co. of New York, Inc. 12fpp. 44695:126 44996:246 

8803220296 NRC Into Notice 68-010, "Malls Llcens888:lack ol Mgt Controls Over Li- 
censed Programs," Sve list end. 

CUNNINGHAM.RE Diviston of Indusl/lal A Madfcal Nuclear Safely (Post 870729), 66/ 
03/38. Consolidated Edison Co. ol New York, Inc. I06pp. 44995:247 44096 363 

8804120081 Advises that planned correclive actions tor violations noted In Insp Ropis 
50 413/87-30 & 50-414/87-30 postponed Itom 600401 to 660501. 

TUCKER.H B Duke Power Co. 88/03/30. Document Control Branch (Document Con- 
trol Desk), tp. 46135.284-45136:264. 

8804060175 Forwards Insp Repls 60-413/88-13 & 60-414/88-13 on 600226- 0325 & 
riotico of violation 

BROWNLEE.V.L. Region 2. Olo ol Bio Director. 88/03/31, TUCKER.H B Duke Power 
Co 2pp. 45100 049 -45100061. 

-8804080176 Notice of vlolatfoo Irom Insp on B60225-0326.Vlolatlon noted la lure to 
tollovy Tech Spec administrative requlremenls lor approval ol mods. 

BROWNLEE.V.L. Regior> 3. Ofc of {ho Dkector. 68/03/31. 2pp. 45100 051 -45100053 

-6804080181 tnsp Repts 60-413/8a'13 & 60-414/88-13 on 680226 0326. Violsllon 
noted Major areas ln8peded:revlGw ol plant operallons.sutvelllance & melnt observa 
Hens & review of licensee nonroullne event repts. 

VAN OOORN.P.K.. LES9ER.M.S., PEE8LES.T.A. Region 2. Ofc ol the Director. 66/ 
03/31. gpp. 45100.053-46100:061. 

88041 1029S Forwards response lo NRC Bulletin 68-001, "Dafecls In Wasilnghouse Cir- 
cuit Breakers." 

TUCKER.H-B. Duke Power Co. 08/04/08. Document Control Branch (Document Con- 
trol Desk). 3pp. 45154:001 -461 64:002. 


8604010256 NRC tnlo Notice 86 Ot 1. ‘Potential Loss of Molcr Control Cv & fo' Switch- 
board Function Qua to Faulty Tie Bolts." Sve iisl ©.id 

ROSSI.CE O.vision ol Operalonat Evonis Assessment (Post 670411) 80/04/07. 
Co.nso! dated Edison Co or Now York. Inc I24pp. 4 5406 292-45407.051. 

8804160392 Forwards Insp Hepfs 50-413/06 12 & 50-414/08-12 on 8 80223-26. ViC la - 
lion r.ol cilc-d becauso bH crilcna Icr catoqoiizaion of l-censoe- dent lied vio'aiion were 
met 

COLLINS.O.M Region 2. Ofc ot Iho Ciioctor 00/04/07 TfCKEH.HB Ciiko Power 
Co 2pp 45193 256-4 5192 269 

-8604150396 Insp Ropis 50 413/80 12 & 50-414/88-12 on 060222-26 Vlotalion 
noted Maioi areas inspected radiation protection area ol Unit 2 culaGo.mcl-jdmg 
a jdiis.survei'iances. planning,propa'ation,irainirig quallicalion & IE notices 
8ASSETT.cn. HOSEY.C M Region 2. Cfc Ol Iha Director B0/O4/O4 12pp. 

45192:250-45192 369 

88Q41S0056 Appl:cai on for amends to Licenses NPF-35.NPf-52.NPf 9 & NPF- 
l /.changing requ rod surveiHonco interval for ico condenser lower inlt>i doors Irom cur- 
renl frequencies lo 100% Insp every 10 months. 

TUCKER.H a. Duko Power Co 68/04/07 Oociuno.'it Control O.'anch (Oocumoni Con- 
trol Desk) 2pp, 45107 044-45197 049. 

"6604190058 Proposed Tech Spoce.changng required survel'Uincn iriicrvni lor irn con- 
deiisor lower Inlet doors liom cuironi Iroquondos lo 1C0S» rnsp ovory 10 iruntus 
* Ouko Powor Co 00/04/07 4pp 45197 046 46197 049 

8894200571 Responds to violations nolod in insp Repls 50-413 /ho 06 8 5t>-;i4/ilil 
O0Corroclivo act ons.-ndividua's invoVed counseled ro piitlonnnnco 8 d'Oiucr :>u|)(i.‘vi 
soiv involve monl in non routine ocliv.tios stressed 

TUCKER.H B Ouko Power Co 60/04/00 Occument Control Rrondi tDocumcnl Cen 
trot Desk) 5pp 45175:033-45175 036 

8804060370 NRC Into Nolica 00-013. "Ovcrn'easlng ol Elocl'ic Motor Bearings" Sve 
f-si onef 

ROSSI.CE Divisron ol Opoiailunal Evonis Assossmont fPosl 670411) 60/04/12 
Con so'idalod Edison Co of Now Yoik. inc I23pp 45105:020 45 165 150 

880420-9624 Responds lo NRC BC0314 Hr fo v.otatlena noted In Insp Ropis 50-413/00- 
96 S 50 414/80-C6 re mislniorproiavon ol operating proccdj'O allociing indepondoni 
nuc'cai SVC water lorms Pieced uro corrected & sys design loviowed in dotail. 
TUCKER.H 0. Duko Power Co 66/04/12. Oocumont Control Branch (Oocumoni Con- 
Hot Oosk) 3pp 45226:208-45226 210 

8804260002 Rospcnds to viclaiions noted in Insp Ropts 50-413/66 09 & SO-4I4/O0- 
OO.Corroclivn acilon:vlolation rosiilt of porsonno: errors mado in hterpiclailon ol eddy 
Current lest data Measures lo control & accomplish NDT odequato 
TUCKER.H 0. Ouko Power Co 68/04/14 Oocumont Control uranch (Occumcnl Con- 
trol Desk) 3pp 45201:306-45361 308 


R. Periodic operating reports & related correspondence 


8804200188 Monthly oporaling rents for Mar l908.W/0604tS Hr 
REAVIS.JA. TUCKER.H B Oul<o Powor Co. 80/03/31. ICpp 45220,312-45220 337 


S. Reportable occurrences, LERs & related correapondance 

6804050246 LER 60-OO7-CO on Q80232.inain foGdwatci pump luiLmo u.pped duo to low 
vacuum m condonsorPiobab'y caused by condenser cooling water Inionor p po coat- 
ing moll Auxi'laiy loodwaicr pumps socurod & alloctod vaVos roposi Ho rod W/8 00323 
fir, 

TORRE.J G , TUCKER.H 8 Duko Power Co. 80/03/23. 6pp. 4601 7 2 19 46017:324 

6804050388 LER 00-OO9-OO:on 0QO22G.dlscovo*Gd lhat RCS gross radoact-vity calcula- 
l on had noi boon porlormod on 669222 as roquiicd by Toch Spec s.Cau sod by per- 
sonnet error Incldoni rovlowod w/invotvod choniisiry iacnnlC'an.W/6003?5 Hr. 

TORRE.J O . TUCKER.H B Ouko Powo/ Co. 60/03/26. 5pp 48034 041-45034 045 

08O4O6DO32 LER OO OOBODoa 080224.Toch Spoc v.o'at on duo lo imp’o-montatlon ol 
Inadequalo componsaiory measures Caused by mgl doficioncy.Monltonng inaliumen- 
tallon rotumed lo sve befo/o roducuen in roacter temp In Hated W/66032S In. 

TORRE.J G . TUCKER.H B. Duko Powor Co. 60/03/25. 6pp. 46048:170-45046:175 

G8040S0267 Summery of Operalinq Roaclor Evonis Meeting 60 012 cn 800322 List ol 
alien deos,d>scus Sion ol evonis & repl-to dale ol long-totm followup assignnionis & 
summary raacior scrams end. 

LANNING.W. Events Assossmont Grancli 86/03/29. ROSSI.CE. Dvision ol Opor- 
alional Evonis Assessment (Post 87041 1). 13pp. 45017:202-45017.304 

8604060420 Part 31 ropi re brokon/crackod springs In plant piossuro valves Mngr'Ol.c 
particle exam of springs from 16 vatvos on Unit 3 pertormed In Jon 1068 & spring 
irom valve US'02803 rolecio-d lorfinoai Indication Insp comploiod. 

BRUNSON.B.Cj. Orossor Industrioa. Inc. 06/03/30 CILlMDERO.R.L NRC - No Do- 
laited Alfillalion Gwen. Ip. 45077:254-46077 354. 

8604050390 LER B6-OIOOO'.cn 880203, during NRC equpmeni qual lication 
insp.damagod RHR sys Roieik elecinc motor opoiaieo vaivo aclualor 
discovorea Caused by Improper (nslailalion ol maioi lo actuator on va'vo 
2N03A Valve repaired w/0eO33| Iti. 

TORRE.J G., TUCKER.H B Duke Powor Co 80/03/31 5pp. 45034 036-45034.040. 

6804180436 LER 68 01 1-CO on 87l229.lncom-ng bioaker to 4,160 v-olt essonllal Switch- 
gear 2ETR fa led lo trip during ESP acluaiion peiicdia testing Caused by opon sliding 
I nk in breaker coniiol circull. Sliding l.nk dosed .W/680401 Hr. 

TOBRE.J G . TUCKER.H B Duko Power Co 80/04/01. 5pp 45103:231-45103 236 

8804120336 Conl.rms BS0429 enfoicement meeting to d-scuss concoras ro tiegiadod 
auxi'iary feedwalar sys How & long-term corrective actions lesulllng Irom Unit 3 trip on 
880309 

GRACE.J.N. Region 2. Ofcol the D rector 86/04/00. TUCKER H.e. Duke Power Co 
tp- 45089 297-45089 297. 



w 3 i« swap ot suciiOf> from Tfa;n A io r.ucieat svc waiet sys Caused by opGn.ng ol 
control valve due to deleciva citcu l card & card driver W/860a0Bltr 
TOflfiE.JG. TUCKER H 8 Duke Power Co 88/04/03 9pp 45220?93 <I5220.30I. 

docket 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 

F. Sacurily, rrtedical, emergency 4 Of# prolecllon plane 


lorcemenl po'icy concerninQ locPHbOas. "Environ Qualilicaiion oi tiecitical Equip- 
meni Important to Safety lor Nuclear Power Plants" Svc l-sl encl. 

MiRAGLiA.F J Assoc-aie Oirocio/ for Piolocis (Post 670411) 88/04/07 Consoiiaaisd 
Edison Co of Now roik. fnc 40pp 45164 237-45164 285. 

6004190082 Application for amend Io Licenso NPF-pg.rovlaina Tech Spoc Table 
4 8 1.1 2-1. "OiBsol Generalof Tost SchodJo," per Gonnrlc Hr B4-l5Foe paid. 
KINGSLEY.O 0 System Energy Hesourcos. Inc 86/04/08 Document Control Granch 
(Document Control Desk) 9pp 45209 126-45209 135 


•803310268 Forwards proposed eoenda for Southeastern UWiSes Emergency Planning 
Group Meeting on 880421-22 m Vicksburg. MS Ttanspoflslion from Jacksor* to ViCks 
burg A to 8 from motel/mee!>ng and airport will bo provided. 

MOftGAN.C System Energy Resources. Inc 88/03/25 Affiliation Not Assigned 7pp 
44984 333 44984 339 

6804110156 Summary ol 880210 A 11 meeungs w/uli re licensing actions, mcfudng 
status ol comptebon of iiccr.se oorxJitions.flev 2 to updated FSAR 8 implornentation 
dales lor Safely Issues Mgi Sys Attendance iist.ageivda.handoul 8 data encl 
KINTERLL. Project Chrecioraio tl-l 88/03/30 Project Directorate II- 1 57pp 
45078 194-45078 250 

8804700473 Partial response 10 FOIA request re fire protection Forwards App E 
documents App 0 A E documents available in PDA App F document completely wiih- 
beid (ref fOlA Exemption 5) 

GR-MSlEY.DH Division of Rules A Records (Posl 870413) 88/04/14 JONES.CR 
Alfiiia'Jon Noi Assigned. Spp 45206037-45206.043 


“8804190090 Proposed Tech Spec Table 4,8.1. 1 2-1, 'O'esel Generator Test Sched 
ule ■■ 

• System Energy Ftesources. Inc BB/04/08 Ip 45209 135-45209 135 

6B04200S64 Forwards tmplemenfailon dale on addi safety isauos mgl sya items re- 
ceived on 87l00t.Fina1 data tor remaining items will bo submlttod ^ 880429 
CESARE.J G Sysiom Energy flosources. Inc 88/04/11 XlfJTNEH.l L Olllce of th- 
cfeai Reactor Rogulaiion. Director (Post 87041 1). I3pp 45235:024-45235 036 

6SO42I0OI3 Forwards description & diagram of dos'gn of contalnmenl a'r lock seal a-r 
$ys at piant.per 880404 lelcon Info provided fn support of review of pfani air fock con 
figuration as followup lo 880404 di&cuss'on 

KINGSLEY.O D System Energy Rosources. Inc 68/04/15 Documeni Control Branch 
(Document Control Desk) 5pp. 4521B;153-452I9;167. 


Q. Inspection reports, IE Bulletins A correspondence 


-e8O42(>0S79 Advises that Eve Proieclion Sieenng Commiiee has recommended that 
oacl> region make one l0CFHS0.App R iwe msp lor each facility to assess status ol 
compliance w/ 10CFR5048 Program listed 

CONION.T E Region 2. Ofe ol the Director 84/11/06 HEROT.A R Regdn 2, Ofe ol 
the Ovecior 3pp 45206 17A45206 178 


H. General correspondence 


8604156249 Inioims Of changes to ksied telephone preroiaa at corporate headquarters 
due to improvements in lefecommunca'jons sys lo become effective 88041 1 . 
CAVANAUGH.W Sysiem Energy Resources. Inc. 63/04/05 MARTIN.R 0. Region 4. 
Ofe ol me Oirecior Ip. 45138 201-45138 201 

8804150262 Nob‘.es Of Change In last lour digits ol telephone number. Changes will bo 
etlectweon8€04ii 

CAVANAUGH.W. System Energy Resources. Inc. 88/04/05 GRACE.JN Region 2 
Ole ol We Duector. Ip 45145 253-45145 253 


J. Insurance A Indemnity Information 


8804070076 Forwards cert-ficales Ol coverage by Nuclear Electric insuranca Lid S 
Amoocar. Nuclear Insorers/MAELU Nuclear Mutual lid will not Issue certiftcaie until 
coverapo commences on 880401, Coverage in etiect on 880401 summarired 
KINGSLEY.O D Systa.T» Energy Resources. Inc 88/03/31 Document Control Branch 
(Document Control Desk). 7pp 45024 267-45024 273 


8804200116 Forwards Endorsements 8.47 A 48 to NEIIA Pokcies N-79. NF-257 A NF- 
257.respeciiveiy A Endorsements 8,26 A 27 to MAELU Policies M-79UF-108 A MF- 
I06.respeclively 

KINQSIEY.OD System Energy Resources. Inc 88/04/14 Documeni Control Branch 
(Document Convol Desk) 13pp 45226025-45226037 


P. Operating license stage documents A correspondence 


8603100183 Discussos NRC reviews re 680217 Itr providing results of analysis NHC 
review concludes that plant instruments lines meet mne cnlena in ANSI/ANS Std 56 2 
- 1 984 lor closed sys outside contalnmenl A acceptable 

KiNTNEfi.LL Project Directorate II I 88/03/07 KINGSLEY.O 0, System Enerov Re- 
sources, inc 2pp 44662114-44662115 


880324MM Gewnc Ltr 88-06 lo all power reactor licensees A applicants re ramoval ol 
'*9^ Spec administrative control requ rements Svc l.sl encl 
MIBAGUA.F J Associate Direclor lor Projecis (Post 870411) 88/03/22. Consolidated 
Edison Co OT New York, (nc 47pp 44972. 107 44972:153. 

6804070135 Forwards plant specific final response lo item 4,5 3 ol Generic Ltr 83 -28 re 
actions on wnenc imf^ications Salem ATWS events.Proprielary MOE-80-04B5 
o “ fleP' * '®Pl atWendum withheld (tel r0CFfl2 790) 

* ’’ 'faetmgs w/uU re licensing acbons. Including 
rfAiLv In i^" ol kce^e condibons.Rev 2 to updated FSAft A implementation 
kauTCQ 1 ^ Sf Sys Aitendaoco Itsi.aganda.handool A dala eiKl 

Directorate ll-l 88/03/30 ProjMl Oiieclorate ll-t. 57pp 


'eliects SPOS design 
' during SPOS aud.l 

I Control Branch 


15 

ltr 63-28.irems 
ito Itfs received 

Control Bierrch 


8804010054 Ack reco pi ot 880219 Itr Inlorming NRC of stops lakon lo correct violations 
holed in Insp Rapt 60-416/87-35. 

VERRELll.OM Region 2. Ole ol the O-ioctor. 88/03/21. KINGSLEY.O D, System 
Energy Resources, Inc 1 p 450 1 0 02 1 450 1 0:02 1 . 

8804040066 Foiwards response lo NRC Bullolin B8 001. •Oofocls In Westinghouso Or- 
cuil Breakers " Invesligailon determined that Weslinghouse OS series breakers nol 
used at plant 

KINGSLEY.O.D. System Energy Resources, Inc. 89/03/22. Document Control Branch 
(Oocumanl Control Desk). 2pp 44069 358-44969.359. 

830330037$ Responds lo NRC 830222 lir re vioWlons noted In Insp Repi 50 4(8/87- 
40.Cotrectlve aclions:new setpoints based on determined norrnal Indicated dp estab- 
lished A idp unit insirumemaiion for KPCS A LPCi rocaiibr per Toch Specs. 

CESARE.J G SystofT* Energy Resourcos. Inc. 88/03/23 Docomem Control Branch 
(Oocumoni Control Desk). 3pp 44979.049 44979.051. 

8804010063 Forwards Irtsp Ropt 50-416/67-32 on 871214-16 & notice ol violation. 
HERDT.A R. Region 2. Ofe Ol itio Diroclor. 89/03/25 KINGSLEY.O.D. Syatom Energy 
Rosources. Inc 2pp 45026:146-45026:170 

“8804D10084 Notice oi violation from Insp on 661 214- le. Violation noted: licensee in- 
stalled commercial grade parts on equipment requiring environ qualification w /0 ade- 
quate evaluaffon of suitability for uso In safoly-rolalod epplicallons. 

HEROT.A R Region 2. Ole of the Director 88/03/26 3pp 46028:148-45028 150. 

-8804010067 Insp Repi 50-416/87-32 on 8712l4-l8.Violatlon8 notedMajor areas 
inspecied environ quali'ication ol olocirical oquipm 8 nt.lmpl 8 m 0 nlatlon ol 10GFR5049 
rogu remanls A electrical equJpmenl within scope of 1OCFH5O.40. 

RUFF.A. CONLON.T.E. Region 2. Ole ol Iho Director 88/03/24. 20pp. 46028 151- 
45028:170 

6803210090 Suppi 1 to NRC Into Notice 87-044, "Thimble Tuba Thinning In Westing 
house Reactors." Svc list encl. 

HOSSi.CE Division ol Operational Evenis Assessment (Post 870411), 88/03/28. 
Consolidated Edison Co of New York. Inc 121pp. 44995:126-44095:248. 

8803220296 NRC Into Notice 68-010. ‘ Malls Llcen8ees:Lack ol Mgt Controls Over li- 
censed Piogtams.” Svc list encl. 

CUNNINGhAM.R.E Division ol Industrial A Medical Nuclear Safety (Post 870729) 88/ 
03/28 ConsoSdated Edison Co- ol New York. Inc. I08pp 4499 5 247-44995 353 

8804070275 Forwards Rev 1 to "SPDS Saloly Analysis" which reflects SPOS des'-gn 
consideral ons as of Sept 1 986. Rev 1 reviewed by NRC insp team during SPDS audit 
conducted in Mar |9B7. 

KINGSLEY.O.D. System Energy Resources. Inc 88/04/01. Oocumanl Control Branch 
(Document Control Desk). Ip. 45024:276 46024 335 

8804080118 Responds to NRO Ur re violations noted In Insp Rept 60-4 16/88-0 1.Cotrec* 
tiva ecLons Quality Oel.clency Repi (OOR 070 68) Initialed to documeni A resolve Im 
proper storage ot nitrogen bottles. 

KINGSlEY.0.0. System Energy Resources. Inc 88/04/01. Document Control Oianch 
(Document Conirof Desk). Spp. 45064:061 -45064.063. 

8804I2Q039 Forwards corrected Pages 2.9.14 A 17 to Insp Ropt 60-416/87-32 
hEHDT.A R. Region 2. Ole of the Director. 88/04/01. KINGSLEY.O D. System Energy 
Resources, Inc 2pp. 45150:332-46160.337. 

“8804J20072 Revised Pages 2.6, 14 A 17 fa Insp ftept 50-416/67-32 
Region 2, Ole ol the Oiredor 88/04/01. 4pp. 45150334-461 50:337. 

8804120163 Forwards Insp Rept 50-416/88-03 on 880220 0318 A notice ol violation 
VERRELH.D.M Region 2. Ole ol the Director. 88/04/05. KINGSLEY 0 0. System 
Energy Resources. Inc, 2pp, 45132:213-45132,225. 

-U0413Q167 Notice of violation from Insp on 880220-03 16. Violation noted lompered 
Terminals 9 lo 10 on ground overcurrenl relay on Breaker 162- 1609 Instead of 152- 
1806 A failure to document Installation ol equipmani in condenser oilgas sys 
VERRELll.O M Roglon 2, Ole ol Iho Dlreclof. 88/04/05 2pp. 45132:216-45132:216 

-8804120171 Insp Hepi 60-416/88-03 on 880220 031 8.Vlolatlon8 noled. Major areas 
inspected action on previous enforcemeni matiers.opeiatlonsi saleW veriflcation.mainl 
observation, surveillance obaervaHon.ROs A operaling reactor events 
BUTCHER.R C.. MATHlS.J L.. DANCE.HC Region 5, oto ol the Director. 88/04/01. 
9pp. 45132;2t7-45132:225. 


DOCKETED ITEMS 165 


8S041S0100 ForwatOs NIS-1 -00006, "Inservice Insp Siunmafy Rapt (or Grand Gull Nu- 
clear Station Unit I," tor porlod ondmg second refueling outage. 

KINQSLEY.0.0. System Energy Resources, Inc. BB/04/05. CJocumenl Control Granctt 
(Oocumont Control Desk). 2pp. 45143:352-45145:210 

-SB 04 160 103 "Inservico Insp Summary R^l (or Grand Gulf Nuclear Station Unit 1 *' 
• System Energy Resources, Inc NIS-1-00006. 8B/03/22 600pp. 45143-354- 
45145210. 

6804010256 NRC ln(o Notice 88 011. "Potential Loss of Motor Control Ctr &/or Switch- 
l}oard Function Due to Faulty Tie Bolts." Sve llsl eocl. 

ROSSt.CE. Division of Operational Events Assessment (PosI B704t1). B6/04/07. 
Consol-dated Edison Co of New York. Inc I24pp 454 06:262-45407:051. 

8804 1603 IS Ack locelpl of 8B0323 Ur Informing NRC ol steps taken to correct violations 
noted In Ingp Rapt 50 4 16/B7-40. 

VERRELLI.D M. Region 2. Ole ol the Director 88/04/07. KINQSLEY.O.O System 
Energy Resources. Inc. ip. 45138: t63-46t38: 163. 

88041S0326 Forwards Insp Rept 50-416/68-05 on 860307-11. No violations or devi- 
aiions noted 

COLLINS.O.M Region 2. Ofc ol the Dlfoctoi. 60/04/07. KINQSLEY.O.O System 
Energy Resources. Inc. 2pp. 45164:046-46184.060. 

-6804160357 Insp RopI 60-416/88-05 on 860307-1 l.No violations noted. Major areas 
lnspected:olfoas sya hydrogen control & offslie dose assessments during charcoal 
bod Iwpass 

MARStONR.R. KAHLE.JB. Region 2. Ole ol the Director. 88/04/07 t4pp 
45184:047.45184 060. 

8604060370 NRC Into Notice 68-012, "Overgreaslng ol Electric Motor Bearings." Sve 
list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 86/04/12 
Consolidated Edison Co. of New York, Inc. t23pp. 45165:028-45165:150. 

6604910324 Ack receipt of util 8709tl response to NRC Bulletin 67-001, "Thinning of 
Pipe tA/alls at Nuclear Power Plants." Util info being used lo determine extent of in- 
dustiy participation & Implemenlallon of oroslon/corroalon Insp programs. 
KINTNER.L.L. Pro|ecl Diteclorale If-t. 68/04/13. KINGSIEY.O O. System Energy Re- 
aources. Inc 2pp. 45192 1 1 1 -45192:1 12. 

6804220053 Ack receipt oi 680322 response lo NRC Bulletin 88-OOt, “Oafacts in Wes- 
lingitouse Circuit Breakers." Ulii determined that circuit breaker models Idenlilied not 
used at facility. No further action required. 

KINTNER.L.L Projocl Directorate 11-1. 88/04/13. KINGSLEY.O.L. System Energy Re 
sources. Inc. 2pp. 46201:081-45201:082. 

8804200473 Partial response lo FOIA request re fire protection Forwards App E 
documents App D & E documents available In POR.App F document completely with- 
hold (lof FOIA Exemption 6). 

QRIUSLEY.D H Oivblon ot Rules & Records (PosI 870413). 88/04/14 JONES.C.R. 
Aflil aiion Not Assigned. 5pp. 46206:037-45206:043. 

-8604200579 Advises that Fire Protection Steering CommIUee has recommended that 
each region make one lOCFRSO.App R type insp (or each facility to assess status of 
corrptisneo w/ fOCFfl60 48. Program listed. 

CONLON.T.E. Region 2. Ofc of the Director. 84/11/06 HERDT.A R. Region 2. Ofc ot 
the Director. 3pp. 45206:176-45206:178, 


R. Periodic operating reporta A related correapondenca 

6804220200 "Grand Gull Nuclear Station 1987 Annual Radiological Environ Operating 
Rapt " W/6804n ttr. 

KINGSLEY.O.D. System Energy Resources. Inc. 87/12/31. 200pp. 45263,301- 
45254:128. 

8804100089 Monthly operating repl tor Mar 10BB.W/e804l4 Itr 
HOBBS.S H . KlNQSLEY.0.0. Syslem Energy Resources. Ino, 68/03/31. 5pp. 
45(97:050-45197:054. 


S. Reportable occurrences, LERe a related oorreapondenoe 

8804070187 Special Rept B8 00t/0:on 860302, diesel generator 12 automatically tripped 
on low lube oil prasaure.Caused by automailo start due to lube oil pressure lluciua- 
iions that may occur durittg engine startup Diesel generator tested. 

KINQSLEY.O.O. System Energy Resources, Ino. 88/03/29. Document Control Branch 
(Document Control Deak). 2pp. 46072:292-46072:293. 

88Q4080277 LER 66-009-01:on e80227.hydrogen ignition occurred In offgas sys causing 
Ignilion of lower portion of first charcoal absorber beds.Caused by welting of calalysl 
In oKgas hydrogen comblner.lnstrucllon revl8ed.W/680329 Itr. 

DIFfERENT.P.M.. KINQSLEY.O.O. System Energy Resources. Inc. 88/03/29. 6pp. 
45064;243-460e4;249. 

8804080063 LER 88-0O3-Ot:on 880l09.line break Instrumentation for RHR A high differ- 
ential pressure alarmed & sealed iaCaused by use ol calculated dp value Instead of 
Indicated dp per Tech Specs.tesllng & troubieshoodng p6rformed.VV/680331 Itr. 
DIFFERENT.P.M., KINGSLEY, OD. System Energy Resources, Inc. 88/03/31. 6pp. 
45063.354 45063:368. 

6804130176 Special Rept 88-001 /t:on 680302 & 30, diesel generator 12 automatically 
tripped during performance of monlftly funcifonel surveri/ance.Caused by tow turbo- 
charger oil pressure.AddI controls implemented on regulalora, 

KING5LEY.O 0. System Energy Resources, Ino. 88/04/06. Document Control Branch 
(Document Control Desk). 6pp, 461 61:267-46 161:271. 

6604200007 LER 88-010-00:011 6803 15, reactor scram on low water level 
occurred Caused by loose connection In reactor protection sys terminal box de-enger- 
gi 2 lng scram pilot A solenoids of control rodS-Connaotlon cleaned & tlghtened^w/ 
§00413 Itf- 

OIFFERENT.P.M., KINQSLEY.O.O. System Energy Resources, Inc. 88/04/13. 4pp. 
46221:112-46221:116. 


8604260265 LER 6G-Oll-OOon 0803 1 7.inadv8rlanl RHR pump start occurred during 
monthly lunctonai test oi RHR pump 6 start lime delay.Causod by oiectncan 
error Appropriate personnel w<il bo retrained & procedures w.il be enhancod.W/ 
880415 Hr. 

BYBO.R . KINQSIEY.O 0. System Energy Resources. Inc 88/04/15. 6pp 45281.271. 
45261:276 


V. Operator Examinations 

6S042500B8 Responds lo FOIA request (or info rc scores of resetor operators & senior 
reactor oporalors.Forwards roqual-ficaiion exam summary source sheets listed In encl 
app w/personal privacy info deleted. 

GRIMSLey.OH Division ol Rules & Records (PosI 870413) 88/04/19 BOLEY.K 
Public Citizen's Crlticel Mass Energy Pro|ect 2pp. 45213:003-45213 095 

-8804260167 Package ot NRC administered requalificaiion exam results summary. 

’ NRC - No Oetailod AMi'latlon Given 87/07/20 8Bpp 45213 007-4S213 095 


DOCKET 60 417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Appllcallon/construotion stage documents & correspondence 


8803240426 Qonenc Lti 68-06 lo all power roactor licensees & applicants re removal of 
organisation charts Irom Tech Spec admlnlslrailvo conlrol tequiromonis Sve list onci. 
MIhAGLIA.F J. Associate O.rocior fer Projects (PosI 87041 1 ). 68/03/22. Consotidalod 
Edison Co of Now York, Inc 47pp. 44972: 107-44072.163 

8804080046 Provides supplomnnial into lo 64ttl9 rosponso to Generic Lir 63 26.ltems 
2.128 22 2,p8r NRC 88031 1 lequest.Explanation of how ell GE svC into itrs received 
providod. 

KINQSLEY.O.O. System Energy Resources. Inc. 88/04/01. Document Control Branch 
(Document Conlrol Desk) 2pp 46044:243-45044:244 

8804060088 Generic Lir BB-07 to power reactor licensees & applicants re modified on 
forcomeni policy concerning I0CFRS0.49, "Environ Ouallhcation ol Electrical Equip- 
ment Important to Salely for Nuclear Powor Plants." Sve list encl. 

MinAQLIA.F.j. Associate Director lor Projects (PosI 870411). 88/04/07. Consolidated 
Edison Co of New York. Inc. 40pp 45184 237-45164 285 


F. Security, modioal, emergency A (Ire protection plans 


8803310286 Forwards proposed agenda lor Soulheaslarn Ut'liLos Emergency Planning 
Group Mealing on B6042I-22 in Vicksburg. MS Transportation from Jackson lo Vicks- 
burg & to & Irom molol/meeUng and airport will bo provided 

MOhGAN.C. System Energy Resources. Inc. 88/03/25. Affiliation Not Assigned. 7pp. 
44984:333 4 4984 330 


H. General correspondence 


8804150249 Inlorms ol changes lo listed lo'ephone prefixes at corporate headquarters 
due lo improvomonia In telecommunications sys lo bocomo eflecilvo 080411. 
CAVANAUGH.W. Syslom Energy Resources. Inc 88/04/05 MARTIN.R D, Region 4. 
Ole of the Diroctoi. tp. 45i38 201-45138:201. 

8604150262 Notifies ol change In last lour digits of telephone number. Changes w-.ll be 
olfeclive on 8804 1 1 . 

CAVANAUGH.W Syslem Energy Rasources, Inc 80/04/05 GRACE.J N Rogion 2. 
Ofc ol tho Diroctoi. Ip, 45 1 45:2M 45145:253 


O. Inspection reports, IE Bulletins & correspondence 


8803210090 SuppI 1 to NRC Info Nolico 67-044, "Thimb'e Tube Thinning In Wosling- 
house Reactors “ Sve I si end. 

ROSSI, C.E. Division ol Operational Events Assessment (Post 970411). 68/03/28. 
Consolidated Edison Co. of New York. Inc 12lpp 44905:126 44995 246 

6603220298 NRC Into Notice 88-010. "Malls LIconseos Lack of Mgl Controls Over Li- 
censed Programs ■' Sve list end. 

CUNNINGHAM.R.E Division ol Industrial 6 Medical Nuclear Safety (PosI 870729). 88/ 
03/26. Consolidated Edison Co. ol New York. inc. t06pp. 44995:247-44995:353. 

8804010266 NRC Into Notice 88-01 1. "Potentiet Loss oi Motor Conlrol Ctr &/or Switch- 
board Function Due lo Faulty Tie Bolts." Sve list end. 

ROSSLC.E. Division ol Operational Events Assessment (Post 870411). 80/04/07. 
Consolidated Edison Co. of New York. Inc. 124pp. 45408;292-45407;05l. 

8804080370 NRC Into Notice 08-012. "Overgreasing ol Electric Motor Baanngs ” Sve 
list end. 

ROSSI.CE. Division of Operational Evenls Assessment (PosI 870411). 88/04/12. 
Consolidated Ed son Co. of New York. Inc. I23pp 45l65:026-45t65:lS0. 


V. Operator Exemlnetfona 

8804250088 Responds to FOIA request tor info re scores of reactor operators & senior 
reactor operators. Forwards requrllication exam summary source sheets listed In end 
app w/personal privacy Info deleted. 

QRIMSLEY.DH. Division of Rules & Records (Post 870413). 88/04/19. BOLEY.K. 
Publlo Citizen's Critical Mass Energy Project. 2pp. 45213 003-45213.095. 

-8804250167 Package of NRC administered requalificaiion exam results summary. 

• NRC • No Delailed Alliliation Given. 07/07/20. 88pp. 45213.007-46213:095. 



f. Security, medteal. enaeigency 4 (If# pcolectlon plans 
5«MO€0003 Forwards sM a'ld 

^cwty plan per 870616 teicon Encf withhelj pel 5, j„|,. e,. 

Oocumen Control Branch tOocu/r.ent 

ConvolDesi<) ?PP 45047 173-45047.174 

fi8(]408C269 Rev 3 to emerocncy plan implemerting piocodure ItPH^ in^tDik 
ErneVgen*^ l>gai^at^ lead docail Posihon Managers Hev 82 to EPIP 

JOf fn iA(}0< & 0^033 1 Itf ©net r* W- nt l^nrthnA^l Ull'l* 63l 

Mn0C2KA.EJ Northeasl ^ 

MHOC2KA.EJ Northeast UMiUes 60/03/31 6pp 45l?3 269 451?3 J?06 

8804250267 Forwards teirpor^ cltange 10 physical secunty plan re proWetod area 

MnoC2KAFj*^HW3^flG-Wo” Northeast Njciear Energy Co (subs of Nonhea^ 
UWites} MROCZKA.E.J Northeast Uiiites 60/04/22 Document Control Bra-tch 
lOocurrenI Conuol Desk) 2pp 45201 20645281 287. 


H Oeneral correspondence 


8804070291 Co^-ments supporlng pioposed role 1DCFB50 re ’®®'‘290 ipl'ng ol con^ 
lajnmeni to permil use ©• mass point metnod as a'ternalive method lor ca culatmg 
coniammen leakage rates Mass po-m ire-hod more fpce'aie tor calcu aimg rales 
MHOCZKA.E J Connecticul Yankee Atomic Power Co 88/03/3t. CHILK.bJ Olt.co 
oi the Secretary ol the Commission 3pp 45021 184-45021.166 


I. Financtai intormatlon 


8004120423 Forwards payment on .nvoice (or costs mconod during NRC roviow oi He«s 

8 & 9 to Topical Pont NU-OA-1. 

MHOC2KA6J. SEARS.CF. Connecticut Yarikei) Alomc Ptywor Co SEARS.CF 
Northoasi Nuclear Energy Co (subs oi Northeast Uiililios). 08/04/C8. Occumoni Cci. 
a,9n,-K iHnnimoni Control Desk) 4od 45091.001-46091004 


8004190041 Withdraws 890301 reqjosi (or chongos to Tech Spdc 6 234 i® parj 
records Toch Spec 6 2 3, "Independent Safely Englnoormg Grotrp (ISEG). ' end 
MROCZKAE.J Northeast Nuclear Energy Co (subs oi Nortlwasi un ies) 
MROeZKA EJ Northeast UUilies 80/04/12 Docuoionl Conuol Branch (Ooc-Jirent 
Control Desk) 2pp 45208 323 45208 325 


~06O4 190045 Proposed Toch Spec Section 6 2 3, "Indopendont Saioly Engineer ~g 
Gfoup (ISEG) ** ^ 

• Northeast Nuclear Energy Co. (Subs, ol Northeast Ul-liiios). 68/04/12 ip 
45208 325-45208 325 


0804210077 Requests temporary relol Irom Toch Specs 3 0 4 ro tinuilng Condilon (cr 
Operation 3 6 3 for return to operation Prompt lel ol requoslod in order to miniir re 
delay ol startup of pionl.Foo pa'd, 

MHIjCZKAEJ. Northeast Niicioar Energy Co (subs Ol Northeast Ul'riosj 

MROCZKa’EJ Northeast UtUlKss 88/04/ 14 Oocumont Control Branch (Oocumen* 
ConIrolDosM 4pp 45238 335-45238 330 

8604220097 Appkcat'on lor amend to Liconso NPF-49.nilowing ptoni startup wtile ui i 
ing provisions ol Toch Spec 3.6.3 Fee paid 

MhOCZKAEJ Northeast Nocioai Energy Co (subs ot Nctihoasl Uh Usl 

MROCZKAEJ Northoasi UiiTties 80/04/15 Oocumonl Control Branch (Oocume'-t 
Control Desk) 7pp 45221.185-45221 103 


8804140014 Forwards Connecticut Irghl & Power Co & Wes'etn Massacliusells Electric 
Co Annual Oepi 1987. per tOCFRSO 7 Mb) Northeast Nudeat Energy Co tmanc ai 
lept will not be avarlablo unM on or about 80042? 

GUGliELMOF J Northeast UWiuos 60/04/07 Ol.5ceol Njctoar Header Regulation. 
Director (Post 870411) Ip 45122 337-45123050 

-8004140017 Annual fleet 1987 •• 

FOXB M . ElLiS.W B Connecticut Ught & Power Co (subs ol Northeast Ut.i ties) 
07/l'2/3t’ 43pp 45122:33845123 019 

-8804140032 "Annual Root 1987 ' 

FOY.BM ELUS.WB Western Massachusetts Elecuic Co (subs ol Norlheast Utili- 
ties) 87/12/31 3lpp 45123 0204 5123050 

8804250249 In'orms that payment of thrd quarterly ins<a'I.Ttcnl Of 1968 annual tee per 
lOCFRi 71 will be wire iransfencd on 680429 

MROCZKAEJ.. SEAHS.Cf Connect-cut Yankee Atomic Power Co SEARS.C F. 
Northeast N-jciear Energy Co (subs ot Northeasi uuvjes). 83r04/18. Document Con- 
trol Branch (Document Control Ocsk) ?pp 45258 292-45258 293 


-6804220098 Proposed Toch Spocs.allowmg sinriop ol plant wliilo util'hng pro-;isonso! 
Tech Spec 363 . 

■ Northoasi Nuclear Energy Co (subs ot Northoasi Uniihos) 88/04/15 2pp 
45221 192-45221.103 

8804250236 Grants temporary weivor ol comp'ionco from Tech Spoc 3 6 3. 'Coniain 
meni isolaiicn Valvos,^' per lusiilicaiion prov.dod in 080414 Hr & upon guidance p.-e 
senled :n Generic Hr 87-09, 

BOGEfl.B.A Assistant Director (or Rogon I Reactors 00/04/15 MflOCZKA.EJ 
Northeast Nuclear Gnorgy Co. (subs of Northoasi Utllllos). 3pp. 45213 160 
45213 162 

8804270231 Sub-mis comments supporting proposed ru'o lo ensure that prosorce cl 
NRC inspectors on power reactor sitos should not bo announced to licensee 
personnel Licensee fools rulo makes sense but not praclicablo. 

MROCZKAEJ. Northeast Nuclear Enorgy Co (subs Ol Northoasi Unliies) 
SEARS.C F Northeasi Utilities 80/04/18 Dockohng A Sonnces Branch 3fp 
45244 24 7 45244 240 


J. Insurance & Indemnity iritormatlon 

B8O4O70II8 NoliSes Commission ol amount ol property .nsuranco coverage currently in 
lo/ce lor laciimes Types ol coverage £ maikeis listed 

MROCZKA.E J Northeast Nuclear Energy Co (subs ol Northeast Utilities). 
MROCZKAE J Northeasi Utilities 68/03/30 WOOO.R. Polcy Developmanl & Tech- 
nical Support Branch (Post 87041 1) 2pp 45022 092-45022 093 


P. Operatirg license stage documents & correspondence 


8803240426 Generic Ltr 88 06 lo all power reactor licensees & applicants re removal of 
organuaiion charts from Tech Spec administrative control requirements Sve list enci 
MIRAGLIA.F J Associate Director tor Proiecis (Post 87041 1) $8/03/22 ConsoLdaied 
Ed'SoriGo. Ot New York. Inc 47pp 44972 107-44972 153 

0004050384 Responds to uii) 080225 proposed changes lo Tech Spoc Tables 2 2-i & 
3 3-4 le steam generator to to level reactor inp setpo.ni Understands that util will pro- 
vide analysis re jusiifcaiton withm 30 days of itr receipt 

FERGUSON.R L Proieci Ovecloiate 1-4 86/03/30 MROCZKA.E J. NorDieast Nuctoai 
Energy Co (sobs ol Northeast UUilies) 2pp 4499? 225 44997 226. 

8004120247 Responds to NHC B803I7 request re physics methodology for PWR reload 
design Safety review entena set separately horn design review cniena & based upon 
salety analysis calculations O/or Tech Specs 

MROC2KA.EJ Northeast Nuclear Energy Co. (subs, ol Northeasi Utilities) 

MROCZKA.E J Norttveast Utikues 8Br04/(M. Oocurtvent Contiot Branch (Document 
Control Desk) 2pp 45090047 45090 048 

0804130210 Submtis into provided by u5l dunng 680321 meeting w/NRC re qualification 
Ol Ibtton Veam connectors used m vanous proiectron A tnsuumcniaiion 
sys C^rieciors will perform intended function Schedule lo replace conneclote encl 
MR(JCZKA.E J Northeasi Nuclear Energy Co (subs ol Northeast Utilities) 

MROCZKA.E J Northeasi Uliliues 80/04/04 JOHNSTON.W V Region 1 Ofc ol the 
OueclOf 45pp 45116306^45116 350 


8004000000 Generic LIr 886? to power reactor licensees A applicants re modified en- 
Iryitomenl policy concerning 10CFR50 49. • Environ Qualification ol Electrical Equio- 
menl Important lo Safety lor Nuclear Power Plants '■ Svc list encl 
MIRAGUAFJ Associaia Director for Projects (Post 870411) 88/04/07 Consolidated 
EisonCo ol Now York. Inc 49pp 45164 237-45164 285 

0004200223 Forwards Amend 16 to License NPP.49 A salety evaluation Amend revises 
sampia plans used lor surveillance snubbers as described in Tech Spec 4 7 to e 2 lo 
remove lestirig threshold enteria 

FERQUpN.RL Project Ovectoralo 1-4 88/04/07, MflOCZKA.EJ Northeast Nuclear 
Energy Co. (subs ol Northeasi Utilities) 2pp. 45161 089 4519t;10t 

-0W2W231 Amend 16 to License NPF 49.fevistn9 sample plans used for surva llanca 
wieria * deschbed in Tech Spec Section 4 7.l0,e 2 to remove testing ihreshold 

STOLZJF Protect DifBCtorate 1-4 88/04/07 9pp 45191 091-45191 099 


8804280611 Forwards Amend t7 lo License NPF-49 & safoty ova'ualion AmonU revises 
Tech Spec 3/4 4 6. "KCS loakago." to a'tow continued operallon lor up lo 30 days 
w/stated radioactivity moniionng sys lncporabto.il certain conditions moi 
FERGUSON.R L Project Difoctoralo 14 86/04/ 18 MROCZKA.E J Northeasi Nuciea- 
Energy Co (subs ol Northoasi Uti'it'os) 2pp, 45268.292-45200 30i. 

“8804280612 Amend 17 lo License NPF-aO.reviamg Tech Spoc 3/4 4.6. "flCS Leak- 
age." 10 allow continued operation lor up to 30 days w/ conla-nment nimosphe-'C 
gaseous A part:culaio radloaciivity moniionng sys inoporablo whon ceiia-n cond-lio.ss 
rnei. 

STOLZ.J F. project O.rectoraie 1-4 88/04/10 5pp 45268 294-45260 298 

-8804280613 Salety evaluation supporting Amend 17 to Liconso NPF-40 
• Otlice of Nuclear Roacloi Rogulaiton. Director (Post 870411). 88/04/18 3pp 
45266:209 45288 301. 

8004260205 Forwards •'Plant-Spocitic Details ro ATWS Mitigation Sys Actuation C-icuiiy 
tor Miilslono Unit 3 " 

MROCZKA.E J . SEARS.C F Northoasi Nucfoar Energy Co. (subs ot Northeast Ui :■ 
ties) MROCZKA.E J Northeast Utiliiies 08/04/20 Document Control Branch (Oocu 
mem Control Desk) 2pp. 45260 260-45268 267. 

"6604260287 " Plani-Specific Details re ATWS Mitigation Sys Actuation Circuitry for Mil-- 
slono Unit 3 •' 

' Northeasi Nuclear Energy Co (subs of Norlheast Utilities). 88/04/30 26pp 
45260 262-45268 287 

6804290262 Advises that Toch Spec rev (0 Bpecitic disianco for taking radiation meas 
iiremonls in areas where dose rates exceed 1.000 mrem/h will bo processed & sub 
milled 10 NRC lo provide improved S consistent program on high raoiation aroas 
MnOCZKA.E J . ROMaERG.W.D Northeast Nuclear Energy Co (subs ot Norlheast 
Uhltios) MROCZKA.E J. Northeast Ulilitios 88/04/22 Oocomont Control Branch 
(Document Control Desk) 2pp 45282 181-45202 182 


O. Inspection reports. IE Bulletins A corraspondenca 


6604120293 Nohlicaiion ol Significant Licensee Meeting 88-030 art 060308 In Kmg o> 
Prussla.PA to discuss tow temp overpressure transient Agenda oriel. 

MIXABE.E.C. Region 1. Otc ol the Director. 80/02/25. Region 1 Ole ol iho D.reclof. 
2PP 45080 045-45080 046 

8804010269 Forwards Enforcement Conference Insp RepI 60-423/88 03 on 8B030B 
KANE.WF. Rogton 1. QIC ol the Director. 88/03/23 MROCZKA.E.J. Northeast Nude 
ar Energy Co. (subs of Northeast Utilities) 2pp. 45033.-098-45033:143 

“8804010272 Enlofcemenl Conference Insp Repi 50-423/08-03 on 880308 Major 
areas discussed tool cause analysis A corrective actions lor ovorpressuro transient 
that occurred at low temp w/o required oveipiessure protaciton sys being in svc 
MCCABE.E C Region I, Ole of the Director. 88/03/14 46pp, 45033 098 45033 1 43 



DOCKETED ITEMS 167 


8804040011 Forwards foqudst lor addi inlo re ubl responses io IE Bulleiin 85-003, 
"Molor-Oporated Valve Common Mode Failures Outirtg Plant Tiensienls Duo to Im- 
proper Switch Settings " Info requested withm 60 days ol Hr date. 

OETTENHAUSEN.L Region 1. Ofc Ol the Oirecloi 88/03/24. MROC2KA.E J North- 
easi Nuclear Energy Co (subs ol Northoast Utilities). 3pp. 45020 281-45020 283. 

8803310043 Responds lo NRC Quiieim 68-001, ''Oelecis In Westinghouse Circuit Break- 
ers/' Two reactor trip breakers & two reactor trip bypass breakers sub) lo bvHein 
used 81 Millstone Unit 3.Main polo shaft wold Insps corrmldlod by B8022S. 
VROCZKA.EJ Connocilcwi Yankee Alom-c Power Co 88/03/25 RUSSELl.WT 
Reg on 1. Ofc ol the Director 2pp. 44064; 136-44964: 137. 

8803210090 SuppI 1 lo NRC Info Notice 87-044, “Thimble Tube Thinning In Westing- 
houso Reactors " Sve list end. 

flOSSi.CE Division ol Operational Events Assessment (Post 870411). 00/03/28 
Conso'idaled Edison Co o' New York, Inc. I2tpp. 44096: l28-44995'246. 

8303230296 NRC Inlo Notice 8B-010. "Malls Llcensees:Lack of Mgt Controls Over li- 
censed Programs " Sve list end 

CUNNINCHAM.R E Division of Industrial A Med-cal Nuclear Safely (Post 870720) 88/ 
03/20 Consolidated Edison Co. ol New York. Inc I08pp 44095:247-44995 353 

8604120354 Provides status ol implementation plan lo reduce illuminalod control room 
annunciators Alter Unit 3 leluolinq outage, 1 7 annunciators oliminated & alaim logic ol 
2 arinundators modilied.per Insp Kepi 50-423/86-12. 

MROC2KA.EJ Northeast Nuclear Energy Co. (subs ol Northeasi Utilities) 
MROC2KA.G.J. Northeast Utilities 88/04/05. Document Control Branch (Document 
Control Desk) 6pp 45088 346-45088 351. 

8004010256 NRC Info Notice 08-01 1. "Potonlial Loss ol Motor Control Clr &/oi Switch- 
board Funciion Due to Faulty TIo Bolls." Svc list oncl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/04/07 
Consolidated Edison Co. of New York, Inc. t24pp 45406 202-45407.051. 

8804190248 EN-88-027.on 8804t2.nolice ol proposed imposllion ol civil penally m 
amount of $50,000 w.li bo issued based on failure ol cold ovarptessute proiecbon sys 
10 be operable prior lo & during pressure transient whon sys could >tave actuated 

1 UEHMAN.J . LiEGERMAN.J Ofc of Enforcement (Post 870413) 08/04/07. tp 
45208.054-45208 054 

3804060370 NRC Info Notice 88-012, "Ovorgroaslng of Electric Motor Bearings." Svc 
bsf oncl 

ROSSI.CE. Division of Operational Events Assessment (Post 070411). 08/04/12 
Consol-dated Edison Co of Now York. Inc. 123pp. 45165:028-45165:150 

3004210169 Responds lo NRC 880314 Hr re violations noted In Insp Repi 50-423/88 

02 Corrective acllon.'Cooling How lineup lo pump A corrected & plant nealup ptoca- 
d-jres revised 

MROCZKA.E J., SEARS,C.F. Northeast Nuclear Energy Co. tsubs. ol Northeasi Ubli 
lioa) MROCZKA.E J Northeast Utilities 88/04/13 HUSSELl.W.T Region 1. Ole ol 
IheOiroclOf 3pp 45227:194-46227:196. 


R. Periodic operating reports & related correspondence 

3604130051 Monthly OMraiing rapt for Mar t98Q.W/B80408 Ur. 

EIMS.A.L., SCACE.S.E. Northoast Nuclear Energy Co. (subs, ol Northeast UiiliLos). 
SCACE.s e Northeast Ulilllles. 88/03/31. 4pp 45l32:273-45132:276 


S. Reportable occurrences, LERe & related ooireepondence 

8804010001 lER 86-01 i-00:on 860222 & 29, containment leakage deleciion sys survoil- 
tancas missed Caused by personnel error re bansler of incorrect survef'-lanco irequen- 
cies during procedural rev.Memo distributed W/860323 Ur. 

JOSEPM.V R. SCACE.S.E. Northeast Utilities, SCACE.8 E. Northeast Nuclear Energy 
Co (subs of Northeasi Utilities) 88/03/23. 6pp 46008 134-46008:138 

8804060055 Pari 21 ropi re (ailed Rosemouni capecilive-type How Iransmiliors during 
first cycle ol operation Initially reported on 880324 Caused by loss ol O'l in sensor 
module. AHecied Iransrnillors replaced. 

MROCZKA,E.J. Northeasi Nuclear Energy Co. (subs, ol Northeasi UiiliiiesI 
MnOCZKA.E J Northeast UlillHes. 88/03/26. RUSSELL.W T. Region 1. Ofc ol the Di 
tcclof. 3pp. 46034; 180-4 5034; 190. 

8804070116 Special repl:on 880304.valve found Improperly locked during NRC Insp 
lour.Caused by personnel error.Vaive lirtoup performed & required 10 be 
locKed.checkod & cohlftmed to be locked. 

SCACE.S.E. Northeasi Nuclear Energy Co. (subs, ol Northeast Utiiilfes). SCACE.SE. 
Northeast Utilities 60/04/04. Oocumenl Control Branch (Document Conirol Desk) 
2pp. 4S076;tl0-4S076;ttt. 

6804200386 PNO-l'B6-04l;on 6d0414,unlden(ilied leak exceeded 6 gpm hmil Leak Iden- 
tified from PORV block valve packing leakoU Una Manual valve ir» leekoll hne shot 
off Checks (or leaks & high temp Invosilgailon continuing. 

RAYMOND.W.. MCCABE.E., BETTENHAUSEN.L. Region 1. Ofc of the Director. 88/ 
04/16. Ip. 45221;156.46221:166. 

68042B0295 LER 68-OI2-00;on 66O3l0.flre boundary door found blocked open by tem- 
porary air hose w/o hourly lire watch patrols. Caused by procedural deliciency.Hose 
removed & door closed lo reestablish lire barfiBr.W/8804l6 Hr. 

MARSHALL,F.M , STETZ,J.P. Northeasi Nuclear Energy Co. (subs, ol Northeast Utili- 
ties) MARSHALL.F.M. Northeasi UlillHes. 80/04/18 4pp. 46261 000-45251 ;101. 


V. Operator Examlnatfone 

6804250066 Responds to FOIA request for Inlo re scores of reactor operators & senior 
reactor operators.Forwards reaualillcailon exam summary source sheets listed In end 
app w/personal privacy Inlo dieted. 

GfllMSLEY.D H, Division of Rules 8 Records (Post 070413). 88/04/19 BOLEY.K, 
Public Cititen’s Critical Mass Energy Project. 2pp. 462 13'.003-462 13:095 

-8804250167 Package of NRC administered requalificallon exam results summary. 

‘ NRC • No Daiailed AWIialion Olven. 87/07/20. 88pp. 45213:007-45213 095 


DOCKET 50-424 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & lire protection plans 

3803290340 Pago 24 ol 28 to Rov 12 to Proccduro VEGP 01002 C. "Chockl-sl 4 Event 
NoMicat on Worksheet " 

• Georgs Power Co 88/03/04 2pp 44945 104.44945; 105 

6803290344 Forwards summary of 8601 19 moeiinn w/util at plant s!o re SALP Kepis 
50 424/87-58 8 50 425/87-40 .orroia to app lo SAlP repls.lncorporat ng u1l response 
to comment on fi.'e proieciion 8 v.owgraphs used du-mg ptoseniailon 
GRACE.J N Rog on 2. Olc ol the 0 rector 68/03/07. HEAO.G F. Goorg a Power Co 
40pp 44961;351-44962 043 

6804040089 Rov / lo Emergency Plan Imp'etneniing Procedure 01204-0. "Emergency 
Response Communicaiions." 

• Georgia Power Co 88/03 /C8 54pp 44069 119-44969.172 

8604040106 Rov 6 lo Emergency Plan Implemoniing Procedure 9l50t-C "Recovery" 

• Goorg-a Power Co 88/03/11 20pp -14971 302 44971 321 

8803300016 Forwards Rev 10 lo emergency p'an.incorporating organi rational changes 
ihrougli 080217. 

GUCWA.l t. Georgia Power Co. 80/03/15. Document Control Branch (Document 
Conirol Desk) 9pp 44052 314.44953 124 


—8603300016 Rov 10 10 otr.etgoncy p!an.W/ono overs re map 
• GoofC'S Power Co 08/03/15 JOOpp 44952323-4-1953 124 


8803250301 Ack receipt ol scope 8 cb)oct.vo3 lot redolog col emergency p/eparedness 
exercise scheduled lor 800524 

COlLINS.DM Rogicn 2. otc ol the Dreclor 00/03/18 HEAD.QF Georgia Power 
Co 2pp 44946 003-44045 004 

6603290347 Revised emergency p'an fn^lemeniing procodutes.inc'ud ng Rev 5 lo 
00104-C. "OutiGS ol Operations Support Ctr Manager.'' Rev 5 to 91101 C. "Emergen- 
cy Rosponso Organfraiion" 8 Rov 12 lo 91002-C. "Emetgoncy Noiificaifons *’ W/ 
860310 III 

GUCWA.L T Georgia Power Co 88/03/18 64pp 44978:344-44970:047 

8803250137 Forwards lovs lo piiyscai security & contingency plan Revs wiihho'd (rel 
l0CFn73 21 & 2 790) Revised socunly p'an pages Incorpcratng changes wi'l bo pro- 
vided in upcoming amond. 

GUCWA.l t Goorg-a Power Co 80/03/21 Documom Control Branch (Document 
Conirol Desk) 2pp 44901 347-44961 340 


8804250013 Rov 5 to 91602-C. "Emorgoncy Dnls 8 Exorcises” 

OOCKHOLO.G Georgia Power Co 80/03/21 IBpp 45248 124-45246 141 

8804250082 Forwards Insp Ropis 50-424/88- 14 a SO 425/80-11 on 880222-26 8 notice 
of violaiion.Ctoncorr) expressed re impiomentai on ol security program that porm.ilod 
siiual on Nollco of violation williho'd (ret 10CFR2 790 8 73 2t). 

STOUR. J.P. Region 2. Olc ol the Oitocior, 88/03/30 HEAO.G F. Georgia Power Co 
3pp 45239 216-45239 218 

-9804250065 Partially Wiinhotd Pliyscal Security insp Ropis 50 424/88-14 8 50-425/ 
88-1 1 on 080222-26 Viotations noted Major areas inspociod mot ollociivono3s.secotiiy 
program 8 physical proloction Oola Is withheld (rel 10CKR2.790 8 73.21). 

TILIMAN.A . THOMPSON.O. MCGUIRE.O fl Rogcn 2. Ofo ol the Director 08/03/ 
28 tp 45239 218 45239 218, 

BB04070067 Fonvards 880210 cnlotcemcm contorenco summary re adequacy ol shift 
manning at plant to porlorm alternate tomolo siiuldown wh lo s mu'ianoousiy conduct- 
ing hto Tigbiing aclivilios.Lisi ol atlondoos also oncl. 

NELSON J. Region 2. Olc ol the D reclor 88/03/31 HEAO.G F Georgia Power Co 
t7pp 45022:046 45022:062 

880<t260033 Forwards Insp Rep! 50 424/88-16 on 888227 0326 No violat-ons or devi- 
ations noted. 

OnOWNLEE.V.L Region 2. Olc of the Director 88/04/12 HEAO.G F. Georgia Power 
Co 2pp 45254 162 45254:175 

-8604250034 Insp Repl 50 424/88-15 on 880227-0325 No v.Clalions or deviations 
noted Major areas inspoctoil plant oporelions. radiolcgcal 
controls.malnt.surveiilance.liro protection, security & quality programs. 

ROGQE.J F . BURGER C W . SINKULE.M V. Region 2. Ofc ol Fho Director. 88/04/11 
I2pp 45254 164-45254:175 

8804260095 Responds to violations noted in Insp Repl 50'424/8B-t3. Corrective 
acilons.hoallh physics stall mooh-'ig hold on 880224 to discuss events surrounding 
violation & requirements lor prr^or surveys after rosin transfers. 

GUCWA.L. T. Georgia Power Co 88/04/14 Document Control Branch (Document 
CcnlrolOosk) lipp 46237:114.45237:124 


BB04260I86 Forwards Insp Repl 50-424/88 16 on 880307-10 No viotal.ons or dovi- 
alions notod.Util atteniion lo unresolved item idenlitied in Insp invited. 
llEflO'T.A.R. Region 2. Olc ol the Dirocior. 68/04/15 IIBAD.Q.F, Georgia Power Co 
2pp 45254 250-45264 280 

-6804260190 Insp Repl 50424/88-16 on 08O3O7-tONo violations or deviations 
noted. Major areas inspected areas cl sale shutdown ol laci'ily w/limited stall In ovoni 
of mein conirol room lire & oquipmoni actuations. 

HUNT.M D. RUFF,A.8 . TAYLOR.PA. Region 2. Olc ol the Oircctor. 83/04/14 9pp 
45254;252-45254:260. 


8804260293 Forwards Rev 5 to Emergency Plan Implementing Ptocoduro 8t602-C.W/o 
end. 

GUCWA.t. T. Georgia Powar Co 88/04/16. Oocumonl Control Branch (Document 
Control Desk) 2pp. 45P6ao03-45260:004. 
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I. Financial Informal Ion 


B804270175 Fo'wa'ds 1987 annual f nanclal /opls (or Georgia Power Co & Soulhctn Co. 
GUCWA.L T. Georg'a Power Co. 88/04/18. OocumenI Control Branch (Oocun'.ertt 
Conitol Desk) 2pp. 4S260 109-46260 220. 

-8804270162 "Gooig a Power Co 1987 Anrtual R«pl.‘* 

SCHEn£R.fl W. Georg a Power Co. 87/12/31 45pp 45260:1 12-45260; 156 

-6B04270IB3 'Southern Co 1B87 Annual Rept." 

AOOISON.E L Southern Co B7/12/31 84pp. 46260 157-45260 220. 


J. inaurance & Indemnity Information 

0804010283 Subm-ts present levels & sources of insurance for plants, pet 
10CFR50 54M(4) 

GUCWA.I.T. Georgia Power Co 68/03/18. Document Conirol Branch (Document 
Control Oosk) 2pp 4505fl;095-45058;096 


K. Utility Final Solely Analyaia Reporl (F8AR) A amends 


8804200164 Advises that Wesilnghouso "Sonsitivlty Study & Safely Evaluation," submit- 
ted w/util 680129 application lor temporary oxcmpiion from compliance w/ 
lOCFFISO 46 may bo regarded as nonproprleiaty & leleasod lo POP 
GUCWA.L.T. Georgia Power Co. 88/04/ ti. Documeril Control Branch {Oocunront 
Control Desk), ip 45177 )B2-45177:t82 

8804200215 Forwards qualilicalion Into provided by Weslmghouse re ATWS mitjgaiion 
^s actuBlron clrcuiiiy sys being installed al facility 

GUCWA.L.T. Georgia Power Co 80/04/11. OocumerU Control Branch (Document 
ConliolDosk) 4pp 45177-249.45177:252 

8804210019 Forwards Rev 3 to inserv.'ce lasting program utilized lor Insorvice testing ol 

S & valves, for leview & approval Rev Incorporated changes in B7 1 027 Iti. 

A.L.T. Georgia Power Co. 86/04/13. Oocume/il Control Branch (Document 
Control Desk) 2pp 46238 293-45236 304 

-8304270220 Rev 3 10 Inseivico Test Program ISI P-008. "Summary of Changes." 

• Goorg'-a Power Co 88/04/13. 8pp 46238:297-46238:304. 

8804280281 Forwards updated listings ol oulsianding hcenslno requests for plant U:/ 
prepared to discuss & provide any addi inlo requ'red by NRCln reviow oi sdb) Issues 
GUCWA.L.T. Goorg-'a Power Co. 88/04/14. (jocumenl Control Branch (Docurent 
Conirol Desk) 3pp. 45253 037-45253 039 


08040B0098 Forwards Amend 36 lo FSAR. including changes io Section 17.1. "OA 
During Design 8 Consl.”per 10CFR50.55(I> Description ol changes end. 

RXE,P.D. Georgia Power Co. 80/03/30. Document Conirol Branch (Document Con- 
trol Desk) 2pp 45025 001-45028 031. 

-8804060100 Amend 35 lo FSAR for Vogtie Elecitic Generating Plant. 

* Georgia Power Co 68/03/30 1. 109pp. 45025:003-4S028:05l 


P. Operating license stage documenta & correspondence 

8803240426 Goneiic LIr 88-06 to all power roaclor llcenssos & applicants re removal o( 
organizalion charts Irom Tech Spec admlnlsiralivo control lequiremenls.Svc list end. 
WiHAGllA.F j. Associate Director for Projects (Post 87041 1). 88/03/22. CorvsolWated 
Edison Co of New York, inc 47pp. 44972 |07-44972;153, 

68033 TOOI9 Application lor amend to License NPF-88,revising Tech Spec 3.7.6 to add 
looinote efaiing that differenlial pressure requirement of Spec 4.7.6 e 3 may be 
waivod durir^ emergency HVAC lesling Fee paid. 

HEAD.G F Georgia Power Co. 80/03/23. Document Control Branch (Document Con- 
Util Desk). 9pp. 44053:244 44953:254. 

-6603310021 Proposed Tech Specs re control room omergenoy fillrehon sys. 

• Georgia Power Co. 89/03/23. 2pp 44953:253-44953:254 

8BD4010194 Summary ol 880318 meeting w/vtits In Rockviile.MO re Info that would be 
required in submiuel of amends to licenses A CP held by utils Aiiendeea list & view- 
grapiis encl. 

ADtUSAM.EG. Ptoieci Duectotate 11-1. S9/03/25. Ptolotl Oiioclorate 11-1. 25pp. 
44920:002 44920:m. 

8804070017 Porwa/ds addI info ro Generic Llr 83-28.lt0m 2 2.1 per NRC request. 
QUCWA,L-T. Georgia Power Co 88/03/28- Document Control Branch (OocumenI 
Conirol Desk). 4pp 46022 104-45022:107. 

8804080081 Forwards notice of consideraliOA of Issuance ol amend to License NPF-6B 
& oppOflunTy lot hoarirvg re 680204 requesl to chai\ 9 e Tech Spec 3.8.22 conoemlnB 
spr^ add live sys A bases 

HOPKINS.J.B Prolect Directorate 11-3. 88/03/29 HEAD.G F. Georgia Power Co- 2pp 
46019:004 45019 010. 

-8804010148 Notice ol consideration ol Issuance of amend to License NPF-68 & op- 
portunity for hearing Amend revises upper A lower vol limits lor sodium hydroxide so- 
lution In spray edd tivo lank 

HOOO.OS. Proiecl Oirectoralo 11-3. 68/03/29. 5pp 45019 006-45019,010. 

8604070322 Foiwards supplemental summary repi on OCROR showing Increase In 
human eng-neering discrepancies as determined by add! operator 8urvey8.per util 
680229 commitmeril 

GUCWA.L.T. Georgia Power Co. 88/03/31. Document Conirol Branch (Document 
Control Desk), 7pp 45048 288-45048.294. 

6804110053 Forwards environ proleciion plan issued on 8701 16 lor facility lor irtclusion 
as App B to OL. 

BA11EY.J.A Goorola Power Co 88/04/05. Document Control Branch (OocumenI Con- 
trotOesk) tp 45128:144-45128:159. 

-88041 10056 “Environ Protection Plan (Nonradiological).'* 

* Georg's Powor Co. 87/01/16. t6pp. 46128:145-45128-.15S. 

8604080088 Generic Ltr 88 07 lo power reactor licensees S applicants re modiUed en- 
forcemont policy concerning 10CFR60.48, "Environ Qualification ol Electrical Equip- 
ment Imporianl io Safely tor Nuclear Power Plants" Sve list end. 

MIRAGLIA.F J, Associate Director lor Projects (Posl 870411). 88/04/07 ConsolWatad 
Edison Co of New York. Ina. 49pp 451^:237-45164:285. 

6804130281 Ncliflcalion of 880427-29 meetings w/uiif In Waynesboro, GA lo discuss 
draft combined Tech Specs for planlDraft agenda end. 

HOPKINS, J.B. Project Directorela li-3. e8/(r4/07. CROCKER, LP. Project Directorate 
n-3. 4pp. 45103:146-46103:151. 

8804140220 Responds to util 880314 ltr Informing NRC of plans to seal S abandon Well 
807A.NRC conveys neither approval or disapproval re restoration of Wail 807A for site 
decommissioning 

HOPKINS,J.S. Projeci Directorale 11-3. 88/04/08. HEAD,Q.F. Georgia Power Ck). 2pp. 
45118.176-45118.177. 


8804220063 Advises that emend to Tech Spec 4.6.2, "ECCS Subsystems-Tavg Greater 
Than or Equal lo 350 F" necessary Changes consisting ol asterisk sletemonl io 
valves on encl example should be submitted. 

HOPKINS.JB. Project Directorate 11-3 08/04/16. HEAD.G. F. Georgia Power Co 4pp. 
45201 001 -45201.004 

8804220230 Fonwards Amend 4 lo License NPF-68 & safety evaluation Amend med- 
fies Tech Specs lo allow preoperatlonal positive pressure testing ol emergency HVAC 

hIopkiNS.J B Projeci Directorale 11-3 86/04/16, HEAD.G F. Georgia Power Co. 2pp 
45201:147-45201:150. 

-8804220233 Amend 4 to Licerxse NPF-68.mod.iying Tech Specs lo allow pioepoia 
iionat poslllve pressure lesling ol emergency HVAC sys. 

CROCKER.L Project Olreclorate 11-3. 88/04/16 7pp 45201.149-45201:155. 

-8804220236 Safety evaiuetlon supporting Amend 4 to License NPF-68. 

* Olilce of Nuclear Reactor Regufaiion. Director (Posl 870411). 88/04/16. 4pp 
45201:166-45201:159. 

8804280518 Advises that snalysla ol PTS contained in Amend 26 lo FSAR. sUbmilied 
w/860919 Itr.meets req^ulrements ol 10CFR50.61. ‘‘Ffacture Toughness Roqulremonis 
lor Protection Against PTS Events " 

HOPKINS.JB Project Oroctoraie 11-3 80/04/21. HEAD.G.F. Georgia Power Co Ip 
45205:040-45265:040. 

6804260472 Advises that reduced separation distances Ipr cable & raceway configure- 
t'ons may Involva wnrevlewed safety question because probability of occurronca ol 
matfuncvbn ol equipment Important to seloty may be increased. 

HOPKINS.J B Project Olreclorate 11-3 08/04/22, HEAD.G F. Georgia Powor Co 2pp 
45271:026-45271:627. 

8604290136 Requests rernitlance ol lee required for 680116 application lor examplion 
from schedular requirements ol IOCFR50.7l(e) re submHial ol rev to oiiginal FsAR. 
OIGGS,R.M. License Fee Management Branch. 88/04/25. CONWAY.R.E. Georgia 
power Co ip. 45322:183 45322:183. 


Q. Inspection reports. IE Builolins A correspondence 

8803290344 Forwards summary of 880119 mealing w/ulll al plant site ro SALP Repis 
SO-424/87-58 A 6O-425/67-40.eirala to app to SALP repls.lncorporatlng util response 
to comment on fire protection A viowgrapns used during presentation. 

GRACEJ.N. Region 2. Ofc ol the Director. 86/03/07. HcAO.Q.F. Georgia Power Co. 
40pp 44961:35r-44962;043. 

8803310302 Forwards request lor addi Info re util 880413.0513.0828, 870304 A 0904 
responses lo lE Bulletin 85-003, "Motor- Operated Valve Common Mods Failures 
Ourlim Plant Tiansionls Due to Improper Switch filings." 

HERClT.A R. Region 2. Ole ol Ihe Oitecior. 68/03/24. HEAO.Q.F. Georgia Power (^. 
3pp. 45001:001 -45001:003. 

8804060263 Ack receipt ot 880314 llr Inlorming NRC ot steps taken to correcl vlotallons 
noted In leap Rept 50-424/87-69. 

jULIAN.C a. Region 2, Ofc ol the Director. 88/03/25. HEAD.G.F. Georgia Power Co. 
Ip 45007:313 45007:313 

8803210090 Suppi 1 to NRC Info Notice 67-044, "Thimble Tube Thinning in Wesilng- 
house Reactors." Sve list oncl. 

fiOSSl.CE. Division ot Operational Events Assessment (Post 670411). 88/03/20 
Consottdalad Edison Co. ot New York, Inc. 121pp. 4499&:12B-44995.246 

8803220290 NRC Inlo Notice 68-010, "Malls Licensees:LacK of Mgt Controls Over Li- 
censed Pfogfams." Sve list end 

CUNNINGI-MM.R.E Division of Industrial A Medical Nuclear Safely (Post 870729). 06/ 
03/28. (Consolidated Edison Co ot New York, Inc. 106pp. 44995:247-44995 353. 

8804050360 Forwards Insp Ropl 50-424/88-07 on 660125-29 A notice ot deviation 
JULIAH.C.A. Region 2. Ole ot the Oiieclot. 88/03/30. HEAD.G F. Georgia Powor Co 
2pp. 45045:164-45045:184. 

-8804060388 Notice ol deviation from insp on 880126-29.Devlal1on noted: licensee 
emergency operating procedures tor natural circulation cooldown required operators 
lo use graph that was not salf-explanatory. 

JULIAM.C A Region 2. Ole ol the Director. 88/03/30. Ip, 45O45;ie6-45O45:l60. 


8504150188 Discusses 880315 meeting w/ul# la ptcposal lo iorm operating company to 
handle operation of subJ plants. Summaiy of meetiiSg issued se^ataly. 
AOENSAM.E.Q- Project Olrectorala II- (. 88/04/08. LONGX-B. Southern Oompany 
Services, Irto. 1 9pp. 45141:195-45141:203. 


-8804050371 Insp Rept 50-424/88-07 ori 880l26-29,Oevlation noted.Mato' areas 
jnspected:ilcensed operator training A emergency operating procedures. 

MO0Re.P.. SHyMLOCK.M. Region 2. Ofc of Ihe Direclor, 88/03/29. 18pp. 
45045:167 45045:184. 
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*804250082 foivvards Iftsp Ropts SO-424/88-14 6 50-485/Q8*l1 on S60222-2S & noiico 
«i uiniiition Concern expressed to imptomenlatiot* of socurily prearam that permitted 
o.Sn Notice ol violation wilhhold fret 10GFR2 780 & 73 21). 

STOUR J P Region 2, Ofc Ol ttio Director 88/03/30. MEAD.G F GoorgSa Power Co 
3pp 45239 715-45239 216 

-8804250005 Partiolly Withheld Physical Security Insp Ropts 60 424/88-14 & 50 425/ 
fia-ii on 880222-20 Violations note tl Major areas Inspected mot etleciivonoss.secuaty 
Dfooiam 8 physical protocllon.Oetails w.lhhold (rel 1OCFR2.7O0 & 73 21) 

TIUMANA THOMPSON.D . MCGUIRE.O R Reg on 2. Ole ol the Diroctor. 88/03/ 
28 Ip. 45239 218-46239 2IB. 


8804070067 Forwards 860210 onlorcomenl conteronce summary re adequacy ol shill 
mannli^g at plant to perform oltornato romoto shutdown wh-lo simultaneously condocl- 
iflo fiieTiQwIng activities List ol attendees also onci 

NtLSON.J. flogion 2, Ole ot the Diroclor. 88/03/31. HEAD.G.F. Georgia Power Co. 
1 7pp. 45622.040-45022:082. 


8804120027 AcK roceipl of 8803 10 lit Informing NRC ot stops taken to correct violations 
noted In insp Repls 50-424/06 -05 & 50.425/88 05 ^ 

HEfiOTAR Region 2. Ole ot Ihe Diroctor. 90/03/31. HEAD.G F. Goorg-a Power Co. 
2pp 45131:1 10-45131;1 11. 


8804120018 Ack receipt ol 890321 Itr Informing MRC of steps taken to correct violations 

noted In Insp Ropl 50 424/89.06. 

HERDT AR Region 2. Ole ol the OIroclor. 86/04/04 HEAD.G F Georgia Power Co 
2pp 45135 347-45135 340 


860401025$ NRC Into Nollco 88 011. ‘ Polent-ol Loss of Moior Control Cir &/or Switch- 
board Funcllon Due to Feully Tie Bolts.’* Sve list enci 

ROSSI C.E Division of Oporetional Events Assossmont (Posl 870411) 86/04/07. 
C<}flsolidaied Ed-son Co. ol Now York. Inc. 124pp. 46406'292.45407;061. 


8804130275 Responds to NRC Bullelirr 88-001, "Oolocis in Woslinghouse Circuit Break- 
ers." No Westinghouso Modols OS.206.DSL-206. OS.416.DSL.4 10 or 05-420 break- 
ers in Oats IE dtculia at Hatch 

GUCWA.L T. Georgia Power Co. 80/04/07. Document Control Branch (Document 
Control Desk) 5pp. 451 54;066.45 154:909. 


8804080370 NRC Info Notice 88 012. "Ovorgroaslng ol Electife Motor Bearings" Sve 

HOSS1.CE. Division ol Oporaiional Events Assossmont (Post 070411). 88/04/12. 
Conso'idaied Edison Co. of New York. Inc 123pp. 45165:028.451 65:150. 


8804250028 Ack receipt ol 800311 revlaod response to violations noted In Insp Rept 
50-424/87-57 & documents moeting w/util on 880325 re Violation 8 in Insp 
rept Violation occurrad as stotod in notice of violation. 

ofeSON.A F. Hoglon 2. Ole ol the OIroclor. 88/04/12, HEAD.G.F Georgia Power Co 
3pp 45251:1 17-45251:H9. 


8804250033 Forwards Insp Ropl G0-424/86-ie on a80227.0325.No violations or devi- 
ations noted 

BttOWNLEE.V.L. Region 2. Ofc ol Ihe Oireclor. 00/04/12. HEAD.G.F. Georgia Power 
Co 2pp 45264:162 45264:175. 


-8804250034 Insp Rept 50-424/80-16 on 090227-0325 NO violations or deviations 
noled Major areas inspected platM oporettorvs. radiological 

controls.mainl.surveill8nce.llra protection, security & quality programs. 

ROGGE.J F . BURQER.C W.. SINKULE.M V. Rogion 2. Ofc ol the Director. 88/04/11. 
12pp 45254.164-46254:176. 

5804250095 Responds lo violations noted In Insp Rept 60 424/89-13 Corrective 
actions health physics slalf meeting held on 680224 lo discuss events surrounding 
violation & requirements for proper surveys oiler resin Iranslers. 

GUCWA.L. T. Georgia Power Co. 88/04/14. Document Control Branch (Oocumenl 
Conlrel Desk) 11pp. 45237:114-45237:124. 


8804260188 Forwards Insp Ropl 60-424/88-16 on 860307-10No violations or devi- 
ations noted Util atteniion to unresolved item identitled in map Invliod 
HERDT,A fl. Region 2. Ole ol the Diroclor. 88/04/15. HEAD.G.F. Georgia Power Co 
2pp. 45254 250-45254-260. 


-8804280190 Insp Ropl 60 424/88-16 on 880307-10.No violations or dovlations 
noted Major areas inspected :area8 ol safe shutdown ot taokty w/Hmilod stall In event 
ol main control room fire & equipment ectusUons. 

HUNT.M D. RUFF,A B.. TAYLOR.P.A Region 2. Olo ol the Director. 88/04/14. fipp 
45254:252-45264:260. 


8804270236 Forwards response to NRC Hr re violations noted In Insp flepl 60-424/68- 
09.Correclive aciions iechnlcian Involved counseled & hydrogen Held leads labeled to 
Ideniity terminals lo which leads are to be conneoled. 

GUCWA.L.T. Georgia Power Co 88/04/18. Document Control Branch (Document 
Control Desk). 10pp. 45246:269-45245:278. 


R. Periodic operating reports & related correspondence 


8804040277 Addenda to annual ropl for 1 987, consisting of secondary side water chem- 
istry repLW;88032e Itr. 

OUCWA.L.T. Georgia Power Co. 87/12/31. 15pp. 44970:276-44670.290. 

8804250054 ’‘Annual Environ Operating Rept for 1907." W/8804I6 fir, 

GUCMfA.L.T. Georgia Povrer Co. 87/12/31. 13pp. 46239:194-46239:206 

5804040037 Forwards "ECCS Outage Oslo lor 1987." per Chapter l3.Socilon 
13.6 1.1. N of plant FSAR & NUREQ-0737.ltem ll-K.3.17. 

QUCWA.LT. Georgia Power Co. 88/03/28. Document Control Branch (Oocutreni 
Control Desk). Ip, 44970,054-44970:058 


-8804040039 ’’ECCS Outage Data Rept tor 1967." 

Georgia Power Co. 87/12/31. 4pp, 44970 055-44670.050 


88042^23^omhlyoger^in^ ropl tor Mar 1900.W/08O41S Itr 


45221:212. 


Georgia Power Co. 88703/31. 7pp. 45221:206- 


S. Reportable occurrences, LERa & related correspondence 

8804060012 Special repVon 6801 28, two motor-operated gale veives in RHR sys 
lei'ed.Caused by overheating ot motor operalora.Oasign change lor valves implement- 
ed to preclude pressure locking in Fuiure.Mod successful during valve tost. 
GUCWA,L.T. Georgia Power Co. 68/03/31. Document Conitol Branch (Document 
Control Desk) 7pp 45082 212-45092:218. 

880408006S LER 67-069 01 on 871l20.planl operated above max power tevol spociflod 
In OLCaused by nuclear instrumentation being allowed to indicate below calorimetric 
value.Pfoceduras revised A compular point Ul 118 validated W/880331 Itr. 

BURNS.W E , GUCWA,L T. Georgia Power Co 86/03/31. 8pp 45100 071-45100 076 

6604130117 LER 87-021-01;on 8 70501. control room Isolation in-baled by radiation moni 
tor loss of power .Caused by false signal from Monitor IRE-12116 due to failure of 
dale processing module (DPM).DPM repfaced.W/800407 Hr. 

BURNS.W.E,. GUCWA.L.T. Georgia Power Co. 88/04/07, 5pp. 45131 064-45131 066 

8604130120 LER 37 005 05.on S70406,conlro1 room ventilation Isolation signal 
experienced Caused by Introduction ol vollag© Iranslenis on 120-v ac vital supply 
whortaver safety lealures sequencer sys ra-energiTCd Component replaced W/e80407 
Hr. 

BURNS.W.E. GUCWA.L.T. Georgia Power Co 88/04/07. lipp 45142 201- 
45142:211. 

8804210277 Pan 21 A deficiency rapt re damage to emergency diesel generator jacket 
water HX during Dushing.lniliafly reported on 86091 7. HX repaired A installed in Unit 
2. Thermostatic veives being modified. 

RICE P.D. Georgia Power Co 88/04/14 Document Control Branch (Document Con- 
trol Desk).3pp 45235 257-45235:259, 


V. Operator Examinatloris 

86040S03GO Forwards Insp Rept 50-424/88 07 on 060125-29 A notice of deviailon. 
JUUAN.C.A. Region 2. Ofc ol the Director. 80/03/30. HEAD.G F. Georgia Power Co 
2pp. 46045.164-45045:184 

~68040S0371 Insp Rept 50-424/06-07 on 08012528 Osviation noted.Major areas 
In8pected.ilcen30d operator training A emergency opereiing procedures. 

MC>OflE.P. SHYMLOCK.M. Region 2. Ole ol the Diroctor 88/03/29 lepp 
46045:167-45045:104. 


DOCKET 50-426 ALVIN W. VOOTLE NUCLEAR PLANT, UNIT 2 


A. Apptfcalion/construction stage documenia A correspondence 


8803310 145 "Inservlce Test Program *’ 

* Georgia Power Co. 80/03/02. 160pp. 44965:119-44906:043 

8603240426 Generic Lir 68-06 to alt power reactor licensees A applicants re romoval of 
orgarvbatlon charts from Tech Spec administrative control requIremenis.Svc list encl. 
MIRAQLIA.F J. Associate Director for Projects (Post 870411) 68/03/22. ConsolWaled 
EdisonCo. Of New York. Inc. 47pp. 44871 107-44972; 163 


8604010194 Summary ol 880318 mooting w/utils In flockv.lle.MO re Info that would be 
required In submilfal ot amends to licenses A CP held by utils Attendees list A view- 
graphs encl. 

ADInSAM.E.G. Project Diiectoiale 11-1. 88/03/25. Project Olreclorato 11-1. 25pp. 
44920:082-44920 J(>6. 

S6O4O4006S Forwards Inservico test program ol pumps A valves lor review A 
approva1,psr SER Conlirmatoiy Itam 13. 

BAILEY,/ A Georgia Power Co 66/03/26. Document ConVol Branch (Documenf Con- 
trol Desk). 3pp. 4^20:320-45020 322. 

68040700 17 Forwards addi Into ro Generic Ltr 83-29, Hem 2 2. 1 per NRC request. 
aUCWA,L T. Georgia Power Co. 08/03/28. Document Control Branch (Oocumenl 
Control Desk) 4pp 45022: 104 -46022; 107. 

68041102 16 Surnmaty of 680322 meeting w/ulil In RockvilIe.MO to discuss 6801 16 dralt 
Tech Specs.Attendee list encl. 

HOPKINS.J.8 Protecl Directoraie 11-3. 80/04/04. Project Direclorale 11-3. 3pp, 
4507S; 1 B5-46078. 1 86 . 


8804110053 Forwards environ proleotlon plan Issued on 670116 for facility lor Inclusion 

Ba{l^,J.A. Georgia Power Cto. 68/04/05. Documant Control Branch (Document Con- 
trol Desk). Ip. 45120:144-45128:159. 

-8804110056 ’’Environ Protection Plan (Nonradiologlcal)." 

• Georgia Power Co. 87/01/16. 16pp 45128:145 45128:169. 

8804060088 Generic Lh 80-07 to power reactor licensees A eppHcanls re modified en- 
forcemont policy concerning 1OCFR6O.40. "Environ Oualiticatlon of Electrical Equip- 
ment Important lo Safety for Nuclear Povrer Plants.'’ Svo llsi end 
MIBAQLIA,F.J. Associate Director for Projects (Post 870411). 03/04/07 ConsoWaiad 
Edisori Co. ol New York, Iik. 49pp. 45164:237-46184:285. 

6804130276 Forwards request for addl Info re spent fuel pool storage In order to com- 
plete ravlevr.lnlo on occupational radiation exposure radwastes, accident 
analyse s.poieniiat releases of radioactive malls should be provided. 

HOPKINS.J.B. Pro eel Directorate 11-3. 89/04/07. HEAD.G.F. Georgia Povrer Co. 7pp. 
46101:231-46101:237. 


8804130281 Notification of 880427-29 meetings w/utll In Waynesboro.GA lo discuss 
draft combined Tech Specs for planLOratt agenda encl. 

HOPKINS.J.B. Projecl Dtrecforate 11-3. 66/04/07. CROCKER.UP. Project Dirodoiaie 
11-3. 4pp. 45103:146-46103:161, 


8804160186 Discusses 980316 moeting w/util re proposal to form operating company to 
handte operation of subj plants. Summary ol meeling Issued separalely. 
ADENSAM.E.Q. Project Directorate H-1, 80/04/00. LONQ.LB Southern Company 
Servicea, Ino. 19pp. 45141:165-46141:203. 



88042SO28I Fofwa/ds updated listings of oulsiandiog ticensino requests for pffinl Uhl 
prepared to discuss S pro-nds any addi info requitec by NFIC in review of svb| issues 
GUCWA.lt. Georgia Power Co 88/04/14 Documeni Control Branch (Docomeni 
Convol Desk) 3pp 45253 037^5253 039. 

8804370065 Forwards plant readiness review program review schedule & Identification 
of technical reviowers responsibifUies re Module 17/10 concerning electrical raceways 
& Supports per agreement reached on 880 1 ?S w/trbl. 

BEyES.L A Otvislon ol Reactor Projects • I/ll (Post 87a4tl) 68/04/M. lAINAS.G.C 
Assistant Oirecior for Region II Reactors GlQSON.A F. NflC • No Delailod Affiliation 
Given. Ip 45241 203-45241:203 

6804280074 Notificahon of 880504 meehng w/uhl In Rockville, MO 10 discuss status of 
laoiity 

HOPK1NS.J 0 Prqjecl Oireclorale 11-3. 88/04/19. MATTHEWS.O 0. Project Direciotate 
n-3. 3pp 45276 0^5276 098. 

8804380516 Advises that analysis el PTS contained in Amend 25 to FSAR, suhmlited 
w/660918 itr.meets requtrerrxmls of tOCFRSO 6t. "Fracture Toughness Requirotnenls 
for Piotecbon Against PTS Events." 

HOPKINS.JO Project Oirecloiale II 3 88/04/21, HEAO.G F. Georgia Powor Co ip. 
45265:040-45265 040 

8804280472 Advises that reduced separation distances for cable & raceway configura- 
tions may involve unreviewed safety question because probebihty ol occurrence ol 
maltuncbon ol equipment important to safety may be increased 
HOPKINS.J B Project Directorate t|.3, 88/04/2?. HEAO.G F. Georgia Power Co 2 dp 
45271 026-45271 027. 


I. Financial Information 


68042701 75 Forwards 1967 annual financial repis lor Georgia Power Co & SourhernC' 
GUCWA.l t. Georgia Powor Co 89/04/10 Docurnoni Conlrol Branch (Doaiiv' 
Control Desk). 2pp. 45260. 109-45260;220. 

-8804270182 "Georgia Power Co 1887 Annual Hepl ” 

SCHEREn.R.W Georgia Power Co, 87/12/31 45pp 46260:1 12-46280.156 

-8804270163 "Soulhern Co 1937 Annual Ropl " 

AOOlSW,e.L Southern Co 67/12/31. 64pp. 46260:157.45260 220 


K. Utility Final Safety Analyals Report (FSAR) & amenda 

8804060098 Forwards Amend 35 to FSAR.Includlnn changes lo Section 17 1 qj 
D uring Design 8 Consl." per I0CFR5O 55(f).Oo8CnpTion of changes end 
RICE.P.O Georgia Powor Co S8/03/30. Document Control Orench (Docuirev Cor- 
Irol Desk). 2pp 45025 001-45028 031. 

—8804060100 Amend 35 lo FSAR lor Vogtls Electric Generating Monl. 

‘ Georgia Power Co 88/03/30. 1.109pp. 45025;003-45023;03l. 


O. Inspection reports, IE Bultatins ft correspondence 


E. NRC Safely Evaluation Report (SER), suppis ft correspondence 

8804040065 Forwards inserwee tesi progiam ol pumps S valves for review & 
approval.per SER Coofirmaiory Item 13 

8AIIEV.JA Georgia Power Co. 88/03/25. Document Control Branch (Document (Po- 
irot Desk). 3pp. 45020320-45020 322, 


f. Security, medical, emergency ft fire protection plant 


8803290344 Forwards summary of 880119 meoflng vv/ulll al plant sile re SALP Rep!! 
50-424/87-58 ft 50-425/87-40.orrata lo app lo SALP fepl8.tncorporaiing util respocse 
to comment on lira proloctlon S viowgraphs used during pfosontaflon 
GRACE.J.N. Region 2. Ofc ol the Diroclor. BS/03/07. HEAO.G F. Goorgia Pow<>i Co 
40pp. 44961;35l-44962.043 ^ 

86032M326 Forwards insp RepI 50-426/B8-I4 on 680216-19 No violafons or dev 
ations nolod. 

JULIAN.C.A Reg'on 2. Ofc of the Diroclor. 86/03/08. HEAD.Q.F Goorqla Power Co 
2pp. 44975:222-44975:231. 


8803290340 Page 24 ol 28 to Rev 12 lo Procedure VEGP 91002-C "Checkliel 4-Evonl 
Notificabon Worksheet " 

• Georgia Power Co flS/03/04. 2pp 44945 104 44345:105 

a' P'ahi s'le 'S SALP Repis 
50-424/87-58 & 5O-425/87-40.eriala 10 epp lo SALP repts, incorporating uM resporvse 

ia Power Co 


prelection & vfewgraphs used duriog preser^tatlon 
GHACE.J N Region 2. Ofc ol the Director 88/03/07. HEADG F Georoi, 
40pp. 44961:351-44962 043 " 


map 

124 


**ReS^™S"'^ ln.plemenyng Procedure 9t204-C. "Emergency 

• Georgia Power Co 88/03/06 54pp 44969 119 44969 172 

2RHF-023-001 re secunty sys design deliclen- 
readiness review program Finding more generic than Initial- 
Fonduciedfo Idealily problem areas 

te, ?, <="■ 

“oiSwiwiS sssiSMTa?"* ■"“‘“'ll- 

pl«n.incorporaiiog organizalionel changes 

-8803300018 Rev 10 to emergency plan W/one oveisize m 
Georgia Power Co 88/03/15 300pp 44952 323.44953; 

ter * '“o'"***' 

“'“I'® "““.OP- Pox. 

cj^Response Orgamiatton - ft Rev 12 to 91002^C. "Emergency NMttoatioJrs "^w" 
GUeWAUT. Georgia Power Co 88/03/16. 64pp 44976:344 44979 047. 

^?^ro73^2^T*??MjftovS>^ ^ contingency plan Revs withheld {rei 

incorporeting changes will ba p'ro 

fpMM»>"Ss3»i{S “ “'«I'30. He»0.0 F Geo.#, Po«„ Co 

“!*P “ IK'M l. « 50 ,!5/ 

lo IMSOMSaM: ““““‘“I 8„<,3. 

^^BCCWHOIO^ '‘EhWfflsncy Dnils ft Emdses." 

BOCKHOIO.O Georgia Power Co. 8^03/21. lepp. 45248:124-45248:141 


-8803290330 Insp RepI 50-426/88-14 on 88O219.17 N0 violations or deviasorj 
noted.M8|or areas inspecled.ln-depih QA review ol civil (concroto & protective coe* 
Ingt work ecliviiles 

WRIGHT.R.W,, BEliSLE.GA, Region 2, Ofc ol the Diroclor 88/03/04 6pp 
44975:224-44975:231. 


8803310302 Forwards request lor eddi Info ro util 860413.0513.0828, 870304 & 09W 
msponses lo IE Bulletin 05-003. "Motor- Operated Valve Common Modo Faikiies 
Durlrw Plant Transients Due lo Improper Switch Sellings " 

HERDT.A,R Region 2. Ole of the Oirecior. 08/03/24 HEAO.G F. Gooroa Power Cc 
3pp 4500l;00 1-45001:003 

8804060283 Forwards Insp RepI 50-425/88-13 on 880229-0304 No violations or devi 
ations nolod. 

JULIAN.C.A Region 2. Ole ol the Diroclor. 88/03/26. IIEAD.G F. Georg a Power Co 
2pp. 45034:09 1-45034;100. 

-8804060288 Insp RepI 60-425/88- J 3 on B80329-O304.No violations rutted Ma/or 
areas ln8pected;eloclrical work activities 

^ Region 2, Ole ol Iho Diroclor. 80/03/22 8pp 


•Tvujfiuuvu ouppi I 10 IVMO into rvotree 87-044, 


iueju iriiiiniriy 




house Reactors '• Sve list end 
ROSSI C E CWvielon ol Operational Evenis Assesamont (Post 870411) 88/03/21 
Consohdated Edison Co. of New Vork, Inc I2lpp. 44986:126-44995 246 


inmcf imo Nonce 88-010, 


naans Licensees. Lack 01 Mgi Controls uver i 

Censed Programs " Sve list end. 

nViHo ^ Division of Industrial & Modical Nudoar Safety (Post 870729) 88 
03/28. Consolidated Edison Co of New York. Inc. I08pp. 44905 247-44995 353 


8804060293 Forwards Insp Ropt 50-42S/B8-I5 on 880307-llNo wWafions d dew- 
aiiDn9 noted. 

2pp” 4503^1 6 * 4 5034 16? Orreclor 88/03/28, HEAO.G F, Georgs Power Co 


-BB0406Q29B map Rept 60-426/88-16 on 680307-11 No violations nolod Madr arct 
* roadlooBS rovlew.Modolo 03A.Phaso 1. 

4^4 2, Olo ol Ibe Director. 68/03/29, 6pp 45034 fK 


0‘ security program thal permiu 
violation withhold (rot IOCFfl2,790 & 73 211 
3pg 452!j9:2?|.®46539iie Director, 88/03/30. HEAO.G F. Georg a Power C 

tt^nn ’’'’r'ftl S'^curdy Insp Rente 60-424/88-14 & 50 42! 

otoofam aroas Inepocied mat elleciiveness.secun 

protocllon.DetallB withheld (ref 10CFR2 700 & 73 21) 

a irSHistejS. Wo” T OK ol w oV«.« 8S«( 

®*HEHm A on 800222-26 & notice 01 violauon 

2pp^45'l2'gil0^5^|’28'n^ Ofreefor. flS/05/31, HEAO.G.F Goorgis Power C 

Ifom Insp on 8a022a-25.V(oIatlon noted: three cab 
wSJTlttachnleV^ supports welded on w/o Held change request 

HERDT.A R. Region 2. Ofc ol the Dlroctot 88/03/31, 2pp. 46128:1 12-45128:1 13 


DOCKETED ITEMS 171 


.00040002/0 (ti'.p Hf'i'l ;>i) 4r"i/n(i HI iMi Vhiliiliiitift tuUi'ilMxlnr 

ii$|>Ui Ui:l I'lv: ti.( III vyiiiK uIimiiv.iI-iiii A mi let iiii;i-wavs A lll••lmll)llll(|||lllll |:n)cii 
(luin mviow A wrik llh■■<lll/lllll)■l lia lll■ll(llllllllll i iilili' 

IIUS-l.Mlt. ( ■< INI t >.‘J. I I fill 1)1 It III llwivliv «(.•() It -I' 

•Hill'll I 111 

0804170027 Ai K fi'i «iii»l nl IIHd'lll) III NIU. nl i.lii|)*i InKi'ii Id ri:H(ii;l viOlnlHinii 

roloil in lnsi> llii|>ls '■() li'i A 'ill -l/'iAl!) i)'> 

HF.MDI .AM IliiD-nii Oli: ol Ihii IIii.h Uh mi/U'l/.M Mt AIHi I |>owiir Cn 

2(iii .i‘ii;n 1 1(1 4 ‘iI:m in 

0804120104 I cuw.iiils lii'.it Mi'jil '.ll nl nn lUiilliM- I'l A noliiii nl vi;ilnt:o>i 

MLHlir.AM I1(i(|imi (Hi: nl dm IHi'i.Uit III1/U4/II-1 Ml At),(il ('.<• 111 ,] u I'owiii Cci 

?p)i -i;il2;>lH>H 4M22(1/1i 

"8804120100 Null; n nl vldlal nii Ixiiii lir.li iiii lUIDHM- 1’> V.nliili<iii luituil ASMI: Cliihi) 1 
Wi.'iil ^•I?(ll ().MJ W!)(I Iii-.jiri IniJ A ma l■()IlllJ l>ji h.iiifiiiii rifitUiini-it m/iV l.iti'o nVwi 
niihiU iikI r.iilinii I I'l' !■ >'■ Iniuilli 1 niilriiiy Ui llll|llllllfl■l■lll<l 
ItCUnr.AM Hnnicn;’. mr nldmllmilnc 4M:’;' i!(.(j 0111 

-0804120110 lii'.p I1n|)t M»4;>^/lm(11 Dll lino 1(11 I'l Vinl.iliiMi-i cialinl Miijoi iiiiiim 
insiiiicicil siildly ii'liili’il p[iiiiii wiililiiii:iil'i A 1 iiitipiti mills A r,np|:D!tii IrtlirTiilnO (« 
ASML r.oilu.Sdi;liDii Ml. ('I.n;. 1 A I’ 

KlinCM.MW I 111! Ill 11 1 Ole 111 dill 1).i I nil II Hll/ll.»/24 Ilipp 4'i122 Oil;* -1M22 07(1 

e0040l02&0 NIu; Inln Nnlini nil 01 1, "Piilniiliiil (iiMi nl Mntn.' Ciiniioi (.ti A/oi Sw.lcli- 
Uofliil l'iii)(:li:)ii linn In I iiiillv Im lln!1*i " Sve lt>l mu. I 

nOSiil.O-l: tl.v-Siin nl niiiiiilllnniil I vi’iilii AiaimiMiinnt (I’lc.l 11/01 II) 1111/01/0/ 
(^onsdliiliiluil I ili'ii'ii (a) nl Nnw Yolk. Iiii' lIMpp I'llOO 21i;' il'iio/ o!j 1 

8004130278 nDsnniiilH In NIK. tlnrnlln 11(1 001. ' DdIiii Ii. In Wn-iilni)liDn'.>ii (;in ml (Irnnk 

(iiH " Nl) VVmillniflid MiiitnI-i Mli I’OO.DM I'OO. MS 4 Ki.lKil 1 Hi <11 llli 420 lit(‘ilk- 

uiR III (^odO II (iii:n4'i nl llnli I) 

GUdWA.I I (.iiiniijiii I’owi-r ( n (111/04/0/. lim.ninmil (-niilrnl lliiinilt (Dociiniunl 
COOlrnl l)d(.k) li|ip 4‘. i;i4 oof) 4MS4 Oii!l 

6804060370 NIK'. Inin Nnlini (III 012. "< >viii||r<i.i'..nit nl I Ini. Inc Mnlnt lliiinliin'i." Svi 
I Si uiii:l 

DOSSI.G r (kvisinii ol Oju-i.ilininil t vnnln A'i*.i>'i'.'nnnl (I'nM M/OIII) IIII/04/I2. 
CO'iSOliilllUul 1 :iIm)ii Cl) nl Nnw Ynlh. loi: I2.lp|> 4‘il(i!>02(l I'lllili I!i0 

8004200540 llii!.pniiils In v:nlnlli»is nnli'il In Insp llnpl !■() 425/(111 ()/. (.'u'li'clivn 
tlclionr. InrliiiKail rnvilivv 1 iiniUii.li'il on all 1 ninplnli'il liii)(i )i;)liinlliil liinl ilni ninonliili;in 
(lackniips 

ni(;(;.P() (iij(iii|ii1 I’nwnr (a) (1(1/04/ I4 I (iii nnimil Cnnlinl lltiini:li (l)r:i:ninniU (roll- 
iioiOii'.k) 2pp 4')2:i;iOi/ 4*)2:iM)iii 

8804200057 I niwnrilii I^^J> MrpI Ml 42!>/llll 1(1 nn Illl()a2(l 11 Nn vii>laliun-i or ilnvl- 
• 1 I 1011 S noli III 

MlillUT.AM Mniinii 2. (Ill III dm Drill liir 11(1/04/1(1 III A().(1 1 (inoiiini I’uwnr Cii 
2|ip 452411 Old 4;i24ll O'l'i 

"6804260000 Insp llnpl (>0 125/(10 1(1 nn IIHI)'I2II :i I Nn v>nliiliiiiis nr iIdvIiiIiiiiiu 
nuloil Mn|ni iirnns in‘i|ini'lfil piiii)pniiilii>tiiil lnslinii.-iirlniliii|| ln?a prniauliiin loviow A 
wiliiuhHin:) 

S2(;<'1;PAnII.(:.A . .lAI’l .r llnjjlmi 2. Ole 1)1 dm (linii lni 1111/04/14 'ipn 4!)24(l Ofil- 
402411 (H.!) 


9. Rcpoilnlilo occiirroiicos, Llilln A rotntod corros|ioii(loiice 

0804210277 I’a'I 21 A ilnln; mu y ii>j)| rn iliiinni)n In iiniiirnniiity ifinM-l ijnnniiilni jiickol 
walpt MX i]aiiii|| llll^llln)) InlliaS/ ll•Jlnlllu1 nn IKiDII I / I IX ri'piii'n:l A iiislnl iul in (liiil 
2.TI-.oiiiin;,inl r. viilvns hiiiiui ninililiiiil 

RK'li.l’.O. Onnig-a I’nwi'f Cn (111/04/14 Dm nninnl Cniilrnl lliaiK lI (Doi’iininiil Con 
irol Ooak), ripp 4!)2:if) 2''i/.4'.2.l!. 2011 

08042 1020 1 liilniitii ilnlii iniiey inpi rii rnnlrnl innni nsfinnlliil IIVA(r iiyii In dally inpoil- 
oU on ()70P)4 Adid i Dni.rin ilttlniiiiliu^l >ti hit tiu.arfin l tn tUn-vin 

C(ilci3u(ion Ciiiriielivn ni.l'iin MoyiniiJ ral: nlnlmn inviiiw invnlvnn ln(|l<; iiuiil 
IdOli.P 1) (iiintgiii Pnwi'/ Cn. li(l/()4/l4 [1n::niiii‘iil Cnnlinl llniiiil) (Doiaiinniil (ren- 
(fOlOnsk) 2pp 452:il HIl-4r.2.l| 14‘l 


DOCKET &0-433 UNIV. OP CALIPOHNIA AT 8ANTA DAIIDAnA ntSEAnCM 

reactor 


P. OpcrallriQ iiconso etnQO (laciiinonta A corroapaiiiloiicd 

8803260184 Inlnims ol rnlni.ii(-nn nl NMH In Iliu.kvilln.MD ( llliLial nmilniJ inliMoos Ol/I 
fOfnninfi ai'imn A prnjrii:t iiiiiiiiinnin hnvn nnw liii iifinii'.i A plionn iiiiniNiiiii.r.H H/iLtinnl!] 
Sill lend iirojncl mannoni Inr InrilUy A A Ailniii'i will snrvn as 1iai:ku|) 
nURPN.SrLlN.l .tt !i(nn:lard-/iili(in A Nnn.l'nwnf riniii'.lnr l’<(),(ti;l Dlioctnrntn. (111/03/ 
HI Allilinlion Mill Assmimil djip 440:. (1 322 44 11 Mi ;i24 


O- Inspocllon loporlit, IE Dullollns A cotraspoiidonco 

6604000100 liifoinio (Iml irilo prnviilud m riiapniiMi In NHC lliillnliii (J/.OOI bong inioil 
I0 doloimni) (ixlgnl ot Inilijody |)ailic:i|ml nil A iiiipiniiioniflikiii ul i;roBiori/colf<»S.On 
(Monrnms & to nbian dilia nn (iUmhi/ihI p<|iii wall diiMnnij 
NtnSCR.V I’folucl l).fci;tiirnto 1 3 0(1/03/311 IIAHHISON.H J I'nli'iu Smvico Co ol 
Now lloirpHlii/o 3pp 451110 201.4501(12(13 


docket 3TN-60-437 PUOATINQ NUCLEAR PLANT 


A Appiicnilon/conislruGtlon slngo dociimontB A coffo»pomlenco 

6803240420 (lonoiic l.tf 00 00 tn nil powor fcaclof lleoriBi'Ou A npi>li(rnril6 ro romovnl ol 
cliarla (fom 1 och Spot ailiiMiilsUalivo condnl loriniiomonls Svc I si onci 
MIUAOLIA.P j Attsociaio Diiocior lor I'fo.fcm (I’oiil 0/041 1) bn/03/?2. Coiisolklalod 
ta.sonCo ol Now York. Ino 4/pp 44(I7<' 107 440/2.153 


00040000QO (inonne Lli (Ml 0/ lo uown> rooclor liconsQus A npp'icnnia lO mail Cud on- 
lorcninnni policy iroiicnmno 10011150 40. •Eavron (Jim'il.calioii ol EUicInc.al Pr.up 
IV.VI1I lirporifinl lo Snioly toi Nuclear Powr.i Plains ■' Swo 1 8l enrl. 

MflAOLlA.r .f. A'jSncLiio D.reclni lor Projncia (Posi 0/041 1) 00/04/0/ (.‘DiiaoVInUnl 
(alisoti Co ol Nnw Yo;s. Inc 4<))ip 45104 237 15104 20G. 


Q. Inspocllon reports, IE Oullotins A corioaponrlencQ 

0003210000 Siippl I 10 NHC inlo Nolen 07.014. "Iiil;ntiio Cnhu T(iin;iino In VVosIng- 
limiso Hnaciors " Sve list oncl. 

MOSSI.C.E Olv.obn ol Opiiradunal Evonia Aasiissmcnl (I’osi 070iH) (10/03/20 
Consoliiloluil Edison (;o ol Now Ynik. Inc 12lp|i 11005 120 41 095 ?46 

0003220290 NltC Into Nnllrn 110 010. "Mnlls lleosKf-Os Lack nl Mgl (ror’lro'n Over Li 
rariaisl Prennims " Sve l).si out I 

CUNNlNCillAM.M I: Division Ol Inilnsinal A Medical Nucloai Siiloiy (Posi (1/0 /2‘J) 00/ 
03/2(1 Consnlidmeil EUsonCo ol Now Yo.'k. Inc lOOpp 11005 217 44005 353 

0004010260 Nile Inin Nolico 00 01 1. ‘PnloiK ol loss ol Motor Coniro' Ctr A/nr Switch 
lioard ( uiicilnn Duo lo Pnulty Tin Oolift " Svi; tiat one! 

HOSSl.C E Division ol Opnralional Evontn Assosamenl (I’osi O/Oill) 00/01/07 
Cnnso'iilotuil Edison Co ol Now York Inc I24pii 15100 202 15107 051 

0801000370 NHC Into Nolico 00 012, "Overginnslng ol Electric Molcr Ueadims " Sve 
liSl end 

HOSSl.CE Division ot Oimralianni Evonis Assnar.iiioni (Posi li/Onn) 00/01/12 
Ccnso'iilotud Edison Co (i( Now York. Inc, l?3pp 45105 020 15105 150 


DOCKET 60-430 BELLEEONTE NUCLEAR PLANT, UNIT I 


A. Applicnilon/consiriictlon etogo docunionU A coirospondonco 


0003240428 Ooncnc l.lr 011-00 In hit power roacloi licnnsnes A nf)|;l cants to lOinaval nl 
iirnitniiaiion chads Irom Tor.h Spur nilinii'isirniivo conliol rociuiunmnls Sve I si or.cl 
MlltAfiliA.r .J. ARsaciniu 0 rector lor Prnjocla (Post 07041 1). 00/03/22 Consolidnieil 
(;ilf.o.nCo ol Nnw Yoik. Inc 47|lji 44072 l07-44(>72 153. 

0804070100 I'crwiirds IVA enifiloyuq co-nCO'iiH task ntonp S'JbcalOOciy roplB 
lUISSlil.l .1 H Tunnussiin Vn'Iny Aiillioiily. 00/(13/20 Docun'oril (Tonltol Urnneh 
(Doci.nuiiK Control Desk) 5p|) 45022 145 15024 25/ 

"0004070203 Rev 3 lo Employno Concerns Spocinl Pioniam Subcoioaoty Eng rineruin 
Muni 25000. ■■(av.l/Sducliii.il Dosinn (21500) A P-pO Wtv|i Moslrnlnl Oosinn (22/00). ' 
(ILNKr:nT,.l W leniinssonVnlloyAutlioiily 00/03/21 OOpp 45022:150 45022 230 

"0004070224 Hnv 0 tn Eniployou Concorns Special (’rojimm S(ilicaiO()Uiy llepi U02()0. 
■'Insp ■■ 

KI:N/li;.L C) (iinniisson Va'Ioy Aiiinonly 00/03/10 l.52pp 4502? 335 4'j0?3- IPO 

■•0004070234 Hnv 0 to Einiilnyun Coiicurna Stioclal Prop'nm SiibcaleiJOiy nu|)l 00400. 
' Nniirnriliinnipirn Cnnlinl A (ruitocll/o AcHnii " 

MAI vniSO.N.H 1) liiniuiRsnu Villuy Audiaiily 011/03/14 4nlpp 45023 12/ 
45024 2(,7 

0004000172 Corwiinlu SSEH NDHE0.1231 in DAW Uwnurs Orrii.p pinni runnaessmeril 
prijnram.Overnll uvn'iuillon ramains lavo.'nblo Addl iir,p.'ovoiiioiii In area of Intng'iiiud 
coniru! sya/ noii-nnduar inslnime.slalion ays rovicw posvlilii.W/o unr.l. 
CHUTCHI-IEIO.O Division o( (loader f'ro.ecio • dl.lV.V A Spucinl Pio;nr,t8 {I’osi 
0/0411) (10/03/31 WILGUS.WS Dnbcock A Wi'iinx 0(>arnl'inj I’lanis Ownnig (Iro-.p 
/p;i 450/n in I -45070 1117 

8004070067 rniwn'dfl lisiinn o( oieployou concern n-jii'.t)ur& ghown on uiil dalo bnso ns 
NHC lusponn bkily for ovnliiaiinn ml i;‘.c'uilnd In 081231 autim unl ilo()-iesi& iicK ol ro 
afiunailiilily 

HUSSEI L.J H. Tennnbsoo Va'Iny AuUionly 00/04/01 Dm usicnl Conirol Uiancli 
iDociitnenl Control Dusk) /pp 450/5 030 45075 042, 

0004000080 ()i;nuiic l.lr (III 0/ in jiownr roaclui licanauus A nppicariis lu mnill uil nti- 
loiceiniini (Kilii'y conceininy I0CFM50.4<), "Environ Oiia'ilicalion <■( Eiuclncal Ignp 
inenl Impoiiaiil to Saioly (or Nncluni Power I’ianis" Sve I si nntl. 

MIIIA(iLIA,l-.J Assoilaiu Dirucio-' lor Projocls (Post (1/041 1) uU/0-1/0/. Consol-daicd 
I'dsonCo 0( Now York. Ini; 4(Jpp 45i()4:?3/-451(14 ?05 

0804210066 roiwonla riispoiisn 10 (iiiesbona ■■■ Seciiuti IV ol (ler.cric I d 80 05, 'lii'iilii- 
rnoiilalion 0l TMI Acl:on Hum 11X3.5. ‘Aiiliiinalic Trip o( llnaclor Coo'ant I’ti'nps ■ ' 
Dpiladi lo ndl proviouR siiUm liala also niicl 

(illlDLEY.I) Tiiiiriiiasou Val ny Aull'uiily 0(1/04/13 ncciiiner)l Conirol (Irani ti (Dci ii 
mom Control Desk) IDp)) 4525/ 185 4525/ 1113 


F. Sociiiily, modicnl, nmorgoncy A liro proloctlon plans 


0804100257 I'oiwanls Hnv 14 lo seci-nly poisonscl Irnr'irig A quallicaiion plan (lev 
widiliuld 

Gill DUE Y.l LI. TenriosRui) Valoy Audiunly 80/(M/l4 DaciiniuiU Cotiuol IJinncli 
(Docuinnni Control Dosk) 2|i(). 45105.330 45105330 

0004220260 RuvlRud ornorgency plan lrii|)1oiiienii-‘'(j procoduros.includini) II ov 0 lo 
CECC Ef’IP'l. ’■(•merpoiity Duly Od-cnr Proceiluio (or Nouiicaiion ol Urnisuui 
(rvOiif.A(orl,.Si1o ArOii (;morgoticy A Oenoral Gmergoncy. ’ W/flff34?0 Itr 
GI1IDLEY.HL Tnnnusano Volley Aulbonly 00/04/20 400pp 45229300-45230.322. 


O. Inspection raports, IE Oulletins A coirospondonco 


0803200368 Forwards liisp RopIS 50 25O/O7.:t0.6O.2bO/n7-3O.5O-2O()/O7.3O 50 32// 
(17-60,60 320/87.06,60 300/07- 10.50-39 1/87. 18. 50-436/07-00 A 50-439/(17-00 on 
071005-10 A nniico ol violation 

DARR.K P Rotjlon 2, 01c Ol dio O-rocior. 80/03/00 WHITE.SA. Tqnr-ossfO VoMoy 
Autliority. 3pp 44075 105-44076 208 



172 DOCKETED ITEMS 


-86Q32M3M Node® ol viotawn (tom lASp on 671005-18 Violations noted: inadeq'jaie 
«3M o< nucleai efiyneoflog training 6 records. meHectwe lotiowup on audit imd ngs & 

B8ra« spg -49ii,«a...«5™ 

-6803290393 Insp Repts 50-?59/87-38.5O-260/87-38.6O 295/87-3e M 327/87-68.50- 
32a/67-68.5O-^/07-l8.5O-391/87-l6. 50-438/87-Oa & 50-439/674)8 Violations 
noted Major afeds inapecied aJioflaOoAs S t*ceA$6e acton on Idantvv^ 

WAiTON^G K Region 2. Ole w the Director 68/03/09 8pp 44975 201-44875 200 

8304010110 forwards insp Repis 50-438/87-10 8 50-439/67-10 on 871214- 
880314 No vwlauona or devtabons rvoled Unresolvetl Hem le evaluation ot structural 
stael weW & concteia tepwi atea Identified In rept will be pursued In future insp 
BAHRKP Ofc ol Sp^l Projects 88/03/22 WHITE.S A. Tennessee Valley Author- 
ity 2pp 45008:139-45008:147. 

-8304010115 lr»sp Repts 50-438/87-10 A 50-439/87-10 on 871214 880314 NO viola- 
bons or <Jov»di>ons noted Major a/oss inspected Phase II weid‘n9 loinsp.sinjctural 
steel,conCTele 4 NRG Compfiance Bulleun 87-002 (lasteners) 

VORKJ WALTON.G.. ELflOO.S. Region 2. Ofc of the Director 86/03/17 7pp 
45008 141-45008 147 

8803210090 SuppI I lo NRC Info Nolice 87-044, •‘Tbimble Tuba Thlnttlng In Westing- 
houso Reaciors." Sve Ust end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/03/26 
Consdidaled Edison Co. of New York. Inc I2lpp. 44995:126-44995 246 

8803220298 NRC tnlo Notice 88-010. "Matis Licensees lack ot Mgt Controls Over Li- 
censed Programs." Sve list ertcl. 

CUNNiNGhAM.R E Drroion of Industnal A Medica) Nuclear Safely (Post 870729) 88/ 
03/28 Consolidated Edison Co ol New York, Inc lOflpp 44995 247 44995 353 


8804010258 NRC Irtfo Notice 88-011. 'Potential Loss of Motor Control CIr A/or Switch 
board Function Due to Faulty Ti® Bolls." Sve ksl encl. 

ROSSI.CE. DfAson ol Opwatvoftat Events Assessment (Post 670411) 88/04/07. 
C^nsotidalc'd Edison Co. of New York. Inc. I24pp, 45406.29245407.051. 

8604080370 NRC Info Notice 88-012. 'Oyergreasing of Electric Motor Bearirvgs.” Sve 
ILSI aricl 

ROSSI.CE. Division of Operaliona] Events Assessment (Post 670411), 88/04/12. 
Consolklaled Edison Co. of New York. Inc. 123pp. 45165 02045 165; 150, 


6804210017 Summarizes review ol NRC Bulletin 88-001. "Delects In Westinghouse Cir- 
cikt Breakers " BuKebn not applicable to Browns Ferry nuclear piant Bulieiln applica- 
ble to Watts Bar 3 Bellelonie nuclear ptanis.Ust ol commitments encl. 

GfllDL^ R. Tennessee VaHey Authority 68/C4/t3. Oocumont Control Stench (Ooom- 
menl Control Desk). 3pp 45219:15045219 152. 

3604220032 Forwards response lo NRC Bulletin 87-002. ' Fastener Testing to Oeler- 
mine Conformance W/A^lcable Tech Specs." Encl 4 identifies tssteners transferred 
(lom storage A Encl S contains list ol commrtmenls being made by TVA in response. 
GBIDLEY.ft. Tennessee Valley Authority. 88/04/15. Document Control Branch (Oocu- 
ritenl Control Desk). 15$pp 45219:17245220 026 


8304260635 Responds to NRC 880309 Iti re violations noted In listed insp 
rep'..S.iiiclu<£r>g 60-438/87-08,50-439/87-08 A 50-327/87-68.COfrective actions data 
base conslfticiad tor tiairung. 

GRIOLEY.R. Tennessee Valley Authrxily. 88/04/22. Document Control Branch (Docu- 
ment Conuol Desk). lOpp. 45331 341-45331:350 


R. Periodic operating reports A reiated correspondence 

6304080383 "Personnel Whole Body Exposure Repts lor 1987." W/B80401 Iv. 
ORIOLEY.R. Tennessee Valley Authority 87/t2/3t. 7pp 45047:060-45047:086 

3804 130356 Forwards weekly schedule of TVA activities for wks of 880411 & 18 
KELLV.J L Ofc Of Special PrrHects. 88/04/08 ZECri.O Q. Oic ol Special Proiecis 
4pp 4S103 2164S10<3219. 


U. Congressionsl/Executive Corraepondence 


8304280317 Forwards NRR responses lo Oueslions 1 A 3 re Commission sids lor per- 
mitting restart ol power pianl alter shutdown lor safety reasons A Commission require- 
ments for documenting licensing basts tor restart decision,re8pectivaly. 

THOMAS.C.O. Policy Development A Technical Support Branch (Post 670411). 88/ 
04/19 REHM.T.A. Ofc ol tfve Executive Oiteclor tot Opetatlons. 7pp. 452^ 209- 
45269.215 


DOCKET SO-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Appficallon/conttnjction stage documents A correspondence 

3803240428 Generic Lir 88-06 to ail power reactor licensaes A applicants re removal of 
organization charts from Tech Spec administrative control requirements Sve list encl 
MnViGUA,F.J. Associele Dtrector for Projects (Post 870411) 88/03/22. Consolidated 
Edison Co. oi New York, Inc. 47pp. 44972:10744672 153. 

8804070199 Forwards TVA empicyee concerns task group subcategory repts. 
RUSSElL.Jft. Tennessee Valley Authority. 88/03/28. Document Control Branch 
(Document Control (Tesk) 5pp 45022:14645024 257. 

-8804070203 Rev 3 lo Emptoyee Concerns Special Program Subcalegory Eoflineerinq 
Rept 28000. "Civll/Struclural Design (21500) A Pipe ^Ip Restraint Design §2700) " 
6ENKEflTJ.W Tennessee Valley Authority. 88/03/21. e9pp, 45022 15045022.238. 

-8804070224 Rev 8 tO Employee Concerns Special Program Subcategory R^i 60200, 
•Tnsp." 

KEN2IE.LQ. Terinessea Valley Authority. 88/03/18. 162pp 45022 33545023:126. 

-8804070234 Raw 8 to Employee Concerns Special Program Subcalegory Rapt 80400 
•'Nonconforroence Control & CorrectNe Action " 

HALVE R80N,R.D. Tennessee Valley Authority. 88/03/14. 491pp. 45023;127- 


8804080172 forwards SSER NUREG-1231 ro BAW Owners Group plant leassessmsni 
program Overall ovalualioo remsina favorable. AddI improvemonl in area olin;eoiat«j 
control sys7 non-nuclear insltwmeniaiion syS review posslble.W/o end. '' 
CRUTCHFIELD.O Division ol Reactor Prelects - Ill.lV.V & Special Projects iPosi 
870411). 88/03/31 WtLGUS,W.S. Babcock A Wilcox Operating Plants Owners G-out 
7pp, 45076 18145076:167. 

5804070057 Forwards liatlno ol amployee concern numbers shown on uiil data base js 
NRC responsibility lor evaluation not Included in B61231 submittal Requests sek ol le- 
spons biiity 

HUSS£lL.J,n Tennessee Valley Aulhorlto. 06/04/01 Document Control BtatWi 
(Document Control Desk). 7pp. 45076:036-46075. 042. 

8804080088 Cerreric Lir 88-07 lo power reactor llceneeos & appl canls re modified er. 
loicement policy concarning 10CFfl50.49. ''Environ Qualification ol Electrical Equip- 
ment Important to Safely lor Nuclear Power Pianta," 8vc list encl. 

MIRAGLIA.F.J. Associaie Director for Projects (Post 870411), 88/04/07. ConsoMaieq 
Edison Co ol New York, Inc. 49pp 45164:237-45164:285 

88042 100S5 Forwards response to questions In Section IV of Generic Ltr 86 05. "tirple 
mentation of TMI Action item ll.K.3 5. 'Automatic Trip ol Reactor Coolant Pumps " 
Update to util previous submittals also end 

GRIDL£Y,R. Tennessee Valley Authority. 8B/04/13. Document Control Branch (Docu 
ment Control Desk.) 19pp. 45^7; 165-45257:183, 


F. Securily, medical, emergency & lira prolecilon plane 

8804180257 Forwards Rev 14 to security personnel training & quakficetion ptanRsv 
withheld. ^ 

GRIOLEY.R. L. Tennessee Valley Authority 88/04/14. Document Control Branch 
(Document Control Desk), 2pp. 46165:338-45105:330. 

8804220260 Reyised emergency plan implementing procedures.Includ ng Rev 0 lo 
CECC-EPIP-I. "Emergency Doty OWcer Procedure tor Nollllcation ot Unusual 
Evenl.Alerl.Silo Ares ^ergancy & General Emergency." W/eB0420 Ur. 

GRIOLEY.R L Tennessee Valley Aulhorily. 86/04/20. 400pp 45229:308 45230322 


0. Inspection reporls, IE BuUeUna & corraepondence 


8803290388 Forwards Insp Repts 6O-269/67-38.6O-26O/87.3e.6O-290/87-38 50-327/ 
87-68.50-328/67-88, 60-390/87-18, 60-391/87-18. 60-436/87-08 & 60-439/87-08 on 
871005-16 A notice ol violation 

BARR.K P. Region 2. Ole ol the Otiectoi. 86/03/09. WHITE.S A Tennessee Va''«r 
Aulhorily 3pp. 44976:195-44976'208. 

-8803290390 Notice ol violation from Insp on 871005- 18. Violations noted: Inadsquais 
div of nuclear engineering training A rocorde. Ineffective followup on audit findings & 
improper correction ol QA rocords. 

8ARR.K P. Region 2. Olo of the Director. 68/03/09. 3pp. 44976.19844976:200 

-8803200393 Insp Repts 60-259/87-38,60-260/87 38.60-296/87-38, 60-327/07-60.50- 
328/87-60,5O-3§O/0^ 18.50-391/87-16. 60-438/87-08 A 50430/87-03 Vtolstiors 
noted Major areas lnspected:allegatlons A licensee action on Identified Hems 
WALTON.G A. Region 2. Ofo of the Director 88/03/08. Bpp. 44975:20144975x08 

8804010110 Forwards Insp Repts 50-436/67-10 A 50-439/87-10 on 871214; 
S80314,No violations or deviations noled.Unresoived Item re evaluation ol siruciara. 
steel weld A concrete repair area Identified in rept will be pursued In luture Insp. 
BAnn.K.P. Olo 01 Special Projects. 88/03/22. WHITE.S.A. Tennessee Ve'tey Auttwr- 
Ity. 2pp, 4500B;139-45008:147. 

-8804010116 Insp flepis 60-438/87-10 A 60-439/87-10 on 8712l4-e80314.No vto's- 
tions Of deviations noteAMaJor areas inspecied Phase II welding reinsp.strucwtai 
Sleet Aoecrete A NRC Compliance Bulletin 87-002 (lasteners). 

YOflK.J.. WALTON.G . ELROD.S. Region 2. Ofo ol the Director. 88/03/17 ?PP 
4S008:14t-4500e;147. 


9803210090 Suppl 1 to NRC Info Notice 87-044, "Thimble Tube Thinning in Westing 
bouse Reactors." Svo lisi encl. 

ROSSI.CE. Division of Operationel Events ABcessmenl (Post 870411). 88/()3f28 
Consolklaled Edison Co. of New York, Inc. 121pp. 44995 : 126-44995;246. 


8803220296 NRC Info Notice 88-010, "Matis Llcen8ees:Lack of Mgt Controls Over Li- 
censed Programs " Svc lisI encl. Ml 

CUNNtNGlftM,B.E DNlston ol IndusWal A Medical Mucteai Satew (Post 8707 M| B8/ 
03/28. Consolidated Edison Co. of New York, Ino. lOBpp. 44996:247-44095:353 


8804010268 NRC Into Notice 88-01 1. "Potentlai Loss of Motor Control CIr A/or Switch- 
board function Due to Faulty Tie Bolls." Svc list encl. . 

RC^Sl.C.E. Division of Operational Events Assessment (Post 870411). 88/04ror. 
Consolidated Edison Co. of New York, Inc. I24pp. 46408:292-45407.051. 


8804080370 NRC Info Notice 06-012, "Overgroaslng ol Electric Motor Bearings " Svc 

ROSSI.CE. Division of Operational Events Assessment (Posl 070411), 88/04/ ix 
Consolidated Edison Co. ot New York, Ino. 123pp. 45166:02B-45ie5;15l> 

0804210017 Summarizes review ot NRC Bulletin 88-001, "Oefecls In Westinghouse 
cult SrcsKBcft.’* BuHetin not applicable lo Browns ferry nuciaar p!anl.Bulle«n appi*^®' 
We to Walts Bar & 0ellefonte nuclear planls-Usl of commltmenis arwl. 

GRiOLCVqB. Tennessee Veiiey A'Mhonty. Oocuntent Conkoi Branch (Dccu- 

mem Control Desk). 3pp. 46219: 150-46219:162. 


8804220032 Forwards response to NRC Bulletin 87-002, "Faslener Testing to Dei^ 
mine Conformance W/Appllcabla Tech Specs." End 4 identiltes lasianers trarisfenw 
from storage A Encl 6 contains list of commitments being made by TVA In resf*™ _ 
GRIDLEY,R. Tennessee VaHey AuMiorily, 88/04/16. DocMmenl Control Branch ti»™' 
ment Control Desk), ladpp. 46219:172-46220:028. 


8804280835 Responds lo NRO 880308 Ifr re violations noted in "s 
repts.fncluding 5O-43e/B7.O8,6O-439/07iM. flj 60-327/87-68.Cotreotlve actions data 
b^ cor»|niqtwJ|or.:fraJrto. „ \ ^ ^ ^ , o mneu- 

QRIDLEY,R. Teiwfes^ Va|leYAiift)Ofify.B8/04/22, PocUmwl Control Branch (Docu- 
ment Control Dew). lOpp,46331i^1-4633TtJf50. 



R. P«riodic operating reports & related correspondenco 


M. Antitrust coirespondence 


eB040S03fl3 "Potsonnol Whole Body Exposure Ropis loi t987." W/B80401 lit. 
GRIDLEY.R Tonnossoo Valley Aulhonly. 87/1P/3I- 7pp. 45047-060-45047 066. 

88041303 $8 Forwards weekly echodulo ol tVA activities tor wks of S8041 1 & 1B. 
KEI.LY.J.L Ofc of Special Piolocls B0/O4/0Q Zt'CH.G G. Ofc Of Special Projects 
4pp 45103 216-43103 210. 


U. Cortgressforal/Exocuttve Correspondence 

QB043603i7 Forwards NHR rosponsos lo Quoslions f £ 3 re Cornmlssion stds for per- 
mitting rosfarf of power plant allor shutdown tor safety reasons & Commission require- 
meitls for documonfing (iconsing oasis for resierf {foc(sion.fospeciivo:y 
THOMAS.C.O. Policy Development & Tochnical Support Branch (Post 870411). 68/ 
04/19 FltHM.T A Ofc of the Executive Oirocfor tor Operations 7pp 45269 209- 
45269 215 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


P. Security, medical, emergency & tire protecUois plana 

8604270113 Forwards 071103 responso to roquosi lor assistance In reviewing peliiion 
/.fed under l0Crn2.2O8 by cortcetnoi) citizens lor bsiod courrlies Docommonds that 
emergency preparedness Info handbook not be immodialoly rovisod 
KRIMM.R.W Fodoral Emotgoncy Managamonl Agoncy. 88/02/26. CONQEL.F.J. O.vl 
sfon ot Radiation Protection & Ernergoncy Preparodnoss (Post 070411) 22pp 
45246 263-45246 278. 

^804270123 Urges tliorough rovlow of recommondations made by concerned citizens 
re requosl lor action In petition filed under 10CFR2.208 

CMEMA.T.V Ohio. Stale ol, 67/1 1/12. MURLEY.T. Olfico ol Nuclear Reactor Rogu'a- 
lion. Director (Post 87041 1). 4pp. 45240:275-45246.276 

8804060116 Temporary Change Notico 6 lo rovisod emorgoncy plan Impli^moni ng 
prr>ceduros.)ncluUing Rov 4 to "Emergoncy Operations Facility Aclivaton*' & Rev 4 lo 
fcPf-B3. "Radiological Surveys for...'' VV/flfl03?9 Hr 

ANOERSON.J.O. Ctovelana Electric Illuminating Co KAPLAN.A. Commonwoallh 
Ed.soo Co 88/03/29. 44pp. 45064.017-45064:060 

S604110I73 Forwards master activities plan tor Apr -June 1980 & list of acliwiios by pri- 
ority. 

KNOP.R C. Region 3, Ole ol tho DIroclor. 88/04/05 AXELSON.W L Region 3. Ole of 
the Oiroctor 4pp 45146 020 46146 023 

0804270131 Clarifies position ro Issues addressed in response to plant 2.206 petition on 
omergoncy Info handbooK.ExIsting school evacuation proceduros should be roviowod 
S emoigancy info signs should be Insialled now. 

KRIMM.RW. Federal Emorgoncy Management Agency. 80/04/10. STOHR.J.P. Divi- 
sion Ol Radialion Pfoiecflon & Emergency Proparodnosa (Post 070411). tp. 
45242 015 45242 OtS 

6804270139 Forwards Rev A of NRC Draft Insp Procedure 02412, "Emergoncy Ro- 
eponso Facilities EvaldallQn," which will bo usod by team evaluating emorgency facifl* 
ties during wk of 800502.Proceduro App 3 documonlauon should bo availaUe 
SHAFEH.w.D. Region 3. Ofc of tho Oiroctor. B8/04/ig. KAPLAN.A. Clovoland Eloctrlc 
lilominasng Co. 39pp 46242:252-45242:290 


Q. Adjudicatory correspondence 

8894180113 Concerned Citizens reply lo rosponse ol CtavolanO Electric ll uminalind Co 
to petition on ernergoncy into tiandbook.' Oiroclor's Oocision on tislod manors to roc- 
tify deftclenclos In handbook roquosiod W/Cortincalo of Sve 
KLINE. C. Concerned Citizens ol Lake. Geauga & Ashtabula Counties. OH. d206 6051. 
8B/04/08 Office ol Nuclear Roaclof Hooulallon, Dirocior (Post 670411). 6pp 
45 1 27; 151 -451 27; 168. 

8804360088 Responds to 880316 ordr^r & roquosi Itial procoeding be 
terminaled.Llceneoes have withdrawn part of emend request which OCRE opposed & 
on which OCRE roqueslod heating & no issues romain.Proceodlng shou'd bo lormlnat- 
ed 

SllBERG.J.E. Cloveiand Electric Illuminating Co SILQERQ.J.E Shaw, Pittman. Potts 
& Trowbiidge. #280 6113. 88/04/18. MARQULIES.M 6 . CARPENTEH.J.H.. 
I.INENSERGER.G, Atomic Safety and Licensing Board Panel. 3pp. 46200.260- 
45209:264. 

8S0429903S Order dismissing proceeding.* Licensee withdrew polillori re oroposod 
amend lo Tech Specs ro MSlV leakage control ayS Proceodirtgs icrmliwindDy Board 
upon panicipant agreoment w/course of action Solved on 080426. 

MARGULIES.M B . CARPENTER.J H., LiNENQEnGER.O. Alomio Sately and Liconsir^g 
Board Panel. #200 6157 88/04/26 3pp. 45250:01 1-45256 013. 


I. Financial Information 


6804070209 Forwards "Annual Financial Repi for 1987," 

KAPLAN.A. Cleveland Electric Illuminating Co. 06/03/29, Document Control Branch 
(Oocument Control Desk), ip. 46063; 103-46083: 147. 

-8894070124 "1987 Annual Rapt." 

GtNN.R M.. MILIER.R A. Centorior Energy 87/12/31 45pp 45083:100-45063 102. 


J. Insurance A Indemnity Information 

8804070215 Forwards Endorsomonis 19 20.21 & 22 to NELIA Policy NF-291. Endorse- 
ments 13,14 & 15 to MAELU Policy MF-124 & Endorsomenls 3 lo NEI.lA Pol-cy N-102 
& MAELU Policy M-102. 

EfiTLE.R F Centertof Energy. 88/03/30. OINITZ.f Oflice of Nuefear Reactor fleguia- 
Hon. Director (Post 870411). 14pp. 45029,331-45029:344 


8804130404 Responds 10 080301 Hr to T Mkrloy exprossrg cor.corns re Oho Edson 
Co 670910 Bpp'icaiion to emond License NPF-59. suspending antiirusi 
cond t ons Reripioni comments wi'i bo cons<do-'ed in rov-ew oi appi caiio.n 
STELLO.V Qfc of the Exocui-vs Director for Operations eS/04/04 
METZENQAUM.HM Sonato 10pp. 45104:097-45104:108. 

-8804130409 Opposes Onio Ed-sori Co app'ication lor amend lo License NPF-se.sus- 
pending antitrust condilons Approval wi.l remove natural market pressu'O on util to 
Keep rates low In order lo reiem £ attract customers 

MET2ENQAUM.H M. Sonata 88/03/01 MURLEY.T.E Office ot Nuclear Roaclot Reg 
ulation. Olredor (Post 870411) 2pp. 45104 107-45104.100 


P. Operating license stage documenls A correspondence 

0803080233 AcK receipt ot 880122 poiiuon.seekhg immedale suspension ol Iconsee 
ouislartriing CP 8 OL for plant based on alleged detciencios m ao-sm:c 
dos gn Director concluded that seismic design & seismic qual ficauon p.-ogrann ado 
quate. 

MURLEY.T.E. Ollico ol Nuclear Roactor Regulal<on. Director (Post 87041 1> 89/03/ 
02 HIATT.SL Ohio Citizens lor flosponsibio Etiergy. 2pp 4 <■,634 277 44634 328 

-8803060244 Poiiiion (or immediaie action to ro'lovn undue risk posed by inadequate 
seismic duslgri of plant. 

HlATf,S.L. Ohio (;ilizar-.s lor Responsible Energy 80/01/22. Office of Nue'ear Reac- 
tor Rogulallori. Oiroctor (Post 870411) I2pp 44634:28 1-44634 292 

-8803080263 ‘ Seismicity A Tecton c Structure in Northeastern Oh o: Irrp’icatlons for 
Earthquake tfazerd to Perry Nuclear Power Plant." 

AGGARWAL.YP Sensaatih. fre, 67/03/31 36pp 44634 233 4463-1328 

8803240428 Gonoric Lir 58 08 to all power reactor licer:soo8 & appl'cants ro romoval ol 
orgartizatlon charts from Tech Spoc adm nisitai-vo control tequiteme.ms Svc hsi oncl. 
MIHACLIA.F.J. Assoc'Oto Dircclor tor Projects (Post 87041)). ^/03f22. Conso'idalod 
Edison Co ot Now York. Inc 47pp, 44972 107-44972 1 53, 

8304060480 Oocumonte 000326 discussion w/NRC ro root cause ana'y&is. conclusions 
& loitowtip actons tesull-ng from single MSIV slow oponng anomaly.Plani operation 
resurrect & MSIV monti-ly testing wi'l be continued 

KAPLAN.A. Clovo'and Electric liTumina' ng Co. 88/03/28. DAVIS.A.Q. Region 3, Ole ol 
the Oiroctor ip 45007 081-45007 001 

8804030019 Confirms p*ans for 890415 mooi ng w/ul I .n G'on E.lyn.ll. to d-scuss pianl 
First Ouorter 1986 & Mar 1963 perfotrnanco & Itond analysis imp'oven'ent p'ans. 
GREENMAM.E G Region 3. Ofc of the Dboclor 88/04/04 KAPLAN.A Cleveland 
Electric I'luminaling Co 2pp 45090:149-45008:149. 

8904110173 Fotwa'ds master aciivilios plan for Apr-juno 1988 & list ol actb/ios by pn- 
orlty. 

KNop.R C. negio.'i 3, Ofc ol tho Oiroctor. 86/04/05 AXEISON.W.L. Region 3. Ole ol 
IheOroclor 4pp 45146 020-46146 023 

6604140193 Provides lislod Info re^issied In 800225 iu ro operating nuclear power 
unis located at twotvo silos along Groat lakes. 

STELLO.V. Ole Ol tho Executive Director for Operations. 60/04/06. ftlOGE.T. House 
ol Rep 5pp 45104:130 45104 143. 

8804080088 Gonaric Llr 08 07 to powor roacior liconsoes & applicants ro modisod en- 
(orcoinenl po'Icy concerning l0GFn50.49. "Environ Qualficallon of Electrical Equ'p- 
mont Important to Safely to' Nuclear Powor Pfanls." Sve I si oncl. 

MIRaGLIA.F J. Associate O rodor for Projects (Post 870411). 88/04/07. Conso’idaled 
Ed'Sen Co. ol New Vork. Inc. 4dpp, 45164. 237-46I64.2B5 

8804(20420 Application for amonef (o License NrF-60.revf$ng Tech Specs admimslre- 
li'/o conirots section.clartfying wording In Sect' errs 1.0 5 6 0 4 a.corroclmg typos in 
Sections 4 7 7 1 & 4,8 t.t 2o.2 & deleting loolnotos Fee paid 
KAPLAN.A. Clovoland Eloctfic I'lum'neilng Co. 88/04/08. Oocumoni Comiol Branch 
(Oocurrjoni Control Desk}. 9pp 451 29:094-45129; 122. 

-8304120426 Proposod Teel) Spocs.revising administrative controls secllons.clarilying 
Sections l.O & 4.04 a.cotroci.ng typos in Sections 4 7,7.1 & 4.0 l.i 2.o2 8 deleting 
Inapplicable foolnolea 

* Cleveland Electric Illuminating Co 68/04/08 20pp. 45120 103-45120122 

6804190150 Forwards two-pago set ol graptis porie n ng to plant which was uxtiacled 
Irom ropi on pertormance indicators (or operal-ny commaiclal nuclear power reactors 
& 7.yr history ol collective radiatlorr oxposurn lor platxl. 

COLBURN.T.G Project Diroctoraltj 111-3. 88/04/00 KAPLAN.A Clovoland Electric Illu- 
minating Co. 31pp 46164.312-45164:342. 

6804270304 Wtfhuirdwe port.on of 670916 Tech Spec change request re deietron ol 
MSIV loakage conlroi sys & requests again porl.ory ol change request that allows 100 
sclli total MSIV leakagejjor NRC 88031 1 «8|oclion Hr. 

KAPLAN.A. Cleveland Electric Illuminating Co 00/04/18 Document Control Branch 
iDocumsni Control Desk) 2pp 46244;2l5-45244 2)6. 


O. Inspection reports, IE Bulletins A correspoitdence 

6803210090 SuppI 1 lo NRC Info Notice 67-044, "Thimble Tube Thinning in Wosi ng- 
houso Heaciors," Sve list end. 

ROSSI.CE Division ol Oprrrailonal Events AssossmonI (Post 870411). 88/03/28 
Coneoiidatetl Edison Co of New York, Inc. 121pp. 44995:126 44905 246 

8803320296 NRC Into Nonce 80-010. "Mails Licensees lack ol Mgi Controls Over Li- 
censed Programs ■■ Sve list oncl 

CUNNiNGt &M.R E Division of Industrial & Medical Nuclear Salely (Post 870729) 08/ 
03/26. Consolidated Edison Co. ol New York, Inc lOSpp 44e95.247-44995;053 

8804010114 Advises that no further action rociu'.retl re uld 670906 response to NRC Bul- 
letin 07-001. "Thinning ot Pipe Walls at Nuclear Power Pliinis." 

COLOURN, r.G Pro(ocl Oirodoralo fH-3. 66/03/20. KAFUN.A, Cleveland Elecihc llki- 
minating Co 2pp 44921 358-44921 ;369 
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8804080333 Responds io NRC 880303 10 to violations noted m (nsp RepI 50 440/QB- 
03Conacl»v6 atbons.inS’lrowenl doclaied inoperable & lequucd actvons.pct Tccb 
Spoc 3.3.7 9 initiated legging error corrocied 

KAPUiiN.A Cleveland Electric Illuminating Co 88/03/30. OocurnenI Control Branch 
(Document Control Desk) 6pp 45010 569 <15010:274. 

8e0<l070208 Responds to NRC 871229 i:/ re violations noted in Insp Rept 50.440/87- 
22Cortectivo actions temporary alteration reevaluated & tOCFn50 59 safety evslua- 
t on poflormed 

KAPLAN.A Clovoland Electric Illuminating Co 88/03/30 Docomeni Control Branch 
(Oocumenl Control Desk). 4pp 45O20:24O-45O29 243. 

8804060307 Forwards Insp Rept 50 440/67-25 on 8001 1 1- 15.25-29 & 0209 & noiica of 
vio'alion. 

MlLlER.H J. negion 3. Ole of me Director 88/03/31 KAPlAN.A Cleveland Electric 
llVminatlng Co. 3pp. 45034: 139 45034. 160 

-8804060212 Nobco of violation Irom insp on 880111-15.25-29 & 0209 Violations 
noled.Rev 1 to Procodura PAP 0906 d'd not Include criieria lo make evaluations lor 
schodoling prevenlive malnl aclnrities 8 failure lo accoir-plish PMl-0030 as stated. 
MlUEfl.H J. Region 3. Otc of tho D-teclOr. 88/03/31 2pp 45034-.142-45034-.t43 

-8804060216 Insp RopI 50 440/67-25 on 000111-15.25-29 8 0209 Violations 
noted Major areas inspected licensee ac(-on re allcgailon 8 maini acliviSos. 

PLISCO.L R . REYNOlOS.S.A . WAIKER.H A Region 3. Otc ol Iho Direclor. 88/03/ 
24 16pp. 45034:144-45034:160. 

8804060347 Forwa/ds "Molor-Oporated Valve Testing 8 Evaluation at Po/ry Nuclear 
Power Plant (IE BuMolm 65-003),** Anal repl. 

KAPLAN.A. ctevo*and Elecinc I'lumlnating Co 80/03/31. Document Control Branch 
(Document Control Desk). Ip. 45030:299-45030317. 

-8804070231 ‘-Motor Valve Testing A Evaluati-on at Peny Nuclear Power Plant (IE Bul- 
letin 85 003)." 

• Cleveland Electric Uluminatlng Co 68/03/31 iflpp 46030 300-46030317 

8804070235 Provides response lo NRC Bulletin 83-001. "Oolocls l» WesHnghouso Crr- 
cuil Breakers." Sub) circuit breakers rtol In use ai facil.iy & will not be procured lor 
future use 

KAPLAN, A Oeveland Electric lllutr, mating Co. 88/03/3). Document Control Bra/ich 
(Documeni Control Desk). 2pp. 4503 1:007- 4 503 1:008. 

6604110173 Forwards master acL-viAes plan lor Apr -Juno 198B & Lsl oi activities by pri- 
oiity. 

KNOP.R.C. Region 3. Otc ol the Director 06/04/05 AXELSON.W.L. Rog’on 3. Ole of 
the Director 4pp. 45146.020 46146023 

8604130344 Forwards request for addi Into re review ol responses lo Acton Item e Of 
lE Bulleim 85-003. *• Motor -Operated Valve Common Modo Failures During Plant Tran- 
sients Duo lo Improper Switen Settings.** Response requested within 1 month 
GREENMAN.EG Ragion 3. Ole Ol tho Owectoi. 88/04/05 KAPLAN.A Cteveland 
Electric llumlnating Co. 4pp 45164:061-45154:064. 

8804010256 NRC Into Notice 68-01 1, "Poiential Loss ol Motor Control Cir 8/of Switch- 
board Function Due to Faulty Tie Ootts.** Sve hst end 

AOSSl.CE. Division ol Operational Events Assessment (Post 670411). 68/04/07. 
Consolidaied Edison Co, oi Now York. Inc. I24pp 45406:202-45407:051 

8804080370 NRC into Notice 86-012, "Overgreasing ol Electric Motor Bearings " Sve 
list end 

nOSSI.C E. Division of Opo/alional Events Assessment (Post 870411) 88/04/12, 
Consolidated Edison Co. oi New York. Inc 123pp 45165 828-45165:150. 

8804270139 Forwards Rev A of NRC Draft Insp P/ocoduro 82412. ‘'Emergency Re- 
sponse Facililies Evaluation," which will be used by team evaluating emeteency laciN- 
t os during wk ot 880502 Procedure App 3 documeniat-on shoutrl be availaWo. 
SHAFER.W D Region 3, Ole ol iho Direclor. 88/04/19 KAPLAN.A. Cleveland Elocinc 
Illuminating Co. 39pp. 45242 262-46242 290 


R. Periodic operating reports A related eorrespondence 

6804160081 Monthly operating rept lor Mar 1988 W/8e04l5 Hr. 

OUNN.G.A, KAPLAN.A. Cleveland Electric l.’liiminal no Co 30/03/31. 6pp. 
45208 200-45208:205 


S. Reporleble occurrences, LCRs A related correspondence 

8804140133 LER 66-010-00on 880310 A 1I.RWCD conlainment isolations occurred 
due to pump room h<gh dilloreniial lemp Caused hy inadequate insIructlons Reughirtg 
liters In HVAC sys AB replaced W/e80<lae Hr. 

OLINM.Ga, KAPLAN.A. Cleveland Electric lliuminaiing Co. 68/04/08. 4pp. 
46184 033-45184 036. 


If. Congressional/Execullve Correspondence 

8804130404 Responds lo 060301 Hr to T Murley expressing concerns re Ohio Edison 
Co 870916 appDcaiion lo amend License NPF 58, suspending aniiirusi 
conditions. Recipient commerits wilt be considered in review of application. 

STELLO.V. Ole of the Executive Oi/ecior lor Operations. 68/04/04. 
METZEN8AUM.H,M. Senate 10pp. 45104 097-45 194; 106. 

-^804130406 Opposes Ohio Edison Co application lor amend to Liconse NPP-S6,sus- 
pending antitrust conditions Approval will rernovo natural markot pressure on util to 
keep rales low In order to retain A all/aci customers. 

METZENBAOM.H.M. Senate 88/03/01. MUflLEY.T.E Office Ol Nuclear Reactor Reg- 
ulation. Oirectot (Post 6704tt). 2pp. 45104;l07-<V5t04.108. 


V. Operator Examinations 

8804110173 Forwards master aclivitlos ptan for Apr-June |gS8 & list of acliviilas by pri- 
orlty. 

KNOP.R.C. Region 3. Ofc ol the Ditoctor. 88/04/05 AKELSON.W.L Regtorva. Qlo ot 
the Direclor. 4pp. 45146 020-45146:023. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT ? 


A. Applicailon/construcllon stage documents A correspondence 


8803080233 Ack receipt of 660122 petition, seeking immedialo suspension ot licenseo 
oulstanding CP A OL lof plant based on alleged dolicioncies :n sois-nlc 
design Oirocior concluded that seismic dosign A seismic qualilicabon program adc 
quale. 

MUflLEY.T.E. Otiico ol Nuclear Boaclor Rogulalion. Director (Post 870411) 8o/93/ 
•02. HIATT.S.L, Ohio Citizens lor Responsible Energy 2pp 44034 277-44634 320. 


-8603080244 Petition lor immediate aciion lo relievo undue risk posed by inedequa's 
seismic dosign o( plant. 

HIATT.S.L Otiio Citizens lor Rosponsiblo Energy, 88/01/22 Oltice ot Nu-c'oar Rode 
tor Regulation, Director (Post 870411) i2pp 44634 281-44634:292 

-68030802S3 "Seism city & Tocioritc Slructuro In Norlhoaslern Oh-o implicaiio.'is rot 
Earthquake l-lazaid to (’©rry Nuclear Power PlaiM " 

AGOARWAL.Y P Sonseotlh. Inc 67/03/31 36pp, 44634 203-44634 328. 

8803240426 Generic Lir 86-06 to all power reactor licensees A applicants ro romova' ol 
organizallon charts from Tech Spec adminisiralivo control roquiremenis.Svc list one- 
MiHAGLIA.F.j Associate O-roctor lor Pro|6Cls (Posi 870411) 88/03/22 Consc’-daicd 
Edison Co ol Now York, Inc 47pp 44972:107-44972:153. 

8804110173 Forwards master activities plan lor Apr-June 1966 A lisl ol acivilios by pri 
only. 

KNOP.R.C. Region 3. Ole of the Director 88/04/05. AXELSON.W.L Region 3. Ole o! 
the Oiroctor. 4pp 45146 020-45146:023 

8804140193 Provides listed Inlo revested in 880225 Hr ro operating nuclear pewot 
un-ts located ai iwolvo sites along ureal Lakes. 

STELLO.V. Ofc oi the Executive Direclor lor Opeialrons 88/04/06 RlOQE.T. Mocso 
ol Rep 5pp 45104:138-45104-143. 

680408008B Goneric Lir 88-07 lo power reactor llconseea A applfcani.s ro modJiod on 
forcamoni policy concerning IOCFR60.40. "Environ Oualflicaiion ol Elecincal Equip 
ment Important lo Safety lor Nuclear Power Plants " Sve list onci 
MinAGLlA.F J Associate Ouoclor lot Pioiecls (Post 870411). 88/04/07. Consbl-daicd 
Edison Co- ot New York. Inc 46pp. 45164 237-45164-285. 


F. Security, medical, emergency A tire protection plane 

86Q4270t13 Forwards 87H03 response lo request lor assistance in reviewing pel ion 
li'ed under I0CFR2.206 by concerned citizens lor listed counties Recommends tfiat 
emergency preparedness into handbook not bo immedialoly revised. 

KRIMM.R.W Federal Emergency Management Agency 88/02/26 CONGEL.F J. Divi- 
sion ol Radiation Ptolecuon A Emorgency Preparedness (Post B704U) 27pp. 
45246 253-45246 278 


-8804270123 Urges Ihorough review ol recommendallons made by concornod cil zons 
ro request lor action In petition filed under I0CFR2.206. 

CHEMA.T V. Ohio. Slate of- B7/1 1/I2 MURLEY.T. Ollico of Nuclear Reactor Reguia 
lion. Oirocior (Post 870411) 4pp 45246 275-45246 278. 

B&O40BO115 Temporary Chango Notice 6 to revised omergency plan tmotomonilng 

P rocedure s.lnclod.ng Rev 4 to ‘-Emergency Operations Facility Activation" A Rev 4 lo 
PI-83. “Radiological Surveys for.. ." W/880329 Hr. 

ANOERSON.J.D Cleveland Electric Illuminating Co KAPLAN.A. Commonwoalih 
Edison Co 88/03/29. 44pp. 45064 01 7-46064 060. 

6004110173 Forwards master activities plan tor Apr-June 1988 A list ot activities by pii 
orlty 

KNOP.R C, Region 3. Ole ol iho Direclor. 88/04/05 AXELSON.W L Region 3. Ofc ot 
Iho Oiroctor. 4pp 45146.020-45146:023 

8804270131 Clarities position re Issues addressed In response le plant 2.206 petition on 
omergency into handbook.ExIstlng school evacuation procedures should bo roviowod 
A emergency info signs should be installed now. 

KRIMM R W Federal Emergency Managemani Agency 68/04/10. STOHR-JP Divi- 
sion of Radiation Protection A Emergency Preparedness (Post 870411). Ip 
45242:015-45242 015. 

8804270139 Forwards Rev A of NRC Draft Insp Ptocodure 82412. "Emergency Re- 
sponso Fac-lities Evaluation." which will bo used by learn oveluaiing emergency lac-l- 
lias dunno wk Ol 880502 .Procedure App 3 documentaUon should be avallabla 
SHAFER.W.D Region 3. Ofo of Iho Direclor. 88/04/19. KAPLAN.A. Cleveland Electr.c 
llluminaiing Co 39pp 45242 262-45242:200. 


G Adjudicatory correspondence 


8894180113 Concerned Citizens reply to response ol Cleveland Eleciric Illuminating Co 
10 petition on emergency Inlo handbook * Direclor's Decision on listed rnatie'S lo rec- 
My defrcleocies In handbook roouested W/Certl(lcate ol Sve. 

KLINE. C. Concerned Cilizons or Lake, Geauga A Ashtabula Counties. OH. 111280 6051 
86/04/08. Office of Nuclear Reactor Regulation, Director (Post 6‘/0411). 8pp- 
46127:161-45127:166 


J. Insurance A Irtdemnity Informatlori 


8804070215 Forwards Endorsornents 10.20,21 A 22 lo NELIA Policy NF-291. Endorse- 
ments 13,14 A 15 lo MAELLf Policy MF-124 A Endorsements 3 lo NELIA Policy N-t02 
A MAELU Policy M-1 02- 

EBTLE.R.F, Centetlor Etwsfgy. 80/03/30. OiNlTZ.l- Office of Nucleai Reactor Begu'a- 
lion. Director (PosI 8704 11). )4pp. 45029:331-45029:344 
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Q. Inspecllon reports, IE Bulletins A correspondence 

8603210050 SuppI I lo NRC Into Nonce 07-O44. ’ Thmblo Tubo Ttinrlng i-i VVoslirg 
house Rooctors “ Svc i si enci 

ROSSi.CE Division o1 Oporaiional Events Assosstneni tPosI 0704 ii|. 86/03/20 
Ccnsoiidaleit Edison Co or Novr York. Inc I2lpp 4499D:126-44935246 

6603220296 NRC Ipio Noiice 89 010. "Mails I icensoostlack ol Mgl Contro's Over li- 
censed Pfog/ems " Svc l-sl onci 

CUNN’NOHAM.H-E Oivisicn ot Indusiiial S Medical Nucloa' Saloiy (Post 870/29). 60/ 
03/28 Conso'idatod Edison Co of Nov* York, inc lOOpp 44995t247-44035 353 

6684070235 Piovidos rosponso to KRC Bullolin 80-001. ‘ Ooiocts In Westng‘iOJSo Cir- 
ce I Breakers " Subi crcsii breakers not m uso at lac-l.ty & w. I rot bo procured fer 
future use. 

KAPLAN.A Cleveland Electric Illuminating Co 60/03/31. Oocumoni Control Branch 
(Uocumeni Conirol Desk). 2pp 45031 007-45031.008. 

8604110173 Forwiards maslor acl.vibos plan tor Apr-Juna 1908 & I si of aci-v.i-as by pn- 
of'lY- „ 

KNOP.RC riegion 3. Ole ol iho Director 88/04/06 AXEt.SON.W.L Hog on .3. 0!c of 
tbo C.‘©ciOf 4pp 45146 020-45146.023. 

6604130344 Forvv.ncds loquosi lor 8<fdl into re roviow of respo/^ses lo Aciion Horn o of 
IE Bi.'iol-n 66 003. "Moior OpotalocI Valvo Common Modo Fa kiros Djnng Plant Tran- 
£ cnis Ouo lo Improper Sw.tch Sell nos*' Rosponso roquoslerJ w.ihln i monih 
GRCENMAN.E G Itogon 3. Ofc of tb«» Director. 80/04/05. KAPLAN.A Ciovo’and 
Electric II lurninaiing Co 4pp 45ib4:06i-45i54.064. 

8604010256 NflC Into Nol eo 80-011, ‘ Polonilal LOSS o1 Motor Conirol Cir S/or Switch- 
board Function Duo io Faulty Tio Dolts " Svc I si onci, 

flOSSl.CE Div.sion ol Opomlio.'jal Cvenis AssossmcrU (Post 870411) 08/04/07. 
Conso' dalod Edison Co of New York. Inc I24pp 45406 292-45407 051 

8604060370 NRC lAlo Nclico 80 012. "Ovorgreasi'ig ol Eloclr:c Motor Qoar.ngs " Svc 
list end . _ 

ROSSI.CE Division ol Oporaiional Evonta Assossmont (Post 870411) 88/04/12. 
Consol dated Edison Co ol New York. Inc i23pp. 45165.020-45165 150. 

8804270139 Forwards Rev A ol NRC Oiall Insp Procoduro 62412. • Emotgoncy Ro- 
sponse Facilitos Eva'uaiion.'* which wll.' bo usod by leant ovaluai ng o-ntornonev fact ■- 
tics dur ng wk ol 080502 Procedure App 3 documonlai-on should be avoi'aulo 
SHAFER WD Reg on 3. Ole of the Director 08/04/10. KAPLAN.A Cleveland Electric 
Illuminntir.g Co 39PP 45242 252-45242 290 


V. Operator Exanilnatlons 

8804110173 Forwards maslor acbviliDS p'an lor Apr-Jc-no 1988 & Isl ol aciiviiios by pri- 
ority. 

KNOP.RC Region -3. Ole ot Iho Oroctor BO/04/05 AXELSON.W.L Region 3. Ole ol 
the Director 4pp. 45146 020-45146 023. 


DOCKET 60-443 SEABROOK NUCLEAR STATION. UNIT 1 


E. NRC Safely Evaluation Report (8ER), euppla A correspondence 

0604270216 Forwards coirunonis & clanlicatlon ro review ol Oct 1987 Suppi 7 lo 
N UR EG -069 6. •'SER ro Operallon ol Soabrook Slalions.Umts 1 A 2," Items bong 
completed or lequi'ing correclion shoutd bo incorporated into next suppl. 

TIIOMAS.GS Public Service Co. ol Now Hompshiro 88/04/21 Document Conirol 
Branch (Document Control Dosk). 6pp. 45244;255-46244:260. 


F. Security, medical, emergency & fire protection plans 

6804080037 Advises that 671 104 Hov 4-amonde<l lo sietien socurlly ira n rtg A qua il ca- 
lon plan consistent w/provlalons ol l0CFR50 54(p) A accoplable Rev withhold 
(1OCFR2.7B0(d», 

8ELLAMY.R R Regiort 1. Olc of ihe O.rocloi 88/03/29 HARRiSON.B J Public Serv- 
ice Co. of New liampshlro. 4pp. 45129 222-45129.226. 

8804870221 Responds lo NRC 888318 request for adul inlo re public alorl & not-iical-en 
Sya Licensee currenilv modify.ng design rent A will Includo Info In App E le tacii ly rad.- 
olaoicat emargency plaaW/ono uncodoablo oversize drawing W/o end. 

IMuMAS.G.S. Public Service Co ol Now Hampshro. 88/04/01. OocumeAi Control 
Branch (Oocumoni Conirol Dosk). 24pp. 45163:267-45163:276. 

8804060122 Forwards Amend 3 to "Soabrook Plan lor Massachusells Commun-llos'' A 

* Soabrook Plan lor Massachusetts Communiiios Implomonl-nQ Procedures ManiiaL” 
THOMAS.G S Publ-c Senrico Co Ol Now Hampshire. 88/04/01, Documool Conirol 
Branch (Document Control Desk). 5pp. 45053 290-45057 137. 

—8804050401 Rev 0 lo Amend 3 ol "Soabrook Plan lor Massachusells Commun bes." 

* Public SeAiice Co ol New Hampshire. 88/03/30 C?7pp 45053:205-45065 251 

—8804090123 Rev 0 lo Amend 3 lo "Seabiook Plan lor Massachusells Communities 
Imjpiemenling Procedures Manual." 

* Public Service Co ol New Hampshire. 68/03/30, 606pp 45055:262-45057:137. 

8804120232 Forwards Insp Ropl 60-443/88-03 or* 880216- 10 No ylolal ons noted. 
BELlAMY.n R. Region 1. Ofc ol Ihe Oueclor 88/04/04. HARHISON.R J Public Serv- 
ice Co. ot New Hampshire 6pp 45130 316-45130 326 

-8804120237 Insp Rapt 50-443/88-03 on 8802ie-l9.No vielai-ons noted. Me|or areas 
inspected action on pitaviously Identified Hems, emergency response facilities A 
equipmeni.eird-ls A reviews. Ira ning. drills A exorcises 

TUCCiNARDl.T . LA2ARUS.W. Region 1. Olc ol the D.recioi. 88/03/29 6pp- 
48130:322-45130 326 

8804140092 Forwards Enel 2 lo Page Amend 3 (o "Seabrook Plari lor Massachus sells 
Cotrmunities,'* Inodveilenlly omlllod from 880401 emergency plan. 

THOMAS.G.S Public Service Co. ol New HampshYe. 66/04/08. Oocumoni Conirol 
Branch (document Control Desk) tp 451 47:343 -46 140.040. 


-8604140094 Enel 2 io Pago Amend 3 ol "Seabreok Plan for Massachusells. Commu- 
r lies." inadve.'ienlly om ited irem previous plan 

• Pubic Sorvice Co ol Now Hasip shire 86/04/08 SBpp 45147:344-45 146:040. 

6804150142 Revs 33 A 34 lo "Procfuclon Emergency Respenso Manual." W/ 080413 
iy 

MACOCNAlO.j A. THCMAS.Q S Public Sefv.co Co o' New Mampsh'o 86/04/13 
bOOpp 45168 010 45169 200 

6804200004 Forwards Rov 0 to Amord 4 to 'Soebrook P.'an *or Massachus-otls Cem 
murites & implomen'ing Procedures Masual." address ng lisied cemmonis from 
FEMA per 10CFH50 4tb)(5) Matr,x ol FEMA liniji.'igs 8'so arcl 
THOMAS.G S PubI C SorviCO Co Ol Mow Hairpshire. 89/04/14, Oocerront Conliol 
Blanch (Ooci.iro.'il Conirol Desk). 6pp 45176 lOZ 46176380 

“8804200019 Rev 0 lo Amend 4 lo ' Soabrook Plan fo.' Massachusells Com.-Tijn;lwjs 
Imp'orner-.r-ng Piocei'uros Manual " 

• PuS'iC SsfV:coCo ol New Hampshire 80/04/14 27Spp 45176 IC9-45176 360. 

860421027S Provides status ot ull elfo-ls re desgn A deployment cl vohcu'ar e'en A 
notil caiion sys Sys curre.'slly u'ide.'gc ng lesii ig le osiab'ish specific sulup A opor- 
allonai procedures 

FEIGENBAUM T.C, Pub'c Sorvco Co ol Now Hampshro 88/04/15 NEHSES.V 
Pio|ccl OiroctO '810 l-J, 5pp 45235 247-45235 251 

6804280084 Roquoals dale Ot lu:l scale ernergancy preparedness oxeiCise bo c’lai'ged 
to wk ol (M10G26.PtO3csed dale change p'ese.'Mly scheduled lor wk ol 8C0523 duo lo 
log si cs of making changes to plans.mou lying iralnmg modules A sos; i)*is 
THOMAS.G S Pub'ic Sorvico Co ol Now Hampshro 88/04/21. Doctmcnl CYinlroi 
Branch (Document Cosiro! Oosk). 6pp 46261 246-45281 253. 


G. Adjudicatory correspondence 

8604050045 App'icanls lesponso lo Ally General J.M Shannon cfisiio emotgoncy plsis- 
n ng Inlonogalorlos A request for procuclon cl dacumonis lo appi canis (Sei 3).* Cet- 
I licaio ol Svc encl.Hclaled c-oiiesponacnco 

TIIO.MAS.G S. LEWALO.Q.H. Pub'lc Soiv.ee Co. ol Now Hampshire. IF.WALO.GH 
Ropes A Gray. /f288 5902. 00/03/26 Atcr'c Sa'ety and licensig Board Panel 
3tpp 44960 199 44906 229 

8604060062 App’icant rosponso to Mov* Eng’and Coal lion on Nuclear Pol'ullon 
(NECNP) mol on lo compe: app'icanl lo respond (iNrd sol ol nterrogatorios) * NECNP 
prosenl mollon lo compel mist bedor od W/Coilil-cateol Svc, 

STEENLAND.D S. Public Sorvico Co ol New llampsliiie. STEENIAND.OS. Ropes A 
Gray (1263 6S60 80/03/20 Alomic Saloiy and Liconsing Board Panel 5pp 
44988 233-44966:237. 

8004050032 NRC Stall responses to Soacoasi Ani--Pclljiion League rosponso lo 
Appooi Board 8B0129 memorandum A order re financial quaShcal on rv'o S Ccirrron- 
wealih ol MA Any Goni JM Shannon fctii on under.. * W/Corl licaie of Svc 
BERRY.A B Asslsiai)l Gcrorel Couirsel lor Koanngs. (1286 5999 88/03/29 Atom c 
Saloiy and Liceivs rg Appeal Panel 30pp. 44668'044-44966073. 

8894080088 App'icanl reply IO bnel ol Seacoasi Ani Pollulion Loag^jo ru flrai'C a I ciua:i- 
licai'on lu’o * intervener briel -waiver poiiSon under lOCFn2.760(.i>) A shouki bo 
don ccl.Cort-licelo ol Svc end. 

LEWALO.G H Public Sorvico Co ol New Hampshiro. (f208 6013 69/03/20 Atcn-lc 
Saloiy and Licensing Appeal Panel 25pp 44903 118-44083 142 

B804050070 Fohivarris RP Conor 860311 momorandum loqussthg ASIP docket be in- 
cludod on svc liSl to- ensure docket loo-m files coinploto Served on 660331 
WOLFE.S.J Alom c Saloiy and Licensing Board Panel #288 6996 86/03/30 Oll.ce 
ot the Gonoial Counsel 2pp. 449G6 250-44366 251. 

8804050004 Order * Pored In which Ccmmissicn may rov.ow ALAB 870 roschodulod te 
expire on 8 8033 1. Served on 880331. 

CHILK.SJ. Ollico ol Ihe Socroiaiy cl Iho Ccmmisslo-s #283 5995. 60/03/30 Com- 
mssionors ip. 44066:076-44066 076. 

8804050869 Forwards 680329 decis on ol S-jproma Court ol NH In iov»n ol Hyo A town 
ol Itemplon Falls vs util A Stale of NH.Dopl ol Tiansportalion.flockngham a7-Ce2.up- 
hold'ng liccnsoo riglil lo msla'l A melniam s ron polos A s rons In towns. 

DiGNAN.T G, Pubic Sonrice Co. ol Now Hampshire. #289 5998 88/03/30. Atomic 
Saloiy and Llcertsrg Appeal Panel. 6pp. 44968 252-44066 267. 

8804050047 Order (tfenying New England Coa'itlon oa Nuclear Pollution motion lo 
compel ot 660322).* Instant moUon do riod. Served on 880401 
WOLFE.S.J Atomic Saloiy and Licensing Board Panel #206 5969. 68/04/01 Now 
England Coal ugn on Nucloar Pol'uhon. 2pp, 44968 230 44966 231. 

8804050077 Informs Ihol lime provided by NHC regulations wilhin which Comirisslon 
may act lo review Appeal Board decislo.n (ALAB 679) has expired C-on irtsslon de- 
clined rovievr.Oecision became final on 680331. Served on 880401. 

CHILK.SJ Ollice ol Iho Socrelaiy ol the Co.-nmiss:oo #288 5970. 88/04/01. Ollco 
of Iho Qei'.orel Counsel. Ip 4496 b. 141-44960 141. 

88 04110012 ConiorUions by cily ol Haveihi'l let CommonwooMi ol MA emergency re- 
sponse plan * Crly ilemands io bo ir-ciudod in stale emargency response p'an based 
on city being in lO-mile proximity of plant W/Cen-ficaio o( Svc. 

AMinlAN.A. Havoih I, MA #280 6023. 68/04/04. 5pp 46043342-46048 346. 

8004110164 Order.* lime for Commission 10 rov.ow AlAQ-863 exlorded IO 
880426 Served on 330407. 

CHILK.SJ. OllcG ol Ihe Secielaiy ol Iho Commission, #288 6029 86/04/07 Com- 
mssionars ip 45050 096-45050:006 

8804180067 New Eng'and Coalliion on Nuclear Pollution briol In support of appeal el 
memorandum A o'dor roncw.r.g auihoriraiion to- operato at low power.* Hecomtronds 
that Liconsing Board dec-s:on be roveised Svc lisl end. 

CURHEN.D. New England Coalliion on Nucloar rollulion. CURREN.O., FERSTER.A. 
Harmon A Woiss #286 6062. 80/04/07 Alomic Safety and Hcensng Board Panel 
26pp 45128 084-45 128 103. 



176 DOCKETED ITEMS 


8504260059 Forwards SthM i.conS!Sl i>aot (ransnvilfa) Ur llml accompon od Amond 3 
10 Seabfook plan (or MA cormor lies. Timely noiiiicalion of paillos ro niD)of fovs ro 
quested W/o encl.Rolated cofiospondonc®. nnrnii/n? 

TRAFlCONTEJC Massecirjselta. ComrooiwoaUh of #200 6120 00/04/0? 
OlQNANJ G Ropos & Grey, 2pp 46210099-45210.100 

8304180046 Memotandufii (Svc of proiecled Info}.’ Pioieclod Into 
from pebirc fiiinps S or sorved or soni lo Oockotlro & Svce Oroncl* or ASLAB.ln to- 
sponso to Doughty request for cleril cotton Sorved on 0804 IF -rm 

SMITH I W. Atomc Safoty ond Ifcons ng Board Panel. #268 0030 08/04/06 Ip 
45127 247-46127;247 

8804180073 NRC Stall rosponso to Now EnglaniJ Con’itlon lor Nircloar Powor euppio 
nnonlal memo on environ quelilicalion of HG 58 coatiol CBbto * Cott licoto ol Svc onct. 
BEnnv.G A Ass-stant GoneraJ Counsel lor Itoar-nga #268 8065 00/04/00. Aionvc 
Safely and Licensing Appeal Panel 22pp 45l2?:l24-45t27.l45. 

8804160092 Moi.on of ConuRonweallU ol MA ally gonotai tor o>rlon$lo.n ol erno to 
amend s-ren conienilorts.* Extons on until 8804 IS ror,uoslOd Served on 0804 1 i Grenl- 
ed lor Board on 880406 .../v. r.-.. . 

jONAS.SA Massachusolts. Commonwealth of #288 6063.80/04/08 WOLfE.SJ. 
LUEBKE.E A.. HARBOUR. J Atorr.c Seloty artd Llcens ng Board Panel, ip 45127; 140- 
45127 146 


8804200068 Requests rosponso 10 whetlior or not FEMA will bo wiil'dtQwino 860125 
loslimony Oecision should bo trisdo to prolfor I) McLOJOlilin as witness lo bo doposod 
by Inlervenors or lo wilhd'aw Retotod correspondence. 

SNEIDER.es. Massachusotls. Comnnonwoa'th ol. #288 6070. 00/04/00. FLVNN.II J 
Federal Errergoncy Managorreni Ager'cy. Ip. 45l60.l74-46t60;l74. 

8804200102 Applicant supc’emonlal response on onvi'on quoliliceilon of FIG 50 coaxial 
cablo. ' Licens'nq Board docisiors on 880302 provdng siipporl to Appoal Board 
remand corroci 6 request to reopen record sliould bo donloo Cerliticalo of Svc onci 
SfCENLANO.DS Public Service Co ol Now Hampst no. STEQNLANO.O S. Ropes & 
Gray #288 6070. 88/04/08 Atomic Safely end Liconemg Appeal Panel. 27pp 
45159 297-4515!) 323 


8804200100 Applicant response In opposilon to ComironweaUli ol MA ally gonorat pe- 
tition under 10CFR2.766 tor walvar of or exempt on Irom public lil'l oxoniption from 
loquiremani of demonstration ol financial qualif cniton.’ W/Corti'lcate ol Svo. 
LEWALO.QH. Public Sent CO Co. ol Now Hontpshio. lEWALD.GH Ropes A Gray. 
#288 6071. 88/04/09. Atomic Safety and Licensing Board Panel. 17pp. 45I02.088- 
45162 104. 


66042000S2 Forwards contentions cl Soecoasi Anti Poliutioii Loaguo (SAPL) on laclkly 
plan for Massachusetts comnumltos lor li'mgSAPL served contonilons ccniainng 
protected Into only on 6oard,Appoal Board & counsel tor active pprlioa 
BACKUS.RA Backus. Moyor & Solomon. #288 6076. 86/04/11. SMITII.I.W. 
HARBOUR.J. LINENOERQCn.G. Alo.itic Seloiy ond Licensing Ooofd Ponoi Ip 
45162 116-45162 138 


-8804200062 Seacoasl Anti PcIlulon League (SAPL) conlontions on Soabrooh p'an lor 
Massachusetts communities, • SAPL |ons In & adepts contorttions fJod by Common- 
wealth ol MA & town ol Amosbury on plan. 

BACKUS.RA. Seacoast Anii-pol'ution Loaguo. BACKUS.RA Oochtis, Moyor & Solo- 
mon 09/04/11 Atomic Satoty and Licensing Oearil Panol. tOpp. 45102120- 


9904200308 Afip'caM response to conlentiorts by cify Of Ifovorfi « for Commonwealth ol 
MA emergency response plan • HavetWI conionlion should bo rejoctod Applicant has 
no oblectlon lo admission as inieresiod stale W/Corliticaio of Svc. 

DIGNAN.T.O. Public Service Co, ol New Hompstiio OIGNAN.T.Q Ropes & Qtoy 
#288 6081. 86/04/12. Atont'e Safely and l.lconaing Board Panel 6pp. 45l8l:0So- 


0004200260 Atl vises Hint mall ciiud in NIK; bnol on color forJuio 
lolniod coblos in FSAU Soction 6 3 i .3 not Inuodi.cod ns ovXncn li& 
rconiviod to roceivo citml |)ortiu>in 

riEtS.E.I Ass-stnni Oonoroi f;ounoo1 for Hi'ornos #?iin r.vi 
nOSENTllAL.AS. WILQL'R.IIA Atomic Sni.rty nnJ Llconturo /S; 

45161002 45161002 «->'.oii..ipg 


8004260080 Apphcnllon lor subpoiinna rwiuinng aitMtlatica A Wtantvr. 
onmod FtMA oiiiployoos por lOCrR?720(Q) i NIIC 1 
l(JCFII2 72«(ti)(2).* W/6uji()Ortinn ilociiinoiitniion & svc Isi I1r ak>d 
BACKUS, n.A honconsi Anil f’ollulion Loogun BACKUS If A Hoaus^ 
#266 0127 66/04/14 Aionvc Soloiy and licensin.j Roaiii 


mon 

45210 24 1-45210 200 


itgoncy planning |)rbcoorliiig Witiioss tnny be oxem nod Iji'iIm i 
rosiimurl ny ortollin' >'"11“ i.. “ 


Bilo oinoig_ J null ■ji;ii^ c 

TM.iu r. I- ' * ■' boorinflfl Rorolod COiioSflorUar 

TUItK.S.L ABSisInni Qiinorol Counsiil lor Itontinga tCb 

I LYNN.I1 J I'odorni Etnoigoncy Mnnngomonl Agoncy. Ip. 45160235 


8804200204 Notico ol honriim * lliinring ro issun ol stioltofU'g Imatinw 
rarf-otogrcpl ornoreoncy «l plmt will bo liufd 000502 in Concord 7,US^« 
SMITlO.W Atomic Sntoly niul licoiie-iig Uonid fxnno! #280 c/Ai g 
45IHI ofli.4riini or.i >• w. 1 5 


6804200062 Aniondod conlonllon ol Any Gonorat JM Slmnnoh on rxjt'x 
Coninionwonllli ol MA,* Ally gonornl oiibiiuts bated nnionded crv'-ieniMv 
qppl cant voliiciilnr nioil & noliiicniioii aye Coiiilicnto of Svc end 
SliANNON.j M. dOWAS.SA. Mnsoncliiisutlo, Comnionivoalili of #2Mi 
15 I lp|) 45210 314-46210 324 


0804260007 Soohrooh OL cneoonsllo oinoigoncy plfinn-ng a letiir«*i 
wards Inlilo ol contents & inblo ol nultinnlios lor Now Cngia-Kl tViaJco 
Polliihon brinf in support ol appoal ol ASl.HP BB 556 Ol-Oin 
CUnnAN.D. Now Lnolanil (.onlihon on Nuclear I’ol'uHon CIlfUlAHr 
WO188. #260 0122. 00/04/15. ROSEN II lAL.AS Atomic Sa'o*» and 
I'anol Ip. 45210 003-462 10.006. 


•8804260078 Now Englnnd Conlilion on Nucloar Pollulioo bnel In Mipfti 
inoinorniiilum & order ronowlng aulhori/niion lo opornlo nl 1^ pow 
biinl.coheiailng ol inblo ol coninnis & inbio ol nuiliorilios. 

CURHAN.I). Now nngland Coalition on Niicloar PoMiiboe CUDRA/zt 
Wolse. 00/04/07. Atomic Snioty and liconslng Appoal Panel fpp 


8804260083 I'orwardB Pngoa 142 A 160 Irom contonl-ong Mod Ity Ai»» 
Siinnnon duo lo inndvouom inispincomoni ol paiogiopti 
TMaFICONTCJ, Mnssacliusoits, Commonwooith ol #208 0126 68rC4(l 
a 9wv>c 09 Brancli 3pp 45210 150-45210 100 

0804200097 llosponso ol i-l:MA lo roquoolo lor prodircbon ol tkxumiv^t 
inlonronors noilco of Inking dopoftlllona * OocinraUon ol JW (loclon«vi 
rospondonco 

Ol-OION.J W. rodornl Emorgoncy Monngomoni Agency #28# 8173 
Atomic Sntoly ond Llconamg Uonid Panol iGpp 45210070 452lpO&i2 

-S6042600D2 Rosponso ol FEMA lo ajiplicnnls roquosls for iMOxfiKiiortcl- 
CoriillcQlo ol Svc oncI Roinlofl cortuspomlonco 
fl.YNN.lIJ rodoiel Eiiiorgoncy Mnnogomoni Agency. 011/04/15 Atonw 
Llconolng Ooord Panol Opp <15} 10 003 45210.092. 


8804290013 Potvaids se» Mplana^orf Hr <nd 680412 lo mombcra Of Appeal Gourd W/ 
dUachmonl Jo d^iiC8/)l 89041 1 bri4Jl lo fOflOMion of oHicldl unsocufod crodnoffi corn* 
niiitoe ol Public Svc Co ol Now Kempshiie. 

5p^452M22o”4l265 22?*^' DockoUng A Sorv.coe Oransh, 


6804180028 Older,* Requests Inlo re util montlily conlrlbullvo shato paymonis.includino 
^804 *iT **®**^* ® benkiupicy A ps^ikaim lor uU! acHona Served ori 


SKOEMAKER.C J. Aloiric Satoty and Liconslng Board Panel. #288 6064 80/04/13 
Public Service Co. ol New HB.Tip$blio. 2pp. 45126 024-46 128:026. 


8804200030 Notice ol appearance.* flS H ii-WMion enters appoarnnco as otty lor town 
" proceeding Notice ol change ol address lor town A Ceililicaie ol Svo 

LTON.R, Newbury. MA. HILL-WHH.TONR. lagoulis Claik Hill-Wli llon A 

#238 8087 66/04/13. 4pp 48163.026-4Sl63.0&. «'"Wiiilon & 


end. 
HILI-WHILTON.R 
McGoifO 


conlemions re applicant p*an lor Corrmonwealth ol M/ 
conimLni.les. Plan lor commonwaalih does not moat roguiremonis that muai bo roa 
sonable means ol evacuaiion A leiocalion.per Rev i to NUREQ 08 54 *** 

A McOuve 

45163^^ ’ a'lH licensing Board Panel. 37pp. 45162340 


**01*2^ West Newbury re Soabrook plan loi Commonwoofl 

OeW^E^ REM Rev rsjpn 10CFR60.47(b) A NUREC 


8804200107 Forwwtls OxcoiplS Irom Socutilioa A Exchonno C4>itv^a*en F 
util cash How probloiita.Ior into l-orm rovooia Hint ubl moy not bo slit* k> 
fund Incdiiy finnnclnl oDkgaliona Svc Hal onci 
OACKUS.RA Soaconal Anti •Pollution Loaguo. #206 A'M 
nOSENTHAL.A 8.. MOORH.T.S . WILUEn.llA AtohdC Safely and I*# 
Ponol. 1 Gpp 452 1 0 261 ■ 452 1 0 203. 

8804290047 Applicant aupplomonlal rooponso lo Ally Oenorai jM SMrt 
omorgency nlnnnmg Inioiroguioilos A roquosi lor production of iWCvrw 
came (Sol 3) * Rolriiod coiroapondonco 

LGWAlD.T.Q Pubho Soivico Co ol Now Itompsturo. LEWAIO.TO 6*4 
#200 0172. 00/04/18. Alomic Soloiy ond Liconsinn Ooatd Panel 2pP 
49260 1/3. 

-8804200064 AppheaniB Diroci JoBlHnony Q * CoHiliCBlO ol Svc anal /to 
spondonco. 

* Pubbo Sorvico Co of Now I Inoipahito 00/04/ 1 6. I30pp 45256 (M3 

88042800S8 Momorondum A order ' Submits correct address ol AfUBp 
Commonwealth ol MA roconl Hungs using Incoiroci address Served on OH 
SMITH,! W Atomic Saloly ono uconsing Ooard Ponol #289 6125 
45211026-45211.027. 

8604260079 Forwards tables Inndvortonily ontlliod Irom New England Om 
door PoHuHon 900416 brief ro onsilo omorgoncy Planning A loctwcol it«« 
nagmaiion of lebloa corroded Provioua Himg should bo disrogarded 
CUiinAN.O. Now CnglantJ Coalition on Nuclear PoHution CURRAN.0 
Weiss #260 eiOI. 60/04/10. ROSENTHAL.AS Alonuc Ssloty and 
Panel Ip. 45210; I40-462I0;I66 


8804200108 Ally General JM Shannon conlemiona submitted In resDonsa to Sonii,, 


6604280091 Now England Coalition on Nucloar Pollution bnel sn iw d 
momorandum A ordor ronowlng auihort/alion to oporoto ol low power * Q 
inn ol loblos inadvoitenliy omiirod Coiillicate ol Svc ttnci 
CORRAN.D. Now Cngland CooHIlon on Nuclear Poiiulion CURRAN 0 
Wolss 00/04/07. Alomlo Sntoly and Liconslng Appoal Panel 7pp 
452 10; 1 56 


Weisa^ #M8*^irP4^"l«Tnj/9S®'a?" Pollul'on. CURHAM.D. Harmon 


8804260097 Roquosta table ol conlonls (or coniofltlons aubmtitad by Coiww 
MA oily Qonornl in rosponso to Soabrook plan lor MA commemuot A ibort 
ol each conlonllon Served on 680421. 

8MITHJ.W. Atomic Safely and LiconBing Board Panel #2W 6i2i 
TRAFlCONTE,j. Masaechusolls. Commonwealth of ip. 45210 OOA-aMiOi 


-8804260101 Requosls tBbfo ol contonis (or conlentions aubmittod by Soacoasl Anii- 
Pollution League in response to Seabrook plan for MA communities & short desenp- 
lion o( each contention. 

SMITH l.W Atomic Safety and Licensing Board Panel. 88 / 04 / 16 . BACKUS.R.A. 
Backus’, Meyer & Solomon Ip 4$2l0.067-452l0:067. 

-8604260105 Requests table ol Contents for contentions submitted by town of Newbury 
in response to Seabrook plan lor MA communities & short description ol each conten- 

SMITH, l.W Atomic Safety and Licensing Board Panel. 88/04/18 HILLWHILTON.R 
Lagoul. 5 . Clark, H.II-Whlllon 8 McQuifo. Ip 45210.068-46210:068 

-8804260110 Requests table ol contentions submillod by town of Amesbury In re- 
sponse to Seabrook plan lor MA communities & short description ol each contention 
SMITH.I.W. Atomic Safely and Liconslng Board Panel 88/04/16 BROCK, M T 
Shainas 8 McBachern. Ip. 46210. 069-45210.069. 


8804260073 NRC Slalf response io pelilions filed by city of Hevorhill 8 town of 
Memmac.MA.' NRC does not oppose participation by munlclpalillee in proceeding W/ 
Certilicate ol Sve 

TURK.SE. Assistant General Counsel lor Hearings. <>280 6169. 66/04/19. Atomic 
Safely end liconeing Board Panel. 4pp. 45256:2 10-45256:222. 

8804260084 Advises that time (or Commission Io review ASLAB Decision ALAB -666 
ovpired.CommIsslon declined review Decision became lloal agency action on 
800404 Served on 880420 

CHILK.S J Office ol the Soctetary of the Commission. #288 6100. 68/04/20. Atomic 
Saleiyand Licensing Board Panel, tp 452 10; 136-452 10:136. 


8804260107 Forwards excorpis from Secuti! OS 8 Exchange Commiss'on Fotrn 10-K re 
util cash flow probiems.for into Form reveals that uli) may not bo able to continue to 
fund lactlily financial obligations Sve list end. 

BACKUS.RA Seacoesi Anti Pol’ulion League #288 6128 88/04/15. 

flOSENTHAL.A S . MOORE.TS, WiLBER.H A Atomic Safety and Licensing Board 
Panel. I3pp 46210 201 -45210233 


J. Insurance & Indemnity Information 

8803310276 Forwards Endorsomonis i 8 2 Io MAELU 8 NELIA Certif.cales ol Insur- 
ance MW-97 8 NW-ISB.respeciively Cert i.eatos also end 

GRilLO.M Johnson 8 Higgins Insurance 06/03/21 OINITZ.I P Office ol Nuclear Ra 
aclof Ragufallon. Direclor (Post 870411). 24 pp 45001 004-45001:027. 

6804050058 Advises that uM will conbnue lo provide listed insurance coverage until 
NRC completes review ol util 67i00i request tor schodular oxomplion from 
10CFn5O.54fw) 

THOM/LS.G S. Publ.c Service Co ol New Hampshire. 88/03/30. Document Control 
Branch (Oocumeni Control Desk). 2pp. 45032 061-46032 062. 


P. Operating license stage documents 8 correspondence 

6003240426 Generic Lir 66-08 to etl powor reactor Icensees 8 applicants re removal ol 
organiration charts from Tech Spec administrative control requiremenis.Svc ksl oncl. 
MIRAGLIA.F.J Assoclale O reclof lor Proiocis (Post 8704 U) 83/03/22 Consolidaied 
Edison Co. ol Now York, Inc. 47pp. 44972: 107-44072. 153 


8804290082 Application lot subpoonas requiring ailendanco & testimony oi FEMA & 
NRC employees 8 memorandum ol law In support.* Subpoenas requested for M Law- 
less 8 F Congel Related correspondence. 

BACKUS.R a Soacoasl Anil Pollullon League. BACKUS.R A Backus, Meyer 8 Solo- 
mon. #280 6170. 88/04/21. Atomic Salely and Licensing Board Panol 4pp. 
45256 223-46268:241. 

-8804290092 Memorandum In support ot application for subpoenas reouirlng attend- 
ance 8 testimony ot particular named FEMA employees, per 10CFR2.720 (a) 8 NRC 
employees, per i6cFh 2.720 (h)(2).* 

BACKUS.R.A. SeacoasI Anti-Pollution League. BACKUS.R A. Backus, Mayor 8 Solo 
mon. 88/04/21. Atomic Saloty and Licensing Board Panel. I 6 pp. 46256:227- 
45256 241. 

8604390017 Nolities lhal New England Coalilion on Nuclear Pollution (NECNP) does not 
Intend (o iltigalo NECNP Contention I.V on adequacy ol applicant program tor ineerv- 
Ica Insp ol steam generator tubing. 

FERSTER.A. New England Coalition on Nuclear Pollution. FEflSTER,A Harmon 8 
Weiss. #288 6150. 68/04/22, WOLFE.SJ.. LUEOKE.E A., HARBOUR. J. Atomic 
Safely and Licensing Board Panel. 2pp. 4&265:226-46266.'229. 

8804290026 Appllcanl response to order of 880413.* Quality & safety Of 
operations. main! or const nas not boon compromised In any manner by loss & re- 
pfacemenl ol 1 1 vendors.ceaslng lo do business w/projecI Certlflcaie ol Svo end. 
blQNAN.T G Public Service Co ol New Hampshire. OIQNAN.T.O. Ropes 8 Gray. 
#288 6149 88/04/22 7pp. 46265:32 1 •46265;327. 

8804290024 Memorandum 8 order.* Partial Initial Decl8ion,LBP-87-10, 25 NRC 177.re- 
versad to extent that environ qualification ol RQ5B coaxial cable established. Served 
on 660426. 

SHOEMAKER, C J. Atomic Saloty and Licensing Board Panel #286 6148 66/04/26 
BERRY.Q A. Olllce ol the General Counsel. cflQNAN.T Q . STEENLAND.D.S. Public 
Service Co. ot New Hampshire. 27pp. 46266;2B0-4 5266:306. 

8804290027 Order.* Only express mall addressed lo EA Luebke re onsite emergency 
planning 8 safety Issues will be sent to heled addreSB.Served on 660426. 

WOLFh.S.J. Atomlo Safety and Licensing Board Panel. #288 6147. 88/04/26. Ip. 
45265;320-45266;320. 

8804290084 Applicant responses to Interveners contentions on Seabrook plan (or Com- 
monwealth of MA communities (SPMC).* Cerlificale of Svo end. 

OIGNAN.T.G. Public Service Co. of New Hampshire. OIQNAN.T.O. Ropes S Gray. 
#288 6171. 68/04/26. Atomic Safety and Licensing Board Panel. 269pp. 46266:242- 
45257:140. 

8804290098 Order.* Responses lo Joint Intervenor 6B0422 motion (or directed certifica- 
tion shall be In hands of Board by 680502. Evidentiary hearings now scheduled lo 
coinmence on 880502 su 8 pended,pending further order, Served on 880426. 
SHOEMAKER.C.J. Alomlo Safely and Licensing Appeal Panel. #288 0167 88/04/26. 
Office ol the General Counsel. 2pp. 46267:163-46257:164. 

8804290026 Memorandum.* Suspension ol now scheduled evidentiary hearing tilted In 
part .Hearing may go forward but will not Include receipt of evidence from witnesses 
on behalf ol FEMA.pending furlhor order.Served on 680427. 

SHOEMAKER.C.J. Atomlo Safety and Licensing Appeal Panel. #288 6168. 86/04/27. 
6 pp. 45266;316-46266:319. 


H, Qenaral oorretpondenoe 

8803310210 CommenI opposing proposed rule 10CFB60 re mass point 
analysis.Proposed rule conlrary lo ANSI/ANS 66.8-1087 & general rev of App J aped- 
lylng 24 h min lest duration when using mass polnl analysis may prompt needless 
exemptions. 

CONNOLLV.J.W. Public Service Co. ol New Hampshire, 06/03/23, Docketing & Serv- 
ices Branch, ip. 44996:081 <44996:061. 


1. Financial Information 


8804040202 Forwards discussion oi posl-accldeni boron anslyS:s.por NUREG-0/37,lleni 
M B 3 Ulil experience indicates ihat mannitol Iritration method suporlor to fluoroboreio 
aliernativo because ol simplicity & rel ability 

THO.MAS.GS. Public Service Co. ol New Hampshire. 88/03/30. Oocumeni Control 
Blench (Document C^nirol Desk). 3pp, 45076:112-45076:114. 

88040700S1 Fonvards magnetic data tape containing ava labia validated meteorological 
data from onsite Instrumentation tor Apr 1979 - Dec 1083 & Oct t986 - June 
1987 Tape formal developed per NUflEG-OBOO.Seclion 2 3 3.App A. 

THOMAS.G. Public Service Co. ol New Hampshire. 08/04/01. Oocurnani Conirol 
Branch (Documenl Control Desk) epp. 45022:132-45022 137 

8804080088 Generic Ur 68 07 lo power reacior (‘censees & applicants re modified en- 
forcement polcy concerning 10CFR50.49. "Environ Oualificaiion ot Electrical Equip- 
ment Important lo Satoly lor Nuclear Power Planis ’ Svo list end 
MIRAGLIA.F.J, Associate Direclor lor Prolecls (Post 87041 1). 60/04/07. ConsoLdaied 
Edison Co ol Now York. Inc 49pp 45164 237-45164:285 

8804210059 Forwards clarlficallons re FSAR Section 17.2 concerning changes lo opor- 
aliortal OA program 

THOMAS.G. S. Public Sonrice Co. of New Hampshire 68/04/11. Document Control 
Branch (Oocumoni Control Desk). 11pp. 45335:225-45235:235. 

8804210089 Forwards marked-up changes to FSAR Chapter l3.Sociions 13.1, 13 2.13.3 
6 13 4 rollectlngoroanizaMonal changes. 

THO.MAS.G.S, Public Service Co. or Now Hampsh're. 88/04/11. Oocumoni Control 
Branch (Document Control Desk) 82pp 45237:180 45237:273 

BB04230246 NoMiCaHon Ol 600504 meoling w/uiil In Rockvlle.MO to discuss Toch 
Specs Mealmg agenda end 

NEHSES.V. Pro|oct Direcloraie t-3. 88/04/18. WESSMAN.R Project Dirocioralo 1-3 
6 pp. 45200 325 45200:330. 

8804290189 Roquosis romillance of loo required for application lor approval ot mods lo 
uiil conirol bldg HVAC (COA) sys (rel 10CFH170). 

OIGGS.R M. License Foo Managoment Branch. 88/04/25 HARRISON.R J. Public 
Service Co. ol New Hampshire. Ip. 45284:359-45284:359. 


O. Inspection reports, IE Bulletins 8i correspondence 

8803210090 Suppi I lo NRC Info Nolico 87-044. "Thimble Tube Thinning in Westing- 
house Reactors " Sve list end 

ROSSI.C.E. Division ol Operational Events Assessment (Post 870411). 88/03/28. 
Consolidaied Edison Co. of New York. inc. 12lpp. 44895: 126-449 95. 246. 

6803220296 NRC Info NoFce 68-010. "Malls LIcensoes Lack ol Mgi Cordrols Over Li- 
censed Programs." Sve list end. 

CUNNiNOfMM.R.E Division of Industrial & Medical Nuclear Salely (Post 070720>. 68 / 
03/28. Consolidated Edison Co. ol New York, Inc. 106pp. 449B5:247-4499S.353. 

8804060066 Responds to NRC Bulletin 86-001, "Oelecis in Wesimghouss Circuit Break- 
ers." Five OS-416 circufl breakers Inspected found lo contain polo shall welds that did 
not meet acceptance criteria specified in bulletin. 

THOMAS, 0.8. Public Service Co. ol New Hampshire. 68/03/30. Oocumeni Conirol 
Branch (Document Control Desk). 6 pp. 48021:040-45021:044. 

6804120332 Foiwards Insp Rapt &0-443/88-03 on 88Q2l8-l9.No violations noted 
BELlAMY.R.fl Region 1. Olo ol the Direclor 88/04/04. HARRISON.R. J. Public Sorv- 
Ice Co. o( Now Hampshire 6 pp. 45130:3 16-45130:326, 

-8604120237 Insp Rept 60-443/08 03 on 8802l6 t9.No violations noted. Major areas 
inspected. BCllon on proviously Identillod Homs, emergency response faC'Miea & 
equipment, audits & revlaws. tralnlng,drlils & exercises. 

TUCCINARDI.T.. LA2ARUS.W. Region 1. Ole ol the Director. 00/03/29, 5pp 
46130.322-45130:326. 

6804130430 Forwards request lor addi Info re first lOyr interval Inservico insp 
program.Rasponse requested within 60 days ol Hr date. 

NEfiSES.V, Projacl Direcloraie 1-3, 08/04/04. HARHISON.R.J. Public Service Co. of 
New Hampshire. 2lpp. 46104:1 12-45104:132 


8804010286 Urges Commissldfi lo reinswle stay on Issuance of OL lor plant until algnlfl- 
•®®‘f 'i*fl Inlarest in volontaw bankruptcy re 80 lvad.Served on 880201. 
HUMPHREy.Q,J. Senate. #168 6474. 88/01/20, ZECH.L.W, Commissioners, ip. 
440 19:336-449 16:336. 


8S040102S8 NRC Into Notice 88 011, "Potential Loss ol Motor Control Cir &/or Switch- 
board Function Due to Faulty Tie Bolls." Svo list encl. 

ROSSI.C.E. Division ol Opoiailonal Events Assessment (Post 870411). 80/04/07. 
Consolidated Edison Co. of New York. Inc. 124pp, 45406:292-46407.051. 
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68047<»0M Fo<V<«<is Sa-er, tn?p Rep) 80 443/88 0? cn 380?0? 03?a No violations 

MSGG'NS.J T Rec oo I. Otc c! l^o Diceiof 68/04/0?. HARRlSON.R J Pu&! c Scrw* 
ic«Co ol New HiiT'psh'fc 6pp 45?160'2-482)6038 


-8804200099 Salety (nsp Rept $0 443/86 0? cn 68020? 03?3 No 
noted MajOf a/cas inspected ope'at-crai sa'ety.'consee action on pibncus >r.sp 
hndngs NHC Oui etms.inlo r sices S scnenc IU4 ERs 8 SvS 

HAVEHVCAWPnn Beg on ), C(C Ol ‘J^e Ocectcf 68/04/06 ?1pp 48216 018 
4821603a 


8804050370 HRC into Ro’.-ce 86 012. ' Oveig easr^ ol Etettnc MC'oi Beain/js Svc 

RO^CE OiviS.cn cl Ope/alioral Evenis Assessment (Post 8704))) 68.'C4/)2 
ConsoS-dated Ed son Co olNew Vc’k, Inc l?3pp 45)6$0?6-45l68 1$0 


88Q42500S3 Forwards Satetv Insp Rep) 50-443/38 04 on fl80??? ?6No v.c'aicns 

GALLO flW Region i. O'c o( tno Drecrc' 83/04/10 HARRISO.'I.R J Pub'ic Sen/.ce 
Co. Ol New HampsliJO 6pp 4S2$4 ?6t 48?54??5 


-8804260056 fnsp RepI 50 443/88 04 on d0O?2? ?6No vic'afcns noted Majcf aioas 
inspected/evew ol icer.see startbp/power asceracn test piog'am.vcndo.' lecom- 

mendedieaciof wpO/ealief (DS-416) mods 4 OA/QC in’eriases 

DEVM BlUi^BERGH Regon 1,0X0* lt\a Q/ecXf 88/04/15 9pp 45?54?67- 
45254 275 


R. Periodic operating repons & related correspondence 

8804150395 MonXIy Ope/alrg Hcpt 68 03 10/ Ma' 1986 W/06041 1 !'/ 

NAflOONEP ItfOMASGS Pob c Servico Co oi New Hampshre 00/03/31 6pp 
45192 237-451 9? ?42 

8804220196 Fo/v/a'ds ‘’Annual En>iion Opcia'.nj flopt loi 1997 ’ & relared altach- 
mcr.ts 

IHOMAS.GS PuKc Serwice Co d New Hampsiia 08/04/16 Oocumeni Ccntiol 
BiarvchlUocuivver.tCor'/Ol Oesl-I ip 4526/001-4526/ 113 

-8805030253 'Anneal Cnvjon Cpeiamg RepI lor 198? ” 

' Public Servrco Co ol New Hampsl'iiB 87/12/31 3pp 

-8804220207 TecbncaT Hept XVi’i-:', Seab/ook Env.'co Sii.des.l906 Cnaiacie/irar on 
ol Baselino Conditions in Hampton Seab/ock A'Oa. 1975 1986 P/eopeiatena1 Study 1o> 
Soabrook Sta‘jo/1 ” 

‘ Noitraixleau Associatas. Inc 87/09/30 42lpp 45267 005-45268 064 


8804070051 Eomaids rnagnolic daia lapo coniai'i.ii;j nvn<iab'o val Jaiod mexo'jcr.- 
daiB bom onsi'.a insfumeoiauan tot Api 1979 Doc 1983 & Cci 1686 *• 
1987 Tape tof/rai dovolopad per NUREG-OOOO.Soct on 2 3 1.App a 
THOMAS.G Pobl C Soivrco Co ol Now H.inipslino 80/04/01 Oocumcni O,/- 
B-ancli lOociimonl Control Desk) 6pp 45022 1 32 45022 137 


8804080066 Ger«f.c Lie 00 07 10 oowof foacicr Icoi'.soes & apg ica-.a le mci'rit, 
fo'comeni polcy concom ng l0CFn50 4!). 'Environ Oual.1 calion Of £lj;'ica‘ E(v.. 
ment .'mpoiiant to Satoiy for Nucloar Powo* I’.anis ” Svr i si ons* 

MinAGLIA.F J Asscciaio D iccior toi Prejocts iPosi »7i>.5i i) b8;04/07. Cc.'SDXa-i, 
Ed son Co of New York, Inc 49pp 45164 237-45164 205 


8604210059 Forwards clari'icalions /O FSAR Soclicn l 7 2 conci.mrg charges 'Oci^ 
atid.sat OA program 

ThOMAS.GS. Pub'ic Sorvico Co of Now Hnrrpsl’iio a»/04/ii Dccomoni Cc-.-,-. 
era^'Ch (Docu.T.eni Co-ittol Desk) I Ipp 4.5235 225-45235 235 

8804210069 Forwards marked up ebangos to FSAR Cnaptor tO.Socicns 13 1. 13?.I33 
0 13 4 retteciing organizational cfiangos 

IhomAS.GS Piib' c Sorvico Co tn Now Hampsiiio. 80;C4/il Cotumeni Co- ^ 
B.'ancn (Oocumont Control bosk) 02pp 4523/ 100-452,37 2?3 


E. NRC Safety Evaloatlon Report (SER). aoppis 4 corroapondenca 

8B04270216 forwards co.mmonis & c'ari'icaiion fo rov.uw ot Oct ig9? s.opi / ij 
HURtGOeoS. "SER fc Opoialion ol SoabtooH Siations.Un t& i & 2” iie-ste-^ 
ccmplQtod O' lequ rii'p co'tocticn should to neorperated into rio»t supp’ 
THOMAS.GS Pub'C Serv.cti Co ot Now llampshro 08/04/21. Dccuireni Cc.--j 
Qrarcb (bocuntoni Control Desk) epp 45244 255 45244 260 


F. Security, medical, emergency A lire protection plana 

8804070221 Rospo-'ds 10 NRC 800310 fOQuosl to. Hdnl mlo to pjUiC a'o't A ral’.ta ;/ 
sys Licensee cunonlly modilying design root & wi I i.".cludo ido m App E lo i8ci;t/ra> 
o'ogicat biroigo/ity ptan W/oro uncDCoab'o ovoiswo diaw.ng vv/c onO 
THOMAS.GS Pubic So.'vico Co ol New Harrpsbi'O OO/O-i/Ol Docuireni Co'-.-o- 
Branch (Document Control Desk) 24pp 45103 257 45163 279 

8804080122 Forwards Amond 3 lo Soabrook P'an lor Massachusetts Corr.rTu' ies’4 
’’Seab'OOk P'an lot Massacbusoiis Comm-jn t otv irrpViivonhnQ PtocedJ'es Wi'to 
THOMAS.GS Pub'ic Setv.co Co ol Now Hamnsh.r(i 88/04/01 Documen* Co-.o 
Branch (Oocumont Ccniiol Desk). £pp 45053 2D0 45057 137 


-8804220213 Fmal "Oe'crmir.aten ol Noop'as a in ScM She I Dams Mya Areraria Near 
SeabrooK Nuclear P.anl ’ 

H'LLMANRE Rat’e'le New Eng’and Mann© Research Laboratcry B7/04/30 9pp 
45268 065 45268 074 

-S8Q4220239 ''Hafogertated Hydrocarbon Product on & Poie.ntial o! Sioaccumulaton ai 
Seabfook Station ’’ 

OOW.K W Yankee Aiom.c Eiecnc Co 87/04/24 3Spp 45268 075 45266.1 13 


T. Hearing iranacripis on non-antltrust mailers 


••8B04050401 Rev 0 10 Amend 3 ol "Soab'ook P'an lor Massac'uSolls Cctrmu“<-$ 

• Pub'ic Sorv.COCo Ol tJo-w Han-pshio 00/03/30 67 7pp 45053 295 45055 251 

-8004080123 Rev 0 to Amond 3 to "Soabrook Plan tor fAassaC iiseiis Co.Tau"cj 
Implomonti.-'g P/ocodofos Manua* ’’ 

■ Poblic Service Co. of Now Hampsliro GB/03/30 606p;) 45055 252 4505? 13? 

8804140092 Fonwards Enel 2 to Pago Amond 3 to "Soolrrook P'an lor Massacl‘/SK’'S 
Co'ttmuttilies " inadvertently om Hod from 680401 emurgoncy plan 
TMCMAS.G S. PobU Service Co ol Now Han-pstiiro 88/04/08 Doci.mBnl I’A'r;) 
Branch (Document Control bosk) Ip 45147 343-45148 040 


8803240312 Transcript ol 880321 leari.ng in Bethcsda.MO. re oH-Ste emergency 
ptanrvng 1^ 9.77 7-9.666. 

• Alomic SaXty anrj bcens-ng Boaid Panel 88103/21, 108pp 44867 324.44868 071 

8804050324 Transcript of 800401 liear.ng n Wasbi.igtcn OC fo oWsite emergency 
planr^inq Pp 9.667-9.914 

SMITH.! W. IINENBERGEH.G Aioxc Selcty and liccnsng Board Panel 80/04/01 
SOpp 44970 001-44970 050 

8604070296 Transcnpl pi 860405 leXon m Was.5nglonnC r© o'isie emeraency 
planmngPp 9915-72 

' Commissioners 88/04/05 6tpp 45043 3?e-45044 0?7 


U. Congresslpnai/Executlve Correspondence 

880'40 10286 Urges Commission to remsiai© s'ay on issuance ci OL lor p'a.nl unh: sign h 
cani issues re lead util mlerosl m vO'uniary ba.nkrupXy resolved Served on 880201 
HUMPHREY.GJ Senate .#188 5474 88/01/29 2ECH.L W Comm.ssiorers Ip 
44919 335-44919 335 


V. Operator Examinations 

8604250088 Responds lo FOiA request lor inlo re scores ol reactor opera* ors & se.n-or 
reactor operators forwa/ds lequalilica'wn ©itam surrmaty souice shecis isted in er.ti 
app w/p«sonaf privacy mlo deleted 

GBIMSLEY.O.H Division ol Rules A Recoids (Post 870413) 88/04/19 BOLEYK 
Pbbiic CiVzen’s Critical Mass Eneigy Projoct 2cp 45213 003 45213 095 


-0604140094 Enel 2 to Pago Amend 3 ol ' Soabrook (>inn lor Massachusetts. 
n.|ies.'' Inadvcrio.'itiy orriiicd from prowous plan 

■ Pub'ic Serv.COCo. Ol Now Hofcpsh ro 08/0470B. 58pp 45147 3-14-451«8 040 

3804200004 Fofwatds Rev 0 to Amord 4 to 'Eoabiook P'an lo' Massachusetts Cctv 
munilies & Irrplorrenting Procoduree Manual." addressing 'islod comTicrls I'J" 
FEMA.per 10CFR50 4tb){5). Matrix ol FEMA find tigs also orcl 
THOMAS.GS Pubic So.'v.co Co ol Now Han-pslu'O 80/04/14 OoiuT.9nl Co<i';<t 
Branch (Oocumont Control Oosk) Opp 45176:10? 45)76 360 

-8804200019 Rev 0 10 Amond 4 to Soabrook Pi8n tor Massechusalts Coirmu.V.f» 
Imptement.ng Proccduios Manual ’’ _ 

' Public Service Co ot Now Hampsbi/0. 88/04/14. 275pp 4S176 108-451 /6 -69 

8804210275 Ptov.des staius Ol util ello'ls re drjs gn & dcptoymeni ol vehctlar alen 4 
nolil'CaliOn SyS Sys cu'ienlly undo.'gomg testing to establish spocdic setup 6 of** 
aiicnel ptocoduros . .r nr rc u 

FElGF.NBAUM.T C Pub'ic Serwco Co Ol Now llampahto 86/04/15 NEHSLb.v 
Pio)0Ct Oi'ectcralo 1-3 5pp 45235 24/-45235 251 

8804260084 HoQuests dato ol full scalo emergency preparedness exerc-so I*® 
to wk ol 00O626.Picposod date change prosonlly schoduiod to.' wk ot 8605?3 due ic 
togsves ol making changes to plans .modilying Viainng modu'os & sessions 
THOMAS.GS Pubic Service Co ol Now Hampshio 00/04/21 Oocumont co-ic 
Branch (Oocumonl Control Desk) 6pp 45261:248 45261 253. 


G. Adiudxatory cotrespondence 


-68 04250 1 67 Package ot NRC adm. mste/cd regua .'icaion exam resu’ts suirmary 
■ NHC • No Oetaitira Aflihalion Given 87/07/20 80pp 45213 007- 4 5? 13 095 

DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appllcatlon/constructlofl stage documents A correspondence 

8803240426 Generic Hr 68-06 to ail power reactor licensees A appicanis re removal Ol 
orMnization charts ftom Tech Spec edminisi'aiive control requeements Sve list enci 
MlHAQUA.f J AssocaleDiioclot lor Piojecis (Post B70411) 88/03/2? Con®o'idaled 
Edison Co ot New Yodi. Inc 47pp 4497? 107-44972 t53 


8804050045 Applicants rosponsa to Atty Gonoral JM Stiannon olls.to 
n ng interrogatories A request lor production ol r/ocumonls to appkeanis (Sd 31 ^ 
lihcaio ol Sve end Related correspondenco. a n r m 

THOMAS.GS. LEWALD.G.H Pubic Service Co ol Now Hemps'-ife LEWAIO.U" 
Ropes a Gray #288 5082 88/03/28 Atomc SalGly and L'COns ng Board Pane* 
3 Ipp 44966:199 44960 229 

86040S0052 Applicant response lo Now Engiard Coa'ilion on Nuclea* ,^9rr'Ap 
(MECNP) motion to compel nppbcani lo tespond (Vlritd so' ol mtoitogatot.esl MLh 
present motiort to compel must bo donied.W/Cort Fcaie of Sve „ „ a 

STEENLANO.DS PubFc Service Co, ol Now Hampshire STEENIAND.DS Ropes s 
G ray #268 5968 88/03/38 Atom c Salety and Liconsmg Board Panel tipp 
44966 233 44966 237 


8B04040202 Fo/wards discussion ol posi accident boron aneiys-sper NUREG 0737 item 
II B 3 Util expenence Indcatas mat mannitol tntiavon method sepenoi lo liuoroborate 
aliernativo becauso ol simplicity A roltabihty. 

TH0MAS,G S- Public Service Co. ol New Hampshire 86/03/30 Document Control 
Branch (Oocumerii Control Desk) 3pp 45076 112-45076 114 


6804050032 NRC Staff responses to Seacoasi Anti-Poiiutioo League - 

Appeal Board 880129 memorandum A order re hnancial quaiilicai'oo rule A coiwno 
wea'ti) ol MA Atty GenI JM Shaniton pelil'on urdoi. . * W/Certikcaie ol SvC 
8ERRY.AQ- Ass-slant General Counsel lot Hearings. #288 5999 88/03/29- Ate 
Safety and Uconsing Appeal Panel 30pP- 44966 Q44 -44906 073 
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<$04060038 Applicant roply to briof ol Soacoasl Anh-rollution (.oaguo ro linancial quali- 
ftcelion fulo • IniBfvonor bfiol waiver potiHon undaf 10CFfl2 758(0) & should be 
denied Ceriilicatn ol Svc onci 

LEWAlO.GH Public Sonrico Co. ol New Hampshire. ;!I206 6013. 68/03/29. Atomic 
Satety and l.iconsing Appeal Panel. 25pp 44983 1 18-44983 14?. 

8304050070 Forwards OP Colter 8803 11 memoiandum rngiicsiing ASLP docket be in- 
cludod on SVC list to ensura dockol room tiles conipiclo.Sorved on 080331. 

WOLFE.S J. Atomic Saloty and Licensing Board Panol. #268 5996 88/03/30 Ollico 
ol Ihe General Counsel 2pp 44966 P60 44366 251. 

8604050034 Order * Period in which Commission may rovlow ALAB-079 rescheduled to 
OKpiro on 6Q033 1 Served on 880331 

CHtlK.SJ Ollico ol iho Socroiaiy of ihe Commisson #208 5995 88/03/30 Com- 
missioners Ip. 44966 0 76-44966 076. 

6804050089 Forwards OB0329 doclsion ol Supremo Court of NH in lown ol Rye & town 
of Hampton Falls vs oiil & Slaio ol NH.Dopt ot Tianspori8tion.Hockingham 87 O62.op- 
holding licensoe nuhi to inslaH & maintain siren poles & sirens in towns 
DIGNAN.IG Public Senrice Co ol Now ifampshiro #208 5098 80/03/30 Atomc 
Safely and Licensing Appeal Panol 6pp 44068 252-44960:257. 

S8Q40S0047 Order (denying New England Coalition on Nuclear Po3ulion motion lo 
compel ol 380322) * Instant motion cionied Sorvod on 680401. 

WOLFE.S J. Atomic Safety and Licensing Board Panol. #208 5969 BO/04/01, Now 
England Coafilion on Nuclear Potiulior). ?pp. 44966.230 44966:23 1. 

8804050077 tniorms that Dree piovidod by NBC logulaiions witttin which Comrriisston 
may act to review Appeal Board decision (ALAO-879) has expired Commission de- 
clined roviow Oocision eocamo final on 860331 Served on 860401. 

CHILK.S J Olfico ol Iho Socroiaty ol Iho Commission #288 5970 80/04/01. Ollico 
Ol tho General Counsel, ip. 44966 141-44966.141. 

8804 110012 Contentions by city ol tlavoiliill for Commonwealth ol MA omorgency te- 
sponso plan * City demands to bo included In slaio omoigoncy rosponso plan based 
on ciVy being in lO-mlo pio*inv.ty ot plant. W/Cotli(lcato ol Svc. 

AMIRIAN.A Haverhill. MA /f2BB 6023 08/04/04 6pp 45048:342-45046:346 

3304110(84 Older.' Tima lor Commission to rovlew Ai-A8R33 oxlonded lo 
38042a.Sorvcd on 880407. 

CHILK.S J Ollico of Iho Socrolary ol Itio Commission. #288 6029. 03/04/07. Corn- 
miss onors ip. 45O5O.OO6-45O5O O90, 

3304160067 Now F.ngiand OjaliUon on Nucloat Pollution bdot In support ot appeal ot 
memorandum & ordor ronowing aulhonralion lo oporale at low power.* Rocomnionds 
that Licensing Hoard decision bo rovorsod Svc list end, 

CunnEN.O Now England Coalilion on Nudoar Pol’utlon CUHFtEN.O,. FERSTEH.A 
Harmon S Weiss #288 6062. 88/04/0/ Atomic Safoly and t.lcenslng Board Panol 
26pp 45128 084-45128 109 

3804260059 Forwards Exhibit i.eonsisling ol transmittal Hr ifial accompanlod Amend 3 
to Soabrook plan lor MA communiiios. Timely nolilicallon ol parlies ro m8|or tovs re- 
gooslod W/o end Rotatod correspondence 

TRAFICONTEJC MassochosoUs. Commonwealth of #288 6120. 68/04/07 
OIGNAN.T G Ropes & Gray 2pp 45210 099-45210:100 

8304180045 Memorandum (svc of proioclod Info).* Protoclod Info should bo dolelod 
from public hlngs & or served or son! to Dockollng & Sves Branch or ASLAO.in re- 
sponso 10 Oougnly roquosi for clarihcaiion Sorvod on 8604 1 1 . 

SMHH.IW. Atomic Safoly and Liconsing Board Panol #283 6039 88/04/06 Ip 
45127 247-45127 247. 

8304180073 NRC Stall rosponso lo New England Coalition for Nuclear Power suppis- 
mental momo on environ qualilication ot R6-50 coaxial cablo,’ Cettificalo ol Svc oncl. 
BERRY.GA. Assistant General Counsel tor Hearings. #288 6066. 88/04/08. Atomic 
Saloty and licensing Appeal Panel. 22pp. 45 127; 124-45 127: 145, 

3804180092 Motion ol Commonwealth ol MA ally genoral lor exlonsion ol limo to 
amond siron conterriions. ‘ Exlonsion until 680415 roquostod.Sorvod on 68041 1. Grant- 
ed for Board on 880408. 

JONAS.S.A. Massachusolla. Commonwoallh ol #288 6063. 68/04/06. WOLFE, S.J.. 
lUFBKE.E A . HARBOUn.J Atomic Saloty and Licensing Board Panel Ip. 46127:146- 
45127:146 

8304200068 Requests rosponso to whoihor or not FEMA will bo withdrawing 800125 
losiiinony Decision should be made to prollor O McLoughlirt as witness to bo deposed 
by Inlorvonors or lo willidraw Relalod corrospondonco. 

SNEIOEH.C.S Massachusolls. Commonwoallh ot. #288 6079 88/04/08 FLYNN.H J. 
Federal Emergency Manogoment Agency Ip. 45160:174-45160.174. 

880-4200102 Applicant supplemental response on environ qualilication ol RQ-58 coaxial 
cable ' Licensing Board docislon on 8()0302 providing support lo Appeal Board 
remand correct 8 roquosi to reopen record should bo donied.Ceriilicato ol Svc oncl. 
SlEENt AND.OS, Public Servico Co, ol New llampshiio. STEENLAND.D S. Ropes & 
Gray #288 6070 88/04/08. Atomic Saloty and Licensing Appeal Panel 27pp. 
46159 297-45159,323 

6604200100 Applicant rosponso In opposition to Commonwealth ol MA ally general po- 
tilion u-ndor lOCFn2.76a for waiver of or oxomptlon Irom public util exempllon from 
renuiremeni of demonstration of linancial qualilication. * W/Certificato ol Svc. 
LEWALO.G H Public Sorvico Co of New Hampshire LEWALO.G H Ropes & Gray 
#288 6071. 88/04/09. Atomic Saloty and Licensing Board Panol, 17pp, 45162 088- 
46162 104. 

8304200052 Forwards conlonllons ol Soacoast Antl-PolluHon League (SAPL) on lacikty 
plarr for Massactiusetls communitios tor Wing SAPl. sorvod contentions conlolnlng 
protected Info only on Board, Appeal Board & counsel lor active parties. 

BACKUS.R A Backus. Meyer & Solomon. #288 6078, 88/04/11. SMITH.I W. 
HARBOUR.J.. LiNENBERGfcR.G Atomic Safety and Licensing Board Panal. ip. 
46162:119 45162:138. 

-3804200062 Seacoasi Anti-Pollution Losguo (SAPL) contenllona on Seabrook plan for 
Massachusetts communities * SAPL Joins Irj S adopts contentions Wsd by Common- 
wealth ol MA & town ol Amesbury on plan. 

BACKUS.RA Seacoast Antl-PoJtulion Loaguo. BACKUS.RA. Backus. Mayer & Solo- 
mon. 86/04/11. Atomic Saloty and Licensing Board Panel. 19pp. 46 162; 120- 
45162.138. 


8804200308 Applicant response to contentions by city of Havorhiil lor Com.'nonweallh of 
MA omergoncy response plan • JIaverhill conioniion shou'd bo rejected Appfeant has 
no oblaclion to admission as Intoresled stale.W/Ceitificaie ol Svc. 

OIGNAN.T G. Public Senrice (^. of New Hampshire. OIGNAN.T G. Repos & Gray. 
#288 6081. 88/04/12. Atomic Safety and Licensing Board Panol 5pp 45161:056- 
45161:060 

6804290013 Forwards selt-exp'analory lir did 8604 1? to members of Appeal Board w/ 
aiiachmeni to applicant 66041 1 biial re resolution ol oHiciai unscccred creditors com- 
mitteo ol Public Svc Co ol New tiempshlra. 

LEWALD.G H RoPOS 8 Gray. #288 6148 88/04/12 Dockoting & Sonrices Branch 
5pp. 45255:220-45255:224 

8304100028 Order * Requests info re ulil monthly coniribuiive sham peyiaGnl3.lnciurling 
payment status sinco filing lor bankruptcy & lusniication tor util act ons Served on 
880414. 

SHOEMAKEH.CJ Atomic Saloty and Licensing Board Panel #288 8064 80/04/ 13 
Public Service Co ol New Hampshire. 2pp, 45120:O2-1-45I20 025. 

8804200030 Notice of appearance * RS Hill-Whillon enters appearanco as aUy (or town 
of Nowbury in procoQding. Notice of change of address for town & Cerliticalo ol Svc 
end 

HILL-WHILTON.R, Newbury. MA. HILL-WHILTON.R. LagouUs. Cla-k, H-i;-Whilton & 
McGuire #288 6087. 88/04/13. 4pp. 46163 028-46163:029 

8804200-053 Town ol Nowbury conlenlfons to applicant plan lor Corrmonwoalih ol MA 
communitios.* Plan for commonwealth doos not meet roquiiemonls liiat must bo roa 
sonablo means of ovacuaiion & relocation. per Rev 1 to NUREG 0654 
WHILTON.R S. Newbury. MA WHILTON.R S Logou'is. Clark. Hill Whilten a McGuire 
#208 6004. 86/04/13. Atomic Saloty and Licensing Board Panol. 37pp 45162:349- 
45163.025. 

6604200073 Conlantions ol town ol West Nowbury ro Soabrook plan (or Commonwealth 
of MA communities * Plan fails to meet planning sids.por 10CFR50 47(b) & NUREG- 
0654 FEMA REP-I.Rev 1. Suppl 1 

MtZNER.J.H. West Nowbury. MA. #288 80i65. 88/04/13 Atomic Saloty and licensing 
Board Panol 17pp 45162.332-45162 348. 

8804200106 Ally General JM Shannon conlenilons submitted in rosponso lo Soabrook 
plan for Commonwoallh of MA commuatlos * Plan fails lo moot planning sids.por 
l0CFR50 47lb)(l) & NUflEG 0654 it A 3 W/Cortillcato of Svc 
TRAFICONTE.J. Massachusolls, Commonwoolth ol #280 6086 88/04/13 

SMITH.I.W.. LINENBERGER.O. Alom'c Safoly ond Licensing Board Panel 2l5pp 
45163 030-45163:243. 

8304260124 Now England Coalilion on Nuclear Pollution contentions on Soabrook Plan 
for Commoriwoallhol MA communllias. * W/svc list. 

CURRAN.O. New England Coalition on Nuclear Po'lullon CUHRAN.O Harmon & 
Weiss. #268 6124 . 83/04/13. Atomic Safety and Licensing Board Pane) lOpp. 
45210:294 45210:303. 

8604300250 Advises that mail cilod in NRObrlet on color coding ol saloty 8> nonsatoly 
related cables In FSAR Section 8.3 1.3 not introduced as evidence Record should bo 
reopened to roceivo cited portions. 

nEIS.E.J, Assistant General Counsel lor Hearings, #208 6082 6 6/04/14. 

ROSENTHAL A S. WILBER.H.A. Atomic Saloty and Licensing Appeal Panel. IP. 
45161062-45161:062, 

8804260086 Application for subpoenas requiring attendance & loslimony ol part-cular- 
named FEMA employ&sa.pst W)CFR2.720(o) S NRC en\ptoy<ies.pei 
10CFR2 720(h)(2) * W/supporting documontalion A svc list Related coriespondenco 
BACKU8.H.A Saacoast Anti-Pollution League. BACKUS.R A Backus. Meyer A Solo- 
mon. #268 6127. ee/04/14 Atomic Salely and Licensing Board Pano) 4lpp 
46210,241-45210:260. 

B 804200083 Conlirms request to lor ego any funher deposition exam ol Thomas ro oH- 
slle emergency planning proceeding -Wilnoss may bo examined luriher il depostion is 
tesurn^ by anothat party or it witness ti\ hesrings.RoiaicdcotrQspoodQnco. 

TURK.SE Assisiani General Counsel lor Heatings #269 6080 88/04/15, 
FLYNN.H.J. Federal Emergency ManagemonI Agency, ip 45160 235-45160 235 

8604200264 Notice ol hoating.* Hearing ra issue of sheltering beach population during 
rediological omargoncy si plant wilt bo hold 880502 in Concoid.Nil. Served o-n 800418 
8MITH,l W. Atomic Saloty and ticonsing Board Panel. #288 6063, 88/04/16. Ip. 
45l&1:061-45161 061. 

B8042BOOS2 Amended contention ot Ally Genoral JM Shannon on noiilicalion sys for 
Commonwoalth ol MA * Ally gerteral submits listed amended conlettiion w/ bases on 
applicant vehicular alert A notificaliort ays Cerlillcalo of Svc oncl 
SHANN0N,JM JONAS.SA. Massachusotls. Commonwealth ot #268 6102, 88/04/ 
15. tipp 46210.314-45210:324. 

8804260067 Seabrook OL casetonaiie emergency planning A technical issues * For- 
wards table ot coolenta A table ot authorities for New England Coal Fon on Nuclear 
Pollution brief in support oi appeal ol ASLBP 88-558 01 -OLR. 

CURRAN.O. New England Coalition on Nuclear Pollution. CURRAN.O Harmon A 
Welss. #288 6122. 68/04/16. ROSENTHAL.A S. Alomlo Safety and licensing Appeal 
Panel. Ip. 462 10.093 -462 10.098 

-6804260078 New England Coalition on Nuclear Pollution brief In support of ^peal of 
mamoiandum A ordor renewing authorization to oporala at low power.* Errata to 
brief .consisting ol table of conlonis A table ot authorities. 

CURRAN.O. New England Coalition i>n Nuclear Pollution CURRAN.O Harmon 8 
Weiss. 88/04/07. Atomic Sstety and Licensing Appeal Panel 6pp 45210:094- 
46210.098. 

8604260083 Forwards Pages 142 A 169 from canlenlions hied by Ally Gonorat JM 
Shannon due lo inadvertent mlsplacemant ol paragraph 

TRAFICONTE.J. Massachusells, Commonwealth of. #288 6126. 68/04/15 Docketing 
A Services Branch 3pp. 45210.156-46210:160. 

8804280087 Response of FEMA to requests for production of documents coniamod In 
inlervenors notice of taking depositions.* Oeclatallon of JW Becton encl-Relaied cor- 
respondence. 

BECTON.J.W. Federal Emergency Management Agency, #288 6123- 68/04/15. 
Atomic Safety and Licensing Board Panel I6pp. 46210 070-45210:092. 



180 DOCKETED ITEMS 


-8804260092 Re$ponso of FEMA (o appl caots requests tot production of documonls * 
Certil'sato of Svc onci Rolaled corrospondonco 

FUVNNHJ. Foddtal Emotgercf Menagemeni Agency. 6a/04/tS. Atomic Safuly and 
Liconsing Board Panel. f)pp 4&2to.08%''4&2‘10 092 

8804260107 Forwards excerpts fro.Ti Socunlies & Eirchango Commission Form tO-K ro 
eti cash I'ow p'Obtoms.for info Form reveals that oil may not bo ab'e to continue lo 
faid laci' ty f.nancial obligal-ons Svc bsl onci 

BACKUS.fr A Sea coast Anti PolliJiion lea-guo #286 6126. 86/04/15 

ROSENfi-tAL.A 3 . MOORE.T.S,, WILBER.HA Alom'c Salety and Licensing Doa'd 
Panel 13pp. 45210281-45210293 

6604290047 Applicanl supplemeni&t response to Any Coneral JM Shannon o<l S'te 
emetgercy planriing Interrogatonns & request fo.' production of documenis lo appli- 
cants (Sot 3i ' Relaiod corrospondenco. 

LEWAIO.T.G. Publ’c Service Co ol Mow Hampsh^e LEWALD.T.G Ropes & Gray. 
1^288 61/2 SB/04/t5 Atomic Safety and Licensing Board Panel 2pp. 46256. 041- 
45256 173 

-6804290054 Applicants 0 rocl iosimony 6.* Cortilicaie Ol Svc onci Related cone- 
spoedeoco 

' Public Service Co of Mew Hampshire 88/04/15. 130pp. 45256.043 45256:173 

5804260058 Mornorar-dum & chJei.' Submtia cotteci address of ASLB.pei towns >n 
Coirmonyveallh of MAroceni hiinns us-ng incorrect oddress Sorved on 880419. 
SMIIHJ.W Aiomc Saloly and Llcensng Board Panel #280 6125 88/04/18. 2pp 
45211 026 4521 1 027. 

68042S0079 Forwards lahlos inadverionlly omitted from Mow Erigland Coafit-on on Nu- 
clear Potlui-o.a 880415 briet re onsco emorgoncy planning & lechneal Issues F.rrors in 
pagination ol tables corrected. Previous fi'ing should be disregarded. 

CUnRAN.O New England CoaMoo on Nuclear Polluiio-s. OORRAN.O Harmon & 
NMeiss. #200 BtOt. 00/04/18. HOSENTHAL.A S Alom'c Saloly and Licensing Appeal 
Panel ip. 45210 149-45210 156 

•■&&04260091 Mow England CoaLlion on Nuclear Pollution brlol in sir of appeal ol 
memorandum & order tanowing authon^aiicn lo operate at low power.' Brief consist* 
ing ol loblos Inarlvertentfy omilted Certificate ef Svc ertcl 

CURH/VN.D. Mew Ergland Coaiitiori on Nuclear Po'lulion CURRAN.D Harmon & 
Weiss. 88/04/07 Atom c Safely and Llcensng Appeal Panel 7pp. 45210:150 
45210:156 

8804260097 Requests table of contents lor contonbons submitted by Commonwealth of 
i/A ally general irt -response lo Seabrooh p'an lor MA communities & short description 
of each content -on Served on 860421 

SMlTH.I-W- Aiomc Safely and Licensing Board Panel #266 6121. 88/04/ 18 
TRAFiCO.NTE.j Massachusetts. Commonwealth of Ip 45210:066-45210 069 

-8804260101 Requests tablo ol contents lor conienlions submitted by SeacoesI Anil- 
PoMiition League in response to Soabrooli plan lor MA communities & short dosenp- 
iion ol each contention 

SMITH.I.W Aioiric Salety arid Llcensng Goa'd Panel 88/04/18. BACKUS.RA. 
Saciius. Mayer & Sotomon Ip. 45210 067-45210067. 

-8804260105 Requests table ol contents lor conloni ons subm.lled by town ol Newbury 
in tesponso to SoabcooL plan lot MA commuiWiea 6 short doscnplion o( oach conlen 
bon 

SMIfH,I.W Atomic Safely and Licensing Board Panel. 68/04/10. HILL-WHILTON R. 
Ugoul 8, aark. HCI-Wiiaton & McGaie ip. 45210:068 45210068 

—830426011(1 Requests table ol contenuons subrnittod by town of Amesbury In re- 
sponse to Seabrook p'an lor lAA conmnutMLos & short description Ol each contoniioo 
SMITH.IW. Aiomc Safely add Licensing Board Panel 88/04/18 8R0CK.MT. 
Sha nes & McEachorn ip 45210 069-45210 C69. 

6604290073 NRC Stall response to petitions bled by o'ly ol l-faverhill & town ol 
Merrimac.MA * NRC does not oppose parbeipabon by rr.unfcipaiilies in proceeding W/ 
CertiticBte ert Svc 

TURK.SE. Assistant General Counsol lor Hearings. #266 8169. 88/Q4/10. Atomic 
Salety and Licons ng Board Panel. 4pp. 45256 219 45256:222 

8804260064 Advises that lime lor Commission lo review ASIAB Decision ALA0-a06 
axp red Com miss on declined review. Decision became final agency action on 
880404.Seryed on 660420. 

CHILK.S J. Olllce of the Secretary of the Commission #288 6100. 88/04/20. Atomic 
Salety and Licensing Board Panel, ip 45210:136-45210:136 

8804290062 Application lor subpoenas requ'ring attendance & testimony ol FEMA 8 
NRC employaos & momoranrtum of law m suppoa* S-jbpeonas requested tot M Law- 
less & F Congel Related coriespondence 

3ACl<LIS.n.A. Seacoasi Anil Poltutlon League BACKUS.R A Backus, Meyer 8 Solo- 
mon. #286 6170. 68/04/21. Alornic Safely and licensing Board Panel 4pp 
45256 223 45256 241, 


— 8S04290092 Memorandum In support ol application lor subpoenas requiring atlend- 
ence & testimony ol particular riamed FEMA employees, per lOCFn2.720 (a) 4 NRC 
empiovees.per 1 0CFR2. 720 (h)(2),* 

BACKOS.R.A. Seacoast Anti-Pollution League. 8ACKUS.R.A Backus, Mayer & Solo- 
mon 88/04/21 Atomic Safely and Licensing Board Panel. tSpp 45256 227* 
45256 241 

6604290017 Notifies that New England Coa'itton on Nuclear Pollution (NECNP) does not 
intend to Wigaio NECNP Contention I V on adequacy ol appl-cani program for inscrv* 
Ice tnsp ol steam generator lubina. 

FERSTER.A. New England Coalibon on Nuclear Pallubon FEBSTEH.A. Harmo-tv & 
Weiss. .#288 6150. BS/04/22. WOUFE.S,J, lUEBKE.E A,. HARaOUR.J- Afomte 
Saloty and Llcensng Board Panel 2pp. 45255 228-46255-229 

8604290028 Applicant response to order ol 880413.* Oualily & salety of 
opeiations.tnami or const has not been compromised lo any manner by toss 4 t®- 
placement ol 1 1 vendors.ceasing to do business w/project.Cerbficale of Svc and 
blGNAN,T.G- Pub-'ic Service Co. ol New Hampsh'ts. OIGNAN.T.G. Ropes & Gray. 
(51288 8149 80/04/22 7pp, 45255:32 1-45255-.327. 


8804290024 Memorandum 4 order * Partial Initial Oocision.LBP-87*10. 25 NRC 1 77 re- 
versed to extent that onvuon qualilicetlon of RGSB coaxial cable esiabl-shcd Servec 
on OB0425 

ShOEMAKER.C j. Atomic Saloly and Licensing Board Panel. #288 6146 08/04/25. 
BERRY.GA Olfico ol Iho General Counsol DIGNAN.T G . STEENLANP.DS Ptbo 
Service Co ol Now Hampstrlro. 2/pp 45255 280 45255 306 

6804290027 Order ’ Only oxpross mail addressed 10 EA Luotiho ro onsile otneigency 
plann-ng & safety issues will bo sent to listed address Served on 660426 
WoiPfS.J Atomic Safety and Licensing Board Panol. #280 6147. 88/04/25. Ip 
45255 320-45255 320 

8804200084 Applicant rosponaos lo fnloivenors conlonllons on SoaOrook plan lor Com- 
monwealth ol MA communitlos (SPMC) * Certificate ol Svc end 
OIGNAN.T.G. PubTc Service Co of New Itampshuo. OIGNAN.T.G. Ropes 4 Gray. 
#266 6171. 88/04/26. Atomic Safely and Lrconsing Board Panol 2S9pp. 45258 242. 
45257:140 

66042900B8 Order * Responses lo Joint intervonor 880422 motion for d reeled conl-ca- 
I'on shall be in hands of Board by 880502. Evidonilaty hearings now schedul'd lo 
cornrhonce on 680502 sospendod.pending turthor ordet sorvod on 860426. 
SHOEMAKER.C J Atomic Saloty and licensing Appeal Panel. #200 0187. 88/04/26. 
Office ol the Gonoral Counsol 2pp 45257:163-45257:164. 

8804290026 Memorandum * Suspension Of now schedutod evidentiary hearing htiod in- 
pari.Hearing may go forward but w.li not include rocO'pl of evldertco Irom witnesses 
on behalf oi FEMA.pandlng turthor ordor Soivod on 880427. 

SHOEMAKER.C J Atomic Saloly and Licensing Appeal Panel #288 6166 66/04/27. 
5pp 45255 315 45255 319 


I. Financial Informallon 


S804260I07 Fonvards excerpts irom Socuritlos & Exchange Commission Form 10 K ro 
util cash flow problems.toi Into Form reveals that ul4 may not be ablo to coniim.'O to 
fund facility financial obligations. Svc list onci 

BACKUS.R A. Seacoasi Ami Pollution League #288 6126. 88/04/15 

ftOSENTHAL.A S. Atoinlc Saloly and Licensing Boatd Panel. t3pp 45240 ?6t* 
45210 203. 


J Insurance 3 Indemnity Information 


8893310276 Forwards Endorsements t & 2 to MAELU & NELIA Corbficates of |.''Sur- 
ance MW-97 & NW*t6Q.rospectively.Ceitilicales also onci. 

GRILLO.M Jolvison 8 Higgins Insurance B8/03/21. OINIT2.1.P. Office of Nucteai Re- 
actor Regulation, Director (Post 870411) 24pp. 45001:004-45001027. 

8804050058 Advises that util wJI continue to provide listed insurance coverage Lnbt 
NRC completes review ol util 871001 reqoosl lor schodular exemption fior 
tOCFRSO 54(w) 

THOMAS.G S Public Service Co ol Now Hampshire 88/03/30 Document Cooliot 
Branch ((TocumenI Control Desk). 2pp. 45032.06 1 *45032:062. 


Q. Inspection reports, IE Bulletins 3 correspondence 


8803210090 Suppi 1 lo NRC Info Notice 87*044. '•Thimble Tube Thinning In Westing 
house Reaclors.” Svc list end 

ROSS1.C.6. Division ol Operational Events Assessment (Post 370414). 66/03/26. 
Consolidated Edison Co, ol Now York. Inc I2lpp 44995.126-44995:246 

8803229296 NRC Into Notice 88 010, "Malls l.icensoo3:Lacl( of Mgt Controls Over Li- 
censed Programs. " Svc list end. 

CUNNINGHAM.R.E Division of Industrial & Medical Nuclear Saloty (Post 870729) 68/ 
03/28. Consolidated Edison Co ol New York, Inc. 108pp. 44995 247 *44995:353 

8804010256 NRC Into Notice 68-01 1. ''Potential Loss of Motor Control Cir S/or Swlch* 
toard Function Duo lo Faulty Tie Bolls." Svc list onci. 

nOSSl.C.E. Division ol (Dpetational Events Assessmeni (Post 870411) 88/04/07. 
Consolidated Edison Co. of New York, Inc 124pp 45406:202-45407:051. 

8804060370 NRC Into Notice 88 012. "Ovorgreasing of Electric Motor Bearings'" Svc 
lisfenci 

ROSSI.C E. Division of Operational Events Assessment (Post 870411). 68/04/12. 
Consolidated Edison Co. of New York. inc. I23pp. 45165 028-45165:450. 


T. Hearing transcripts on non'anlltrust matters 


6804050324 Transcript ol 880401 hearing in Washington.OC ro offsite emergency 
planning.Pp 9.867.9.914 

SMITH.I W. LINENBERGER.G. Atomic Safety and Licensing Boatd Panel. 88/04/01. 
50pp. 44070:001*44970 050. 

8804070296 Transcript ol 880405 telcon in Washington.OC re olfsifo emergency 
planning Pp 9915*72 

' Commissioners , 83/04/05 61pp. 45043.328*45044:027 


U. Congresalcmal/ExecuUve Coneapondarvee 


8804010266 Urges Commission to reinstate slay on issuance of OL tor plant untl 
cant Issues re load util Interesl In voluntary bankruptcy resolved.Sorved on 680201- 
HUMPHREY.GJ. Senate. #188 6474. 88/01/29- 2ECH.L.W. Cornmissloners, Ip 
44919 335-44919:335- 


OOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION. UNIT t 



UUUMilbU llbMS 101 


A. Applicallon/consIrucHon alooe documenis & correspondence 

88030 8 0478 Torv/ards iranscrpi of util 800218 pubi:c iriodbng w/CASE & M Welsh re 
corrective 8Ct.on program Icr cable tray hangers & condu Is & conduit supporis.Not co 
o< mee:.ng also encl. 

MALt.OY.M Otr: o( Specia' Hio;ecis 68/03/02 Ofc ol Specal Projecis 2l3cp 
44632 202-44633 054 

8803100014 Notifies that 860912 request to use ASME Code Case N-263-2. ‘ Const ol 
Class 2 4 3 Components (ei Elevated Temp Sve, Section lil.0.v l.“ accopiabio pro- 
vided rules ol corto case governs dos gn & mails soleciion 

GRiMCS.CI Olc ol Special Projecis. 88/03/03 COJNSIL.W G TU Electric (lormerly 
Toxas Uli'ilies Generating Co ) 4pp 44661 025*44661 -028. 

8803250223 Forwards propiiolary S nor'propnelary Hepts ftXE 88-iOI-P & nXE-96-101- 
NP.rospccliv 0 ly,iO sloam goncraler lutie rupture Roquesis that proprietary repi be 
withliold trom public disclosure 

COUNSlL.W.G . WOOOLAN.D H TU E'eciric (lormorly Texas Ulilitiea Generating Co ) 
68/03/15. Oocumont Control Branch (Oocumonl Control Desk). 3pp 44816.001- 
44916:175. 

-8603250267 Requests tor withholdinp ol Ropt nXE-80-101 P. “Design Oasis Aoa'ysis 
of Postulated Sloam Generator Tube Ruplu'o Event lor Comanche Peak Sloam Eloc- 
Inc SiaC-on Unit 1." from public disclosure 

WIESEMANN.RA Wostnghojse Elociric Corp 08/03/14 MURLEY.T Oflice ol Nu- 
c’oar Reactor Regulation. D.rcclor (Post B7041 1). 1 1pp 44916 004 44916 014. 

-8603250276 "Design Basis Analysis ol Posiulaiod Sloam Gonoralor Tubo Rupluro 
Event tor CXimaticho Peak Steam Elociric Station. Unit t." 

OOATWRIGHT.W J . MAIER.S M . LO.S TU Elociric (lormorly Texas Utrillos General - 
lngCo> RXE-08-101-NP 08/03/31 162pp. 44016015-44916-175 

8803240426 Generic Lir 86 06 to all power roaclor licerssoos & applicants re removal of 
organi 7 atiori charts from Tech Spec admin'slrativo control requIromonls.Svc I Si end 
UIRAGLIA,F J. Associate Director for Projecis (Post 8704 1 1 ). 80/03/22 Consolidated 
Ell son Co ol Now York. Inc 47pp 44972 107-44972 153 

8804060515 Informs ol uM Intent to romovo lube vibralian Insirumonlalion Inslolled In 
steam gonoralors as port ol v.bralion lest program described In util 640312 
Kr.Approval lOquoslod tor olimlnatiori ot vibration monitoring program. 

COUNS1L.WG . BF.CK.JW TU Electric (toimorly Texas Ulilitlos Gonorat-ng Co) 88/ 
03/20. Document Control Branch (Document Control Desk). 2pp 45007:105- 
45007:106. 

680407-0083 Advfsos lhai uiil portorming enaylsos to va'idato liigh energy |el impinge- 
ment loads prosonily being ui li/od at plant 

COUNSIL.WO, BECKJ.W. TU Electric (lormorly Toxas Ulill-oa Generaling Co.). 88/ 
93/28. Oocumonl Control Orancti (Document Control Desk). 2pp 45030357* 
45030:358. 

8804060221 Noiilicat'on Ol contract oxocut<on.Mod iB.lo “Review & Evalual'on ol Co- 
manche Peak Program Plan " Contractor. TclodYno Enginoering Svcs. 

HAGEY.H. Contract Adm OiSltalion Otanch FIN 0-1330 60/03/20 GRIMES.CI. Olc 
ol Special Projects LYONS.J NRC - No Dole led All.l alien Given ip 45018 322* 
45018:324. 

-8804060233 Mod i0,add.ng i.ncremonial lunds.lo “Kovrew & Eva'uailon of Comanche 
Peak Progrnm Plon " 

• Tolodyno Enginoering Services WIGGINS.E J Division ol Contracts (Post 070413) 
FINB-1330 08/03/29 2pp 45010 323-45010 324 

88041 tot 13 l-orwards Socurilios & Exchange Commission Form lO-K lor 1087 & util 
10B7 annual ropl.W/o oncis. 

COUNSll.W G., WOODLAN.D R. TU Electric (lormorly Texas Ulililios Gonorolinq Co ). 
03/03/31. Document Control Branch (Document Control Desk). Ip 4£077:294* 
45077:294. 

8B040800SB Generic Lir 80 07 to powor roaclof licensoos S applicants re modilled on- 
lotcomenl policy concern ng lOCFRSOAO. “Environ Qualillcalion of Electrical Equip* 
meni Imporlani to Safety lor Nuclear Powor Plants." Sve list encl. 

MIRAGLIA.F J, Associate Director lor Projects (Post 87041 1). 80/04/07. Consolidated 
Edison Co ol New York. Inc 4epp 46104:237-45164:206 

8804150332 Partial response to FOIA request lor documents Forwards App B 
documents App A 8 8 documents olso availablo In POR. 

GfllMSlEY.Ofl Dwlslon ot Rules 8 , Records {Post B70413) 68/04/08. CONNOR.L 
Ooc*Soarch Associates 4pp. 45140 330-45149.351 

-8804 180282 Comanche Peek Response Team Action Plan Item Vll.aO. “Exit Inter* 
views." Rolnlod into encl. 

QUSH.J.W . tiASSEL.J.L. TU Electric (lormorly Texas Utilities Generating Co ). 85/06/ 
2t. Opp 45140:334 45149:351 

8004130238 Forwards response to NRC 870707 toquosi lot addi info to Generic Lir 03* 
20 concerning vendor interface programs Procedures to periodically contact vendors 
ol koy compononis to laci'ilate exchange of curtom Into provided 
COUNSlL.W.G.. WOODLAN.D.R. TU EFeclfic (lormorly Toxos Ulilii es General-ng Co.). 
03/04/11. Document Control Branch (Document Control Desk). 3pp. 45146:284* 
45146:268. 

8804200499 Forwords addI Into ro applicability of corrective action program at planLper 
NRC 660122 request. E^lnnallon ol signilicance ol deviations from design tequre* 
men Is Identilred by CPRT olso encl per NRC requosl. 

COUNSIL.W G TU Electric {lormorly Texes Utilities Generating Co.). 88/04/14. Docu- 
ment Control Branch (Document Control Oosk). 8pp. 45239.061-45239:068. 

8804200444 Forwards "Comanche Poak...Whipjot Program Rapt" lor teviaw. Approval 
wll allow oiimlnalion of pipe breaka & associated dynamic ellocls lor listed sys 8 ac* 
cqpiartce wi’l allow removal of countoi produclivo pipe whip roairalnls. 

COUNSlL.W.G TU Electric (formerly Texas Utiliiies Generating Co). 86/04/15. Docu- 
lyieni Control Branch (DocumonI Control Dosk) 2pp. 45174.190-45(74.346. 

-6804200462 ‘Comanche Peak Whipfot Program Rept." 

• Robert L. Clourf Associalos, Inc 68/04/30 15Bpp 45174:192-45174:346 

8804260193 Forwards final revs & insiruciion sheets lor manuals describing use ol p'ani 
response team checklists. 

COUNSlL.W.G. TU Electric (formerly Texas Ublfties Generaling Co.). 88/04/15. Docu- 
ment Control Branch (Document Control Oosk), 10pp. 45281:133-46201:190. 


-8804260205 Chanpo Nctice C01 to Rev 3 to PrOCOdu'O CPP-006. "Sarrp'u Selection " 
2ILL.RD. SCHAUF.J.M Eva'uaiion Rcsoe'cti (iorp 87/12/21. 2pp 46281 143- 
45201.144 

-8804280210 Change Notice 001 to Ro-v 8 to Proceduro CFP 010. "Preparation cl Do- 
viacon Repts ’ 

HOOGE.O A Evaiuatron Research Corp 86/01/20 2pp 45281 145*45281 146 

-8804260215 Notice of cancellai:on of Ro/ 3 to Piccodtre CPP 018. ' OA/QC Inierfaco 
w/Oos gn Adequacy Program " 

HODGF.O.A.. 2ILL H D Evo'eatios Hosoa'Ch Corp. 87/12/15 ip 45281 147- 
45281 148 

-8804260219 Change Nclico 002 to Hev i to Proceduro CPP 026. Final Review ol 
Issue Specific Action Plans (ISAP) Vll.c & Other Se^oclod iSAP Work ng Fres " 
MUDSON.OF Evaljallo.s Research Cerp 86/01/13. 2pp 4520l 149 45281 150 

"8604260222 Change Nctice 001 to Rov 1 1o Procedure CPP 028, "Firal Review ol 
Issue Spocliic Action Plans (ISAP) VII C & Other Selected ISAP Working Files " 
ZILL.R.b. Evaljot on Research Cerp 87/10/14 3pp 45231:151 45281.153. 

-8604260226 Rev 3 to Proceduro CPP-027. "Rcmsp/Documoniahon Review of Pur- 
chased Saleiy-Reiated Mail & Equprr.eni ' 

2ILL.no Evaloat-orr Rosearch Corp 87/10/23 17pp 45P8I 154 45281:170. 

-8804260230 Not-ce ot cance'lation (Rov i) lo Rov 3 lo lnsifuct.on 01-009. "Documoni 
Roviowol Ccnduil/R-E CD'jr." 

ZILL.BD. PATTERSON A A EvaUation Rosearch Corp 87/09/30 2pp 45281 171. 
45281 172 


"8004260235 Change Noiico 002 to Rov 4 lo Insiiuction Ol 019. "flo.nsp of Smal Bore 
P‘po Supports " 

ZiLl.RD. SCHAUF.J Evaluation Research Cerp 87/09/20 2pp 45281:173- 
45281 174 


"8804260237 Change Noiico 002 to Rov 1 to Insiruciion Cl-022. “Documeniation 
Review ol Piping Sys Boiled Joinis/Malls " 

ZILL.RD. SCHAUF.J.M Eva’uailcm nosoarch Corp 87/09/22 3pp 45281:175- 
45281 177 

"6B04260241 Chango Noi co 002 to Rov 3 lo Instruction Ol 027. "Reinsp ol Large Bore 
P.pe Supports * Rigid." 

ZlLL.nO. SCHAUF.J.M Evaluation flosootch Corp 07/09/29 2pp 45291 178 

45281 170, 

-6804260243 Chango Not co 002 to Rev 3 to Insiruciion Cl-029. "Re nsp ol Large Bote 
Pioo Supports • Non-R g:d." 

ZlLl .no. SCHAUF.J.M Evaluation Rosca-ch Corp 87/09/29 2pp 45281 180. 
45281 101 

"8804260247 Charge Noico 001 to Rov 4 to Inslruciiori 01-045. "Re nsp ol Procodoros 
for Structural Steel.” 

ZILL.RD. SCHAUF.J.M Evaluation Rosoarch Corp 87/09/29 2pp 46281:182- 

45261:164. 

-8604260260 Change Notice C01 lo Ri3v 3 to Insiructoik Ol 051. "Relnsp ol Pipe Whip 
Rostra nts." 

ZILL.RO. SCHAUF.J.M, Evaluation Rosoarch Corp 87/09/29 2pp 46281 165- 

45281: 168 

"8804260263 Change Notice 001 lo Rov 2 to Insiruciion 01-053. "Romsp ol Calegory I 
Conduit Supports/I-S-COSP." 

ZILL.RD. tolAUF.J.M, Evaluation Rosearch Corp 87/09/14 2pp 45281 187- 

45201 168 

"8804260254 Change Nol.ee 002 to Rov 2 to Instruction QI-0S5, “Ro nsp ol Insirumeni 
Pipe/Tube Suppoite/I-S-INSP." 

ZILL.RO. S(;HAUF.J.M EvaUaion Rosoarch Cerp 87/09/29 2pp 45281 189- 

45261:160 

8804210351 Final rosponso to FOIA requosl lor documents re plant Forwards App 0 
docu-menis App C S O documonis available- In POR 

QRIMSLEY.O Division of Rulos & RecoriTs fPost 870413) 88/04/18 CONNOR.L 
Ooc-Soarch Associates 4pp 45192 204 45102 209 

*-6804210355 Pago from dralt repi on plant SAFETEAM acLvily & Ofc ol Invosiigaiions 
review 

* NRC • No Detailed AlHialion Given 88/04/18 ip 46192 208*45192:209. 


E. NRC Safety Evaluation Report (SER), auppis S correspondence 

8604010162 Forwards SSER 14 to NUREG-0797 re opetaiion ol plant SuppI presents 
saloly evaluation on mailers re corrective aciian program associated w/dosign ol 
targe & small boie pipng & pipe supporle.Corroclivo action program acceplable.W/o 
end 

GRIMES.C I Olc of Special Projecis. 88/03/09. COUNSlL.W.G TU Elociric (lotmerly 
Texas Ulililios Generating Co ). ip. 44949.021-44948:021. 


F. Security, medical, emergency A tire proleclion plans 


6904040258 Forwards Insp Ropt 60-445/88-16 on 800301-02NO violailo.ns ot devl- 
sllons noted. 

WARNICK.RF Olc of Special Projecis. 86/03/29. COUNSIL.W O TU Elecitic (lor* 
marly Texas Uiilitios Generating Co.V 4pp 45072 012-45072 018. 

-8804040281 Parl-ally wJhheld Insp Rapi 50*445/88*16 on 660301*02 (ret 
lOGFn73.2l] No vlaial'ons or deviations noted. Major areas Inspeoiod security plan & 
procedures & vilal area battlers. 

EARNEST.A.B. YANOELL.L.A. Region 4, Ofc ot Iho Oirecfor. 08/03/22. Ip. 
46072.016 45072:016 



104, "Emergency Proparadnoss Ur.l’s « Eirorcise' S flev 5 lo £FP-20?i. "Activaiioo of 
Emergency Op6''atioas FaoMy (EOF) & EOF Personnel Cut es '■ V//8804tQ Ur. 
COUNSiL.W.G. WOCOuAN.OR. TU Efectnc ((cnnofly Toxas UI'it.os Genoraiing Co) 
80/04/19.22^0 45244 280-45244;301 


O. Adjudicalory correspondence 

8304050044 Advises thai Cygra Energy Svcs.Inc tiocumenIs,>nc'ud>ng f4 'AVIsms 
88021 /'1 9 dnpositian & oxNb.is.otila ctec & available (er (avow ui uM OaUas.TX 
otc W/CerWicaio ol Svc Re'atedccirespondence- 

NEWWAN.jH 7LI Electric (lormoily foxes Uii'iitos General ng Co.) NEWMAN.JH 
Newman S Molumger. #288 5993 88/03/30 MCOBF.JE Assislani General Counsel 
for Hoenr>gs ELLISJ. Cil'rons Associalierr lor Sound Energy 5po. 44963 101- 
44966 105. 

8604OS0oaS NRC Stair response in support ol appi.canl moiiort to consol'dain proceed 
■ngs.* Conse'‘tlaiion would result in clliciant use oi pan>es rpscuicce Notices el ap- 
pear anco & withdrawal enci W/Cert.ficaie ol Svc 

MOO/IE.J E. Ass slant General Counsel lor Heai-ngs #268 5973 88/03/30 Atomic 
Safety and ircenslng Board Pane'. 16pp. 44S66 077-44966 092 

8804050 10% Forwards Exfiibii 18 Introduced lo record by counsel igr co owners dur.ng 
Wiliams B302I8 dcpos.tion & Pages 199-1S5 & 464 465 of lranscijpl.ioprosonling 
eniito contents ol Oepos.tion ro exh b.i W/Certil cale ot Svc 

NtWMAN.J R Newman & HoltMiger #283 5094 88/03/30 BLOCH.P 0 . 

JOnOAN.W.H. WCCOH.O*4.K A, Atoftic SalQty and Licensing Board Panel SSpp 
44966 106-44966 140. 

8604060049 CASE answer lo applicant 880308 motion to consolidate proceed ng * 
CASE opposes mobon because appktant view ol issues in onot Cenrheata ot 
end 

GARDF.0 P. Govornmeni Acoourriab.uty Pi-OjOct ELLIS ,J Crbzens Association lor 
Sound Frieigy. #288 6010. 88/03/30 AloiPic Safely and licensing Board Panel. 
I4pp 44983 040 44983 053 

3804050033 Forwards list ol persons appeanng ai N Wl'iams ol CYGNA 
doposil-on.clarilyrng trial El-is m l.'ansccpl nol sarno as J ElliS ol CASE.por J £il.s 
roquosi W/CojWicala of Svc. fletaiod correspondence 

NEWMAN. JR. TU Elecific (lormerly Texes Uliltles Genera imu (to ) NEWMAN J.H 
Newman 8 Noll/mger #288 5990 89/03/31. BLOCHP 0 . JOHDAN.WH . 

MCCOLLOM.K A Alom.c Saleiy and Licensing Board Panel. Opp 44966 166 
44966:171. 

8604080039 Advises that end list ol decumenis m SS.Ffl 14 idcnlified as nol avai'ob.'o 
in PDR b&ing inado availebia m util document room in Oacas.TX.pcr J Moo.'e 800310 
«r W/Certiiicaio of Svc 

NEWMAN.JR TU Elacliic tloinwily To*as UtAlos Genotaltng Co) NEWMAN JH 
Newman & Hollringor #288 5991 88/03/31 BtOCH.PB . MCCOLLOM.K A. 

JQHNSON.E B Atomic Saleiy arxl Licens.tvg Board Panel 9pp 4 4966 l&O 44966, t&7 

8804050092 NoLce ol ava.laU lity ol docoments undortymg SSER 14 * Nobce givon that 
documonls underlying NHC SSER 14 for faclity ava lalve lor insp & copying iri LPOH 
In Arpnglon. TX A in PDR W/Cenif'cato Ol Svc He'arod cortespandenco. 

MCX)RE,JE. Assistant General Counsel (or Hear.nqs #288 5074 80/03/31 3cp 
44966 093-44966:095, 

8804110026 Memorandum & order.* Uhl mohon lo coitso'idaia OL S CP amond casos 
deaed Served on 860407. 

BtOCll.P.B. MCCOLLOM.KA. JOROAN.W H. Atomic Saleiy and Liconsing Board 
Ponel. #286 6032 83/04/06. TU Electric llormetly Texas l/ti'ihes Gonerai.no Co) 
3pp 45049 254.45049;256. 

8804110017 furwards app'icani sevenih submission in response to Board 870812 re- 
quesi lor response lo notices of wofaiion & dev-aiions Responses cover period ol 
880225 lo 6S0329. Coriincaie ol Svc end Related corrcspondenco 
EOGATt.G L. TU Etecinc lloirnoity Texas UUities Generating Co} EDGAR.G.L. 
Nawman & HolUioger. #268 6035. 88/04/06. PLOCII.P8.. JORDAN. W.U. 

MCCOl LOM.K A Atomic Sateiy and Ltcensng Ooaid Pane) 4pp 45046 346- 
46049016. 

8604110023 Forwards recently-issued INPO rapl doa'ing w/operational aspects of facili- 
ly a Uhl rosponsQs re achvrhos Matts lo bo submitted as e-jMenco fcul ate Iw Board 
info Cnitiricaie ol Svc end 

EDGAR.GL. TU Elecbic (formerly Texas tliilAos Genotaing Co) FOGARGL 
Newman & Holtzingor. #288 6036 88/04/06 BLOCH.P B. JOHDAN.WH. 

MCXOLLOM.K A Alomi-c Safely and Llcons‘ng Board Panel f 85 qo 46049 025- 


muMun tot Tuv:on:»)Of*imiOn Oi Ctofiixaiion O* OfOC* 0> 0004 

licensing OoaiJ order has lout consequences which are tnconsisieni w/'ongs'in 
Commission practice & procedures Certiticale ol Svc encl. 

MOORE.J E Assistant General Counsel lor Hearings #288 6073 88/04/15 Ati 
Safely and Licensing Goa/d Panel. 9pp. 45 162- 105-461 62' U3 

8604260073 Fenvards iruiiaJ compiami ot J Qoese & amended comp>a.nt ol R Rei 
in o/dor lo keep Board informed ol poionhally s-gn iican* in'o 
preceodinqs.Oiieslions raised lo how applicant lomsp prouram beiru implex e'‘c4 
ELLIS.J (jiii/ens Association lor Sound Energy #260 6i04 88/04/15 QlOCii.i 
MCCOLLOM.KA.. jORDAN.W.H. AlomJc Saietv and Llconskiy Board Pane' i 
45210.330-45211:024 

66042600S6 Memorandum to parlies * Forwards BP Cotier 880311 memo :o parlio 
docket lilos Parties lo proceorling roquosled lo conlorm to BP ColtO' rorjueslO 
may bo deleted Irom sve list Served on 880421 

BLIjCH.PS Atomic Safety and Licensing Board Panel #288 6103. 83/04/20 
45211 028-45211:020 

8BD426D066 Forwards util 880414 iir In response lo quosiions aiis.ng '.'em &?■ 
utrlic moelmg. 

tWAR.G.l,. TU Electric [toimerly Texas Uliliiies Generating Co) ECGhR 
Newman 8 Holt/inger. #286 6115. 80/04/21 BLOCH.P B,. MciCOLtCV 
JOBUAN.WH. Alolwc Saleiy and Licensing Board Pane), lapp 45210 
45210:148 

8804260140 Answers lo ASL8 14 quesllons (momo,propos0d rnomo ol 680414 
Aciion Plan Results Report l.d.t.’ Achot^ Plan fioaolls Ropt id. I. "QC tnsjx 
Ounlilicallons" oncl.W/Certilicaie of Svc. 

YOUNG,J 6 , CMRISTENSEN.J. TU 0eceic (lotmetly Texas UuhhQs Gonoiai'gi 
#288 6114 88/04/21. 62pp 45209 310-45210 019 

8604260260 Nol'ce oi availability ol Issue Specific Action Plan (SAP Vll a 9 resuhs 
working lilos * Working files available for copying at silo.Ceihficaie cl 
end Related corio^ondence. 

EOGAH.O.L. TU Eleciric (formerly Texas Ulilllies Genoraiirig Co ). EDGAR. 
Newmans Holuingor. #288 6116 88/04/21. 5pp 45210 061-46210 065 

8604260266 Notice ol availability ot coMeclivo signiiicanco rept S working Lies * Wo 
Lies for collective significance rept available at slaied address Coriihcale ol Svc > 
Related correspondence. 

EDGAR.G.L TU Electric (lormerly Texas Utilities Geneiaiing Co) EDGAR 
Newman & Hotlzinger #288 61 17 68/04/22 5pp 45210 056-45210:060 

B804290129 Fqrwaids applicants answers lo Board 14 questions ro Accen Plan Be 
Ropi Vjl.a.9.Checklisls used lor relnsp/ documonialion review lor 81 items el o 
mani & roatl not Included w/answors due lo vol amounting more lhan 1.000 pp 
EOGAR.GL Newman S Holtzingor #288 6156 88/0-1/26. OlOCH. 

MCCOLLdA.K.A.. JORDAN.V/.H. Atomic Safely and Llcenslrvg Boaid Pan-ji 
45255 145-45255 161 

-8604290146 Answers lo Board 14 quesllons re Action Plan RosuTs 
(Memo.prcpaaad memo ot 860416) regarding Action Plan Results Hept VF a 9 ' 
swers submitted per Board 860414 momorandum.proposod memoranefu.m S oido 
Certiiicala of Svc 

CHniST6NSEN.j . HANSEL.J.L. TU Eleciric (formerly Texas UWri'es Genpraiirg 
88/04/26. 16pp 45255 146 45255:161. 


H. General correspondence 

8804140002 Nolifies of LM PoIrzzI 870812 Hr (o US Depl of labor ro a» 
discriminabon, reassignment to position away Irom aito & eventual torminahon hoc 
of safoiy concerns raised on job. Violation ol 10CFR60 7 may have occurred 
EONETER.SO Ofc ol Special Pioiects 88/04/ 11 CXJUNSII .W.G TU biecnic 
merly Texas UMtlies Generaling Co ) 9pp 45120:218-45120 226, 


P. Dperating license stage documents & correspondence 

8804220078 Requests that ulil submit responses to questions resulting (torn &a!>3l 
mealing re cable pulling operations & cable splices.especially re dillerences in ir 
lalion & Insp procedures 8 personnel training & qualification. 

GRIMES.C I Ole ol Special Projeols. 88/04/15 COUNSIL.W.G. TU Gloctnc (lo/i 
Texas Utilities Generating Co.) 3pp 45201.019-45201:021 


O. inspection reports, IE Bulletins & correspondence 


8804180019 Forwards ui-l 880406 Hr iransmitting errata le project status repis for 
■ Equipment Qualilicaiion" & "Electrical " Related correspondence 

Electric (foinioily Texas Ui-iihcis Generning Co) 
WOOLDRIDGE.R A, Wore ham. Forsythe. Snmpols & Woolndge (lormerly vi/orsham 
Foisylh® & Sampets) #288 6C61. 88/04/06, BLOCH.P a. JOROAN.W It.. 
MCCOLLOM.KA Alonnc Saloty and L(cens.ng Board Panel 2pp 45128 027- 


8604160030 Hijorros ihfti appi cants notilied Board & parlies ot avaiabAly in TU Eteclnc 
docomoni roomol mans ref m NflC SSER 14 W/Certil.caro ol svc. 

EOGAR.G L. Newman & Hottzinger, #288 6060. 88/04/08 BLOCH P8. 

JOROAN.W H. MCCOLLOM.K A Atomic Saleiy and Licensing Boaid Panel Bon 
45128:042-45128 047 


6804200038 Confirms 8804 1 \ (elcon requesting tO-day extension ol lime to 8B0428 loi 
CASE lo specify issues ol interest re project status ropis dealing w/iarge A small boie 
P'P*h9 A pipe supports A NRC Staff SSER H.Retated cortoapondcnco 
SCHMurZ.T A Newman A HoMzrnooi #288 6075 88/04/12 ELLIS.J Citizens Asso- 
ciation tor Sound Energy, ip. 45160:173 45160:173 


roconsidoraiion of Licensing Board memorandum & order ol 
880405 A request 10/ oral argument * Requests that Board schedule oral argument on 
issues raised by applicant instant motion (jertificale ol svc encl. 

NEVtfMANJR. TU Elecbic ilormerfy Texas UlilHies Generating Co) NEWMAN. JR 
a Jf2Q& 6072. 66/0-4/15. A!oni:c SafGly Afid LIC8ftSind &08fd 

panel llpp. 45182:148-46162:156 


8603080287 Forwards Insp flepis 50-446/88 05 A 50-446/88-04 or* 880105- 02 
nelices of violation A deviation 

WARNICK.fl F Ole ol Special Proiects. 88/03.'02. COUNSIL.WG TU Eiectnc 
marly Toxas Ulilities Generating (3o). 6pp. 44634:004-44634:034 

— 68(13080292 Notice ol violation from Insp on 080105'0202.Violahor* nolod.dapre: 
exceeding i /32 inch in depth observed 

WAHNICK.R.F. NRC - No Oeialiad Alfilialion Given. 88/03/02 2pp. 44634 
44634 01 1. 

-8803080301 Notice ot davlalion Irom Insp on 680l05-0202.Uevi 
noted:Nonconlormance Rept NCfl-87-A0049l A OC hold point not trended a 
quited by F3AH lo idenWy any Wend adverse lo quality. 

VVARNlCK.fi.F. NRC - No Oolailed AHillallon Given. 88/03/02 ip 44634 
44634.012. 

-8S0308Q3M Insp Repis 60-445/88-06 A 60-448/88-04 on 880105-0202, One Ms' 
8 deviation riOtod.Major areas Inspecled: assessment of.anagations.lollowup on 
Uons/deviations, A corrective aclton proarara (or small bote piptrxg. 
UVERMORE.H.H. Oloof Special Projecfs. 88/03/02. 22pp.,44634 013-44634 03' 

8803080488 Forwards roQueat for addi Into ro 860514 A 0714 responses to IE Oi 
8S-003.'’ Motor Operaied Vafve Common Mode Failures During Plant Transient D 
Irnproper Switch Settings.” Response requested by 880401, 

GfllMES,C.I. Ofc ol Special Prolecfs 88/03/03. (JOUNSIL.W.G Tu Electric (fori 
Texas Utilities Generaling Co.). 5pp, 44639.032-44639:036. 


8603300009 Forwards Ir^sp RoptS !)0 445/(U) n 8 5O44b/U0 C'J cn QDU203 0301 No 
vio aiio'ks O' dcviaiions l oied 

Vi/ARNiCK.nF Olc Ot Special Piowcis nB/03/2? COUNSiL.wO lU Kiecm: (lo- 
mer!^ To»as um tms Gooorai ny (;o> app 44921 2'jn M40?l 3i? 

-8303300018 Insp Rcpls SO 445/flO 1 1 & 50-4. 16/08 09 cn fin:)?03f»30l No v.j'alions 
or doviaiions idcni.liod I'/aicr areas I'lspoctr^d applcanl at.licri$ or' previajs insp 
lind-r-gs.loiowup on violahons/dovialioris & corroclivo aciipn program 
llVERN'Ont.HH Olc o( Special Pro,ocis 88/03/22 I6pp 44 D21 302-44021 3i 7 

8604050260 Acl< rcccpl of BUOt I5.0216.031 5 & 0310 Ills inlo.'n<i.'ig NMC ol Steps laKen 
to co'iecl tficlaiions rotod m insp Flcpis SO-445/B7-30 8 50'‘146^7-22 
WARNICK.R F Olc ol Special Fro, eels 08/03/25 COJNSiL.VVG TU Flcclnc (for- 
nii.’i;y Texas Uiil lies General pg Co) bpp 44997 172-4409/ 176 

88-03210090 SuppI I 10 RRC Into Noiico 07-044. • Tt'imiilo Tube Tn:npi- g in Westng- 
he 4 so Reactors “ Sve list onci 

ROSSI. C E Division ol Oporalionpl Evonis Assossnioni (PosI 070411) 88/03/20 
CoiSO'ida'Gil Edson Co of New York. Inc l21Cp •1-1995:120-44995 240 

6003220296 NRC Into Not Co 88 010. ' Walls L>c<jnscf>s Lack ot Mgl Conlrols Ovc li- 
censed Programs " Sve list one' 

CUNNIfJGHAM.H E Divisiaii ol Ifd^slnal 8 Metfcca' NuCloO' Salely (Post 070720) 80/ 
03/28 Censo! dated Edison Co ol Now York. Inc lOBpp 44995 247-44995 353 

6604080515 Inloims ol ulil inteni 10 romovo tiilie vbrotio'i ir.slriiir.cnielian insloleil n 
Sloam generators as pan ol vitiralicn losi p'C(|iam ilescrbed m iiM 840312 
Hr Approval requOSICd lO' oln).n<ti'On ol vihralion monilor-ng p-'Og'ain 
COUNSIL.WG. BFCK.JW TU Elocir:c (lo'moity loxas UiiM es General ng Co I 68/ 
03/28. DocumunI Conitoi Brrii-cli (Oocumcni Control Dusk) 2pp 4600/. <05- 
•15007 106 

0804040258 Forwards Insp RopI 50 445/68-16 on 880301-02 N'o violalions or c'ovi 
aliens r.olod 

WARNICK.H F Olc of Special Pro, eels 88/03/28 COUNSIL.WG TU Elccnc Per- 
rnoily Toxas UtiLties riencfat-rg Co ) 4pp 45072 012 45072 016 

-8604040261 Parlially wilhho'd lns|i Ropt 50 445/00 16 on 0803011)2 (rol 
IOCFn73 21) No v:o!alions or dovialions nolod MaiO' areas inspected socerity p'nn & 
eruccduros & Vila' area barriers 

EAflNEST.AB. YANOELL.LA Reoion 4. Olc ol tlio Dirccior 88/03/22 Ip 
•15072 016 45072 016 

8804060063 Ack rocoipt ol 080324 l>' mlormion NRC ol steps iBkon to co.'iocl wolalons 
coled in Insp Rents 50-445/00 01 8 60 44C/08 Ol 

WARNICK.n.F Olc Ol Special Prcjocls 80/03/30 COUNSIl .W G TU EK'cliic |lor 
rrerly Toxas Utlitios Gonetohng Co ). 4pp 45007 276 45007 279 

6B04060375 Updalod lOSponso lo vio’alions noted in Insp RcpIS 50 445/05 13 & 50 
440/05 03 Corroclivo actons flov 7 lo Procodoro STA 606 issued 0-n 890227 lo moot 
Cl g na' coireciivo action rosponso conin'.iimeni 

COUNSIL.W G TU ElOCiriC (lornnorly Toxus Ulillios Gonoiatng Co.) 80/03/33 Docu 
moni Conliol Qronch (DocumunI Contiol Dosk) Ip 45C06 328 45006 320 

BB0406033Q Inluims that complocion ol rornoval ol uriaulhcnzed sp^cos & wiru nets 
Iron) Unit 1 civl'or panols loschedulail lor cornplovon by 880531 por ulil 689129 ro- 
sporiso lo v.otalions nolod in Insp Ropls 50 445/07-1 1 A f>0 4n6/oro9 
COUNSIL.W G. TU ElocIric (lorinorly Toxas Ulihtos Goreroimg Co) 08/03/30 Dccu- 
irerit Conlral Branch (Docgtro-ni Control Dosk) ip. 45011} 225 450i0 225 

8804060494 Inlorms that ilatn Icr comploiion ol luring ol ccnlraclor porsonnei 
clian()(id lo 800601. por ulil 000201 ros))onso lu vio'aticn nolod n Insp Rojils 50 445/ 
87-27 & 50 446/87-20 

COUNSIL.WG TU Eloctii."; (lomicily Toxas Ulilitos Gonofnimg Co) 00/o:)/.30 Docu 
n-.0.nl Conliol Branch (DocumonI Co.nlfol Dosk) Ip 45010 209 45010 299 

8804060525 RoviSOS dato ol lull curn|>liaiico lo.' not CO ol vio'alion nolOd in Insp Repis 
53 445/06 03.50 446/06 02.00 445/86 22 & 50 446/86-20 Correct vo aclioiis w.l' bo 
corrploiorl no 'aier than 881223 lor Unit 1 & common HVAC. 

COJnSIL.W G TU Electric (loimo/ly Toxas Ulililios Goncroting Co) 00/03/30 Dccu- 
meni Contiol QfanchLOocumonl Corstial Oosk) Ip 46000 35G-45C09 355 

38040605(7 Responds to NFIC 880302 Ur 10 violnt-ons & doviai'Cns noted in Insp Ropls 
50-445/03 05 S 50-446/80-04 Corroclivo actions Noncoriloimanco Ho,nt 63 03838 
issued to dispos'lion wekLng dopross-on 

COUNSIL.WG. W00DLAN.0 Ft TU Eloctuc (lormcily Toxas Ulil t os Goiioral:n(i Co) 
88/03/31. Oocumoni Coniio’ Dranch (Documont Control Dosk). 5pp. 45007: 107- 
45007 111 

6B041 10325 Updates 800118 & 0314 responses lo violations noted m Insp Repis 50 
445/07-31 & £0 446/87-35 Corroclivo actions all approimaio Ebasco waikdown per- 
son.- icl rolta-ncd on Impoitnnce ol documonimg wakdown data comploioly. 

COUNSIL .W.O . WOOOUAN.D.R. TU E(OC1r;c (lormoily Texas Uli'ilics Goneratng Co ) 
88/03/31. Oocumoni Control Rranch {Documont Control Dosk). 8pp 45077 313- 
45077 320 

83046 10 2SS NRC Into Notice 68-01 1. "Potent- at Loss ol Motor Coixltci Ct< &/ot Switch- 
board Function Duo lo Faulty Tio Bells " Sve 1 3t encl. 

ROSSI .0 E OiVis'on ol Operational Events Assossmeni (Post 070411). 80/04/07. 
Ccnsolidaled Edison Co. 01 Now York, Inc 12<lpp 45406 292-45407.051 

8804120431 Forwards Insp Ropts 50-445/8B 19 8 5O 446/68-10 o.» 000302-0405 No 
violations or deviations noiod. 

WARNICK.n F Olc 0( Spoclal Pro|ocis 80/04/08 COUNSIL.WG TU L'leclnc (lor- 
me/ly Texas UliLlios Ganorating Co ). 4pp 45130 240-45130 260. 

-0804120433 Insp Reels 50-445/801 9 & 60-446/00-16 on 830302-0405 No violations 
or dovialions nolcdMajor arods inspected applicant act-ons on p.'ovious insp 
lindings.aclion on IOCrR50.55(o) rtollcienclos & general plant areas 
WAGNER.P C . LIVERMOnE.II li OJe ol Special Projocis 88/04/09 Opp 45130 252- 
4SI302B0. 

83Q412043S Respomls to 630205 NRC Ou'lQEn 66 001 to dole els in Wostr.ghcuso cit- 
cut breakers In Cass IE app'icalicns lo porlcrm short- lorin & long-torm insp usmg 
i-sied additions. Insps wi'l commenco when replacemonl pans onsde 
COUNSll.V/G TU Eleclfic (formorly Texas Ulilllles Geno/aimg Co) 08/04/08 Doco- 
mom Control Branch (Oocumoni Conirol Dosk). 3pp. 45091.018-45091:020 


8004130003 Ic wmds adei i-lo to IE Otroiin 85 003. Maict Opc'aled Valve Common 
Mode Fai’urps Ou' ng Piani Trans ants Due to rmp'opor Switch Soit ngs.*' poi NHC 
880303 roq.. 0 it 

COUNS L WG Tu fictt’.c ('O.'mc.'ly Texas Ul-llieS Qcno.'at'ng Co) 86/04/08. Docu- 
m,-ni Conlicil Biapch (Ooc.,rpe.m Conirol Dosk) 5pp. 45039 316-45099 320. 

3804130287 Rospands to NRC 880206 Itr <0 epen lUims nctod 'n insp Repis 50 445/ 
B7-37 & 50 446/87-20 RoslIIs ol orgneerng lunci onal evaluation Ol .toms •donll.cd 
■rt Cl G.' ires 6S023B 8 0/1 0 15 llrs schndu'odT lor ccniploi on in May 1068 
COUNSIL.WG TU Elecinc (lorrrerly Texas Ui It-os Gor'oiatng Co ) 86/04/11 Docu- 
nienl Conirol Binnch (Document Conircl Desk)- I23pp 45147 035 45147:159 

8004190003 Forwards Insp Ropls 50 44S/(J8-I8 a 53 446/88 15 on 860J02 040SNo 
violations or ooviat cris noted 

WARNICK.RF Olc or Spooal Pniiocis 08/04/ H COUNSIL.WG TU Etociric (tor- 
metly Toxas Uli'ilies Ge:iU'Bl-ng Co) 5pp 45208:164-45200-101 

-8804190007 Insp Rupts 50 445/86 18 a 59 446/00-15 o.s BB9302 0505 No v.ol8tios.s 
Cl d0visit<;ris noted Mq.o.- areas mspcctetJ aci-on on previous nsp tisdngs.fclcwi.p on 
v oiaiions/doviations. piocossiry n(o notices a assossm.eni ol ailegai-ons 
HALE.CJ. l.iVERMORE.M H Olc cl Spoc-al Projocis 86/04/11 13pp -15208 169 
45208 181 


8804060370 NHC Inlo Nolicn 08-012. "Cvergroasing ol Eleclnc Motor 0oa'i''flS ' Sve 
list or-Cl 

ROSSt.C E Bv.sicii of Cporat cnal Events Assossmon! (Posi 070411). 68/04/12 
Co-ISOldaIrtd Edison Co ol Nuw York. Inc 123pp 45 165 020-451 65 150 

8B04280634 Ferwurds Insp Rrpts 50 445/06 29 a £0 440/88 25 on 890222* 0329 Ro 
spenso addressing locn.'ical open -ems 10 nccnKsloecy ol dos-gn cnlrtna w/FSAR or 
inriusiiy r-tds a roeil fo' .idol conliimalico c> (1os.gns a hardware roquested. 
GRIMLS.CI O'c ol Special Projecl'i 88/04/14 COUNSIL W.G. TU E'cclnc (lotmaily 
toxas Ul liliosGcnoralrg Co I £pp. -15260 097-46269 167 

-8S04280640 Insp Rppts 50 446/06 29 8 50-446/88 25 cn 890222 0329 Map' areas 
nspocleo dosg'i va’idaiorv packagus m nioas ol n echanca’ & RVAC sys.civil/ 
siiuciura'.elucirica. I'lsitu'ncmolion /controls & sys I'ltu-'act on 
NORKINOP. LYONS.JE Olc ol Spoca' Prcjocls 86/04/13 66pp 45269 102 
45269 167 


88042003B7 Femards Insp Hepts 60 445/69-21 & £0 446/88-18 on 8P03O204C5No 
v.ciaiicna or dov.aii-O'is noted 

WAflNlCK.RF Olc Ol Special ProiocIS 88/04/15 COUNSIL.WG TU F’OCInc (lo.*- 
moily Toxas Utlios Genorning Co) 3pp. 45231 086-45231 105 

-8804200400 Insp Ropts £0-445/BB-?1 8 59 440/08- 18 cn 880302 0405 No v.ciahons 
O' (luvliit or.s coicd Weaknesses naiodMa,oi areas inspociod oci ens on Coma''cho 
Peak rosper'so loan ;ssuo- speolic act cn p'ons & general p'ant lotrs 
nUNYAN.MF. LIVERMORE MM Olc d Specml Prcjocls 06/04/15 i7pp 
45231 089 45231 105 

0804200472 n(;s;)o.''ds 10 NOC 86031 7 Ur ro volahons nau.u In Insp Ropls 50 445/68 
12 & 5O-446/O0-1O Cottocl.va nc lions Oolcloncy Ropt C 80-00036 wriilon to docu- 
monl lailu-'n lo isuialo FSAR change roq.iosl 

CCUNSIL.WG ru Electric llcrmarly Toxas lili ilios Gonot-tliCg Co.) 00/04/15 Docu- 
mont Co.'’1iOt Blanch (Oocumnnl Conirol Desk) 3|i;) 45235 009 45235 07 1 

8804200476 Si-bm ts rov.sod dolo of lull compl-anco lo vclolions nelcJ :ti insp Repis 
50 445/07 30 a 50 440/87-22 Ve.-dcr drawing S^.coi 3 discussed in 680216 It' wil bo 
ma<lo inuciivo n-j later than 0BO6i5.noi 860416 as slated 

COUNSIL.W G TU Eloctric (Icimerly Toxos Uhl.tos GonoratngCo ) 89/04/15 Oocu- 
moni Control Branch (Documurit Conirol Desk) ip. 45235 072-45235 072 

8804200489 AdviSGS llvii daio ol lull comphanco lor wtciaiicns noted m Insp Ropls 50 
445/06 22 & 50 440/60 20 revised lioai 8604 1 5 lo 880715 Do'ay nor cssilalcd by laci 
ihat addl nlo noodoxl (rein vnivo suppTor ocly lecontjy received 
COUNSIL.WG TU Eloctric (Icrmorly Toxns Uhl.tos Gonoia'ng Co ) 80/04/15 Cocci 
monl Control Blanch (Oecumont Conlro" DosV) Ip 45235110-45235:110. 

8804280014 Foiwa'ds Insp Reids 50 445/86 22 4 50 446/H8 IO cn 080302 0405 No 
vio'ot ons or doviniio.is uoiod 

WARNICK.RF Olc Ol Special Pfo;ocis 88/04/20 COUNSIL.WG Tu Electric (lor- 
merty Texas Ulnlies Gonoral ng Co.) 4pp. -15248 095-45248 113 

-8804280016 k sp Ropls £0 445/86-22 & £0 446/80 19 on 680302-0405 No vialaions 
nolod WoaknossGS in t'ai.''ing programs donl.lied Ma.cr oreas ir.spocicd NRC b.il'ulm 
1oi!owup.monil'.iy mai'il observahon.iuet roco pl & storage & Reg Cu do 1 97 OA 
BITTER.SO. OURRIS.SP. WiEDE.JS Olc ct Special Projocis 88/04/20 i£pp 
45248:000 45240 113 


R. PerJodic oporating reports & related corrospondenca 

8804110113 Forwards Sccun; cs & Exchange Co.'nm.ssun Form lO-K tor 1987 & ulil 
t087 annual rept W/o orcis 

COuNSIL.W G . WOODLAN O R TU Eluclr.c (lormeriy Texas Uli'il 09 Goiioraliog Co ) 
00/03/31. Oecumont Conirol Biat'ch (Documont Ccnirol Desk) ip 45077 294- 

45077:234. 

8804I4052S Submits weekly schodu'o ol TVA oct-viiios Icr wk ol 600404- 1 vSehedu’o 
will 1)0 updated & .ssuod each Friday to rollocl aclivilios lo-* loilhcomng 2 wk pcicci 
KELLY.Jt Olc Ol Spocial Projecis. 08/03/31. ZECH.GG Olc of Spoda' Projocis 
4pp 451.30 205-4513 0 208 

0604138112 Forwards orraia 10 oq-.iipmo-nl qun'ilicalion S o'ocinca' project siaius ropts 
previously subaiiliod by 880108 & 01 1& lirs 

COUNSIL.WG TU Electric (formeriy Texos Utlt.os Gercralmg Co.) 88/04/C6 Oocu- 
moni Control Branch (Oocumoni Conirol Dosk) 7pp. 45122 231-45122 236 


S. Reportable occurretices, LERs & relaled correspondence 



9304050340 Inicrm Oahc.on:y RepI CP 87 f ?2 re noi^'e .'cat* stresses irjiiiiiy roporicd 
oa 660105 Evd'uaiiOn codmj.n9 Noxi tepi wH) be subm.ued by 6004 14. 

8ECK.JW.. COUNSll.WG lU ClifcUic Ooifl efVy Texas Uaiios Gonuiakrtg Co V 66/ 
03/?6 Oociinicnl (^nvcl Oianch <Oocoir.ont ContfOl Oosk) Ip 45034 035' 
45034 035. 

B3040&008I F.ral Sbpprenwsnial Dclic^ncy ncpJ CP-70 C8 /a space cnioea lot mstalla- 
ben of H.‘ti cone role drltod in expans on anchors In iia'iy repotioti on 00l?f0.Co/teC' 
i.vo actions si.'i in progress 

COJNSII.WC5. BECK.JW TU Elocinc ((oitreil/ Texas uiii os Gonetaling Co ) 60/ 
0J/?9 Document Corftcl Branch (Doceniont Control Desk) 2pp 4504 6 lO?- 
45046 too 

3604060097 Inlonm OoMcicncv Rc-pl CP-87.13? le undea'ilred Lim.iorquo 
actuators I r: iidly repcdeo on 8Q0lO5.£vo'uai‘o.‘i ol corppiet'on schodu'e (or ongorg 
corrective aci-ons conl-nxiig Moxt lept axpectod by 660607 

COUNCIL. W G TU eioct'ic (fo/moriy Texas UU.i os Goncraii-ng Co ) 85/03/20 Docu- 
ment Co.iliol Piar.cn (Oocu-nenl Contro' Dostil tp 46048 lO?- 4 5040' 102 

8804060105 Supp'omer.fal Ooficioncy napi CP-d7 O'j to 6 9 kV swr-ichgaat 
i-isiai'oticri iriiaTy reported on 070316 Cotrp'olion ol ropiacemoni cf jackshafis re- 
schoilLied (or 080420 All otfer corrcc! ve actions foi issue conii-'u ng on schedule 
COUNSiL.WG Til Elcclt.c dcin'Ody Texes U*. lues Generating Co ) 08i’03/29 Ooco- 
rrcni Centro' Branch (Docon'o.nt Convol Desk) Ip 45072 010-45072 040 

6604060(86 Supplemental Delicvancy Repi CP -62-07 ro deiacirvo gcvreinot dnve cou- 
plings on diesel gonoraiors imi ai'y ropertod on 820608 LTnii 2 ceup3ngs scheduled to' 
coimplorlcnby fuel load 

C(Xi;4SH..V^ G . V.'OOOLAN.O R TU Clostnc licimeily Toxas Uliiaies Gonoraiing Co ) 
80/03/30 Cocu.nieni Control Bre.nch CDocunrory Contro' Desk), tp. 45028 359 
45028 359. 

6604080327 Suppiatrenlal Oclicloncy flop! CP 84-00 ro curta'n fire dampers. in i-aliy re- 
polled on 840720 Correci ve actions sv. i bo complalod by 801228 lor Unit 1 & 
common fl'eas & (ue! .'oad lor Unit 2 

COLfMSil.W G TU E'ocliic (formerly Toxas UlTii OS General ng Co }■ 88/03/30 Oocu- 
mont Control Branch (Oocumont Control Desk) Ip 45047 070-45047:070 

6804060378 Supp'o.-mentel Or)/.ciency Bopi CP-83- 15 re boiling mall usad foi cable t/ay 
c'einps Inil a'ly reponed on 830712 Isauo wi'l bo addressed & rosolvod m Def'ciency 
Repl CP.83 35 We»t topi oxpccred by 860427 

CODNSIL.W G TU Electric (formerly Texas Uli.ii os Goneral-ng Co) 00/03/30 Docu- 
mopl Crjittol Drench (Oocu-menl Coni-ol Oeskl tp 45047 098 45047 098 

6904060393 Supplomenlal OnliCiO.icy Hopi CP-86 54 re design & fnsia'laiion ol control 
room cc-kng in.tiali'y reported on 68lC03Slrucliuel mods lecyairdd as result ol dosign 
basis coisolddl-on pregram vnll he comploiod by 080601 . 

CCUNS.T.WG TU Elocirlc(lotmoily Texas Utilities Oanorating Co > 88/03/30 Docu- 
ment Con'.fOt Uianch (Oocumofrt Controt Desk), tp. 45O47;097-4SO47.O97. 

6804060-399 Fk-ial Oolicioncy Dept CP-87-1 16 re postii'ated failure ol airogan purge 
regu'ating va'.voslrnit&lly ropertod on 8601 l3lnsialteU-on ol ptossuro rottel dovlcos wit 
bo compiaieiJ by 860630 lor Umt I & (uol load tor Unit 2. 

COUNSlL.WG TU Electric (loimerly Toxas Ulitifos Generali-iQ Co) 88/03/30 Oocu- 
menl Ccrtrol Brarxch (Oocumeni Control Desk) Ip. 45047:175-45047.175. 

0604060405 Supplomenlal Deficiency Ropi CP.65-54 re discrepancios in suppiroi pro- 
vded UVAC support documonis lnilia=ly roported on 860926 Const rework ol HVAC 
simpona wiH bo completed by 000331 for Un,i t & fuel load lor Un-i 2. 

COUNSll .W.G. TU Elecliic (lormotly Texas Ulil Tos Oonoraimg Co ) 66/03/30 Docu- 
ment Cor.lrol Branch (Oocumont Ccnitol Oosk). Ip. 45047:265-45047.265 

9804050026 Final Ooliciancy Rept CP-67-121 re 6.9 kV/480 voll Itanslotmor bus bar 
cloaratice Incial-y reporfod on R80IO6 Prclitnina/y analysis requlrorl lo demonsuato 
qual-licaiion conrpleied by WeslInghouse.Uhl lo implement m-nor mod 
-(iOllNSlL.W Q . WOOOLAN.O fl TU Electric (tormerly Texas Utilities Genarabrtg Crj.) 
89/03/31 Document Conirol Branch (Documoni Conlrol Desk), ip 45017 251- 
4 5017 251. 

8604050027 Fina' Deficiency CP66-45 ro Seismic Calsgory ll sys & 

components Inihally railed on 8/1018 Unit 1 corrective actions corrrontiy schedu'ed 
to: co-mpleticn by u6t2t5Un>\ 2 corroctive actions vritt be compteted prior to tuet toad 
COUNSlL.WG , WOODLAM.D R TU Elocihe llormorly Texas Utilities Generating Co ) 
68/03/31 Oocumeni Control Branch (Document Control Desk) ip 4 501 7:253- 
45017:253 

8804050034 Supplemental Oehcioncy Repl CP-67 23 re Class IE conduit Instalialion 
runs coupled vr/uplons not llgl>ionod.ln liRtly reported on 870727 Coiieciivo acbon cur- 
rently scnedulod not lo be cempioiod until o60B3l duo to lime constraints. 
COUNSlL.WG . WOOOLAN.D R TU Elecirio (tormorly Texes Utilities Generating Co ) 
86/03/31. DocomenI Control Biaftch (Oocumeni Control Desk) ip 45017:252- 
45017:252 

8604050038 Einal Oohciencv Repl CP-&/- 132 re unqua'ifiod Limilorque aclualors lnil‘al.'y 
reportod on 880105 All Class IE Limitorque aciualora will be examined 0 corrected 
where necessary under Field Venficat-on Method TE-FVM EQ 047. 

COUNSIL.W.G . WOOOLAN.O.R. TU Electnc (formerly Texas Utilities Geneiabng Co ) 
8S/03/31. Document Conlrol ©ranch (Oocumant Conirol Desk) tp 45028 250- 
45028250 

8004000141 Interim Osficlency Repl CP-66- 10 re electrical poneiraiion 

assembtles.lniiia'ly reported on 660424 Items I B 1 a. I B t c & I Q 4 a trom App 6 ol 
Enlorcomenl Action 86 09 siill in pfooressNew complaiion dale oxpeciod by 880701. 
COUNSIL.W.G. TU Efecinc (formerly Texas UMilias Generating Co.). 68/04/04. Docu- 
ment Coniinl Branch (Document Control Desk), tp. 45092.193-45092:103. 

8004130202 Final Deficiency Repl CP-88-12 re violation of electrical separation 
ctilona.tiMtiatty reported on 860 111, Sateiy-rQlalsd oleclncat ©quvpmooi -will be relrisp & 
cable redss'gnaiion will bo cornp'ete-d by 880801. 

COUNSIL.W.G. TU Electric (lormerly Texas Otiifles Generating Co.) 88/04/00 Oocu- 
moril Conuot Biench (Document Conlrol Desk) 2pp. 45137, tw-451 37:151. 


0604210166 inio.'im Doliciuncy Repl CP- 86-28 to cracks found <n severs* sect'ors cl 
tube sloe! uii'ized n site labncai on of p pe xupports.Uiil continuing cva'uai'Ci of nig 
process el suppl-er facil.ly Next repl w-ll to subni.tiod by 883715. 

COUNSlL.WG . MARSHALL.J S TU E'ocifiC (loioterly Texas Util-tos Goner 0 i.fj<S>) 
68/04/13 Document Conitcl Branch (Documoni Ceniro! Desk). ?pp 45215 36-3- 
45215 361 


8804210205 F-nal OolicicfCy Ropt CP-86 27 re qjB'ity code downgrade ol Viicsurc- 
house 7300 sys p.'-ntod circul cards iniha'.y reporiod on OBOOH.nepiaccmoni ol sjsj 
cards will be acccmp'ishod prior lo 89030 1 . 

COunSk .W G . MARSHALL.J S TU Electric (lorrr.O'ly Texas Ui liiios GoreiaVg Co ) 
68/04/13 Documoni Control Branch iDocumonl L,o.ntfol Desk). 3pp 45231:178- 
45231 172 

0694210092 Final & Inioi.m Deticioncy Repl CP 07-122 re no77lo load nte/tacCS.Ir. ;.a -y 
reported on 671 125 Over sitess ptoVoms con bo oiim-nated T.y modlymg t'upsC'ii: 
mods & roma ring ccireci-ve acbon to be comploiod by 80U90 1 
COUNSlL.WG.. WOODLAN.D n TU Ctectric (foimeriy Texas UlTilios Generating CO) 
08/04/14. Oocuir.onl Conlrol Branch (Documoni Conirol Desk) 2pp 45220 200- 
45226289 


6804210145 Final Oelicinncy Repl CP 66 83 ro use ol soparaiion barne-' mail (SBM) oi 
power cables & power raceways. init-ally roported on 87(:605.SBM Item power cab’ei/ 
racowerts temo-jod pet NCR CE -07-4577 & Ccnsi Ptoceduiu CP CPM-10.3 rer sed 
COUNSlI.WG 1 l) Electric (formerly Texas unities Generating Co) 86/04/15. Occr 
merit Cent rol Branch (Documoni Conlrol Desk) Ip 45234 316-45234.316. 

6004210181 Interim Root CP 86 52 & Supp'emonial Repl CP-07-76 le splice coo'ce- 
sons a iietd dti'.'ed cable ho'es m plants imiielly ropoitnd on 870420 Crjr reel ve actxm 
comploliort dales bo.ng nvaluatod Next rnpl wi'l bo submillod by BG06 IS. 
COUNSlL.WG TU Elecirrc (lormerly Toxas Uiiblios Gonoraiing Co). 80/04/15 Docu- 
moni Corvliol Branch (Oocimonl Conlrol Desk). Ip 45216 177-45216. l77. 

8604210173 Supp.'emonial Oebcioncy Ropl CP-66-53 re soismic doirgi el 
conduit Initially reported on 861021 Concciivo actions lor Unit I roscheduled fo'eo'n 
p’el on by 080920 

COUNSIL.W.G TU E'ecif.c (formerly Toxas Uiiliios Genoiat'ng Co ). 86/04/15 OcciJ 
mcnl Conlrol Branch (Document Conirol Dosk) Ip 45221 205 45221 205 

8804210180 Supplomcmei Oef-ciency Repl CP 87-50 re abnormal ttitusl bearing Ictrps 
on lurbino driven auxiTaiy feedwater pumps. Now schodu'e dale (or coinp'ei.on is 
600515 duo to conhnjing delays in supply ol mall & repair .'nsIruCHons 
COUNSlL.W G TU Electric (lormcfiy lexes Uti'il es Generaling Co ) 88/04/16. Ci>cu- 
mom Conirol Branch (Documem Conirol Desk) Ip. 45210 163-45219.163 

8604210239 Final Dellcioncy Repl CP-86-49 re odapler modules & oioctriul 
ponetrabons. In bally roponorl on OCtOlO Und I modules insial'od & coating eng ioc' 
inn vetil.r:et on piogiam modlhedUrii 2 modules io be compleied by un.l fuel lelosrJ 
COUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co) 88/04/15. Ooxv 
moni Conitol Branch (Docu-Tionl Conlrol Desk), ip 45231:173-45231:173. 

0004210249 F.ral Dobclensy Repl (Unit I) & Interim Doliciercy Repl (Uni 2) CPB6-j5 
re motor operators in several va'ves in mam steam ays initially lepoilcd c-‘' 
860602 Unit I des'gn mod to bo completed by 880708 Next rept expected by 861231. 
COUNSlL.WG TU Elocirrc (lormerly Texas Ublibes Generating Co) 86/04/15. Docu 
nvenl Control Branch (Documoni Conlrol Oosk). Ip. 45231:147-45231.147. 

8004210257 Siipplemenial Deficoncy Repl CP-86-51 re anchor bolts supplied ty 
Hiiil Tensile test ng ol 1/2 Inch diameio.' bolls completed Design o'lowables wH be re- 
vised accordingly & includod in applicable design documents 
CODNSlL.W G. TU Electric (lormerly Texas Ulit-bes Generating Co.j. 88/04/15 Docu 
merit Conlrol Branch (Documeni Conirol Oosk). Ip 45231:174 45231:174 

8804250099 Supp'emonial Oot-ciency Repl CP-04-02 re detect.ve push rotJs on dese'i 
gefioraiois lmbaily reported on 640208 New Un-i I push reds installed & U-n i 2 re- 
placement wi'l be completed oiler oil llush'ng & turnover ol rl'esol gonoralors. 
COUNSlL.WG TU Eiecitic (lormerly Taxes Ublit OS Gonorabng Co) 60/04/ IB Docu 
mcnl Control Branch (Document Conlrol Desk). Ip 46224-160-45224 160. 

8804270001 Final Delicioncy Rept CP-87- 102 re cable tray separation cnleria InEial:'/ re 
ported on 8/091 1 Further evaluation doiermincd lhal Issue not reporiable.pei 
10CFR50 55(e) 

COUNSfL.W.G. Tu Electric (lormerly Texas Ublilies Generating Co) 08/04/22. Oocu 
me-nl Conlrol Branch (Oocumeni Conbo! Desk) 2pp. 4526(1:208.45268:209. 

8804270002 Final Ooliclency Repl CP-fl0-29 re loedwaior splii-llow bypass vaivos 
(FB0V8).in.bally reported on 880323 Westmghouse requested lo perform evaluabon 
ol FSBV. Coriectfve actions scnoduled to* completion by 881031. 

COUNSlL,WG. Tu Electric (formerly Texas Utilities Generaling Co ) 88/04/22 DoCu- 
men! Contro! Branch (Oocumeni C^onitol Desk) '2pp 45268 290-45268 291 


T. Hearing transcripts on non-antilrust matters 


8804110031 Forwards incobng nobcd & transcript of uiil & CASE 880225 & 26 meetings 
re util cr>rreciivo aci'on program concerning piping A p:pe supports, civil/slrucluial & 
mechanical 

MALLOY.M Olr: ol Special Pro)ects 80/03/29 WILSON.J H Ofc ol Special Prc^esls 
4pp 45076 201-45077:253. 


—8804110033 Transcript of 680225-26 public meebnge w/CASE & J Doyle. 

* TU Eleclrlc (formerly Toxas Utilities Gonerabng Co.) 88/02/25 316pp 45076 207- 
45077 253 


V. Opera lor Examlnallons 

B6042SOOS8 Rasponds to FOIA request for Into ra scores of reactor oporalora & senior 
reactor operators Forwards requalilicatlon exam summary source sheets listed in end 
^ w/pereonal privacy Inlo deletod. 

GRIMSlCy.O-H. Division of Rules & Records (Post 870413). 88/04/19 flOLEYK 
Public Citizen s Critical Mass Energy Projoci 2pp, 4521 3.003-452 1 3 095 


-68042^222 Change Notice 001 to Rev 1 lo Procedure CPP'028 "Final Review of 
Issue Specific Action Plans (ISAP) Vll C & Other Sslecied ISAP Working Files." 

ZILI..R D Evaluation Research Corp. 87/10/14. 3pp 45281: 151-4526 1:153. 

-■8804280226 Rw 3 to Procedure CP P-02 7. "Rein sp/ Documentation Review o1 Pur- 
chased Satoiy-Relaied Matl 8 Equipmon! " 

ZIlL.n 0. Evaloaliott Research Corp 87/10/23 I7pp 4528 M 54-4 5281 170 


-8804260107 Package of NRC adnninislored requaiificalion exam results summery 
* NRC • No Detailed Alfiliallon Givert, 67/07/20. sepp. 45213007 45213095 

DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appiicallon/conslrucllon elase documents & correspondence 

6803080478 Forwards tianscripl ol util 860218 public meeting w/CASE & M Walsh re 
corrective action program lor cable tray hangers & conduits a conduit supports.Noilco 
Of meetino also end 

MALLOY.M. OIc ol Special Pro)octs 8B/03/02. Ofc of Special Proiocts 2l3Da 
44032:202-44633.054 


-6804280230 Notice ol cancellation (Rov 1) to Rov 3 to instruction Ql 009 ‘ Oocumani 
Review ol Conduit/R-E COUT " 

PATTERSON. A A Evaluaiion Research Corp. 87/09/30. 2pp 45281:171- 


-8804280235 Change Notice 002 to Rov 4 to Inslruction 01019, 'Romspof Small Bore 
Pipe Supports •• 

^CHAUF.J. Evaluation Research Corp 87/09/29 Ppp 45261:173. 

45261:174. 


■8804260237 Change Notice 002 lo Rev 1 to Instruction 01.022, "Oocumonlalion 
flovtow ol Pminn Sys Boiled Joints/Matls " 

ZILL.R.O., SChauf,J M. Evaluation Resoarch Corp 87/09/22. 3pp. 452B1 176- 
4526 1:177. 


8803100814 Noliiies that B608I2 toquesi to use ASMS Code Case N-250-2. "Const o( 
Class 2 A 3 Components lor Elevated Temp Svc. Section Ill.Div 1." acceptable pro- 
v,ded rules of code case qoverna design & malls selection. 

GRIMES.C.I OIc ol Special Prolecis 88/03/03. COUNSIL.W.G. TU Electric fformerly 
Texas Utilities Generailng Co ) 4pp 44661:025 44861:028 

6603240426 Generic Llr BB-06 to all power reactor licensees & applicants re removal ol 
otganizallon charts from Toch Spec admlnlstrallvo control requirements Svc list end 
MIRAGLIA.F.J. Associate Director lor Projects (Post 870411). 88/03/22. Consol dated 
Edi90r> Co. ol Now York. Inc. 47pp 44972:107.44972;163 

' 6804070063 Advises that util perlormtng anaylses to validate high energy jo| Implngo- 
meni loads presently being ulilized at plant. 

COUNSll.W.G.. BECK.J.W. TU Electric (lormerly Texas Utilities Generating Co). 88/ 
03/28. Document Control Branch (Document Control Desk) 2pp, 46030:357- 


8804060221 NoWfcatton of contract exacution.Mod te.to "Review & Evaluation of Co- 
manche Peak Program Plan." Conlractor: Teladyne Engineering Svcs 
HAGEY.H. Contract Administration Branch, FIN B-1330 86/03/29. GRIMES Cl. OIc 
of Special Projects. LYONS.J. NRC - No Detailed Affiliation Given Ip 45018,322- 

xtCAfC-OO/l ’ 


-8804060233 Mod IB.adding Incromerttal lunds.lo "Review & Evaluation of Comanche 
Peak Program Plan," 

• Teledyne Engineering Services. WIQQINS.E.J. Division ol Conlracis (Post 870413) 
FiN 8-1338. 88/03/29. 2pp. 45018:323-45018:324 

88041)0113 Forwards Securities & Exchange Commission Form 10-K lor 1987 & util 
1987 annual rept W/o ends 

COUNSIL.W.G . WOOOLAN.D.fl. TU Electric (formerly Texas Ulilitles Generating Co). 
88/03/31. Document Control Branch (Document Control Desk). Ip 4607/ 294- 
46077:294. < k xo 


8804080088 Generic Llr 88-07 to power reactor licensees & applicants ra modilled en- 
forcamonl policy concerning l0CFfl60.49, "Environ Ouallficafion ol Elocirical Equip- 
ment Important to Safety lor Nuclear Power Plants " Svc list end. 

MIRAOLIA.F.J. Associate Director lor Prolecis (Post 87041 1). 8B/04/07. Cofiso'idated 
Edison Co. of Now York. Inc. 4Bpp. 45184:237-46164:286. 

8S041S0332 Partial response to FOIA request for documents.Fotwards App B 
documents App A & B documents also available In POR. 

GHtMSLEY.D.H Division of Rules & Records (Post 870413). 88/04/08 CONNOR L 
Doc-Search Assoclales 4pp 46l40;33O-46149:36t. 

-8804180262 Comanche Peak Response Team Action Plan Item Vil a 6 ••Exit Inter- 
views ” Related info end. 

BUSH.J.W., HASSEL.JL TU Electric (lormerly Taxes Utilities Generating Co) 85/06/ 
21. Spp, 45149:334-46149;351. 

8804130236 Fo/wa/ds response to NRC 87070 ^ request for addi Inh re ©enerto L(r 63- 
26 concerning vendor interface programs. Procedures to periodically conlaci vendors 
Of key components to (acilMale exchange ol current Info provided. 

TOUNSfL,W.G . WOODLAN.O R. TU Electflo (lormerly Texas Ulllilies Qenorallno Co ). 
86/04/11. Document Control Branch (Document Control Desk). 3pp. 46146 284- 

4lKl>IA-OfiA 


Forwards addI Inlo re appHoabilily ol corrective action program el planl.per 
NRC 680122 request EwilanaUon ol algnlflcance of rJevlaliona from design require- 
ments Ideniiflrsd by CPRT also end per NRC request. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generailng Co.). 88/04/14. Docu- 
ment Control Branch (Document Conirol Desk). 8pp. 46239.06 1-46239;O0B. 

68043601t)3 Forwards Knal revs & Inatruollon sheets for manuals describing use of plant 
responae team checklists. 

COUNSIL.W.G. TU Electric (formerly Texas Uiilllles Generating Cp.). 88/04/16. Docu- 
ment Control Branch (Oocumenl Control Desk). 10pp. 46281:133-46281:190. 

—8804360205 Change Notice 001 lo Rey 3 lo Procedure CPP-008, “Sample Seteotlon.” 
2lLL.RO., SCHAUF.JM. Evaluation Research Corp. 87/12/21. 2pp. 45281:143- 
45281:144. 


-6604260241 Change Notice 002 to Rev 3 to Instrucllon 01-027, "Roinsp ol I arao Bore 
Pipe Supports - Rfod ■■ 

ZILL.R1J. SCHAUF.JM Evaluation Research Corp. 67/09/29 2pp. 45281:176- 


-8804280243 Change Notice 002 lo Rov 3 lo Instruction Ql 029. "Romsp ol Large Boro 
Pipe Supports • Non-RIgid " 

ZILl.H.D., SCHAUF.J M Evaluation Resoarch Corp 87/09/29 3pp 45201:180- 
45281:181 

—6604260247 Change Notice 001 lo Rev 4 lo Insiruclion 01-045, "Homsp ol Procedures 
lor Stiuciural StoeT" 

ZlLL.RO, SCHAUF.JM, Evaluat'on Research Corp 87/09/29 2pp 45281:102- 
45201:184, 

-8804260260 Change Notice 001 lo Rev 3 to Instruction Ql-051 "Reinsp ol Pipe Whip 
flesfralrXs. 

ZILL.RD. SCHAUF.J.M. Evaluation Research Corp 87/00/29 2op 45261 185- 
46201:188. 

-8804260263 Change Notice 001 to Rev 2 lo Inslruction Ql 053 "RBlnsp ol Category I 
Conduit Suppons/l-S-COSP." 

ZILL.R D., SCHAUF.JM Evaluallon Resoarch Core 87/09/14 2pp 45281:187- 

vlC')Ol»4 00 


-6604260254 Change Notice 002 to Rev 2 lo Instruction 01-055, "fielnsp of Instrument 
P>pe/Tube Simpons/I-S-INSP.” 

ZiLl.R D , SCiHAUF.j M, Evaluation Research Core 87/09/29. 2pp 45281:189- 
4s?nirion 


6604210351 Final response lo FOIA request lor documents re plant. Forwards App 0 
documents App CAD documents available In PDR 

GRIMSLEY.O. Oivjslor) of Rules A Records (Post 870413) 88/04/18. CONNOH.I. 
Ooc-Search Associates 4pp 45102:204-45102:209. 

—8804210355 Pago from dralt repi on planl SAF6T6AM activity A OIc of Invosllgallons 
rovlow. 

* NRC - No Ootsilod Alflliatlon Given. 88/04/18. ip. 45192 208-45102:209 


E. NRC Safety Evaluation Report (8ER), supple A correspondence 

8804010162 Forwards SSER 14 to NUflEG-0797 te operation of plant Suppi presents 
safety evaluation on matters ro corractivo action program associated w/doslgn of 
largo A small bore p-ping A pipe supporls.Coireciiwe ecUon program acceptable W/o 
end. 

QRIMES,C.I. OIc ol Special Projects 88/03/09. COUNSIL.W.G. TU Electric (lormorlv 
Texas Ullhtlea Generailng Co }. ip. 44949.021-44940 021. 


F. Seourity, medical, emergency A lire proteoilon plana 


6604270169 Rovised emergency plan Implemenlinp procedures.including Rev 4 lo EPP- 
104, "Emergency Prsparedness Drills A Exercise^' A Rev 5 lo EPP 206. "Aciivallon ol 
Emergency Operaliona Faclllly (EOF) A EOF Personnel Dulles." W/080419 llr 
COliNSlL.W.Q., WOOOLAN.D.R. TU Eieoltio (formerly Texas Utilities Generailng Co) 
68/04/19. 22pp. 45244:260-46244:301. 


Q. Adjudioslory oorraapondenco 

86040S0044 Advises that Cygna Energy Svcs.Ino documents.includfng N Williams 
880217-19 deposition A exhibits, obtained A available for review In util Oalias.TX 
ofo.W/Cortlllcala ol Svo.Relalod correspondence. 

NEWMANJ.fl TU Oecirlo {formatly Texas Utilities Generating Co.). NEWMAN,JR 
Newmen A Holtzingar, jSI288 6903. 08/03/30. MOORE.J E. Assfetanl General Counsel 
lor Haarlnga. ELLIS.J. Citizens Association for Sound Energy 6pp. 44986:101- 
44985:105. 


-8604280210 Change Notice 001 to Rev 8 lo Procedure GPP-010, "PrepareBon ol De- 
viation Rapta." 

HODGE. D.A. Evaluallon Raaearch Corp. 88/01/20. 2pp. 45261:146-462S|:14e, 

-6804250215 Notice ol cancellation of Rev 3 lo Procedore CPP-Oia, "QA/QO Interface 
w/Deaign Adequacy Program." 

HpDQE,O.A., ZILL.R.D. Evaluallon Research Corp. 87/12/16. Ip. 46281:147- 


860406008S NRC Staff response In support of applfoanl motion lo consol date proceed- 
ings.* Consolldallon would result In efficient use of parlies resources.Neiices of ap- 
pearance A withdrawal encLW/Certificate ol Svo. 

M00RE,J.E. Assistant General Counsel lor Hearings. if288 5673. 86/03/30. Atomic 
Safety and Licensing Board Panel. 16pp. 449e6;077-446eS:092. 

6804060108 Forwards Exhibit 18 Introduced to record by counsel lor co-ownors during 
Wflliama 090218 deposition A Pages 160-195 A 484-465 ol IranscripLrepreaeniing 
enllfo oonfepis o( deposition fe exhibit. W/Certilioa(e ol Svc. 

NEWMAN.-J.n. Newman A Hollzingor. #268 6994. 88/03/30. BLOCH.P.B., 
JORDAN, W.H., MCCOLLOMiKAi Atomip Safety and Licensing Board Panel, 35pp 
44955.-108-44985;I40, 



GAHOCBP Covorn/nonl Accoontab'i ty Pic.ect E>-tlS.J CiWens AssoC'Shon .0/ 
Ewgy <(?B8 60t0 88/03/30 Atowc Sateiy anil l.ccas.i'9 Bosfd Panel 

Mpp a4983CM0-4<l983053 

8804050033 Foma/dS 1st Cl persons ap^anng at ^ ^9.}^ 

(jepos.ton c/anVfl^ t.’'al El is in panscr.pl r;ol same as J El'is of CASE.pe/ J t«.s 
request W/Cea5ca!e of S^c Re'ated wrraspondence wcivajan i a 

NEWMAN J ft TU Electric (lomwriy feias U'.’ibos Generajng NEWMAI^JH 
Newman a HcT/.n9et «?83 5930 9B/03/3t c 

MCCOLIOMKA Atomic Safely and licensing Boa-'d Pane) 6pp 44986 166. 
44966 17 t 

8804050039 Advtses that enci 1st ol documents m SSEfl 14 identified as not available 
in POR being made avai^ble m uM document room in Oa'laS.TX.per J Moore 680310 

/V W/Ceft'''Ca*.S ol SvC ^ ^ . mcul.i.mk m 

NEWMANjR. TU E/ectnc llormedy Texas Ut-’.es Generalmg Co) NEWMAtWn 
Newman a Hrytangef #286 599 1 68/03/31 Bf-OGH.P.B MCCOLIOM.K A 
jOHNSON.E B Atomic Safety and Licer.s.ng Board Pane' 9pp 44966,160-44966 16/ 


B80405<X>92 Notes c1 avaitaW-N of documenis undedying SS£R 14.' Noleo given that 
documents undeftymg NRC SSER 14 tot facil-N available lor msp « copy.ng in LPDR 
in AjrtwnQlon. IX 4 m POfl W/Ccrtificaie ol Svc Related correspondence 
MOORE. JE AssislanI General Counsel tor Hcaaogs #288 5974 88/03/31 3pp 
44966 093 44966 095 


8804110026 Mo/noraridum & orde/ ' U:.i moton to consolidate OL & CP amend cases 
domed Served on 88040? 

eiOCHPB. MCCOilOM.KA. joROAN.WH Atomic Satelv 8f»d licensinQ Boa/d 
Panel #288 6032 88/04/05 10 EiecUic ilo«v*rty Texas UiAues Gcnetaimg Co ) 
3pp 45049254-45049 256 

8804110017 Fofwa/ds appOcanl seventh submission m /esponse to Ooa/d 870312 lo 
Quest 10/ response to no’jces ol violation a deviations Hosponses cover period ol 
880225 to 880329 Certifcaie ol Svc enci Helaied cctrespondenco 
EDGAR Cl IU Hlecbic (tormerly Texas Ulli'jes Geoeralng Co) EOGAR.GL. 
Newman & Hotonger #288 6035 88/04/06 BIOCH.P8. JOROAU.WH. 

HICCOLLOM.K A Atomic ^feiy and Licensing Board Panel 4pp. 45048 346- 
45049 016 


(8041 10033 FpcviaKls tecemiy issued INPO repl deat-nq w/opetabonaJ aspects ol (acui- 
ty 8 ulii /esponse s re actnnbes Malls to be subnened as evidence but are (or Board 
info Cerfaficaid ol Svc end 

EOGAR.GL. TU Electric (formerly Texas Ullr.es Generating Cfo) EOGAR.GL. 
Newman 4 Holtzioge/ #288 6038 88/04/06 BLOCH.P8. JOROAN.WH. 
MCXXHLOM.k A. Atomic Safety and licensjig Board Panel 185pp. 45049.025- 
45049 246 


EOGAR.GL. lu Elecl/ic (tormerty Toxas Uii'itos Goneiaimg Co) EOGAPGi 
Newman & HolUingo/ #260 61 18 06/04/21. 5pp 452 10.06 1-452 10 065 

8804260286 Nol'co ol availabl'ity ol colleclive sigmlicanco repi & working mos ' WcOv 
tiles lor colfocitve signilicenco topi ava^abte at staled addiessCertiiiceie oi Svee'o 
Related correspondence 

EDGAR G.t- TU Electric (lormedy Texas UtiMios Genetaimg Co). EDGAR 6 1 
Newman A HolNinger. #288 6117 88/04/22 5pp. 45210 056 45210 060 

8804290129 Fomvards applicants answers lo Board 14 queslions <e Act on Plan Rev’t 
(Tept V(l a 9. Checklists used (or reinsp/ documonlaiion review lor Ot denis cl «c;: 
ment & mall not Includod w/answors due lo vol amounlfog more than I.OOO op 
EOGAR.GL Newman 4 Hon/inger #268 6156 08/04/26 6lOC‘i»e 

MCCOllOM.KA. jOROAN.W.H Atomic Safety and Licensing Board Panel 'j 
45255:145 45255;161. 

-8604290146 Answo/8 to Board 14 quoslions ro Action P.'an Res-j'ts Pe{! 
(Memo.proposed memo ol 860416) regarding Action Plan Resuils Repl VMa9’ a* 
swers submitted per Board 860414 mernorandum.p/oposed memorandum & order 'A' 
Certilicato ol Svc 

CIIRISTENSEN.J . HANSEL.JL TU Electric (formerly Toxas Utilities General ngCii 
88/04/26 lepp. 4S3S5 146 45265:161 


H. General correspondence 

8804140002 Notifies ol LM Poliz/i 870612 Hr to US Oepi ol Labor re aiiegec 
discriminai)on.reass'gnmeni lo position away liom site & evoniuat lorminaton beeaxse 
ol aalety concerns raised on lob.Vlolallon ol I0CFP50.7 may have occu-red 
EBNETEfl.SO Otc ol Special Prolecvs 88/04/11 COUNSH.WG TU Ereunc Ha 
meily Texas Utilities Generating Co.V 9pp. 45120.216.45120:226 


P. Operating license stage documents & correspondence 

8804220078 Requests that uK Submit responses lo questions lesu'ting born (EOT) 6-16 
meeting re cable puMing operations & cable spi-'ces.e specially ro diflerencos m MX 
lation & insp procedures & peisonnol training & qualdicailon. 

GRlMES.C.I. Ole ol Special Prelects 88/04/16. COUNSIL.W G TU Elecinc (formecy 
Texas UWiiies Gsoataiing Co.) 3pp. 4520 1.0)9.45201.021. 


O. Inspection reports, IE Bulletins & correspondence 


8804180019 Forwards util 860406 lb transm,ning errata lo project status repis tor 
"EquipniBnt Oualf'Cabon" & Elecbvcat " Reiaied conespoodervee. 

WOOlORitXxE.n A TU Electnc (tormerly Texas Utlibes Generating Co) 
WOOLOfliOGc.H A Wors/iam, Forsythe. Saxnels & Woolndge (tormedy Vifotsham. 
Forsythe 4 Sampels) #266 6061 68/01/06 BlOCH.PB, JOROAN.WH , 

MOCGLLOM.KA Atomic Safety and bcensi/w Board Panel 2po 45128027. 
45128028 

(804180030 Informs l/ui applicants noblied Board 4 parbas ol availability in TU Electric 
document room o( mabs ret m NRC SSER 14 W/Cerbficate of svc 
EOQAB.G.L Nerwman & HoHanget #288 6060 83/04/08. BLOCH.PB. 

JOROAN.WH. MCXOlLOM.KA Atomic Safety and licensing Board Panel 6pp 
45128 042-45128 047 


9804W0038 Conrirrns 880411 telcon requesbng tO-day extension Ol bme to 860428 lor 
CASE to speafy issues of interest re projecl status repis dealing w/laroe 4 small bore 
ppmg 4 ape suc^s 4 NRC SlafI SSER 14 Helaied correspondence 
SCHMUI2.T A Newman 4 Ho/tzinoer #288 6075 88/04/12. CLLIS J Cibrans Asso- 
ciabon (or Sound Energy ip 45160 173 45160 173 

8804300023 Motion (or reconsideralion ol bconsmg Board memorandum A order ol 
680405 & request (or oral atgumenl ' Reijuests lhai Board schedule otal aioumem on 
issues raised by appiicam instant mouon Ceruficaie o) svc end 
NEWMAN JR Tl) Elecinc (tormerly Texas Utilities Genorahna Co) NEWMAN JB 
Newman A Hdumger #288 6072. 88/04/15 Aiom.c Safety and Liceosioq Board 
Panel lipp 45162 146-45162 156 ® 


8804200031 NRC SlaH mobon (or reconsiderabon or danficabon ol order ol 880405 
Licensing Board cudei has lotx consequences which are inconsrsteol w/lonqstandini 
Comtwssioo practice 4 procedures Cerlrficaia of Svc end 

Assifitani General Counsel lor Heaiwgs #288 6073. 88/04/15 Alomii 
Safety and (jcensing Board Panel gpp 45162 105 45162.113 

1804260073 Fr^ards mibal compiamt ol J Goese 4 amended complaint o( R Rarfeiicl 
in orw to keep Board informed ol potentially signibcanl Irdo c< 

pfogram being implemenied 
^ 88/04/15 BLOCH.P B 

452^^52n‘024”°^’'^” Paffol I7pp 


' Forwa/ds BP Cotter 680311 memo lo paries r 
° (xi^e^kng reqijested to tontoim lo BP Colter request Coilr 
mai^ detoied Irom svc list Served on B80421 i^n. 

45^26^4 52'nO^*°'^ ^ Licensing Board Panel #288 6t03 88/04/20. 2pj 


•WMWW ^^a/Us Ubt 880414 »b in response to questions aiis/ng hem 87120 

ir Texas UUIibes Generating O)) EDGAR 6 1 

c*'?!? 6115 88/04/21. BLOCKP?, M(5c(3lLOM i< A 
45210^’^^ Alonuc Salety and Ucensmg Board Panel I2pp, 45210 13; 


Texas UWibes Generating Co 


8803080287 Forwards Insp Repis 50-445788 05 A 50-446/88-04 on 880105 02C2 $ 
noVees ol vioiaiion A deviaiion. 

WAHNICK.R.F Ofe of Special Prolocts. 88/03702. COUNSlL.WO TU Elec’nc ('o' 
metly Texas Utilities Generaiing Co.). 6pp. 44634. 004-4<l634. 034 

-8803080292 Notice ot violetton train Insp on 880105-0202 Violation noted depress *n 
exceeding t/32 inch in depth observed. 

WARNICK.R.F. NRC - No Detailed AHiKailon Given. 88/03/02 2pp 44634 00 
44834:011, 

-8803080301 Nol'ce ol deviaiion Irom insp on 8801050202 Dev aion 

noled:Nonconlormance Rept NCR.S7.A0049t 4 Oc hold point not trended as /e 

a ul/ed by (^SAR to idoniify eny trend adverse to quality. 

/ARNKJK.R.F. NRC • No Oelailed Allillatton Given 88/03/02 ip 44634 012- 
44634:012 

-8803080311 Insp fiopis 50-445/ee 05 A 60-446/BB 04 on 880105-0202 One wtilaMin 
4 deviaiion noted Major areas Inspecled: assessment o( atlegatlons.lo'low-jp on vwia 
tions/doviatitm. A corredivo action ptogiam (oi smalt boro piping 
llv£flMORE.H H, Ofc ol Special Projecls 88/03/02. 22pp 44834:013-44634 034 

8803080488 Forwards request lor addi Info re 860514 A 0714 response-s to IE Bulletin 
85-003.'’Moto( Operaiee Valve Common )4odo f aKutes During Plant Transient Due to 
Improper Switch Settings." Response requested (jy 88040 1 . . 

6HIMES.C I Ole ol Special Proiecis 88/03/03. (ioUNSlL.W.G. TU Electric (toirr.eiiy 
Texas Uliilhes Oeneraiing Co ). 5pp. 44839:032-44639:036. 

8803300009 Forwards Insp Repte 60-445/88-11 A 60-446/88-09 on 880203 0301 No 
violations or deviations noted 

WARNICK.R F. Ole of Special Protects 88/03/22. COUNSIL.W G TU Elecinc l'o»- 
merly Texas UtiliTies Generating Co.L 4pp 44021:298 44921:317 

-8803300014 Insp Repis 5O-446/80-1 1 A 60-446/08-09 on 880203 0301 No violations 
or doviattons idenl'nled.Msjor areas Inspecled; appitcani acllons on ptowous mso 
findirtos.foUowup on vioialions/devlallons A correctwe action program 
LlVEf4MORE.H H. Otc of Special Ptt^ecls. 88/03/22. i^p. 44921:302 44921.317 

8804050280 Ack tecoipl of 8801 160218.0315 A 0318 Ufa informing MRC ol slops taken 
to correct violations noted In Insp Ropts 60-445/87-30 A 60-448/87-22 
WARNICKJT.F. Otc ol Special ProSecls 88/03/25. COUNSIL.W G TU Elecinc (fo- 
merly Texas Utilities GeneraUng Co.). 6pp. 44997:172-44997:176. 

8803210090 SuppI 1 lo NRC Info Notice 87-044, "Thimble Tube Thinning in Westuig 
house Reactors." Svc list end 

ROSSI.C.E. Ojvfsion of Operational Ei/enis Assessment (Post 870411) 88/03(28. 
Consolidated Edison Co. of New York, Ino. 121pp 44995:126 44995:248 

8803220296 NRC Info Notice 60 010. "Matls LIcenseesTLack of Mgl Controls Over U 
censed Programs." Svo fist enci. . on/ 

CUNNINGHAM fl.e Division ol Industrial A Medical Nuclear Solely (Post 870729) B8 
03/20 ConsoMdaled Edison Co, ot New York. Ino- 108pp. 44995 247 •44995-353 

pi of 880324 Hr Inlotmlng MRC ol steps laHen lo correct violations 
W-4,46/e8-01 A 5O-440/68-O1. ^ 

ol SpecW Pr^to. ^703/30. COONStL.W.G. TU Elecinc (lor 
Generdting Co.). 4pp: 46007;276-45007;279. 


8804088063 Acts (ecei 
noted in Insp Repis 
WARNICK.aF. Olo 
merly TOxas OtIjItJes 
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880406037S Updated rosponso to violal-ons rtoted •» Insp rtcpls SO 44S/8S-13 & SO- 
440/85 09 Codeciivo actions Rev 7 to Riocotfufo STA-606 issued on 0B0227 to moot 
ong-nal corrective action rosponse commilir.eni 

CtJUNSlL.W.G TU Elociric (lormorly Texas Utilities Gonoratifig Co ). BO/03/30 Docu- 
ment Coidrol Branch (Oocumoni Control Desk) Ip 45008 328-45006 328. 

6804080390 Informs that completion ol removal ol unaultiorired splices & wire nuts 
Irom Unit I ctiiHer panels roschodulod tor complot-on b-y 88053 l.pof util 880129 ro- 
sponso to yiofalions noted m insp Repts SO 445/87-1 1 & 50-446/8^00 
COUNSIL.W.G. TU Electric (lormorly Texas Ul-iities Genciairng Co) 68/03/30 Docu- 
ment Control Branch (Document Control Desk) ip 45010 225-45010 225 

6604(>B0494 Informs that date tor compiolion of training ol contractor porsonnol 
changed to 860601. per ul-l 880201 response to vio'atlon noiod in Insp Ropls 50-445/ 
87-2/ a 50-446/87-20 

COUNSIL.W.G. TU Elociric (lormorly Texas Utililles Gonorating Co) 88/03/30. Docu 
mom Control Branch (Oocumoni Control Desk). <p. 45010 268-45010 299 

8804060525 Revises dale ol lull complianco lor notice ol violalion noted in Insp Repts 
50-445/08 03.50-446/86 02.50 445^6 22 & 50-446/86 20 Corieclivo actions w.ll be 
complelod no later than 86 1 223 lor Uml I a common t IVAC^ 

COUNSIL.W.G. TU Elecinc (lormcrly Toxas Uti'ilos Generating Co) 68/03/30. Docu 
ment Control Branch (Oocumoni Control Oosk) Ip 45008:355 45008 355 

8804060517 Responds to NRC 880302 lb ro violations a deviations noted in Insp Rrspls 
50 445/88-05 a 50-446/06 04 Corrective actions. Nonconlo-rmanco Ropi 68 03B36 
issued 10 disposition woldmo doprosslon. 

COUNSlL.W Q , WOODLAN.OR TU Electric (lormerly Toxas Utilillos Genoiaiing Co ) 
60/03/31. Oocumoni Control Branch (OocurnonI Control Desk) 5pp. 45007:1 07- 
45007:111. 

8804110325 Updalos OSOtiB & 0314 responses to v.olalions noted in Insp Ropis GO- 
445/87-31 a SO 446/87-35 Corrective aciionsiall appropriate Ebasco waikdown per- 
sonnel roiroined on impodanco ol documonung waikdown dais complolely. 
COUNSIL.WC , WOODLAN.O R. TU Elociric (formofly Texas Uilhtles Gonofallna Co ) 
88/03/31. Oocumoni Control Branch (Document Control Desk) Bpp. 45077:313- 
45077:320. 


8804010256 NRC Into Notice 88 0i I, • Potential Loss ol Motor Conliol Cli a/or Switch- 
board Function Due to Faulty Tio Dolls " Svc list oncl. 

ROSSI.C.E. Division ol Opeiailonel Evonis Assessment (Post 07041 1) 88/04/07. 
Consolidated Edison Co of Now York. Inc I24pp 45406 202-45407-051 

8804120431 FOtvrards Insp Ropis 60-445/ee-19 a 60-446/88-16 on 8G0302 0405.No 
vioiabotvs or diiviallons nolod 

WAflNICK.R F. Otc of Special Ftojocis 88/04/08 COUNSIL.W.G TU Eleciric (for- 
merly Texas Ulililios Gonoralmg Co ) 4pp 45130 248 45130 260 

-8804120433 Insp Roots 50 445/88-10 & 50 446/88-16 on 080302-0405 No violations 
er detnalions notoo.Ma)or areas Inspociod: appircani actions on previous Insp 
hndinus.aclion or> l0CFR50.65(o) daliciancios a gonoial plan! arons. 

WAGNER.PC . LtVERMORE.H H Ofc ol Spoctal Projects. 88/04/08 Opp 45130 252- 
45130 260 

660412043S Responds to 660205 NRC Bulloiin 08-001 re dofocis In Waslinghouso cir- 
cuit breakers In Class IE applications lo perform short toim & long-term insp using 
listed additions, insps wil commonco whon leplecemoni parts onsite. 

COUNSIL.W.G. TU Electric (lormerly Toxas Utililios Generating Co.). 88/04/08. Oocu- 
monl Comrol Branch (Documunl Control Oosk). 3pp 45091:018-45091:020. 

8894130003 Forwards addi irrfo re IE Bullolin 85-003. ''Molor-Operaiod Valve Common 
Mode Fa.Iures During Plant Transionis Duo to Improper Switch Soilings." por NRC 
660303 request 

COUNSIL.W.G. TU Elociric (lormorly Texas Utilillos OenoraiingCo ). 68/04/06. Docu- 
meitt Control Branch (Document Control Dosk). 6pp. 45096.-3 16-45099:320. 

6804130287 Responds to NHC 88020B lb re opon items noted in Insp Repts 50-446/ 
67*37 & 60-440/87-28. Ro&ulls of enginooiing lunctlonal evaluation ot items Idontibod 
in Cl Grimes 680206 & 871015 llrs scheduled lor completion in May 1988. 
COUNStV.W.Q. TU Etecliic (lormerly Texas Ulilitios Goneiavmg Co.) 68/04/11. Oocu- 
menl Control Branch (Document Control Desk) I23pp. 46147;036-45147:156. 

8804190003 Forwards Insp Ropts 50-445/08-18 & 50-446/68-16 on 880302 0405 No 
violalJons or deviations noted 

WAHNICK.R F, Ole ol Special Proiecls 86/04/11 COUNSIL.W G. TU Electric (for- 
merly Toxas Utilities Generating Co ) 5pp. 45208:164 45208:101. 

-8804190007 Insp Ropis 50-445/88-10 8 60-446/88-15 on 880302-0505 No violations 
or deviations noted Major areas inspocied aclion on provious Insp findings.followup on 
vtolaUoris/deviatlons. ptocossing Into notices & assossmoni ol almgalions. 

HALE.CJ,, LIVERMORE.H.H Ofc of Special Piojecis 88/04/11. 13pp 45208-169- 
45206:181, 


6804060370 NRC into Notice 86-012, "Overg/oasing ot Electiic Motor Boarings," Svc 
list end. 

ROSSI.C.E. Division of Operailonal Events Assossmoni (Post 870411). 88/04/12. 
Consolidated Edfjon Co ol New York, toe I23pp 45165:028 45165 160. 

8804260634 Forwards Insp Repts 60-445/88 29 S 60-446/88-25 on 860222- 0328.Re. 
sponSB atJdt Basing technical open Homs t© inconaisloncy ol design criteria w/FSAR of 
Indust^ Bids & need tor addI confirmation of doslgns & hardware roquosled. 
6RIMES.C.L Ofc ol Special Projecis. 69/04/14. COUNSIL.W.G TU Electric (lormerly 
Texas Utilitfas Generallng Co ) 6pp. 45268.097-45269: 187. 

-8604280640 Insp Repts 50-445/80-20 & 60-446/88-25 on 880222-0329 Major areas 
inspecied:doslgn validation packages In areas of mochanlcal & HVAC sys.chril/ 
structural ^laclricel. Inslrumentallon/conirols & s-ys Inloraclton. 

NOHKIN.D.P.. IYONS.JE. Otc ol Special Projecis. 88/04/13 66pp. 45269:102- 
45289:167. 


8804200397 Forwards insp Repts 50-446/89-21 & 60 446/88-18 on 8e0302-0405.No 
viola tIonacH deviations noted. 

WARNICK.R.F. Ofc ot Special Projects 68/04/16 COUNSIL.W.G. TU Electric (lor- 
merty Texas UWilies Generating Co.). 3pp. 46231:066-45231:105. 


-8004200400 Insp Ropts 50 445/08-21 8 50 446/88-18 on 8B0302-0406.No vio'atons 
Or deviations noted. Weaknesses notodMajor areas inspocladactions on Comanche 
Peak rosponso toam issue- specilic acl.oi> plans & general plant tours 
RUNYAN.M F . LIVERMORE.HH Otc ol Spocial Projocis. 0B/O4/f5 17pp. 

45231:089 45231:105. 

B80420O472 Responds to NRC 8903 1 7 ttr re v.olalions noted in Insp Repts 50 445/88 
12 & 50 446/88- 10 Corroclivo actions Dalicloncy Rept C-88-00906 written lo docu 
ment failure to initiate FSAR change request. 

COUNSIL.W.G TU Elociric (formerly Toxas Ubklios Generating Co). 88/04/15. Doev- 
ment Control Branch (Document Control Desk) 3pp. 45235 089 45235 071 

8904200470 Submits revised data ol lull complianco ti? v.olalions nolod in Insp Ropts 
50 445/87-30 S 50 446/B7.22.Vondof drawing Sheet 3 discussed In 860216 Hr vv.ll be 
made inactive no later than 88061 5,no( 680415 as staled. 

COUNSIL.WG TU Elociric (lormorly Toxas Utilittos Generaling Co) 98/04/15 Docu 
moni Control Brancti (Document Control Desk) tp. 45235 072-46235 072, 

8804200409 Advises that date ol lull compliance lor viotobons noted rn tnsp Ropts 50- 
445/89-22 a 50 446/B6 20 revised from 880415 to 8e07t5Oolay nocessitaiod by (act 
that addi into neodod from valve supplier only rocenlly rocoived 
CDUNSIL.W.G. TU Elociric (formerly Texas Oi.i.lles Gonoralmg Co ) 88/04/15 Docu 
moni Control Branch (Document Conirol Desk), ip 45235:1 10-45235 1 10 

8804260014 Fonwards Insp Repts 50-445/88-22 & 50-446/68-10 on 800302 0405 No 
violations or deviations noted. 

WARNICK.RF. Die ol Special Pioiocts 88/04/20 COUNSIL.WG TU Eloctnc (lor 
merly Texas Ui liiiea Genoraling Co ). 4pp 45248.095-45240 1 13. 

"8604260016 Insp Ropts 60 445/88-22 & SO 446/88-19 on 080302 0405 No vro'fitions 
noted. Weaknossos in training programs ident.tiod Major areas inspoctod NRC bullolm 
lollowup.monthly maint obsorvatlori.luel rocoipl & storage & Rog Guide I 97 DA 
QlTTEn.S.O., BURRIS.S P,. WiEBE.JS. Otc ol Spoctal Proiocts. 88/04/20 15pp 
45248 090-45248:113 


R. Periodic operating reports 8> related correspondence 

88041 10 H3 Forwards Socirrilles & Exchange Commission Form 10 K tor 1967 8 uU 
T987 annual lepl W/ o ©rtcis, 

COUNSIL.W.G. TU Etoclrlc (lormorly Texas Utilities Generating Co.). 88/03/31. Docu- 
ment Control Branch (Oocumoni Control Desk) tp 45077:294-45077:294. 

8804140625 Submits weakly schedulo ol TVA activities tor wk of 880404- it. Schedule 
will bo updatod & Issued each Friday lo rotlecl acilvillos for forthcoming 2 wk period 
KELLY, J.L. Ofc ot Special Projects 08/03/31 . ZECH.G.G. Ole ol Special Projocis 
4pp 45130205-45130:206. 

88041301 12 Forwards errata lo equipment qualillcation & eloctileal proioci status repts 
previously subm iterj by 800106 a 01 15 lua 

CDUNSIL.W.G. TU Elecinc (formerly Toxas Utilities Gonorating Co ) 88/04/06 Docu- 
ment Control Branch (Oocumani Conirol Desk) 7pp 45122:231-45122 236 


8. Reportable occurrencea, LERa A related correspondence 

8603250320 Part 2t rapt re worm gear componertl ol Type lt3DC valve 
actuators initially ropoited on 880317. All salety-rolated worm gear compononts will bo 
subj to documeniod Insp verifying absence of caslmg porosity. 

MCOOiLIlAN.P.O. Umltorque Cotp. 88/03/18. Otc of Inspection & Eniotcemenl, Di- 
rector (820201-870413) 6pp. 44961; *99-4466 1:204. 

8804050340 Interim Deliclertcy Rapt CP-67- 122 re nozzle load stresses Iniliaily reported 
on 880t05.Evaluallon continuing Noxt ropt will be submitted by 8804 14 
QECK.J.W, COUNSIL.W.G TU Eloctnc (formerly Texes Ull'ilies Generating Co) 68/ 
03/26. Document Control Branch (Docuniont Control Desk), ip 45034:035- 
46034:035 

6804060081 Final supplemental Oaficiency Rept CP- 70- 06 re space criloria tor insta'la- 
Uon ot Hilii concrete rJrrtled-In expanelon anchor s lntlielly reported on 601210 Correc- 
tive actions Still In progress 

COUNSIL.W.G., BECk.J.W. TU Electric (lormorly Toxas Ulilil-es Generaiirig Co) 88/ 
03/29 Document Control Branch {Document Control Desk) 2pp. 450-l6:l07- 
46046:198. 

8604060097 Interim Dollclency Rept CP-87- 132 re unqua'Hiad Limilorque 
aciustors.lnitially roportod on 8801O5.Ev8iual:on ol comptollon schedule tor i:>ngolng 
corroclrwe actions conllnuing.Next ropt oxpecled by 860607 

COUNSiL.W.Q. TU Electric (lormorly Texas Utilities Generating Co] 88/03/29 Docu- 
ment Control Branch (Document Control Dosk). Ip. 46048; 102-46048: 102 

8804060106 Supplemental Oabciency Rept CP-87'03 re 0.6 kV switchgear 
Installation Initially reported on 87O3l6.Compl0llon of replacement ol jeckshalts re- 
scheduled tor 860429 All other corrective actions tor Issue cont.nuing on schedulo. 
COUNSIL.W.G. TU Elecirlo (lormerly Texas Utilities Generating Co) 88/03/29 Docu- 
ment Control Branch (Oocumeni Conbot Desk), ip. 45072.040-45072.040. 

8804060180 Supplemental Deliclertcy Rept CP-82-07 ro defectivo governor drive cou- 
plings on diesel generators Initially reported on 820908 Unit 2 couprings schedulod tor 
completion by fuel load. 

COUNSIL.W.Q.. WOODLAN.OR. TU Eleciric (lormorly Texas Ul-lillos Generaling Co ) 
68/03/30. Oocumani Control Branch (Document Control Desk), ip. 45026:359- 
46028:360. 

8804060327 Supp'emental Oaliclency Rept CP-84-oa ro curtain fire dampers.lmnatly re- 
ported on 840720.Cofroc<ivs actions will be completed by 881226 lor Unit 1 & 
common areas & fuel load for Unit 2 

COUNSIL.W.Q. TU Eleciric (formerly Texas Utilities Generaling Co l 88/03/30. Docu- 
ment Conirol Branch (Oocumeni Control Desk). Ip. 4 604 7:070 -4604 7:0 70 

8804000379 Supplemental Dellclenoy Rept CP-83-15 re boiling mat! used lor cable tray 
damps, Inilielly reported on 8307l2.lasue win be addressed A resolved In (3e(-ciency 
Rapt CP-03-35. Next rapt expected by 880427. 

COUNSIL.W.Q. TU Eleclrio (tormedy Texas UUlitles Generating Co), 80/03/30- Docu- 
ment Conirol Branch (Document Control Desk). Ip 46047:098.46047:098- 
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6804060^33 Supplemental I'efieicncy R{>pi CP 86 £4 re dos'on & nsla'iahoa of conitol 
fOO'n CL’ l.ng In !ialy reported on 861003 StrLClural moos requ <od as rosull of deajr* 
basis consol da'^nn crogram wiii bo coTploied by 680601 

C'OLiNS t. W.C. Tu biecir.c (lo/rner.'y Te<as l/Mi|'OS Gonerafing Co) 60/03/33 Docii' 
mem Coni-ol 6'ercn (Oocumeni Coniro: Desk) ip. 4S047 007-4 504/ 097 

8S04060399 T oal Dol'C«nsy fiepi CP97 l!6 ro pcsiu alcrf faLwo oJ riiirogon purge 
togulal ng val«es 'n tia'iy repcitod on 8601 fO.msIai'ai on of p.'essuro roi-al devices wi'l 
be ccinplotcd by 660630 for t'al 1 S Ijel lead fo' un.l 2 

COUMSfL.WG lU E.'ectnc )forn-Pfiy Tenas Utiitios Ocneraiing Co) B8/03/30 Docu- 
mem Ccnvoi O'anch (Document Control Desk)- ip 45017.1/6 45047 175 

860406048$ Supp'emeniai Oeiicericy flepl CP 65 54 ro disciopances m suppl or pio- 
/ided HVAC support doctme.Hs 'n.tia ly repoite:) ori 860936 Const re«vork ol HVA(- 
s:Cport6 wii; be comp'eted by 88033 1 Icr l/nil i 8 fuel toad (cr t/n-i 2 
COUkiSll.W.G Tu Elecir.c (formerfy To»as UlMos Ge.no/a! fig Co) 68/03/30 Docu 
ment Control Orancb (DccufnonI Conlio' Desk) Ip. 45D47 265-45047 265 

B8040S0026 Final Oel oxncy ftepl CP 67-i2i ro 8 9 KV/iOO vo.l I'anslo/mer bus bar 
cloaranco ■n.l-al.y reporicd on 889106. Pio'imnary anafysis fe^ii.r6i) to dorro-nsliate 
□ual fication comp'otod by WeslinttFousoUi’i ;o -mp'ornent rrincr mod 
COL'.'.S'L.VVG . WOOOLAiM.D.n TU fcTcctnc (to'me.'i'y Texas U(i: ;ios Gcrteraimci Co) 
68/03/31 OoCufnflrtl Ccntrol Branch (Ooc-jment Contiol Oosk) Ip. 45017.251- 
45017251 

6804050027 F.nal Ootciency Dopf CP-80-45 re So.smic Coiegory II sys & 
cornpononis In.va ly reported on 67 1016 L‘i'i.l t corrective actions cu.'rronlly schoduind 
for co.niptotion by 681215 Uml 2 corrective 8CI ens v-M bo comp'oiod prior to fuo! load 
COUiMS'L.W.O.. WOCDlArM.Dn TU Efecinc (fe'me/.v Texas IJi.lilies Gonoroii.ng Co) 
88/03/31 Oocuir.unI Comiot B.*anch (Docunionl Control Desk) ip 45017 253. 
45017 253 

8804050034 Supplu-nianiai Dohcioncy flep! CP-fl7-23 le C'ass IE co.''du.l Insial’ation 
runs coupled w/onicns riot i-ghloned Iniiialy ropotled on 07O727.Co'roctivO action cur- 
ronlly scnodjled r'ol to bo comp.'oied until 660831 djo lo I mo couslra'nls. 
COl/USll.W.G . WOODLAfy.D.R TU E'oetne (tormcrly Toxas Uti'ilios Gonerating Co ) 
88/03/31 Oocumecl Ccnirol Branch (Oocurnoni Conirol Desk) Ip 4S017;252- 
45017 2.52 

6604050038 Fi.na’ Oeiiconcy RcpI Cl*-87.|32 to unqua'.ircd L'mtorque actuators. Initia'iy 
reporjod on 8B0105AII C?ass IE Limiorqje actuators w.i; bo oxaremed S correclod 
where nocossary ondc.' field Vo'iticai'on Molhed TE-rvM CO 04 7 
COUNSl.W.G . WOOOLAN.O H TU Elocii c (formoriy Texas Uiiht es Ge-noraimg Co ). 
88/03/31 Documont Conirot Branch (Oorumeni Coniro? OoskI ip 4502P 250. 
45028 250 

8804080141 lucrim Deficieni^ Rept CP-BO-iO ro olocincal porroirahon 
assomKosIt'il.aliy reporlod on 860424 Homs I Q.1 a. I B 1 c S I B 4 a from App 8 of 
Cnfoicomoni Act on 86-00 sit'i i-n pro-gross. Now comp.'ofion dale sxpecicd by B00701 
CObNSiL.W/G TU ElQcfnc (fofmorjy inxos Ulliiios Gu.''-erating Co.). 88/04/04 Docu- 
mom Confro? Branch {Oocuirot;l Control Desk) ip. 45092 193-45092 193 

6804130207 Ir.torim & fmal DoftOJtCy Rcpts CP-85 30 to Tran C condu:l 
supports. .'nlllal.V reported on 871 105 Oosign validation procoss compraiod for Unit 
t.Unil 2 corroctivo actions will ho subm tied upon comploiion of Unit l. 

CCUNSIL.W.G. TU E?ecirlc (iotntorly Toxas Ulil iios Gen-o-raimg Co.). 88/04/08 Qocu 
mom Ccrtrol B-arch (Document Control DosK) 2pp. 45142 243 45142 244. 

3304310168 (nier m Deticioncy flop! CP 68 28 ro cracks lound In soverai secions ol 
Itbo Btool uti i/od in s:lo fabrication ol pipe s-jppons.UHI continuing evaluation of mfg ' 
process at suppTo/ lac l.ty Noxt ropi w.k bo subtriillod by 0807 15. 

COUNSlL.W G . WAnsHAt.l.JS TU Electric (formorly Toxas UbTlios Generating Co ). 
60/04/13 Oocumsm Control ©.'aneb (Oocumont Control Desk). 2pp 45215:360 
45215361, 

08O42IO2OS Final Oeiicion-cy Ropt CP-0B.27 ro quahly coda dawngrado ol Wesf'nn- 
houso 7300 sys printed circu t ca ds Initially reportod on 880314 Replacement of subj 
cards viriil bo accomp^'ish-cd pnor lo 890301. 

CCUNSlL.wG . MARSMALL.J S TU Eloctrtc (lo.'rrorly Toxas Uf flies Gene/aling Co). 
88/04/13. Documcnl Control Branch (Docu-moci Control Desk). 3pp. 45231 170- 
45231:172 

6804210092 Final & Inforim Oefic.oncy Ropl CP-87- 122 re nozzie toad Interfaces iniliaL'y 
lepodoU cn 0 7 1 1 25 Over sitoes problems can be eliminaied by modify. ng clips Clip 
mods & roiraiarg ccrreclivo action to be completed by 880901. 

COUNSIL.W.G . WOODTAN.O.n. 1U Electric (loimorty Toxas Utildos Generating Co) 
68/04/14 Documont Control Branch (Document Control Desk) 2pp 45226 268. 
45226 260 

8804210146 Final Oeliclency Ropl CP.66-83 re use ol scparal on barrier matt (SQM) on 
power cah'os & power raceways fnit ally reported on 370605 SBM from power cables/ 
tncoways removod pet NCR CE-87.4577 8 Const Procedure CP CPM.iO.3 revised 
COUNSIL.W.G. Tu Electric (tormeily Texas Ullities Generating Co). 80/04/15. Docu- 
montCont'ol Drench (Oocun'enl Conitol Desk) ip, 45234:316-452,14:316. 

0BO42IO16I Interim Ropl CP 86 52 & Eupplcfrenlai Ftept CP-S7-76 re splice connec- 
tions & Tetd ilrLIed cable ho'oa in plants iniliaTy reported on 870429 Collective acf'on 
ccmpleLOn dales being evaluated Next rapt w.li bo submilted by 8006 15. 

COUNSfU.W.G TU Electric (loimoily Toxas UblUies Geneieiing Co) 68/04/15. Docu- 
menl Control Branch (Oocumenl Conf.'ol Desk). Ip. 46216.177.45216.177. 

6804210173 Supplemenia) Deticiency Hepi CP-88-53 re seismic design ot 
condu 1 Initially reporlod on 86l02I.Corieclive actions fo/ Unit 1 rescheduled lor com 
pleiion by 880926. 

CXT'JNSiL.W.G TU Electric (tormeily Texas Uli'iFes Generating Co) 88/04/15. Docu- 
ment Control Branch (Document Contiol Dash) Ip 4522 1 ;205 45221:205 

6604310180 Supplemental Oohcloncy Rapt CP-B7'50 re abnormal thrusi bsaring temps 
on turbine driven auxil-ary feedwater pumps New schedu’e date lor completion fs 
8005 15 due to continuing delays )n supply of mail & repa-r Instructions 
COUNSIL.W.G. TU Electric (formerly Texes Utiiiiios Generating Co.). 88/04/15 Oocu- 
mani Control Branch (Document Control Desk), ip 452i9;l63-452l9 i63. 

8604218339 Final Oel.'Ciency Rept CP-86-49 re adapter modufas A electrical 
ponelralionsraliaily roponea on 86IOlO.Uni| t modules insfaned & coating engineer- 
ing vcnflcaiion program rnod. fled- Unit 2 modules to be completed by unit fuel reload. 
COUNSIL.W.G TU glactrtc (lormorly Texas UtiMles Generating CoJ. 88/04/15 Doew- 
menl Conpol Branch (Document Control Desk) Ip. 45331 1 73-45331:173. 


6804310249 Final Doficercy Rept (Unit t) & Interim DoliCier.cy Repi (Unit 3) CP-86-$S 
re moio.' oporafo-'s in several vaivos in mam steam sys.lnlia'ly loporlcd m 
860692 Un t 1 design med to bo ccmpletod by 800700.Noxl rept expected ty S9I33I. 
COUNSlL.W G Tu E'eciric (formerly Texas Uf Utios (Sonoialmg Co) 08/04/15. 0^ 
mem Control 0rancfi (Document Control Desk) Ip 45231 147-45231:147 

0804310357 Supplomenlel Def.cier'cy Ropt CP- 06 51 re anchot bolls Slipp’d ty 
H-lli Tons.lo lesLny of 1/3 inch d-ameioi bolls completed. Design al'owables will be re- 
v-sod accordingly S u'cluded in app'icalilo design documents. 

COU.NSlL.W.G Tu Electric (to:n'X3lly Texas Ulntwjs Geneialmg Co ) 89/04/15 Oocu- 
meni ConUo) Oiancn (Document Ccniroi Desk) ip 45231: 1 74 45231.174, 

&B04250099 Supplemental Oelicioncy Ropl CP-04-02 to dolecirvo (lush rods ea doicl 
ger-oraiois Initially ruporlod on 84(}2C& New Unit 1 push rods instaTed & Unit 2 .*0- 
placomonl w.ll bo compioiod after o:l Hushing S turnover of d.osel goreretors 
COUNSIL.W.G TU E'.octtic (foimetiy Texas UlM'OS Ooneraimg Co) 08/04/18 Docu- 
ment Control Branch (Document Control Desk) ip 45224 IBO 45224 160 .. 

B604270001 Final Oot.c ency Hept CP 07-102 re cable bay separation cniena ictiaWyifr 
parted on 870911 Further cva'uatioii deierir.incd that issue not ropofia5ls,pci 
tOCFRSO 55(0) 

COUNSIL.W.G Tu Eicciiic (tormeily Texas Uh'ii-os Qencranng Co) 88/04/22. Oocu- 
mont Control Branch (Oocurnoni Conlrol Oosk) 2pp 45268 288 45268 289. 

8804270002 Final Dol-cercy Ropl CP.08-29 rO loedwator sp'il-flow bypass va?/C9 
(FSGVs) latially reported on 880323 Weslinghouso icquesled to pertotm ova'jabon 
ol FSBV Corieclivo actions schodulod for complot'on by 881031 
COUNS'L.W G. TU Electric (formorly Texas UlLillos Gonoraimg Co.) 88/04/22, Ooce- 
moni Control Oranch (Oocumont Control Oosk) 2pp 45268 200-45268:231 


T. Hearing Iranscripis on non-anlltrusi matters 

8604 110031 Forwards iToeiing nohco & iranscnpi ol util & CASE 80O225& 26 mcebi’gs 
fo ull conectivo acl-on program concern ng p ping & p.-po suppoils.ctvH/eirLclura) 4 
mechancal. 

MALI OY.M Otc ol Special Projects 08/03/29 WILSON.J H Ole ot Special Piojec!s 
4pp 45076 201-45077 253 

-8B041 10033 Transcript ol 880225-26 pubLc meetings w/CASE & J Doyle 
' TU Efecinc ((ormorly Texas UU’it'os Generating Col 88/02/25 315pp 45076207. 
45077 253 


V. Operator Examlnallons 

88043S0Q8& Responds to FOIA request lor info re scores ol reader opereteis & sc'jor 
reactor operators Forwards roqua'ification exam summary source sheols fislod in ecci 
app vv/porsonal privacy Info deleted 

GRlMSVeY.DH Division ot Rules & Records (Post 87041.3) 88/04/19 BOLEY.K 
Public Citizen's Cmical Mass Energy Project 2pp 45213 003 45213 095 

-8604260 167 Package ol NRC adm nisfoied rcquafificafion exam rosulls summary. 

’ NRC • No Oeiailod Afti.’iatlort Given 67/07/30 88pp 45213 007-45313:095 
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F. Security, medical, emergency A (Ire protection plana 

880-4140447 Rev 3 lo Emergency Plan Implomonling Procedure 8ZP 400.1, ■'Rolo 4 
Staffing ot Technical Support Cir (Primary nosponsibll.ly - Station Diioctoi)" 8 Rev 2 
to 82p 400-2. "nole & Staliing ol Operational Support Ctf " 

• Commonweallh Edison Co 88/03/25 t2pp 45123 086 45123 097 

6604260064 Revised emergoncy p.'an fmp'emeniing procoduros.including Rev 5 le B2P 
600-1. 'Emeigoncy Operations Facility Remote Alaim Response (Primaiy flosponaOil- 
Ity-GSEP Coordinator)" & Rev t2 lo 8ZP 600-A2 •■Directors Phone Lists.*' 

' Commonwealth Edison Co. 88/03/30 38pp 45239 237-45239 253 

8804139138 Revised emeigoncy plan implementing procodures.including Rev t to 8ZP 
lOO-Tlt, ''(^orational Support Ctr Drrocior.” Rev 0 to BZP I00-T12, ''Operal oi^al 
Support Ctr supervisor"' & Rev 13 lo BZP 600 At, ■'Prioritized Call Listing ..." 

• Commofxwealth Edseo Co 88/03/31. 24pp 45151 .226 45151 350. 

8804220035 Forwards Rev 23 lo security plan Rov withheld (roi 10CFR73.31). 
BLiSS.H.E. Commor.vreaHh Ertison Co. 68/04/16 Docunveni Ooovrol Branch (Oocii 
msnt Control Desk) ip 45257 239-45257:239 


J. Insurance & Indemnity inlormatlon 

8604120216 Forwards Endorsement 30 lo NELIA Policy NF-294.Cndofsem8ni 15 lo 
MAELU Policy MF.I2B.EndO(soment 30 lo NELIA Policy NF-277.£ndor30menl 32 lo 
MAEIU Policy MF 114 A Endorsement 194 to NELIA Policy NF-43 
OSTER.J Commonwealth Edison Co 68/04/06. OINITZ.I. Office ot Nuclear Heocter 
Regulation. Dirodof (PosI 87041 1) 13pp 45090,030 45090 042 


P. Operating license stage documents A correspondence 

9804180277 Forwards noiiCo o( considorahon ol isstianco of amends to Licenses NPf- 
37.NPF-66.NPF-.72 A NPF-6e & opporlunily for hearing on 860302 request to loduco 
conlsinmont tendon design stresses. 

MULLER.Dfi. Project Dlrectorale NI-2. 68/03/18 BUnERFlELD.L. Common wea' lb 
Edison Co 3pp 45149 003-45149.011 

—8804160263 Notice ol consideration ol issuance of amends to Licenses NPf.37.NPF- 
66.NPF-72 A NPF-75 A opportunity for bearing on 880303 request re tev to Tech 
Spec 4 6.1. 6.1. d lo reduce conialnmenl lendon design stresses. 

MULLER.D.R Project Diroctof ale 111.2- 88/03/18 6pp 45149 006-45149:011. 
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8803240426 Gonoric Ltr 88 06 to all powet raacior hconseos & app'icanis ro fcinoval ol 
ofganl2flhon charts (icm Tech Spec at'eiinislrative ccntfol rcquifomenis Svc lisl onci 
MinAGLIA.FJ. Associate Oirector lot Projccis (Post 370411). 88/03/22. Conso'idalod 
Co. ot Now YO(k. IrtC. 47pp 4497*'! 107-44972.1 53 

8804140541 Forwards Amends 15,15.6 & 6 to Uconsos NPF-37.NPF C6.NPF-72 & NPF- 
75.(espcclivety & safety evaluat on. Amends change Tech Specs lo add two radiation 
monitors lor each siatron A edd (equrement lor samp ollluoni samping prior to dis- 

SAN?)S.SP. OI.SMAN.lN Pioioci Directorate 1112 88/03/22 BUTTEFtFIELD.L 
Commonwoallh Edison (^0 3pp 45130 068 45130 092 

—8B04140S43 Amends 15.15.6 S 6 lo licenses NPF-37.NPF 66.NPF-72 & MPF- 
75.rospGCtivoly.changing Tech Specs 10 add two rad'atlon monitors to each slat on 8 
add fcqciromonl for samping of sump oflliieni pnor lo discharge into circulating water 

^ULIEH.OR Project Diroclorato 111-2 88/03/22 IGpp 45130 071-45130 088 

-8804140544 Saloly ova'ualion support ng Amends 15.15.6 & 6 to LIcensos NPF 
37.NPF 66,NPF-72 & NPF-75.rGSp0Cliv0ly 

• Oltico of Nucloar Fleactor flogjialion. Oirector (Post 870411) BO/03/22 3pp 
45130 089-45130 092 

6804080088 Generic Hr 88 07 lo powor reactor licensees & applicants re modified on- 
torcerrorti pol-cy concerning lOCFn50 4*J, "Environ QuOlitIcalion of Eloctrical Equ.p- 
mcnl Important lo Saloty tor Nucloar Powor Pinnts " Svc list end 
M OAGLIA.F J Assoc-ato Di.'octOf lor PfOiOCIS (Post 870411), 80/04/07 Conso'idated 
Ed-son Co ol Now York, tnc 49pp 45164 237.45164 285 

6BM16036I Forwards Amend 16 lo licenses NPF-37 & NPF C6 A Amend 7 lo Licortses 
NPF-72 3 NPF-75 & saloly evaluation Amends o'imi>alo salpoinl vorificat-on In trip ac- 
tual ng dovice operational tost for relays irom Tech Specs 

SAN05.5P. OLSHAN.LN Pr«|ecl D.tectorolO tit-? 86/04/06 SUTTEnriELD.L 
C'omrnonwr?()IIh Erlison Co 3pp 451 50 23? 45 150 252 

-8804180387 Amend 16 Liconsos NPF-37 & NPF 60 & Amend 7 to Licenses NPF-72 & 
NPF-75.chang.nQ Tech Specs lo c.'iinin.sto soipoini varilicai>on in iiip actiiaiing device 
oueralonal test lor relays 

MUlLER.D.n Pfoloci Oircctorato III 2 00/04/08 16pp 45150 235-45160 250 

-8904180397 Salely eva’ua'ion suppo.'ii.''.g Amend 16 lo Liconsos NPF-37 & NPF-eO & 
Amend 7 to Liconsos NPF-72 & NPF-75 

* Ollice ol Nuclear Reacior Regulaiion. Director (Post 870411). 00/04/08. 2pp 
45150 251-45150 252 

8B04220004 Forwards Amonds 17.17,0 & 8 to Licenses NPF-37.NPF-66.NPF-72 & NPF- 
75, res pacBvo'y A sateiy ovalviaiion Aivorvjs charge Tech Specs to eopaialo gaseous 
waste mgi sys oxygon annly/cr into two major cornponenis. 

SANDS.SP. OLSHAN.LN Pro.ocI Orfoclorate 111-2 00/04/15. BUTTEnFIELD.l 
Commonwoallh Edison Co 4pp. 45200 246 45200:260. 

-8804220007 Amonds 17.17.6 & 9 to Liconsos NPF-37.NPF-60.NPF-72 & NPF- 
7S.respeciivoly.consisiing of changes to Tccli Specs to separate gaseous waste mgl 
sys oingon analy2or into two major componeriis 

MULIER.D.R Project Dirccloialo III 2 80/04/15 lOpp 45200:250 45200:207 

-B 8042200 10 Salely cvatuaiion support ng Amonds 17.17.8 & 8 to Liconsos NPF- 
37.NPF-C6.HPF.72 A NPF- 75.rospuc lively 

• Oitico of Nucloar Reactor riegui'aiion. Oirecior (Post B704ii) 68/04/15 2pp 
45200 268-45200 269 

8804280039 Forwards Rov 60 lo CE-l-A. ' OA Program lor Nucloar Genoraiing Sla- 
hons." Rovs being made lo roflecl ofoar.l7olion8l changoft 

MORGAN.W.E Commonwoolih Edison Co. 68/04/16 Document Control Branch 
{Documom Control Desk), ip 45261.273-45261 299 

"660428Q069 Rev 50 lo "QA Program tor Nuclonr Gonerallng Slalions." 

* Commonwealth Edison Co CE-i-A H50 08/0-1/18 I7pp 45261:274-45261 289 


Q. Inspection reports, IE Bulletins & correspondence 

8604070082 Responds to violation notod In Insp Flepis 50-454/88-02 A 50-455/88- 
02.Ccfioctivo actions procoduro implicilly diroclag covers lo be reinstalled lor environ 
qualification ol Baiion 7S2 instruments wri be revised lo include steps 
QUTTEHFietO.L Commonwoallh Edison Co 08/03/24. DAVIS.A 0 Region 3. Ole ol 
the Director. 3pp 45030 354-45030:356 

8603210090 Suppi I lo NRC Info- Nollco 87-044, "Thimble Tube Tlrnning in Wosling- 
house Reactors ” Svc list end. 

ROSSI.C.E. Division of Oporational Evenis Assossmoni (Post 070411). 88/03/28. 
Conso'idalod Edison Co ot New York. Inc. I2lpp. 44095:126-44995:246. 

8803220296 NRC Into Notice 88-010. "Malls Ucenseos Lock ol Mgl Controls Over Li- 
censed Programs " Svc l-st end 

CUNNINGHAM.R G Division ol induslrial A Mod cal Nucloar Saloly (Post 870720) 88/ 
03/28. Consolidated Edison Co. ol Now York. Inc. i08pp 44995.247-44995:353. 

8804040133 Fonvards Saloly Insp Ropis 50 454/08 05 A 60-455/88-04 on 880113- 
63t7.No violations or deviations noted. 

WRIGKT.G.C Region 3. Ole ol Iho Oirocior 88/03/29. RGEO.C. Commonwealth 
Edison Co 2pp 44970 263-44970 2 75 

-6804040141 Safely Insp Rents 50 454/68-05 A 50-455/88-04 on 8601 13-03 17. No vio- 
lations or deviallons notoo Major areas irispeciod.licensoe actions on previous insp 
find ngs.slarlup lost results evafuailon A startup lost results vorilication. 

DUNLOP. A . HASSE.R A . RESCHESKE.P R Region 3, Ole ol Iho D-rector 88/03/28. 
2pp. 44970:265-44970 275. 

8804010258 NRC Into Notice 88-01 1, "Potonliol Loss ol Motor Control Cir &/or Switch- 
board Function Duo lo Faulty Tie Oolis." Svc Met end. 

ROSSI.C.E Division ol Operailonal Events Assossmoni (Post 870411). 86/04/07. 
Consoiidaied Edison Co. or Now York. Inc. I24pp. 45406 292-45407:051. 

8804140023 Corrects typos In 880324 response io NRC Bulletin 88-002 re poienlial for 
steam generator tube rupture event caused by propagating laliguo crack.Enhancod 
leakage monitoring program requitod lor 2lon LInils 1 A 2. 

MORGAN.W.E. Commonwealth Eo.son Co 88/04/08. DAVIS.A B. Region 3. Ole ol 


8804140058 Forwards fosponso to NRC Oulleiin 88 001 ro Westirghous© Series DS cir- 
Cu 1 breakers A saloly co-tcems w/broakor oso. Schedule lo.* short A long-term Insps 
on a'l Insta'iod A spare It DS 4 16 A OS-206 breakers at Zion listed 
MORGAN.WE Coinmenwealih Ed son Co 88/04/08 DAVIS.AB Regions. Ofc ol 
thoOiroctoi 7pp 45155 033 45155 039 

8B04160062 Forwards Satoly Insp Ropts 50 454/88-06 A 60 455/60 06 0.4 000212- 
0331 No viQlai-ons noted 

FORNEY.WL Region 3. Otc ol the O.iector 80/04/11 BEEO.C Commor.woalih 
Edison Co 2pp 45155 095-45155 108 

-8804180076 Satoty Insp Hepis 50-454/ee-O6 A 50 455/83-08 on 880212-0331, No vio 
laiions noted Major areas Inspected ricensoe action on previous insp 
ti.ndir.g3.LERs.bullei<ns. genoric lirs.oporations summfiry.iralnlng A aarveil'anco. 
HIN0S.J.M Hog on 3. Ole of IhoDireclor. 88/04/11. 1?pp 45155 097-46155 108 

8804080370 NRC Into No'co 08-012. "Ovofgfees ng of Electric Motor Beanrgs ' Svc 
list end 

ROSSI.C E Division ol OpuraUonal Evenis Assessment (Post 070411). 80/04/12 
Consolidated Edison Co of Now York. Ir.c I23pp 45165.028 45185. ISO. 

8804250328 Coni tms p'ans discussed on 880414 between It Bliss A G VanSIskle ro 
upcoming 690506 moekng w/ulil to discuss response ie IE Bui:e1in 65 033. 
GREENMAN E G Reg on 3. Ole ol the Oitccior 08/04/10 REED.C Commonwoallh 
Ed.SOn Co 2pp 45251 120-45251:121 


R. Periodic operating reports A related correspondence 

8604260009 "1987 Annual Environ Opo-'ol ng Rept " W/000411 Hr A aerial ptiolo- 
giephs 

FLfcN)EWlC2.R. CorrmonwoatWi Edison Co 87/12/31 OAVIS.A.O. Ftog o.i 3. O'c ol 
Iho D lector 51pp 46252 109 45252 162 


S. Reportable occurrences, LERs A related correspondence 

8604160224 Sobm Is topt addressing one va'id lost A lai'uro experioncod on Diesel 
CScrieraio' iBCorroclivo actions taken lo incroose rellabilily of diesel generalo'S Major 
contributor to slow starts has boon loss of tuel prime Summary ol all test onci 
PLENIEWICZ.R Corrmonwoaliti Edison Co 08/03/15 OAV(S.A B Reg on 3. Ole ol 
Iho 0:foctor lepp 46131 342-45131 359 

8804080017 PNO III BB 020on a60402.shutdown begun to repair s loam generator lul>o 
leak Leakage raio frem RCS into secondary sys ca’cu’aied to bo 3w gallons per 
day Olhnr maint A toslmg work planned in addition to invosUgaiion A repa r. 

HINDS.J . FORNEY.W Region 3. OJe ol Iho Di'oclor, 88/04/04 Ip 45092:109- 
45092 100 

BB04130197 PNO-III-B8 034 on 0e0409.up lo 68 workers received mnot exposures to 
aliUorno radioactiv-ty.princ-pally l-lBl.dunng sieam gonoraior lube p'ugging 
acliviUes.Causo under invosllgal cn.Rospirale's roquired lo enter conlammonl 
GREQER.R . SHAFER.W. Region 3. Otc ol Iho Oirocior 88/04/07 2pp 45131.004- 
45131 005 
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F. Security, medical, emergency A tiro proteotlon plans 

8804140447 Rov 3 to Emergency Plan Implemonl-ng Procoduro 62P 400-1. "Rolo A 
Sloffirig ol Tochnicnl Support Ctr (Primary Rayionsibi’iW - Station Oiiociot)" A Flov 2 
to aZR 400-2. "Rolo A Stalling ol Operational Supporl Cir. " 

• Commonwealth Edison Co. 88/03/26. 12pp 45123 086-45123 097 

88042S0064 Revised emergency plan Implomonling proceduros.includ ng Rov 5 to BZP 
600-1, "'Emergency Operations Facl iiy Remoto Alarm Rasponse {Pr-maty Rosponaib-I- 
ily-GSEP Coord nator) A Rev 1 2 to BZP 600 A2 "D roclors Phono l ists 

• Commonwealth Edisen Co. 88/03/30. 28pp 45230 227-45239 253, 

8804130138 Revised emergency p'an tmplomenling procedures,inclu(llng Rcv l lo BZP 
100-Tll, "'OporaronSl Support Cit Director," Rev 0 to 02P 100-T12. ""Opotetlonal 
Support Ctr Supervisor " A Ftov 13 to BZP eOO Ai, "Prlontuod Ca l Lising . "' 

• Commonwearth Edison Co. 88/03/31. 24pp 45l5l!22Q.45151:250, 

8804220036 Forwards Rov 23 to security plan. Rev wiltihold (rof 10CFR73 21). 

BLISS.II.E Commonwealth Edison Co. 8B/04/18. Document Control Branch (Docu 
mont Control Desk), ip 45257;239-45257.239 


P. Operating license stage documents A correspondence 

B804 180277 Forwards nolico ol consltieratten of Issuance ol amends lo Licenses NPF- 
37.NPF-6e.NPF-72 A NPF-66 A opporlunily lor Hearing on 8B0302 request lo reduce 
containmonl tendon dosign stresses. 

MULLER, DR, Projoct Directorato 111-2. BB/OD/IA. BUTTERFIELO.L. Commonwealth 
Edison Co 3pp 45140:003-45149 011. 

-8804180283 Notice ot considoraidn ol issuance ol amends lo LIcensos NPF-37,NPF- 
66.NPF-72 A NPF.75 A opportunity (or hearing on 880302 request ro rev to Toch 
Spec 4.6.1 8.1 d to reduce coniainmeni tendon design stresses. 

MULLER.DR Project Dlfectorate III-2 88/03/18 6pp 4514G.006-45I49.01 1. 

6803240420 Generic Ltr 66-06 lo all powor reactor licensees A appHcanis ro removal ol 
organ-rallon charts IrOm Tech Spec administrative control roquiremonis Svc list end 
MIHAGLIA.F.J. Associate Director for Projects (Post 07041 1). 88/03/22. Consolidaiod 
Ed-son Co. ol New York. Inc. 47pp, 44972:107-44972:153. 


8504140541 Fotwardfe Amends 16.15.8 A 8 lo Uconses NPF-37.NPF.66,NPF-72 A NPF- 
76.respecllvoly A satoly evaluation Amends change Tech Specs to odd two radiation 
moatofs (or each sialion A add requiiemonl for sump ellluent sampling prior to d.s- 



— seU4i4U34j /^mentis la. u.b « o lo Licenses r»r'r-j/^.ni'r-oo.nr'r-'<i a ivt'r- 
7&.respeclively.changlng Tech Specs to add (wo /adisiioo moniiors io each siaton & 
aOd topiaiement lor sainpling ol sump etiluani pnot to dischaigo Into C'rculBting water 
sys. 

MULLER.O R Pro(ecl Oireclorale m-2. 88/03/23 I8pp 46130 071 45130 083 

—6804140544 Safely cvaiealion supporfang Amends 15,15.6 & 6 lo Itcenses NPF- 
37.NPF 66.NPF-7? » NPF-75.ie5pecilve»y. 

* OKice of Nuclear Reactor Reoufatioo, Oirecto/ <Posl 8/0411) B3/03/2? 3pp- 
45130 089-45130 092 

8604080088 Generic lit 68-07 |o power reactor licensees A applicants re mod-fiod en- 
lotcomeni policy concerning 10CFR50.49, “Environ OuaUicaiion ot Eloctncal Equip- 
monl Important Io Safely tor Nuclear Rower Plants." SvC lisl end. 

MIRAGLIA.F J. Associate Director 4or Pro|acts (Posl 870411) 88/04/07 ConsoSdalod 
Edison Co ot New Vork. Inc 49pp 45164'237-4S164'265 

0804180361 Forwards Amond 16 lo Licensos NFF -37 A NPF -66 & Amend 7 lo Licenses 
NPF-/2 i NPF-7S & safely evafualion Amends elifninalo selpoini verilication irr tnp ac- 
luating device operational test (ot relays trom Tech Specs. 

SANOS.SP.. OLSHAN.L M Proieci O-reclorate III-2 88/04/08 eUTTERFlELO.L 
Cortimonweallh Edison Co. 3pp 45150:232-45150 252. 

—8804180387 Amend 16 Licenses NPF-37 & NPF 66 & Amend 7 lo Ltconses NPF-/2 A 
NPF-TS.chang-no Tech Specs to eiinvinaio setpoint verilication m lop eciuating device 
operational lest for relays 

MUILER.O R Project Oireclorale 111-2 88/04/08 16pp 45150:235 45150 250 

-860418039/ Safely evaluation supporting Amond 16 to Licenses NPF-37 & NPF-66 & 
Amend 7 ve Licenses NPF ./2 & NPF-75 

* Office of Nuclear Roaclor Regutalion, Director fPosi 8704 1 f ). 88/04/06. 2pp. 
45150:251-45150 252 

8804220004 Forwards Amends 17.17.6 « 8 tu Ucensos NPF-37.NPF 6e.NPF-72 A NPF- 
TS.iospc-clwoty & salely Bvalualion Amends change Tech Specs lo separate gaseous 
waste mgi sys oicygon arialyzer in!o two major components. 

SANOS.SP. OLSHAN.LN Project Oiractoralo 111-2 88/04/15 aUTTEHFIELDL 
Commomweallh Edison Co 4pp. 45200246 45200 269. 

-8804220007 Amends 17.17,8 A 3 to licenses NPF-37.NPF.68.NPF-72 & NPF- 
/S.respecilvely.consisiing of changes to Tech Specs lo separate gaseous waste mgi 
S¥S oxygen analyzer Into two major components 

MULLER.on Project Oireclorale III-2. 88/04/15. lOpp 45200 250 45200.267. 

-8804220010 Satety evaluauon supporting Amends 17.17.8 & 8 lo Licenses NPF- 
37,NPF-66.NPF-72 & NPF-75.re8peclively 

* Office o( Nuclear Reactor RegulatiQn, OirecKw (Post 8704 It J 83/04/15 2pp 
45200:268-45200:269. 

6 804280039 Forwards Rev 50 lo CE-l -A. "OA Program lor Nuclear Goneraiing Sla- 
lions " Revs being made to reflect orgaftizatiortal changes. 

MORGAN.WE. Commofiwaallh Edison Co. 6B/04/18. Oocurr.eni Control Branch 
(Document Control Desk) Ip. 45261:273 45261:299 

-66042600'S9 Rev 50 lo “QA Program for Nuclear Generating Stalioois." 

' Commonwealth Edison Co CE-l-A R50 88/04/18 17pp 45261:274 45261 299 


Q. Inspecltan reports, IE Bultetlna & correspondence 

6804070082 Responds to violation noted In Insp Ropis 50-454/89 02 8 50-455/88- 
02.Corractiva acuorts procedure implicitly directing covers to be reinslafied for onwron 
guafiiication of Barton 752 insirumenis will be revised to include st^s. 
QUTTF.RFiELQ.L. Comttwiweallh Edison Co 68/03/24 OAVIS A B Region 3 Olcol 
the Director, 3pp. 45030 354-4S03D 356 

8803210090 Suppl I 10 NHC into NoKce 87-044. • TWmDla Tube Th-noing in Westing- 
house Roaclors “ Sve list encl. 

ROSSl.C.E. division of Operalionai EvenVs Assessment (f^oat &704ll>. 88/03728. 
Consolidated Edison Co of New York, inc I21pp 44996:128-44996 246 

8803220296 NBC Into NoNce 08-010. “Mails Licensees:Lack ol Mgi Conirols Over Li- 
censed Programs,” Sve list one). 

CUNMINGHAW.R E Division ol Indusmal & Medical Nuclear Saloty (Posi 870729). 88/ 
03/28 Consolidated Edison Co ol New York. Inc i08pp 44995 24?. 44995 353 

6604040133 Forwards Safely Insp Repis 60 454/88-05 4 50-455/88-04 on 880113- 
031 7. No violations or deviations noleo 

WniGHT.G.C Hogon 3. CMc i3l ihe Oiteclor. 88/03/29 REEO.C Commonwealm 
Edison Co 2pp. 44970 263.44970 275. 

-8604040141 Safety Insp Pools 60-464/88 05 & 50 455/88-04 on 8801 13 0317 No vio- 
lations or deviations nolect.Mafor areas inspected licensee actions on previous Insp 
t)n0ings,si8rtup test results oveiuaUpn 4 stailim lost rosutls verilicalion 
OUNLOP.A . HASSE.R A.. RESCHESKE.P.R Region 3. Ofc ol iho Director. 88/03/28 
?pp 44970.265-44970 275. 

6804010256 NRC Info Notice 68-01 1. "Polantrat t.o&s of Motor Control Cir &/of Switch- 
board Function Duo to Faulty Tie Bolls.*’ Sve list encL 

nOSSl.CE Division ol Operational Events Assessmenl (Post 870411) 68/04/07 
Consolidated EAsoti Co, of New York, tnc 124pp. 45406 292.45407:051. 

6604140023 Corrects typoa in 880324 response to NRC Bulletin 88-002 ro poleniial for 
staarti genorator tube rupture event caused by propagating latiguo crack Enhanced 
leakage monitoring program required tor Zion Linns 14 2 

MOBGAN.W E. ConwnonweaMh Edison Co. 66/04/08. OAVIS.A.S Region 3 Ole ol 
the Director. 6pp. 45163:34 1*45 163:346. 

8804140958 Forwards response to NRC Bulletin 88-001 re Weslinghouso Series DS cir- 
cuit breakers 4 safety concerns w/breaker use. Scheduta tor short & long term msps 
on aii installed 6 spare iE.OS-4ie 4 OS 206 bioskeis al Zion bsied 
MORGAN.W.E, Commonwealth Edison Co, 88/04/06 DAVIS.AB Region 3 Ofc ol 
Ihe Director. 7pp. 45165:033-45165,039 

6804150062 Forwards Safety Insp Rapts 50-454/80-06 4 60 455/88 06 on 690212- 
0331 No violabohs noted. 

FORNEY.W.t. Region 3. Ofc ol the Director 88/04/11. REED.C Commonwealtn 
Edison Co 2pp. 4«5 166 096-45165:108. 


•■uouiisuu/D ssiaiy insp iiepis uu-vuh/oo-uo a ou-qua/on-uo on ocuxi4-UJJ< wu 
iat>ons noted Major areas inspected: licensee sciion on piovious ■ 
tviHiings.LERs.bol'oiins, genetic llrs.operatvoivs suihmery.ttainmg & surveii'aece. 
HINOS.J M Region 3. Oir of Iho D.raclor 88/04/1 1 I2pp 45155 097 45 1 55:ICa 

6604060370 NRC Into Notice 68-012. "Overgieasmg ol Electric Motor Beai-ngs " 
lisl end 

ROSSl.CE Division ot Operational Events Assessment {Post 670411) £6/C4< 
Consolidated Edson Co of New York. Inc I23pp. 45 1 65:028-46165 150 

6604250328 Confirms plans discussed on 0804 1 4 beiweon H Bliss 4 G VanS.ck'- 
upcoming 880506 meeting w/util to discuss response to IE Bullet'O 86 003 
G^E£N^l1AN.E G. Region 3. Ole ol the Director 89/04/18 REED.C Conimon/ii 
Edison Co 2pp 45251.120-45251 121. 


R. Periodic operating leporla & relaied correspondence 


8804260009 "1987 Annual Environ Operating Repl.” W/680411 Hr & oeiial ph 
graphs 

PLENlEWtCZ.R. Commorwroallh Edison Co 87/t2/3t DAVIS.AB Regsn 3. OI< 
the Director. 51pp 46252:108 45252 1 62. 


DOCKET 8TN.S0-466 BRAIOWOOO STATION. UNIT 1 


F. Secuilty, rnedical, ernergency & lire ptolecllon plana 


6604210343 Rev I to Emergency Plan tmplomeoling Proceduio Bw2P 300 8. Posi 
cldent Release Rate Oeiormlnailon (Primary Responsib'lily - Operations 0.'ectoi) “ 
• Coinmonweallh Edison Co 68/03/31 6pp 45194 261-45194 266 

8804200483 Revised controlled procodures.lncluding Rev 4 lo BwZP 380-3. * R 
Cham Response to Personnel Injuries (Primary Kesponsibtlily-Rad/Chem Oroctotl 
Bov 2 to BwZP 360.3AI. “App A.Patlenl Radiation & Medical Staiu.s Recc'd Li 
GOERING.B J. Commonwealtn Edison Co 86/04/06 lOpp 45160 121-45)60:139 

8804120381 Advisos lhal Allegallon RIII-88-A-0013 to unmanned 
waiches.considoied closed per ulil 860310 Hr. Understands ihal permanemty irsia 
(ire delectlon sys operable el time ol incident No violelion idontilied 
FORNEY.W.L. Region 3. Ole ol the Director. 88/04/07. REEO.C. Commenwe 
Edison Co 2pp, 45135:327-45135:333 


3. Insurance 8 indemnlly inlortnaiion 


8804120216 Forwards Endorsement 20 lo NELIA Policy NF-294.EndofierTicn1 11 
MAELU Policy MF-l28,Endorsemoni 30 to NELIA Policy NF-277.£ndofso.'ne.')i 2i 
MAELU Policy Mf-tt4 & Endorsemanl 194 to NELIA Policy NF.43 
OSTER.J. Commonwealit) Edison Co 86/04/06 OiNITZ.l Olficn ol Nuclear Rea 
Rogulatlon. Director (Post 870411). t3pp. 45090:030.45090 042 


P. Dperallng ttcenae stage documents 8 correspondence 

B804180277 Forwards notice ol considorai'on ot issuance ot amends to licenses h 
37.NPF.66,NPF-72 & NPF-66 & opportunity tor hearing on 880302 loqcesi to roc 
contalnmeni lendon design stresses. 

MULLER.O R, Project O.rectoraie 111-2. 88/03/18 BUTTEHFIELO.L Commonwe 
EdisonCo. 3pp. 45149:003 45149.011. 

-8804180283 Noirco of consideration ot issuance ol amends to Licenses NPF.37.N 
66.NPF.72 S NPF-75 & opportunity tor hearing on 8803D2 roquesi re rev lo T 
Spec 4 6 16. I d to reduce contsinmeni tendon design stresses 
MULLER.O.R. Proiect Olroctotate «l-2 88/03/16. 6pp 46149.006 45149 011 

8803240426 Generic Ltr 88 06 lo all power roector licensees 8 applicants re removt 
orgenualion charts from Tech Spoo adminfstrative control requlremems 5vc I si £ 
MIHAGLIA,F.J Associate Director for Projects (Post 87041 1) eB/03/?2 Conso'id; 
Edison Co of New York, Inc. 47pp. 44972: 107-44972: 153 

8804140541 Forwards Amends 15.15.6 & 6 to Licenses NPF-37.NPF-66.MPr-72 & N 
75. respectively & safely evaluatlon-Amends change Tech Specs lo add two redia 
monitors tor each station & add requirement lor sump eflluoni sampling prior lo 
charge. 

SANOS.S P., OLSHAN.L.N, Project Directorate III 2 88/03/22 BUTrEftHEl 
Commonwealth Edison Co. 3pp. 45130 06B 45130092. 

-8804140543 Amends 15.15.6 & 6 to Licenses NPF-37.NPF-66.NPF-72 & h 
75.respeciively.changing Tech Specs lo add two radiation monitors lo each siai c 
add requirement tor sampling ol sump effluent prior to discharge into circulating w 
Sys. 

MULLER.O R. Project Directorate JI| 2. 88/03/22. iBpp. 45130 07i . 451 30 088 

'-6804140544 Safety evaluation supporting Amends 15,16,6 8 6 lo Licenses h 
37.NPP 66.MPF.72 & NPf -TS.iespeciNoly. 

' Office ol Nuclear Reactor Regulation, Director (Post 870411) 88/03/22 : 
45130 069 46130.092. 

6604050002 Confirmatory Action Lir CAL-RIII 88 06 le identilicaiion ol defioencie 
exisling lubricants In motor- operated valves at planiLlsIa acUviitos to bo compielei 
review by util. 

OAV1S.A a. RegtotL 3, Olo ot the Oiroctot, 88/03/23. REED.C. Commonweaiih Fd 
Co. 2pp. 45021:065-45021.066. 

8803310262 Summarizes 880326 & 28 lelcons w/NROre ongoirto util program to 
dale adaouaoy ol Llmilorque operator lubfication. ‘iLUbrtoation Conlamlnaflon Eve 
Hon'* providing background lo Issue & descrlplion ol sampling S lesimg ptcgiam « 
DELGEOftaCt-.O. Commonwealth Edison Co, 88/03/29. MuRLEY.T E. Office of 
clear Roaclor Regulation. Director (Post 8704 9pp. 46000;343-46000,36i. 


8604080088 Gofmnc Ltr 86 07 lo power reactor licensees S applicants to modiliad en- 
fotcemeni policy concerning ioCFn50.49, “Environ Qualification oi Electrical Equip- 
ment Irnportani to Safely lor Nuclear Power Plants." Svc tisl encl. 

MII1AGLIA,F.J Associate Director for Projects (Post 97041 1). 68/04/07. Consolidated 
Edison Co ol New York, Inc. 49pp 4St64 t>37</ISt64 206. 

8804160361 Forwards Amend 16 to l.lconsos NPF-37 & NPF-66 & Amend 7 to Licenses 
NPF-72 6 NPF-75 & safety ovaluaiion Amends olimlnato sotpolnl veriticallon in trip ac- 
tuating device operational lost for relays from Toch Specs 

SANDS.SP, OlSHAN.LN Projecl Oirectoralo 111-2. 88/0-1/08 BUnEHFIEtO.L 
Commonwoaliti Edison Co. 3pp. 45150 232-45150:252. 

-6804160387 Amctwl 16 Liconses NPF-37 & NPF-68 & Amend 7 to Licenses NPF-72 S 
NPF-76,changing Toct) SprKS to eliminate solpo'ni vetiflcailon in trip aclual-ng dovice 
operational lest (or relays. 

fvILlLLER.DR Project Directorate HI 2 89/04/00 fOpp 45150:235-45150 250 

-8804180397 Safely ovaluaiion supporting Amend 16 to Licenses NPF-37 & NPF-66 & 
Amend 7 lo l icenses NPF-72 & NPF-76. 

* OHico ot Nuiteai Roaclot rtegulalvon. Diiocfor LPosi 670411). 68/04/06. 2pp 
45150 251 45160 252 

88041S0084 Forwards amends & suppremenlal info lo LO OolGeorge 660320 Hr to TE 
Muriey re Limitotque operator lubricallon Understands lhai NF1R has load responsibil- 
ity ior review of matter. 

OELGEORGE.LO. Commonwealih Edison Co 69/04/11. MURLEY.T.E Office of Nu- 
clear Roaclof Regulallon. Director (Post 87041 1) 50pp. 45155:114 45155:163. 

8804220004 Forwards Amends 17.17.0 & B lo Llconsos NPF-37,NPF-66.NPF-72 & NPF- 
75.raspociivoly & saiety evalualipn Amends chonge Toch Specs lo separalo gaseous 
waste mgl sys oxygen analyzer Into two major components. 

SANDS.SP. OLSHAN.L N. Projecl Orrccioiate 111-2 88/04/15 BUTTEnFIELO.L 
Commonwealih Edison Co. 4pp 45200.246-45200.269. 

-8604220007 Amoods 17.17.8 & 8 lo Licenses NPF-37.NPF-66.NPF-72 & NPF- 
75,respeclivo1y.consisting ol charvgos to Tech Specs to separate gaseous waste mgl 
sys oxygen analyzer Into two major components. 

MULtER.D R. Project Orroctoi ate lH-2. 88/04/15. tSpp. 45200:250-45200 267. 

-8804220010 Safety evaluation supporting Amends 17.17.6 & 8 lo Llconsos NPF- 
37.NPF-66.NPF.72 & NPF-75.rGSpoctivoly 

* Oilico ol Nuclear Reacloi Regulation. Director (Post 870411). 86/04/15. 2pp 
45200 268-45200 269 

8804280039 Forwards Hoy 50 lo CG-I-A, "QA Program lor Nuclear Generating Sle 
lions. ” Revs being made lo letlocl organizational changes 

MOROAN.Vi.E. Commonwealih Edison Co. 80/04/18. Document Conttol Branch 
(Oocumont Control Desk), ip. 45261:273-45261:299 

-88042B0089 Rev 60 lo "QA Program for Nuclear Generating Stations.'” 

* Commonwealth Edison Co CE-1-A R50. 88/04/18. 1 7pp. 46281:274-45261:299 


O. Inspectlott reports, IE BuHetins & correspondence 

SB03300I05 Forwards Saloly Insp Ropis 50-4&6/87-38 & 50-457/87-36 on 871005- 
880226 & notices ol violation & doviailon. 

MILLER.HJ. Region 3, Ofc ol Ihe Director. 68/03/18. HEEO.C. Commenwaatlh 
Edison Co. 2pp 44916 251-44016:261. 

-8803300109 Nolico of violation horn insp on 871005-1222.6801 19,0218 & 26. Viola- 
tions nolod lellure lo follow Electrical Lineup Operating Procedures BwOP OG-Et & 
G2 8 loilvre to assure QG Insps property executed. 

MiLLER.H J. Region 3. Ofc ol the Director. 86/03/18. 3pp. 44916:253-44916:255 

-8803300164 Notice of doviailon from Insp on 871005-1222.8801 19.02 16 & 26Dovl- 
alioo noted on 67 1006, inspector determined thai hydiogen tacoroblnor B discharge 
isofallon valve 00GO66 was tail In closed position lor 40 days. 

MILLEn.H J. Region 3. Ofc ol the Director. 68/03/16. ip. 4491 6:256-449 16:256 

-8803300113 Insp flopts 60-466/87-38 & 60-457/B7-38 on 871005-1222. 8801 19.0218 
ft 26. Violations ft daviailons noled.Major areas lnBpaclod:licensee action on previous 
insp lindings ft review oi electrical ft msirumontalion components. 

FAtEVnS.Z , LANOSMAN.n.. OARDNER.RN. Region 3. Oto ol the Dlrecior 68/03/ 
17. 2Spp. 44916 2&7-449te.281 

8804040223 Fonvards Safely Insp RepI 60-456/88-07 on 0BO3OI -17.0111 will ba notified 
by separate correspondence of NRC decision re enfo-rcennenl action based on Insp 
lindings. 

NOHELIUS.C.E. Roglon 3. Ofo ot Ihe Oireclor. 68/03/25. REED.C. Commonwealih 
Edison Co. 2pp 450/5:339-45075 356. 

-8804040227 Insp Rept 60-456/68 07 on 880301- 17.Apparont violation noted.laiiuie to 
have control loom ventllalion sys operable. Appropriate enlofcement action will bo 
deiormined Major areas in8pocled:licensee actions following startup test. 

GILL.C F.. GREGER.L R Region 3. Ofc ol the Director. 98/03/26. 16pp. 45075:341- 
45075 356. 

BB040S0003 Confirms 660405 rnooUng w/util re presentation ol SALP lor plant.per 
680323 lelcon 

GREENMAN.E G. Roglon 3. Olo of the Director. 89/03/25. HEEO.C Commonwealth 
Edison Co. 2pp. 45021:067-45021.068. 

6803210090 S\ipp» 1 to NRC Into Notice 67-044. "ThSmbte Tube TWnnlng In Westtng- 
housa Reaclors." Svo list end. 

nOSSi.C.E. Division ol Operallonat Events Aaaessmeni (Post 070411). 89/03/28 
Consolidated Edison Co. of New York, Ino. 121pp. 44996:126-44995:246. 

8803220266 NRC Info Notice 88-OtO. “Mails Licensees: Lack ol Mgl Cottirols Over Li- 
censed Programs." Svc list end. 

CUNNIMOHAM.R.E Division ol Industrtal & Medical Nuclear Salely IPoal BT0729). 68/ 
03/28 Consolidated Edison Co. of New York, Inc. lOepp. 44995:247-44995:353. 

8804060083 Corrects conllrmalion ol plans discussed on 600323 for 800406 meeting lo 
present SALP repLLIr did 880326 InoorrecLMeetlng scheduled for 2:00 pm. 
GREBNMAN.E.d Roglon 3. Ole of the Oireclor, 88/03/29. REED.C. Commonwealih 
Ed-son Co. 2pp. 46007 294.46007;295. 


8B0406018S Forwards Saloly Insp Repis 50-456/88-09 ft 50 457/88 10 on 680303- 
07 No violations no tod. 

HARRISON.J.J. Region 3. Ole ol the Director. 08/03/31. REED.C Commonwealih 
Edison Co. 2pp 45034:191-45034:198 

-8804050166 Safety Insp flopla 50-456/66 06 ft SO 457/08 10 on 890303 07. No viola- 
tions or deviations noted Major areas inspected: allegation Rill 8d-A 0009 
NEISLER.JH. GARDNEanN Req'on 3. Ofc ol the Director. 88/03/28 6pp 
45034; 193-45034:198 

8804060010 Foiwards EnforcemenI Conferenco Rept 60-4S6/08-I2 in Glen Ellyn.lL on 
880328.Findings Irom Insp Ropi 50-456/00-07.apparenl violations ft applicable NRC 
enlorcemonl policy d-scussed 

PAPERIELLO.C J. Region 3. Ofc of Ihe Director. 86/04/04. REED.C. Commonwealih 
Edison Co. 2pp. 45092:204-45092.21 1 . 

-6804080013 Enforcemont Conference Rept 50-455/80-12 on 880326 Major areas 
discussed licensee errors associalod w/des gn chango lo electrical healers In control 
room vonlilaiion ays 

GRBGER.L.R Region 3. Ole ol Iho Director. 88/04/04 6pp 45092:206 45092 211 

8804010256 NRC Info Notice 68 01 1. ''Potential Loss of Motor Control Cir &/or Switch- 
board Function Due to Faulty Tie Dolts." Svc list onci 

ROSSI, C.E. Division of Operational Events Aasossmeni (P-osi 870411). 68/04/07. 
Consolidaled Edison Co. ol New York. Inc 124pp 45406 292-45407:051. 

8604140023 Corrects typos In 880324 rosponse lo NRC Bulletin 68-002 re potential for 
steam generator lube rupture event caused by propagating fntgue crack.Enhancod 
leakage monitoring program required lor Zion Unlls 1 & 2. 

MORGAN.W E Commonwealih Edison Co 68/04/06. DAVIS.A.B Region 3. Ofc ol 
Ihe Director. 6pp 45163 341-45163 346 

8804140056 Forwards response lo NRC Bulloun 68 001 ro Westmghouso Series OS cir- 
cuit breakers & safety concerns w/brsaker use. Schedule tor short ft long term insps 
on all insialied & apare lE.OS-416 ft D5-208 broakers ai Zion listed. 

MORGAN.WE. Commonwealih Ed.son Co. 88/04/00. 0AVtS.AB. Region 3. Ofc ol 
the Oireclor. 7pp. 45I5S.033.4S1S5:039. 

8004000370 NRC Into Notice 684)12, "Oveigreaslng ol Etoctrlc Melot Beaungs." Svc 
list end 

ROSSI, C.E. Division of Oporationsl Events Assessment (Post 870411) 88/04/12 
Consobdaiad Edison Co. of New York. inc. 123pp. 45165:020-45165:150. 

6804200421 Forwards Saloly Insp Repis 50-456/68-11 & 50 457/88-13 on 880314-25 
ft nolico ol violation Issuance o' Severity Level IV violation considered appreprrale en- 
forcsmanl action 

QREENMAN.E.G. Region 3, Ofc ot the Oraclot. 88/04/14. REED.C. Commonwealth 
Edison Co 2pp 45224:096 45224:104. 

"8804200424 Notice of violation noted In Insp on 880314 -25 Violations nolod inoperable 
nonaccessiblo area exhaust filler plenums w/subsenuani failure to place un-.l$ In app3- 
cablo operatliw modes as speoliod In Tech Spec 30 3. 

OREENMAN.tQ Regions. Ofcol lha Oiroctor 88/04/14. ip 45224:088-45224:098 

-8604200429 Saiety Insp Ropts 50-456/88-13 ft 50-457/88-tl on 680314-25. Violation 
noted Major areas inspected events surrounding lnoperabt.ily ol nonaccessiblo area 
exhaust lilier plonums 

HINOS.J M. Region 3. Ofc of Iho Director. BB/04/14. 6pp 46224 099 45224: 104 

6804250326 Confirms plans discussed on 860414 beiwoon H Bliss & Q VanSIcMo re 
upcoming 8B0506 mealing w/ul-l lo discuss rasponso lo IE OuHelm 85-003 
QREENMAN.E.G. Region 3. Ofc ol Ihe Oltocio/ 68/04/18. REED.C Commonwealih 
Edison Co. 2pp 45251: 120-46251; 121. 


R. Periodic operating reports ft related correspondence 

8804190114 Monthly operafng repis lor Mar 1S88.W/880403 Hr 
PETERSON.M.W.. OUEHIO.R.E. Commonwealih Ed.son Co 88/03/31. I4pp 
45209:217-45209 230 


S. Reportable occurrences, LERs A related correspondence 

8604010243 PNO-lll.06-O26on 660323,Hcon8ea began orderly shutdown ol Un-t 1 due 
lo Ideniitied deliclenclos In lubricant used In molor-eporalod Limiiorquo 
valves.OafICionclos apply lo 263 salely-rotated valves in both Units 1 ft 2. 

HINDS J FORNEY, W. Region 3. Ole ol Ihe Oireclor 68/03/24. tp 45026 041- 
45020,041. 

8804140077 LER 87 031 -02 on 070613,1016 ft 12 28 .discovered that Train OA of con- 
trol room ventilation sys sti fled lo emorgency makeup mode ol oparaiioaCaused by 
noise spikes in monitor preaauro switcn.Nolso suppressing elecliocubos pul inVV/ 
000406 111. 

ROUNTHEE.R,. OUERIO.R E. Commonwealih Ed son Co 88/03/30 4pp 45163 244- 
46163:247 

0804160374 Summary ot Operating Reactors Evonta Meeting 88-13 on 860329 List ol 
aitendoes.discusslon of ovente ft summa7 ol reactor scrams and 
LANMINO.W. Events Assessrnent Branch. 08/03/31. HOSSI.C.E O.vision of Oper- 
ational Events Aasaasmeni (Post 67041 1) iBpp. 45149:205-45149 222. 

6804140671 LER e8'004-O0:on 8803 1 1 .annunciator Indicated control rod 

deviation Caused by failuia ol detector/ encoder card in digital rod position indicator 
data A cablnol.Oelector/ encoder card replaced & syS dociared operable W/8&0408 
Hr. 

JAQUEZS.. QtJERlO.R,6. Commonwaallh Edison Co. 86/04/04 4pp. 45158 310 
45168:321. 

8804120208 Forwat-ds rept on valid lest failure oxperiencod on Oiasel Generator 
tOGOIKB.per Tech Spec 6 9.2. 

HUNSADEB.S.C Commonwealth Edison Co. 88/04/06. DAVIS.A B, Region 3. Ofc Ol 
Ihe Diraotor. 2Bpp 46090 001-45090:029. 


aaM 190359 tEH &8 006-00on flS03l3.paflial loss 0l au« iiaty bWfli 

iavewed ^/■■>0<vi0uai3 involved i levieviod w/^rsowei j<;9>o.?05. 

HEDWONO.L.. OOEniO.R.E Corrmorwea :h Edison Co 68/CM/06 5pp. 452?0..fU5 
45320 309 


docket STM-50-457 8RAIOWOOD STATION. UNIT 3 


F. Secwlly, fn«dical, emergency A lire pfolecllon plan# 

8604130092 Advises ol completion ol slruciurai sleai liieproofing In lower cable spread 
HUN*SADER.SC Commonweai^b Edison Co 

cteai Redcwr fleQuIacoo. Oiieclor (Post 870411). ip. 45135 393 45135 393 

6604310343 Pev 1 to Emergency Plan Impiemenlirig Procedure 04r7P 300 6, ' Posl-Ac 
orfeni ncioaso Pale Oeierminaaon (Pnmary Respons.bi:.tv • Opetaiions Dnoctorl. 
•Cointnonwea:3i Edison Co B5/03/31 $PP 45194 26 1-45194:266. 

6804200483 fiewised con Ir died pfoccdutcs.inciwfng Rev 4 10 8w2P 3M-3. "P^ 
Cnem Response lo Porsonnoi Inionos (Primary Resporsibiiily Pad/Ciiem Uirec.ot) & 
Rev 2 lo BwZP 380-3AI. •Aep A.Paueflt Radiation & Medical Status Record log 
GOEP.NG P J. CommonweaTn Edison Co 88/04/06 tOpp 45188:121-45180 138 

8804120381 ArVsos that A'legaeon Pid-aS A-0813 re unmanned fir© 
walchos.consKlered ckised per utl 680310 !ti Understands mat peimaneotly msialled 

laa deloc'ion sys operable at umo ol rncidenlNo violation Kjenii'iod 

FORNEY. WL Region 3. Otc ol the Director 88/04/07 REEO.C Commonwealth 
EdisonCo 3pp 45135327-45135 333 


P. Operating licensa stage docuinonis t correspondence 

8804160277 forwards notice ol consideiation ol issuance ol amends to Licenses NPF- 
37.NFr-66.NPF-72 8 NPF-66 & opportunity foi beanng on 880302 request lo leduce 
containmont leitdon design stresses 

MULLER on. Proiecl Oiiectora’.e iH-2 88/03/16 aUTfEftFlELO.L Commonwealth 
EefiSonCo 3pp 45149 003 45149 011. 

-8804180293 Notice ol consideration ol issuance ol amends lo Liconses NPF.37.NPF- 
68.NPF.72 S NPF.75 S opportunity for beanno on 880302 request re rev lo Tech 
Spec 4 6 1 6. 1 d to reduce containment tendon design stresses 
MUILER.D B Project (^recloralo III 2 88/03/16, 6pp 45149 006-45149.011. 

8883240426 Gsnenc tu 88-06 lo at/ power reactor licensees & applicants re removal ot 
oiganttauon charts tiom Tech Spec adoinastiatrve coi'troi »er\jiremen!s Sve list end. 
MlTWGLiAF J Associate Director lor Projects (Post 870411) 68/03/22 Consolidated 
EdisonCo ol New Yoik. Inc 47pp 44972 107-44972:153 

8804140541 Forwards Amends 15.15.6 8 6 to LIcensas NPr-37.NPF C6.NPF-72& NPF- 
75.respectiveiy & saleiy evaluation Amends change lech Specs to add two radiation 
monitors (or each station & qdd lequiremeni loi sump elfiuenl sampling prior lo dis- 
el-arae 

SANDS SP. Project Oiroctorate 111-2 88/03/22. SUTTERFlELD.L. CommcnwoaHh 
Edison Co 3pp 45130 068 45130 092 

-8804I40S43 Amends 15.15.6 S 6 to Licenses NPF-37.NPF-66.NPF-72 & NPF- 
TS.respeciivDly.chang'ng Toch Specs to add two radiation monitors to each station &■ 
add reqiMemenl foi sampling of sump effluent prior lo discharge into circulating water 
sys. 

MULLER.OR. Piojeci Oirccioraie lll-2. 88/03/22. I8pp 45130071-45130086 

-8804140544 Safely evaiuaton supporting Amends 16.15.6 & 6 lo Licenses NPF- 
37.NPF-66.NPF-72 & NFF-75.respective1y 

‘ Offee ol Nuclear Heactor Regulation, Director (Post 670411). 68/03/22. 3pp. 
45130:089.45130 092 

8603310262 Sunmaiues 860325 & 28 lelcona w/NRC re ongoiiM ulil program to vali- 
date aiJequacy ol bmitotque opemtoi tutricaVon • Lubncalion Contarriinfttioh Cvatoo- 
lion" providing background lo issue & desenpLon of sampling & testing program end. 
DELGEOPCEil-O. CommoAwealib Edisort Co. 88/03/26. MUPLEY.T.E. Ollice ol Nu- 
clear Reactor Pegulatwo, Dteclor (Post 870411) 19pp. 45000 343 45000:361 

8804060088 Generic Lir 68-07 to Mwer reactor kcensees & applicants re modified en- 
lorcernent pok-cy concerning i0CFR50.49. "Environ Ouaiification ol Electrical Equip- 
ment Important lo Safety lor Nuclear Power Plants." Sve list end. 

MIPAGLtA.F J. Associate Director lor Pioiects (Post 670411) 86/04/07. Consoiidaied 
Edison Co. ol New Yotfe. Inc. 49pp 451G4-.237-45t^ 285. 

8S041203S1 Forwards addi documentation supporting envuon qualification ol SunKer 
Rama conia'nmenl peneualions.pei incfication in author 8TO323 Itr lo 
recipient Cvalualion shows that Midland II LOCA test accurately represents unit pa- 
rameters. 

HUNSADER.s e Commonweatrh Edison Co 88/04/07 MURLEV.T E. Ollice of Nu- 
clear Reactor Regulation. Oiroclof (Post 870411) 17pp 46089303-45089 319 

8804200154 Requests scbedular exomption from tOCFRSO 49(j) requirements so NRC 
concerns w/envtron qualification ol bunker Ramo penetration equipment do not delay 
issuance ol lull power license lor unit Salety evaluation and. 

HUNSADER.se. Commonwealth Edison Co. 68/04/07. MURICY.T.E. Ollice ol Nu- 
clear Reactor Regulation, Director (Post 67041 1) i3pp 45177:169-45 1 77:161 

8804180361 Fonivards Amand 16 to Licenses NPF-37 & NPF-66 & Amend 7 to licenses 
NPF-72 & NPf-7S & salety evalualion Amonds eliminaio setpoint verification In trip ac- 
tuatira device operational leal for relays (tom Tech Specs. 

SANDS.SP. Proiecl Oirectorale tll-2 88/04/08 BUTTERFIELD.!. Commonwealth 
Edison Ck). 3pp. 45150:232-45150.252. 


68041SOO84 Forwards amends & suppiomentai tnio to i.u uotucorgo B80329 lu to if 
Murley re Umrtorqua operator lubrication. Undorslamfs that NRR has lead re-sponsW 
itv for review ol matlsr. 

OELGEORGE.L O. (Commonwealth Edison Co 80/04/11. MURIEV.T.E, OlfioaolMi. 
clear Reactor Rogu’ation, Director (Post 670411). 50pp. 45155:1 14-45155:163 


8804220004 Forwards Amends 17,17.8 & 8 lo Ucensos NPF-37.NPF 66.NPF-72 4«Pf. 
TSrespectivoty & sslely ©valuatton Amends change Toch Specs to sepaiaie gavsem 
rys oxygon analyzer Into Iwo major compononls. 

Ptolecl Diroctoralo 111-2. 08/04/15. BUTTERFIELO.L. Commonwaa^i 
4pp. 45200:246 46200:268 


waslo mat i 
SANDS.SP 
Ed son Co. 


—8804220007 Amends 17.17.8 & S to Licenses NPF-37.NPF-66.NPF-72 & U?f. 
75.fespoctively.conslsiing ol changes to Toch Specs lo soparaie gaseous waste laji 
SV3 oxygen analyzer Irtio two major components 

MUlLER.D.fl. Project Oireolorato III-2. B8/04/15, 18pp. 45200 250-45200 267. 


-8804220010 Safety evaluation supporting Amends 17.17,8 & 8 lo Licenses NPF 
37 NPF-66 NPF-72 & NPF-75.fOSpec«voly. 

’ Olfico ol Nuclear Reactor RegolaUon. Director (Post 870411). 88/04/16 2|)p 
45200 268-45200 289, 


8804220005 Provides addi Info to (acflilaie NRC review ot util 880407 request lot scticd 
ular exemption from requirements of lOCFn50.49()) ro Bunkei-Ramo eleckica* pene 
tration esssmblies „ . « 

LENTINE,F.G. Commonwealth Edison Co. C8/04/16. MURLEY.T.E Office ol Nuclear 
Reactor Regulailon. Director (Post 670411). 21pp. 45220:106-45220:126. 

6804280039 Forwards Rev SO lo CE-1-A. "OA Program for Nuclear Goneratng Sia 
tions ■■ Ftevs being mado to retteci otgantiattorvat chartges. 

MORGAN.WE, Commonwealth Edison Ce. 08/04/18, Document Control Branch 
(Document Control Desk). Ip. 45261:273-45261:299. 

-8804260069 Rev 60 lo "OA Program for Nuclear Generating Stations " 

• Commonwealth Edison Co. CE-1-A R50. 80/04/18. 17pp. 45261:274 45261 299 


Q. Inspection reports, IE Bullatino A correspondence 


6803300105 Foiwards Safety Insp Repis 60-466/87-38 & 50 457/87-36 on 871005 
880226 & notices ol violation & deviation 

MILLER HJ. Region 3. Olo ol the Director. 88/03/16. REEO.C. Commonweah 
Edison Co. 2pp 44616:251-449)6 201. 


-8803300109 Notice of violation from Insp on 071OO5-1222.88OII9.O2i0 8 26VK)la- 
lions noted lailuro lo follow Electrical Lineup Operating Procedures BwOP (X3 EI & 
E2 & tailuta to afisure (X5 tosps proparly executed. 

MILLER.H-J Region 3. Ole ol the OiVoclor. 88/03/18, 3pp. 44916253 44916 255 

-8603300 154 Notice of deviation from Insp on 071005-1222,860119.0218 & KDw- 
ahon noled.on 071006, inspector delermlnad that hydrogen recomb-'nof 8 dischaige 
isolailort valve 000066 was left Irt closed position for 40 days 
MILLER.H.J. Region 3. Olo of the Director 08/03/18. Ip. 44916 256 44916258 

-8803300113 Insp Repis 50-466/67-38 & 50-457/87-38 on 671005-1222. 680119.0216 
& 26.Violations S deviabons noted Ma)cii aieas inspected itoensse atttoo on ptevwK 
Insp findings & raviow of electrical & Instrumentation components. 

FALEVITS5.. LANOSMAN.R.. OARONER.R.N. Region 3, Ofc ol the Otreclor. 88/03/ 
17. 25pp 44916 257-44916-281. 

8804010250 Confirmatory AcMort Hr CAL-RIII-88 00 on 880323 lelcon re Idenkficswol 
deficiencies In existing lubricanls In molor-operaled valves at planLUnderstanos uu 

DAVIS. A B. Region 3.'Ofc of the Director. 88/03/23. REED.C. Commonweallh Ed4on 
Co 2pp 45020.011-45020 012. 

08040 S0003 {^nflrms 680405 tneeting w/util re preaentalion ol SAIP for plaifper 
680323 telcon. 

GnE£NMAN.E.Q. Region 3. Ole ot the DHoctcr. 88/03/26. REEO.C Coitunorw-ea h 
EdisonCo ?pp 45021:087-46021:068. 


8803210090 Swppi 1 lo NRC Info Notice 87-044. "Thimble Tube Thinning In Wes-ng- 
house Reactors." Svo list end 

flOSSl.C.E, Dwialon ol Operational Events Assessment (Post 870411) 68/1)3/28 
Consolidated Edison Co. ol New VorK. Ino. 1 21pp. 44995:126-44995 246 


8803220296 NRC Info Notice 88-010. "Mails Ucen8eeS:La£k of Mgl Controls Over 1> 


tensed Programs." Sve list end. „ mi 

CUNNiNQHAM.R.e Division ol Industrial & Medical Nuclear Salety (Post B/0729) 88/ 
03/28. Consolidalod Edison Co of New York, Inc. lOBpp. 44895:247-44995 353 


86040402)3 Forwards Operational l^eadifioas losp RepI 50 467/88 0/ on 680216-033? 
& notice ol violation. 

WniGHT,Q.C. Region 3. Ole of the Director. 88/03/29 REEO.C. Commonweaiin 
EdisonCo 2pp. 46076;357-45076.021. 


-8804040216 Notice of vtolatton Iroin Insp on 8e02t6-0307 Vtotakoo 
68031 $,devfaUon rept noi Initiaied afW* Identl^ng depadufo from acceptfio equip«>«™ 
perfornnancG re boric add reefreuiaKon line. 

VVRIGHT.G.C. Region 3. Olo of Uje Dtrector. 60/03/29. 3pp 46075 359 45076001 


-8804040218 Operational Readiness Insp flopi 50-467/86-07 on 880216 0307. 
lions noted.Malof aroas irtB(}ect^.0peralions, surveillance & lesling.maini.raoauoi 
conUols.chemtsW confiol8,noclear onglt)eering aolMHes & (raining 
LANKSBURY.ad. BR(X;HMAN.P.O.. Lini^B.H. Region 3. Olo ol ihe DreclOt. 8«r 
03/29. 20pp. 460 76:002-46076:02 1 . 


-8804180387 Amend 16 Licenaes NPF-37 8 NPF 66 8 Amend 7 to LIcensas NPF- 72 8 
NPF-rs.changlng Toch Specs to eliminate setpoml venficaiion In trip actuating device 
opeiebona) test tor talays 

MUllER.O n Project Oweclorate 111-2 88/04/08. 16pp 45150 235-45150 260 


8804080083 Corrects conflrniatlon of plana diacuasad on 66 

present SALP r"*' - - ■ ..i -.i-- 

OHEENMAH.E 

EdisonCo. 2pp. 4B007:294-4 Soo7;295. 


Ilorrects conflrniatlon of plana diacuasad on 6W323 for 680405 meeing 
.P f8pl.Hr md 600325 IncOfrect-Meatlrig fehewled tor 2 00 P/h 
4.E.Q, Rwlon 3. Ofc ol the Diroett^. 90)03/29. REEO.C. CtommQ(me4"n 


-6804180397 Salety evaluation supporting Amend 16 to Licenses NPF-37 & NPF-66 & 
Amend 7 lo Ucenses NPF-72 S NPf -75 

• Office ol Nuclear Reaclof fleguiabon, Oiroctoi (Post 8/0411) 88/04/08 2 op 
48150 251-45160:252. 


8804080185 Foryya/da $afBly I nap Reple 60-46e/8!6:09 « 60.457/88-10 on 880303- 

HARR|S^!j.J* X Olo ol the btreotol. 88/93/31. nEE0.C. CommonweaW 

Edison Co. 2pp. 46034:19114^4:1 . 


DOCKETED ITEMS 193 


_AS{l4060t66 Safety tnsp flopis 50 ‘IG6/08 09 H 60-467/BB-10 on 080303-07 No viola- 
i^nuor deviations noted Malof areas inapeclod; ailogaiion Rill OO A-0009. 
NEISIERJR. GAnDNER.R.N. Region 3, Ole o1 iho D.roclor. 80/03/28 6pp. 

45034 193 45034 190 


DOCKET 50-456 RIVER BEND STATION, UNIT t 


f. Security, medical, emergency & fire protection plans 


«*n4niO?S6 NRC Into Notice 80 01 1 , ■ polomial Loss o( Motor Control Cir &/or Svvitcti- 
toard Function Due to Faulty Tio Oolls." Sve list oncl. 

RnssiCE Division ot Operational Events AssassmonI (Post 870411) 88/04/07. 
CoMOiidaled Edison Co. of Now York, Inc. 124pp. 45406 202 45407:051. 


8804080189 Ack receipl of 860223 Ur in response to NRC insp on 6801 1 1- IS.Wa.nl 
teste entnance closed circuit lolevismn sys 

CALLAN.L.J. Region 4, Ole of tho Director. 88/03/31 DEODENS.J.C, Gull Slates Util- 
ities Co 2pp 45044 256 45044 258 


8804140023 Correcis typos in 000324 response to NRC flullotin 88-002 re polontial (or 
6'oam generator loOo rupluro event caused by propagalmg fatigue crack Enhanced 
loakaoe monitoring program roquitori lor Zion Units 1 & 2. 

MORGAN W E. Commonwealth Edison Co 80/04/08 DAVIS.A.B. Region 3, Ole of 
the Director. 6pp. 45163.341-45163:346, 


8804140056 Forwards losponse to NRC Bulletin 80-001 re VVusling house Series D5 cir- 
cuit breakers & saloty concerns w/broakot uso. Schedule lor short 8 long term Insps 
on all InslBllod 4 spare iE,OS'416 & OS-206 broakors at Zion llslod. 

MOROAN.W.E Commonweal ih Edison Co. 80/04/08. DAVIS.A a. Region 3. Ole of 
the Director 7pp. 45155 033-45165 030. 

8804160318 Advises that based on rovlow ot addi Info provided during 660309 & t6 
meeting & 8B032B llr.NRC concludes Ihat environ qualification (EO) has slill not boon 
demonstrotod for assombllos.pof Insp conducted on Feb & Mar 1980. 

MULLER.DR Project Oiroctorato 111-2. 08/04/09, OUFTERFIELD.L. Corrimonwoalin 
Edison <k) ?pp 45165 357-45165:358. 

8804060370 NRC inlo Nollco 88 012, ■'Ovorgreasing ot Electric Motor Bearings." Sve 

HOSS^CE Division of Operational Events AssossmonI (Post 070411). 08/04/12. 
Consolidated Edison Co of Now York, Enc. t23pp. 45165:026 45165. 1 50. 


’8804200421 Forwards Sototy Insp Ropls 50-456/68-11 & 50-457/66-13 on 000314-25 
& netico of violation.lssuonco ol Sovonly Lovol IV vlolailon considared appropriate an- 
torcemant action „ 

GREENMANEG Region 3. Ole of Iho Director. 88/04/14. HBEu.C. Commonwealin 
Edison Co 2pp 45224.096-45224:104 


-8604080194 Requests Region IV concurrence to deviate from physical socurity plan m 
order to porlorm certain tests. 

OOOKER.J.E. Gull Stales Ubiilies Co 88/02/23. WARTIN.R.D. Region 4. Ole cl the 
Director. Ip 45044:258 45044:258 

88041 f 0(189 Ack receipt ol 880225 iir Informing NRC of steps taken to coned violations 
noted in Insp Repi 50-458/87-23. Reply lesponsivo to concorns re security sys rrant 
& vehicle across procedures raised in violation. 

CALLAN.UJ. Region 4. Ole of the Director. 88/03/31. DEDOENS.J.C, Gu I States Ui.l 
lies Co 2pp, 45077 206-45077 267. 

0604180277 Forwards response to NRC root of regulates^ elleciivoness review conduct- 
ed by NRR on 8801 1 l-l5.Response withnsid (rel 10 CFh73 21). 

QOOKER.J.E. Gull Slates Utilities Co. 88/04/12. MURLEY.T.E Office ot Nuetear Re 
actor Regulation, Director (Post 87041 1). ip 45192 231-45192 231. 


3. Insurance & Indemnity Intormatlon 

8604140056 Forwards Eadorsemenis 27 8 19 io NELIA S MAELU Policies NF-266 & 
MF-1 19, respectively. 

SAMUELS.JL Marsh 8 Mclennan. Inc 86/03/24 OINITZ.I. Otice of Nuclear Poac- 
lor Rogulallon, Director (Post B7041 1). 3pp 45163:350-45163 352. 

88040400B1 Forwards Inlo on util present levels ol nucloar property coverage lor 
iaciiity,per l0CFR50.54(vii)(4). 

SOOKER.J E. Gulf Stales Ulililios Co. 68/03/29. Document Control Branch (Docu 
meni Control Desk), ip. 4497t 246 44971:280. 


-8804200424 Notice ot violBtion nolod In Insp on 060314-25.Vlo1a1lons nolod:inoperQblo 
nonaccessible area exhaust filter plonuma w/subsoquont failure to place units In appli- 
cable opera! no modes as spociflod In Toch Spoc 3.0.3. 

GREEnMAN.EG Region 3, Ofc ol tho Diroclot. 00/04/14. ip. 45224:090-45224;09B. 

-8804200429 Salcty Insp Ropls 50-456/60-13 & S0-4S7/B3'l 1 on BS03 14-25. Violation 
rwlod Major areas mspoetod.ovonta surrounding inoporobliity ot nonaccessible area 
exhaust liter plenums. 

HIMOS.J M, Region 3. OIo ol Che Director. 00/04/14 6pp. 45224:099 45224:104 

8604280296 Forwards Safely Insp Repl 50-4 57/88-12 on aB03 14-25 & notice of 
vloration.lnsp conducted upon util discovery on 880313 that Unit 2 saloty Injection 
pump B manual discharge valvo locked shut. 

GRKNMAN.EG, Region 3. Ofc ol tho Diroclor. 88/04/16. REED.C. Commonwealth 
Edison Co 2pp 45254:129 45254:135. 

-8804250304 Notice ol violation Irom insp on 8803 1 4 -25 .Viof a lion nolod: 20 safety In- 
jection pump made Inoporoblo by inauverlont shutting & locking manual discharge 
valve on 8BO305-13. 

GREENMAN.E.G, Region 3. Ofc ol tho Diroclot. 88/04/16. Ip. 45254:131-45254:131. 

-8$04260305 Safety Insp Ropl 50-467/86-12 on 8B03 14 -2 6. Violation noted. Major 
areas inspocted.eveni In which 28 saloty injocllon pump found incapable ol porlorm- 
leg intenoed function when pump manual discliargo valve tbund locked shut. 

HINOS.JM. Regions. OIo of Iho Director. 08/04/12. 4pp. 46254:132-46254:135. 

680425032S Conlirms plans discussed on 8B04 1 4 between H Bliss & G VanSIckto re 
upcoming 680506 meoilng w/utll to discuss losporkse to IE Bulletin 65-003. 
GREENMAN.E.G, Region 3. Ole ol lha Diroclor. 88/04/16. REEO.C. Commonwealth 
Edison CJO. 2pp 45251:120-45251:121 


R. Periodic operating reports 8 related correspondence 


6804190114 Monthly operating ropts for Mar 1 988 W/ 880408 Hr. 

PETERSON.M.W.. QUERIO.R.E. Commonwealth Edison Co. 08/03/31. 14pp. 
45209 217 45209 230 


S. Reportable occurrences, LERs ft retated correspondence 

8803280134 LER B8-024-O0on 880220.lnad6quate capacitor connection results In de- 
graded Instrument bus & roactor inp.Causod by ptesorvics Installation error by 
vendor.lnsirument bus restored to CVt. Inverter repair^.W/880321 llj. 

HILL.H, QUEniO.R.E. CommonwoaNh Edison Co. 88/03/17. 4pp 44945:023- 
44945:026. 

6904010243 PNO 111-66 026:on 880323.licenseo began orderly shutdown ot Unit 1 due 
to Ideniilied deficiencies 6n lubricani used In rnotor-eperaled Limllorquo 
valves Doticienclos apply to 263 safoty- relalod valves in both Units t & 2. 

HINDS, J.. FORNEY.W, Rogion 3, Ofc ol Iho Director. 08/03/24. lp 4602B041- 
45028 041. 

9804180374 Summary ol Operating Roaclors Events Meeting 08-13 on 880329.1181 of 
attendees.discussion ol evervls & summary ol reactor scrams end. 

LANNING.W. Events Assessment Brancn. 68/03/31. ROSSI.C.E. Division ot Oper- 
ational Events Assessment (Post 67041 1). 18pp 45149:205-45149:222, 

9804190251 LER BB-00l-00:on 860305.safety injecUon pump discharge valve locked 
clesed.Caosed by miscommunicalion between licensed operator ft second nonli- 
^^hsed opera lor. Proper guidance on use ot log reviewed w/pefBonrie1.W/80O4O8 Itf. 
J^PtNSKl.S.M., QUcRIO.R.E. Commonwealth Edison Co. 88/04/07. 4pp. 45216:197- 
45216.200. 


-8904040087 Forwards schedule ol nuclear property coverages mainiained by util for 
faciiily. 

SAMtJELSJ.L. Marsh & McLennan, Inc. 68/03/09. WOOD.FI NRC • No Deiefed Alt ii 
ation Given. 2pp. 4407 1;249-44fl7 1:250. 

8804130118 Forwards notitication of util nuclear liabi'ity insurance coverage tor faci'iiy. 
BOOKER.J.E. Guit States unities Co. 88/03/29 Document Control Branch (Oocu- 
ment Conliol Desk). 1p. 45090 222-45090.223. 

8804200277 Forwards Endorsement 26 to NELIA Poi.cy NF-286 8 Endorsement 10 lo 
MAELU Policy MF-1 19. 

SAMUELS,J.L Marsh 8 McLennan, Inc. 88/04/08, OINITZ.I. OHxe ol Nucloar Heac- 
lor Regulation, Director (Post 87041 1), 6pp 45174:131-45174 135. 

8804200020 Forwards Endorsements 1 & 2 to MAELU Certificate MW-S9 & Endorse- 
ments 1 ft 2 to NELlAGertifIcais NW-176. 

3AMUELS.J.L. Marsh ft McLennan, fnc. 88/04/13. OINITZ.I. Ollice ol Nuclear Reac- 
|or Regulation, Director (Post 87041 1). 21pp 45226:147-45226:167. 


P. Operating ticenee stage documenia ft correspondence 

8804060078 Notllicatlon of canceled 860326 meeting w/ulil In RockviHe.MO to discuss 
rtcensoo 8706Q5 emend request to mod^y allowable average diyweH area temp ft 
inain steam tunnel area temp monitoring 

PAULSON.W.A. Project Directorate IV. 86/03/10. CALVO,J.A. Project Oirecto'ate IV. 
3pp. 45018-209-46018:211, 

8803240428 Generic Lh 68-06 to all power reactor llcenseos & applicants re removal ol 
(jrganbatlon charts Irom Tech Spac adminlstrativQ control requiremenis Sve i si end 
MIRAGLIA,F.J. Associate Director lot Piojecis (Post 870411) 88/03/22. Consolidated 
Etiison Co. ol Now York, Inc. 47pp. 44972.107-44972.153. 

8804070168 Forwards proposed changes lo asiatrc clam control prrsgram, lor reviow ft 
approval .Review by NR(; resulted In discussions re sampling ft visual Insps ot auxiliary 
blog unit coolers. 

0OOKER,J.E. Gulf Stataa Utilities Co 88/03/30. Documonl Control Branch (Docu- 
ment Control Desk). I4pp. 46044; 165-45044: 198. 

8804120098 Responda to 671123 request to provido ravisod schedule lor restoration of 
rKinst area ft details (or abandr>ning & seeling dewataring wells. Priority given to assut- 
me lilUt status ol areas wilt nrjl allerrt safe operation ol facility. 

BuOKER J E Gulf States Utilities Co 88/03/30. Document Control Branch (Docu- 
ment Control Desk), app. 46079,308-45079:309 

8804110330 NoVficaVon ol 880414 meeting w/utn In Rockville, MO lo discuss util 
870605 license amer>d request lo modify allowable average drywoll area lomp ft main 
Steam tunnel area temp monitoring 

PAULSON.W A. Project Direclorale IV. 88/04/01. CALVO.J A. Project Directorate IV. 
4pp. 45078:1 76-45078:1 79. 

8804120030 Forwards Amend 19 to License NPF-47 A safety evaluation Amend revises 
Tech Speo lo Increase leak dateciion setpoints & allowable vatuas for reactor wstor 
cleanup sys heal exchanger room tamp ft decreases RC!C sys Isolation 
PAULMNWA. Project rarectorate IV: 88/04/05. DEDOENS.J.C. Gulf Slates Utilities 
Co. 4pp. 45100:325-45100:338 

-8804120036 Amend 19 lo License NPF-47,favi8 ng Tech Spec to increase teak deiec- 
don setpoints ft allowable values tor reactor water cleanup sys heat exchanger room 
temp ft decreases RCIC sys Isolation trip seipoini. 

CALVO,J.A. Project Directorate IV 88/04/0 5 7pp. 45100 329-45100:335 

-8804120037 Safely evaluetlon supporting Amend 19 lo License NPF-47. 

* Office of Nuclear Reactor Fi^ulatbn, Direclor (Post 870411). 88/04/05. 3pp- 
45100:33645100:338. 



8804150012 App'licahoa tai amend to Uconse ^^PF• 4 7. changing Tech Specs la (oviae 
eetpoinis and liT.iis re rccncuiaCiOn loop opera: ons to ai'ow singlo toop operalion.Feo 
paM 

OEOOENS.iC Gu‘.{ States Uu'it es Co 63/04706 Oocumertt Conuoi eiartch <0<icu 
meni Oonifol Oesk» 2lpp 45152 263-451 52.352. 

-8604160014 riopoMd Tech Specs.ctiangm^ te'.pumls arts turiis to rec«cu(aiio<t loop 
operations lo a’loty sing’e loop oporahon 

* Gull Slates UMil.es Co 88/04/06. 32pp 4S 152:284 45152 315 

-6804150017 "Single-Loop Oporaiioni Analysis lor Hiver Oend Statior).Un-i t ” 
ORANDOrj.H J . HOSARE.OJ . CHARNLEY.J S General eiaclnc Co MEDO-31441. 
8/705/31. 38pp 45152 316 45162 352 

8604060008 Ceroric Ltr 66 07 to poMor reactor iicenseos & appl'canis la modihecl en- 
tercement poVey conceining lOcrR5040. "Friviron OuaUicaiion ol Eioctnca) Eguip- 
leenl l/nportanl to Safely lor Muclear Power Piarris '* Sve list oncl. 

WinAGLiA.Fj Associate Oireclor for Prcjecis (Post 870411). 80/04/07. Consolidaied 
Edison Co Ol New York. Inc 49pp 45l84 237-45184 285 

6804160336 Adyisos llial 870724 L'prfato ol leip'otnentaiion slates of SPOS humar) on 
gineerng discrepancies accopiablo. 

PAIJLSON.W A Pro|dcl Oireciorale IV. 83/04/11 OEOOENS.JC Gulf Stales Utilities 
Co 4pp 46149 197-45149 200 

6604 190215 Forwards Amn-nd 20 lo License NPf -20 & safety ovaloaMon Amend ravisos 
survoi lance requiremcnis of Tech Spec Section 4. 7. 1.2 lo retloct upgraded UHS water 
Ceirp monilonng sys rnsiared dunng first rofuel ng ou'age 

PAULSON.W.A. pioiacl Oi/ectoraio IV 60/04/11 OEOOENS.JC Ganoral Publ-c Utili- 
t.CS Corp • GPU SeiN-iCO Corp 4pp 45165 017 45165 027 

-6804190221 Amoitd 20 lo License NPF-47.revis ng survoifiance requirements ol Tech 
Spec 4 7.1.2 to rolloci upgraded UHS water lamp monitoring sys installed during first 
refuo.'ing out ago. 

CAtVOJ A Project Oirociorale fV 88/04/1 1. 5pp 45166 021-45165 025 

-6804 190223 Safety evaluation s^poitinq Amend 20 lo l icense NPF-47 

* Office of Nuclear Reactor Regutation. Onecior (Post 870411). 68/04/11. 2pp. 
45165 026-45165 027. 

$804280172 Fomvards corioclion to Amend 19 to License NPF-47.correcting errors in 
Tech Specs 3/4 3 20.21 & 22 

PAULSON.W A PrOsOCI Dircctoraio IV. 83/04/21. DEOOENS.J C Gull SiBlos Uufilies 
Co 4pp 45322:187-45322 194 

—881)4290161 Correction lo Amend 19 to Liconso NPF-47 correcting errors in Tecti 
Specs 3/4 3-20.2 1 & 22. 

* proyict 0.l©clO«al6 IV eB/04/at. 4pp 45322 191-45322.194 


O. Inspection teporls, IE Bulletins & coKespoPdcnce 

8804060064 FOIA reguosi for a'l documents ra insp flopl 50-458/87.30 conducted 
dunra Doc 1987. 

PLETTINGER.H A Affitiatiori Nol Ass-gned 88702/21. GRIMSLEVOH NflC • No Do 
laiied Aliitiaiion Given Ip 45018 212 45016 212 

8803300413 Vo’S 1-5 lo “Hivef Bond Station (nseivice Insp Plan Summary Repi Refuel 
Outage RF-i First Ponod Fust Irtterval." 

SANKIN'CK.MG . CROUSE.TC.. DIDOENS.J Gu3 Slates Ui.iities Co 88/03/22 
i.475pp 45001 032 45006 298 

6804050234 Forwards Insp Ropl 50-4.56/66 06 on 880222 26 No violations or davi- 
al'ons noted 

CALLAN.L.J Region 4. Ole of the Ofiecloi. 86/03/25 DEOOENS JC Gull Stales Uhl- 
Hies Co 2pp. 45017 225-45017 250 

—8804050363 Insp Repl 50-458/68-06 on 8B0222-26MO vtofalions or deviations 
noted Major areas inspecied liconsea chemistry/ radiochemisiry program & water 
chemisiry & radiochemisiry ccnlirmalory measuremenis 

NICHOLAS.J.B.. WISE.fl . MURRAY .8. Region 4. Olt of tlio Oiructor 88/03/21 24pp 
45017:227 45017-250 

9903210099 Suppi 1 to NRC tnie tluiice S7-044, "TKmh'e Tube Thinning in Westing 
house Reactors." Sve list end. 

ROSSl.CE. Oivis'on of Operational Events Assessment (Post 870411), 88/03/28 
Consol dalod Edison Co olMcw York. Inc i2lpp 44995 126 44995 246, 

6803220296 NflC fnfo Notice 68-010, "Mails Liconseos.Lack of Mgt Conitols Over Li- 
censed Progrems *' Sve lisi end. 

CUNNIWCHAM.R E Division of Industrial & Med.cal Nuclear Safety <Posl 870720) 88/ 
03/28. Consolidated Edison Co of New Yorti. Inc I08pp 44995 247-44095353 

8804060090 Final response lo FOIA laquesl for documents re Insp Pepi 50-468/67- 
30.Forwaids App B doct/monls Apps A A B documents avai.‘abl 0 in PDR 
GHiMSlEY.OH. Division of Ru'es A Records (Post 870413). 88/03/20. 
PLETTINGER.ua. AHilialion Nol Assigned. 3pp. 45018 2 I3-45018:223. 

-6804QS0099 Hand written notes A news art de on plant cenirol room deficiencies 
' Alfiiiallon Nol Ass-'gned 88/03/29 6pp 45018 216-45018 2?3 

8604070 166 Forwards proposed changes to aalaiic clam conl/ol progiem. lor review A 
approval Review by NRC resulted in discussions re sampling A v<sual fnsps ol auxiiiaiy 
bloq unit coolers 

BOfjKER.J.E. Gull Stales Utilities Co. 08/03/30 Document Control Branch (Docu- 
ment Control Oosk). 14pp. 45044-165 45044:1 98 

8004060169 Ack roco’pt ol 680223 Ur in response lo NRC insp on 8801 1 1- IS MaInt 
losts enhancecloscd-circuil telovlsion sys. 

CALLAM.L J Region 4. Ole ol the Oifoctor. 88/03/31 OEOOENS.J.C 6uH Slates Ulil- 
hies Co. 2pp. 45044 256-45044:258 

-6804080194 ftequosts Region IV ooncutronce lo deviate from physical socutiiy plan In 
order to perlonn certain tests. 

6O0KER,JE. Gulf Slates Ulililios Co. 88/02/23 MARTlN.RO Rog>on 4 Ole ol Iho 
Oiiectol tp. 45044:258 45044:258 


8604110089 Ack rocetpl Ol 880225 Ur Informing NRC of steps taken to corteci vo'a‘.4)ns 
noted In Insp Rept SO-4SO/87-23.Reply responsive to concerns ro security syS rTar.t 
& vehicle access procedures raised In violation. 

CALLAN.L J Region 4. Ole of the Oiroctoi 88/03/31 OEOOENS.J C Gui' States Uv- 
■lies Co 2pp 45077:286 45077:267. 

6804060322 Forwards Insp Repl 50 458/88 04 ort B6O126 02O5HO violstonsoi rjyr- 
auona noted. 

CALLAN.L j Region 4. Olo ol the Director 80/04/01 OEDDENS.J C Gull Stales Uii 
mesCo 2pp. 45072.061-45072 069 

-8804060323 Insp RopI 50-45B/e8-04 on 860125-0205.No violations Or dovisio'is 
noted Major areas tn^eciod designs changos & mods 

PICK.GA, GAGLPAODO.J-E Region 4. Ole ol iho Director. 88/03/11 /fp 
45072 063-45072069 

6604110304 Responds lo violations noiod in Insp Ropl 50 -4 56/8 7-26 Coirccir/a 
action. Admlnisiraiive Procedure /VOM 0003 rovisod to require initial sign oU tor acLois 
performed A verification slop 

toOKER.JE Gull Stales Ulfhlies Co. 88/04/04 Document Control Qrar cti (Docu 
mam Control Oosk) 9pp 45123 322-46123 330 

6804129066 Responds to NRC Bullehn OB-OOl, "Oelocis in Wosl-nghouso Ci:Cui: BiCdk 
ers." Uhl does nol utilize any circuit breakers subj to bullolin in Class 1C sve ai P'a'.'. 
OOOKEH.J E. Gull Stales Utilifles Co. 68/04/04. Oocumont (^nirol Bra.'icli (Docu- 
monlConlrol Desk) 2pp 45135:282-45135:283 

8804120034 Ack rocoipl ol 880304 Hr informing NRC ol stops taken to coftecl vio'aiia''s 
noted In insp Repl 50-4 58/07-30 

CALLAN.L J Region 4. Ofc ol the Oirocioc 88/04/05. OEOOENS.JC G-jU States U-.I- 
ilios Co. 2pp 45131 087-45131:080 

8604120040 Requests listed addl info to uW 880514 & t002 response to IG Butels 65 
003. "Molor Operated Valve Common Mode Faituros During Ptani Tmnsienis Ol-o 
I mproper Switch Settings." 

CALLAN.L J Region 4, Ole ol the Olteciot 88/04/05 OEDDENS.J C, Gull S*atosU-.l 
IlieiS Co 3pp 45147:332-451 47:334 

8804120147 Forwards Insp Repl 50 458/88-03 on 880125 29 A 0208-12.No volV t.-w 
or deviai'Ons noted 

CALLAN.L J. Region 4. Ole ol the Director. 83/04/06 DEODENS.J C Gulf StalosL'ii’ 
itios Co 2pp. 45122:102-45122:121. 

-8804120162 insp Repl 50-458/88-03 on 380125-29 A 0208-12No violations or devi- 
ations noted. Major areas Inspecied licensee corrective action program 
BOAROMAN.J R. Region 4. Ole ol the Director 83/03/14 I8np 45122 lOi- 
45)22121 

6804010256 NRC Into Notice 88-01 1, "Polenilal Loss of Motor Control Ctr A/or SwUh- 
board Function Duo lo Faulty Tie Bolts." Sve iLsl enci 

ROSSl.C E Division ol Operational Events Assessment (Post 8704 ii) 83/04/0?. 
Consolidaied Edison Co ol Now York. tnc. I24pp 45406:292-45407 05 1 

6804)30402 Responds lo NRC Ur re violations noted in insp Repl 50-458/83 0i Collec- 
tive aclions:wiring associated w/siandby gas trealmom sys Ian A recirculation dampci 
cofttfols mod completed (or Otv B A scheduled tot Oiv A 

OEDDENS.J. C. Cull Power Go. 86/04/08, Document Control Brancti (Decumoni Con- 
trol Oeali} 4pp 45154:359-45154:362. 

6804060370 NRC Into Notice 86-012. "Overgroesing ol Electric Motor Gearings" Sv; 
list end 

ROSSI .C.E. OWiston of Oporellonal Events Assessment (Post 8704 tt> B8/0t/t2 
(Consolidaied Edison Co. of New York, Inc. 123pp. 45165:023 45165 ISO 

B804220279 Forwards response to violations noiod in insp Repl 50-450/88-05 on 
880208-12 Response withheld (10CFR73 21) 

BOOKER.J.E. ciolf Slates Ulildios Co. 88/04/16. Document Control Branch (Docu- 
ment Control Dask) Ip 46257:214 45257:214. 

8804250123 Forwards legible copies ol Attachments 1-6 ol Insp Repl S0-453/83C6.pci 
680329 telcon. 

CALLAN.L J Rag’on 4. Olc of the Direclor. 88/04/18. DEOOENS.J C Gull Stales Uiil 
Hies Co. 2pp 45237.143-45237:160. 

-8804250)30 Aitachmanls 1.2.3.4.5 A 6 lo Insp Repl 50-450/68 06 
* Region 4 . Olc of the Oireclor 88/04/18. 16pp. 45237:145 45237 160. 


P. Periodic operating reports A related correspondence 

8804200133 Monthly operaling repl for Mar 1988.W/80O414 Mr 
COLC.RE. BOOKER.J,E, GoH Slates UWilies Co 88/03/31. 5pp 45215 314 
45215:318. 


S. Reportable occurrences, i.ERs A related correspondence 

8804040212 LER 66 008-00:on 880227.automatio Initiation ol standby gas treaimont sys 
A reactor bldg annutus mixing Ian occurred. Caused by spurious signals from radiation 
monitor Mods roquested to edoilnate noise sources W/88032a lU. 

ENGLAND.) A.. BOOKEfl.J.E. Gull Stales Utilities Co 88/03/28 4pp 4 5075297- 
45076-300. 

6604060364 LER 88-009 00;on 660301,11,17 A 24 unsealed lire batrier penetrations 
discovered during Installation ol security communications cable for p'er-l 
mod.CoueotivB aolton ptograrn lo be pfovWocl In suppiemeniat repl by e6043()Y// 
36033 1 Ur. 

ENGLANO.L A., B(X)KEfl,J.6. Gulf Slates Utilities Co 88/03/31. 5pp. 45034 047- 
46034.052. 

8604200167 LER 67-004 01:on 87O206,piy ( diesel generator output breaker failed to 
tiose.Caused by mourning boU ialiing Oin pt dpsiqg spring chaigmy motor Missmg bc^i 
idenilHsd A replaced A Mod Ra<)Ua8r07’ut4l impfementM W/8A04ti iir. 
ENQLANO.L.A. BOOKER. J.e. GuM Stales UtHittea Co. 88/04 I1. 4pp. 45236 )77- 
45235:180. 



8804300 1 »7 Lt:n 86 051 >02 on e608t0.RW(<U isotalion occurred during temp rending 
surveillance Caused by leaving bypass swilcti in normal posiiion “Cauiion" plaque In- 
stalled near "read sof’ switches W/Bft04l 1 Mr. 

ENGLANO.LA. BOOKER JE Gull Stales Utililias Co 86/04/11. 4pp 45221 048- 
45221 051 

B804330137 Special repton 880324.lomp in nortti end ot main steam lunnol rose above 
Toch Spec 3/4 7.8 limit ol 122 F lor moro than 8 h Caused by combination ol lull 
power opotai'on & high ouls.-do temps Request to change Tech Specs subnrulteO 
flOOKER.JE Gull States Utilities Co 88/04/15 Document Conlrol Branch (Docu 
meni Control Desk) 3pp 45281264-45201:266 

8804230139 LFR 87-006 02 on 670525.Ttain 0 ol main control room charcoal liltialion 
sys imlialed.Caused by spunous signals from main control room local intake radation 
trioniior RC noiworks installed to suppress noise.W/6804i5 lb. 

FNGtJkfJDLA. BOOKER.JE Gull States Utilities Co 88/04/15 5pp 45220:127- 
45220 131 

8B04250036 l-Efl B7-0330Von ft712t1.tOSS 0 l Ow It loaclor piotoclion sys bus oc- 
curred duo to tup Ol normal power supply otoclricat protection assembly 
breaker Caused by defective logic card. Card ropl8ced.W/8804t5 Hr. 

FNGLANO.LA. BOOKER.JE. Gull Stales Ulililios Co. 88/04/15 6pp. 45237:174- 
4523? 179 


V. Operator Examinations 

8804250068 Requests one! rot malls bo provided lot reader 8 sonior reactor operator 
iicens ng exams scheduled lor wk ot 8807 ) 1 . Roqu-romonis tor administration ol whi- 
ten Qxams & lot facility roviow at oxams encl. 

CALLAN L J Region 4. Oic ol the Oiroclor 88/04/16 DEOOF.NS.J C Gulf States Ubl- 
liOSCo Itpp 45252 098 45252:108 

68042S006fi Responds to FOIA request for Info ro scores of reactor operators & sonior 
reoclot operators Forwards requallliCAlion exam summary sourco shoots listed In encl 
app w/poisonal privacy info deleted. 

GRIMSLEY.DH D.vislon of Rules S Records (Post 870413) 88/04/18, 0OLEY.K 
Public Citizen's Critical Mass Energy Pioiect. 2pp. 45213.003-45213.095. 

-BB04250 187 Package ol NRC administered roqualificaiion exam rosulls summary. 

' NRC - No Detailed Affiliation Given 87/07/20 88pp 45213 007-45213,095. 


DOCKET 60-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A Appilcalion/conslructlon stage documents & correspondence 

SC030B0071 Requests review ol listed table re TAC work assignments & piovis'on ol 
oceclod schedule lor completion. 

VlbSiNG G.S Slandaidizallon & Non Power Roaclor Project Direcloralo. 66/03/03. 
MARCUS.B . LIPINSKI.R, TOMLINSON.E NRC • No Oeta-led Allihatlon Given 3pp 
44633 247-44633 249 

8603240426 Generic Ltr 86 06 to all power reactor liconsoos & applicants le removal ol 
organization charts from Tech Spec administrative conlrol requ'remonts.Svc fist end. 
MiRAGLiA.F.j Associate Director tor Projocls (Post 87041 1). BB/03/22 Consolidated 
Edison Co. ol Now York, Inc. 47pp, 44972:107-44972.153. 

se04(>80088 Generic Ltr 88-07 to power reactor licensees & applicants to modiliod on- 
(orcomont po’icy concerning 10CFH50.49. ’ Environ Oualilicalion of Electrical Equip- 
ment Impodant to Safely for Nuclear Power Plants." Svc list encl. 

MIRAGHA.F j Associate Director tor Projocls (Post 870411) 88/04/07. Consofidaled 
Edison Co. ol New York, Inc. 49pp. 45164:237-45)64:285. 

8604190254 Forwards SCR & Suppi 1 to NUREG-1231 on B&W Owners Group plant 
assessment program contained In BAW-lOlO.Hew 5. "B&W Owners Group Safety & 
Performance Improvement Program (SPIP)." W/o oncts. 

RUOENSTEIN.l S Standardization & Non-Power Reactor pro)ocl Directorate. 88/04/ 
13. MAZUR.D.W. Washington Public Power Supply System. 4pp. 451€5:231- 
45 165 234. 

6604389114 Discusses util 661001 ltr roouosting approval of atiernaio reqvltemenl re 
saloly ol equipment In main steam teeawalor Isolation areas UIH proposal unaccepl- 
abla & mod ol FSAR to relloci staled conclusions requested 

RUBENSTEIN.L S. Standardization & Non-Power Roaclor Project Oirecloraie 66/04/ 
21. MAZUR.DW. Washington Public Power Supply System. 4pp, 45276;t76- 
45276:179. 


G. Adjudicatory correspondence 

6604110038 Subntlls 18th quarterly status repl re const activities at lacillty.Ouring First 
Ouadet t9B8.no signiticani safety related const activities performed No changes an- 
ticipalcd. W/o enciTleiated correspondence. 

RfcYNOlDS.N S. Washington Public Power Supply System. REYNOLOS.N.S. Sishep, 
Cook. Purcell & Reynolds #288 6033. 88/03/31. BLOCH.P8.. HARBOun.J.. 
BfliGMT.G.O. Atomic Safely and Uconsing Board Panel. Ip. 45060:085-45060;OB5. 


DOCKET 60-461 CLINTON POWER STATION. UNIT 1 


F. Security, medical, emergency & tire protection piano 

8804110119 Forwards Rev A lo NRC Orall Insp Procedure 82412. "Emergency Re- 
sponse Fecilitios Evaluation” lo be used by Insp learn evaluating emergency laclHtles 
on 380425-28. 

SHAFER.W.O. Region 3. Ofc ol the Director. 88/04/06. OERSTNER.W.C. Illinois 
Pov/er Co. 39pp. 45135:001-46135.039. 

8604260208 Confirms plans for enforcetrtent conference on 880421 in Qleri Elivn.lL to 
discuss security event reviewed during insp on S80405'Q8 re inadequate security coni- 
pensatory measurea, 

GREENMAN.E.O. Region 3. Ofc of the Direclor, 88/04/18. OERSTNER.W.C Illinois 
Power Co 2pp. 46269:289-45259.290. 


8804270264 Advises that 060303 Rev 7 to plant omergency plan consistent w/provi- 
sions t>l i0CFn5054(q) & accepiBbte Rov withheld (ref 10CFR2 790). 

SUAFER.W-D. Region 3. Ota ol the D. rector 03/04/19 GERSTNEH.WC ll'inois 
Power Co 2pp 45244:228 45244:929. 


J. Insurance 8. Indemnity Information 


8B04070062 Forwards Ct^dorsomont 35 lo NELIA Policy NF-261 8 Endorsemani 16 lo 
MAELU Policy MF.121. 

TuRNER.Cl Illinois Power Co 88/03/29 OINI1Z.I. Oflico ol Nuclear Reactor Rogu- 
lailon. 0‘rocior (Post 870411) 3pp 45098 144 45098 146 


P. Operaling license stage documents & correspondence 


860324 0 426 Gonoric Ltr 88 06 to o'l power roactor liconsoes & opp'icanis re removal of 
organization charts from Tech Spec adm-nestrativo conlrol requirements Svc list end. 
MIMAGLIA.F J. Associate Director lot Piojecis (Post 870411). 88/83/22. Cooso'idaierl 
EdsonCo. ol Now York. Inc 47pp. 44972.107-44972153. 

8804110263 Suppis 071030 & 880223 roquBSis lor amend to License NPF 62. tovismg 
lecilily onsite otgai^izel onat chart In Tech Specs Attached marked-up f gure repre- 
sents mods dscussed in 880228 & 0302 le’eons 

SPANGENBERG.F. Illinois Powor Co. 88/03/30 Document Ccntrol Branch (Oocu- 
menI Control Desk), ip, 45077 347-45077 348, 

-88041 10266 Proposed Tech Spec Figure 8 2 2-1. “Unit Ons>:e Organizat on.” 

• IllinofS Powor Co 88/03/30 Ip 45077 348 46077 348 

8804110272 Forwards fnci’ily master aclivillos plan (MAP) & MAP list of aciivitlos lor 
AprJutio 1980. 

KNOP.R C Rogion 3. Ofc ol the Director 88/04/05 AXELSON.WL Reg-on 3. Ofc of 
the Oiracior 4pp. 451 29 320 4&1 29 323 

B804080068 Generic Ltr 88 07 lo power reactor licensees & appi cants re modilled en- 
lotcemeni policy concorn-ng tOCF 1350.49. "Environ Quallicaiion ol EtecWical Equip 
moot IrnporlanI to Safety for Nvcioar Power Plants." Svc list encl 
MIRAGLIA.FJ Associate Director for Prolecis (Post 870411) 88/04/07, Consci dated 
Edison Co. ol New York. Inq. 49pp 45164.237 45164:285. 

8804 160464 Forwards errata to Arnend 2 to License NPF -62 .correcting typo in Toch 
Spec Page 3/4 6-51. 

STEVENS.J A. Proiect Dreclorato III-2. 88/04/11. SPANGeN0ERG.F. ll’inos Power 
Co 3pp 46149:2B4-4514 9 297. 

-8604180485 Eitaia to Amend 2 lo License NPF-6?.corrocting lypo in Toch Spec Page 
3/4 6-51. 

• Project Oltoclotalo 111-2. 68/04/11 ip 45148:297-45149:297. 

8604220161 Forwards request for add! info re util responso lo Generic Ltr 63-20.llem 
2 2 (Part 1). "Equipment Classification ProQioms (Programs (or AH Other Safely Rotat- 
ed Components) ■■ Response requested wiihm 45 days 

STEV6NS.J Project D.roctoraio III 2 88/04/18 SPANGENBERG.F Illinois Powor Co 
6pp 45201:107-45201;11I 

8604270178 Forwards addi inlo rotating lo quosl ons on pnoumabc 8 hydrostatic testing 
of conlainmoni Isolation vetvos & prossuro isolaltan velvos into on stroke lunos ol cor 
ta n valves to bo evotuaied by NRC also end. 

SPANGENBERG.F Illinois Powor Co. 80/04/ iB Document Control Brancn (Docu- 
ment Control Oosk), IBpp, 45241 204.46241:222 


Q. Inspection reports, IE Bulletins A correspondence 

6604010124 Forwards recuesi for Oddi info supporting ut I 8605f 5 & 09i0 responses lo 
IE BullOlln 05 003. "Motor-Opera led Valve Common Mode Failures During P'ant Tran 
stents Due lo Improper Switch Soltings.” Inlo roquirod within 1 month ol ft> dale. 
GREENMAN.e d Region 3. Ole ol the Diroctci. 88/03/25 GERSTNER.WC tilno;a 
Power Co 3pp 4503t:t47-4503l:t49 

8803210090 Suppi f lo NRC Into Notice 87-044. "Thimblo Tube Thinmng m Westing- 
house Reactors." Svc list end 

ROSSI.C.E. Division of Operational Events Assossment (Post 670411) 60/03/28 
Consolidated Edison Co. ot New Yoik. Inc. 121pp. 44995: l26-44905'246 

6603220298 NRC Into Notice 88 010. "Malls Licensoos Lock of Mgl Cenbols Over Li- 
censed Programs." Svo list encl. 

CUNNINGHAM,fl,E Division ol Industrial & Wed cal Mucloai Safety (Post 870720), 88/ 
03/28. Consolidated Edison Co, ol Mevr York, Inc. 108pp. 44695 247-44995.353. 

8604010282 Confirms plans discussed between F Spanqonberg & Kno? & Gardner tar 
680331 enlorcoment conference at Rogion ill ota io discuss lind-ngs IdeniAed during 
environ qualification Insp.NotIce ol significant Itcensoo mooing onci 
GREENMAN.E.O. Rog on 3. OIc ol the O«oc\oi 86/03/29 GERSTNER.WC. Illinois 
Power Co. 2pp. 44945:352-44946:353. 

8804070074 Forwards two tnsenrlco Insp program lOliol requests to al'ow procuromonl 
ol replacement pans Itom two vendors w/o ASME corliticalton. 

SPANGENBERG.F Illinois Power Co. 88/03/30 Documeni Control Branch (Docu- 
riem Conlrol Desk) 5pp 45044 132-46044: 136 

8804060485 Forwards Safely Insp Rept 60-461/88-05 on 880224-26 No violations 
noted. 

SHAFER.W.O. Region 3, Ota ol the Director 09704/01 OERSTNER.W.C tVir.oiS 
Power Co. 2pp. 46072 017-45072:029. 

-8604060402 Salely Insp Repl 50-461/66 05 on 68(>224-26No violations Or deviai ona 
notsd.Major areas In8pected.80lid radwaslo program including. organization & mgt 
controta.qualifications & Ireinmasolid redwaste & iransporiahon aclivTiies. 
SLAWINSKI.WJ.. GREQER.I.P, Rogtan 3. Ofo ot the Diroctor 68/03/31. 11pp. 
45072,0 19-45072.029. 



SH/li-bK.W U. Htsi'J'i J. vj;i. iiw V. ■'•'••vr- 

Po»»efCo 39PP 45135001 45135 039 

»ao<lll)?71 Forwa/ds summafY ol 871201-02 Me v-ai i6 msp ot conhgj-aion a (unc- 

cSSStTSSaes sc««iENeERG.f. aw:. P».« 
Co 6pp 45076086-45079091 

8804130743 Advwcs mat tW 870904 response to NRC Beroun 87 001 boing used 10 
tjereitTOna exlemcl «vJus'4v 04P‘C'9a*'>on a impiemeniaioft ot ©ros'on/cotfoslon insp 

DroaraTis & to obia n da'a on observed pipe we I Ih.inn ng 

KullEflOR Pro^l OirectOfato ill ? 88/04/06. SPAN'GENBEHG.F- 1 1 no® Power 
Co Ip 45 102 350 45102350 

8804010758 NRC into Notice 88-01 1. "Poiontal Loss ot Motoi Conirol Cw a/or Switch 
boa/d FuiKlion Doe lo faulty fie Bolts " Svc lisi enci o!>yn,i/r »7 

ROSSiCE Division ol Opetational Evenls Assessment (Post 870411) 88/04/07 
Consolidated Ed son Co of New Yotk. Inc t24pp 45406 292 45407051 


6804080196 Fofwatda msp Ropl 50 402/88-10 on 880218-19 a 
violailon Nol co ol violation wiltihold (lol i0GFn73 21) 

CAILAN.L i nogion 4. Olt ol Itio OUoctot. 68/03/20 WtTtlERS.BO. WoD 


■8604080219 Partially withhold Insp ROpt 50-402/06-10 on 88021 
10CFR7321) Vio'ahons nofod Ma)oi atoos mapociod physical socu'ity p'ai 
menlino ptocodutos sncui.ly oigafMftUon.pt'VRical bamois a vAal aioas 
KELLY.JA . EVEHEn.n J Region A. Otc ol tho Ditoclor 00/03/21 Ip 
45044 262' 


8804060431 Forwofds suppicmoniol fosponsP 10 violaliotts noted in insp Re 
07-34 Response wilhholiJ. 

0AILEY.J A Wo'l Ctook Nucloar Oporaimg Corp 80/03/29 Document Con 
{Oocumeni Coniiol Desk) Ip 451 16.030 451 15,030. 


8804060370 NRC Info No'ice 88-012. OvetOfeasing ol Electric Uolot Qoanrgs •' Svc 

flola.CE Diwsw ol Operaiional Events Assossmem (Post 670411) 68/04/12. 
Consoiidaied Edison Cki of Hew yo-lr. me I23pp 45165 028 45165:150 

6804200405 Forwatda Safely tnsp RepI 50-461/88 02 on 6801 15 0406 No volfllions 

WrIghT.GC. Reg-on 3. Ol£ ol the Oirectoi. 88/04/14 GERSTNER.WC llnois 
Power Co 2pp 45236 253-45238 258 

-8B04200408 Insp Rept 50-461/68 02 on 8801 15 0406 No violations Ot deviations 
noted Mijot areas lospocicd actions on previously idontifed item 8 review of startup 

tOSi f6Sl/ltS 

b07lGlOVANNIj4 . MAURA F A . STASEK.S Region 3. Olc Ol tho O-rector 08/04/13 
4pp 45238 255 45233 256 

0604260706 Conl/ms plans lor enlorcemeni conference on 680421 In Gfen Eilyn.lL lo 
discuss security event reviewed dunng msp on 660405 08 re inadequate security com- 
pertsalory measures. „ „ 

GREENMAN.E.G Region 3. Olc ol the Director 88/04/10 GERSTNER.WC Itmos 
Power Co 2pp. 45259 289-45259 290 


8604080077 Responds lo N'RC 600307 Hr ro violations noted In Insp Repi . 
OS.lncidont viewod as Inappropnato lo bo issued as vltjiat an since v 
.ncldonl.por approp.'iaio louuironioms Details withhold (rol 10CFH73 21) 
WITMERS.B D won Crook Nuctoor Oporaing Corp 88/04/0). Pocumi 
Branch (DocumonI Oonliol Desk). Ip. 45048 074 45040 074 

8804120353 Conlirms that procedure rove necessary lo implomer.t Amend 1 
ed & ationd tmplomonlod Amond revised Tech Spocs m order lo roirove 
protoctlon loquiromonls & place roquiromonis In updated SAR a in piani j 
WiTHEHS.B 0 Wotf Creek Nuclear Oporolino Corp 80/04/C6 Oocuti 
B ranch (Oocumeni Conirol Oosk). 2pp. 45088 350-46000 360 

8804130042 Revised emorgoncy plan implomontlng procoduros.lncluding Rc 
01-1 1. ' Woll Crook OoneroMon SloFon (WCQS) Oioanlzat on," Hov 2 lo 1 
"Conirol Room Organlzal on" a Pov 10 to ERF’ O1-I .1.W/0BO4O7 Hr, 
WiTHERS.GO Woll Crook Nuclear Oporaiing Corp 80/04/07 300pp 
45137011 


I. Financial Information 


R. Periodic operating reports & related correspondence 

6804190031 ‘Soiruannual Rad-oaclive EHiuent Release RepLJui Ooc 198/." 

• Illinois Power Co. 87/12/31 33pp 45208022-45208 053 

8804200198 Monthly operaling topt lor Mar 188B W/e604l2 Itr 
SPANQENBERG.f ILinoiS (Wer Co 88/03/31. 6pp. 45215 294 45215 209 


S. Repertsble occvnences, LERs k telaled cotiespondettce 

8603280053 LER 66-005-00on 8802l6.dt>'well atmosphere particulate radioacKvily 
monitor alaiired.indicating high diywetl atmosphere reduacLvily level.Caused by oper- 
ator errors Event review^ w/personnel involved W/8803)8 Hr. 

HtUY£B.OW.. SPANGEMBEftG.F tiVinos Power Co 86/03/18 5pp 45092001- 
45092 005 


8604180430 Foivrards "Kansas Qos & ElOCInC Co 1007 Annual Ropi to Sto 
"Kansas City Powor 4 Light Co 1067 Annual Repi" 4 ‘ Kans, 
Cooperative.inc 1687 Audited Financial Staiomonis & Othor Financial mio,' 
WITHERS.0.0 Woll Crook Nucloar Opofoting Corp 80/04/11, Docum 
Branch (Oocumeni Conirol Oosk). Ip 46153-240-45163'320, 

-8604180432 " Kansas Gaa S Eloclrlc Co Annual R^t lor 1887 " 
CADMAN.W.K Woll Crook Nucloar Operating Corp 07/12/31 45pp 
45153:294 

”8804180439 "Kansaa City Power & Ligtil Co Annual Ropl lor t087,’' 
DOYLE A J. JENNINGS. A 0 Kansas City Powor 4 Light 07/12/31 36pp 
45163 329 


J. Insurance & Indemtilly Information 


8804010771 l£R 88 008 00 on 860228.0iv II coniainmenl exhaust process radiation 
monitor t/ippod to low tail conditien.Caused by personnel error due to Inadequate ac- 
cesitMw & visibility ol detector Gustmg scaUotdmg reptsced W/860325 hr. 
CAMILLERI.r J . SPAHGEN6ERGF iTi nois Power Cq BS/03/2S 5pp -44645 347- 
44945 351 

6604150407 LER 88-008-00 on 8B0320.ldentified that MSIV leakage rates exceeded 
Tech Specs limits Caused by component wear based on svc seen during power as- 
cension prograni S initial plant oporsiion Two MSiVs reworked.W/89040B nr. 
MORGENSTERM.R. SPANGENBERG.F tllinois Power Co, 88/04/08. 4pp 
45183 112-45163 115 

8S04200I60 LER 88 007-00 on 680314.surveillanco testing Identified lhal venlilallon fen 
lor Orv II diesol generator tailed lo trip dunng carbon dioxide Iniiiailon Caused by la I- 
ure lo undeistarsd sys Design changes imptemenied W/e804 13 Hr. 

KANT,E.W.. SPANGENBERG.F, Illinois Power Co 88/04/13 Spp 45226020- 
45226:024 

BB0<210702 PNOttt-e&-037on B804l2.aptuox 1.000 QBltons ol radioactive water 
drained Irom RHR sys piping into equipment room Spill occurred when RHR valves 
retuiried to i^ormal positons alter leak rale lesting.Cleanup ot rooms S equ.pmenl ini 
baled 

GRECER.R. ShAFEB.W Region 3. Olc el Ihe Director. 88/04/13 ip. 45231 169- 
45231:169 

8604750197 Special repLotr 880329.discovored failure ot wind velocity 4 direction sen- 
sors on lacilily meteorological lowet.Caused by inadvertent exposure ol sensors to 
weather.Sensor assembly, including retaining device replaced 
SPANGEN8ERG,F. Illinois Power Co 68/04/15 OAVIS^ 8 Region 3 Olc of the Di- 
rector 2pp 45252:171-45252.172 


DOCKET STN- 50-470 CESSAR SYSTEM 60 


K. Uniiiy Final Safety Analyata Report (FSAR) a amends 


BB042OO539 forwards draft revs to C-E Chapters 1.4.5 « 9 to C-E aid SAR Meeting t 
resolve issues re scheduta & composibon ol submittals as part of draft licensin 
review bases & related Issues.requesied 

SChERERAE. Combustion Engineering, Inc 88/04/11. MIRAQLIAF J Associate D 
rector lor Projects (Post 87041 1). I8pp, 45180.131-45182:228 


-6804200542 "CESSAR DC Submittal Group 8 ■ Revs lo Chapters 1 4 5 4 9 ■■ 
Coiobu6ticyt\ Ef,9.!»wkV9, Inc 68/04/11. 750pp 45180:149 45182:228. 


8604080239 Submits prosont level Ol onsiio property damage insurance m£ 
planLpor 10CFn50 54{w)(2). 

WITHERS.B D. Wott Creek Nuclear Oporaimg Corp, 6&/03/28 Oocum 
Branch (Oocumeni Control Desk). Ip. 45064 230 46064:230. 

8804200319 Forwards lisiod documenta as proof of linanclat P<oi 
10CFR140 16 Uhl purchasod maator worker policy from _ 
MAELUEndoraomoni 1 lo MAELU CortillcalO WW-88 4 Endoisomet^l lr 
Policy 118 also onci ^ 

WiTHEflS.B 0 Woll Cieok Nucloar Oporat-no Corp 08/04/12 MURlEY.T 
Nuclear floactof Rogulaiion. Oiroclor (Post 8/0411), 28pp 45174:137-451 


P. Operating license stage documenla 4 correepondence 

8804280203 FOIA request lor info rO death ol T Arohart at laci rty 
LYKINS.r o. Bryan. Lyklna. Hejtmanek 4 Wul/. 88/01/25. GRIMSLEY.D 
Rules 4 fiocorda (Poaf 870413). 2pp 45276:245-45276 246 

8603240426 Generic Ltr 68-06 to all power reactor liconseas 4 appLcants n 
organization charts Irom Toch Spec administrative conliol requirements' 
MIhAQLPA.F,J. Associate Director lor Prolecta (Post 8704 It). 88/03/22. ( 
Ed son Co. ol New York. Inc 47pp. 44072:107-44972.163 

6804 160364 FOIA request for documents re repi by NHC Olc Of Invoshgi 
leged mat! false sialomonls by util mgi at laclilly.dld 671)10. 

WENSKE.P Kansas City Slar/Kanaaa City Times. Kansaa Cily. MO 
GRIMSLEY.D. Owislon ol Rules 4 Records (Post 8704 13) ip 45160 07t 

6604060426 Application for amond lo license NPF-42.revislnQ Tech Specs 
3/4.6.1.2 aodresslng containment leakage 4 conlalnmont »eia 
respectivaly.Fee paid, 

WITHERS.BD. Wolf Creek Nuclear Operating Corp 88/03/26. Docur 
Branch (DocumonI Control Desk), 8pp. 45072:107-46072;1 IS 

-8804060430 Proposed Tech Specs 3/4 6.1,2 4 3/4 e.S.address'ng conts 
age 4 containment Isolation valves, respectively. . 

’Woll Creek Nuclear Operating Corp. 00/03/28. 3pp. 45072:1 13-45072 1 

8804280206 First partial response to FOIA request lor documents re tec 
App B document App A 4 B documents also available In POR. 
GRIMSLEY.D H. Division ol Rules 4 Records (Post 870413) 88/03/30 
Bryan. Lykins. Hejtmanek 4 Wuli 3pp. 45276 247-45276:261. 


DOCKETED ITEMS 197 


!9Q4t10318 Sutnn'ary of 860316 moeling w/utls fo cont8T.mo/)l l&c.(Jon Tech Specs for 
laci'ities.Atiendence list & licensees proeonfation enci 

□ICK.G F Picieci D:iocloraio IV 68/04/01 P»o)ecl CifOCtoralo IV 33pp. 450/8 237- 
45078 029 

6984120353 Confirms that piocoduro lovs necessary lo impiomoni Amo'd IS cemp'ot* 
eO & annend irrpleman(od.Amor.d rovisod Toch Specs In ordoi to lomovd ceiiain lie 
protection roquiiontonls & place roquiiemonts In updated SAH & -n plant procedures 
WirHt'RS.O u Wolf Crooft Nuclear Operaiir'.g Corp 08/04/00 Oocumeni Control 
Branch lOocumenl Control Desk) 2pp 45008 359-45086 360 

9684060086 Goneric Lti 80-07 |o power roactoi liconsoos & a(>p3C8nts re mod hod o-n 
lorcomant poicy concern ng l0CFfl5O 49. "Enviion Ouahhcaiion oi Eloclncai Eqwp 
ir.enl Important to Safety lor Nuclear Power Plants '■ Sve list unci 
WlBAGI.ia.K J. Associate Director toi Proiects (Post 870411) 08/04/07 Consulidaied 
Edison Co Ot New York. Inc 49pp 45164 237-45164 285 

8884200298 Ack recc.pl el 880311 OA proqtam deHcription Chepta- i 7 2 ol updoted 
salety analyse rept.Flov l.dtd 08031 i.Subm.tiol satislies roq.<i.'onioni 3 ol 
i0Crfl50.App Cf & acceptable 

CALLAN.L J Hegion 4. Otc ot mo D.-rectoi OB/04/1 1 WITHERS.O O Woll C'oek Na- 
CloarOperatng Corp 2pp 45177 326-45177 327 

8604160369 Final response to FOIA roquesi lor documents Roleasab'o pen-ons ol 
lecotds 'donlihed on App A available irt LPORs In hlo folder FOIA-O/ OOO unitor name 
Mays & POn. Portions ol App A documents wdhhold (rel FOIA Exompi-cns 6 & 7) 
GRIMSlev.DH Dnnslon Di nules 8 , Records (Post 6704)3) 80/04/ 13 WENSKE.P 
Kansas C-ly Star/Kansas City Times. Kansas City. MO 3pp 45150 071 45150 073 

8804210331 Forwards response App C ol technical ova'iiatioii repi lor lac lily inscivice 
losling urogram (1511 & supplemonial inio on rohol loquosis associated w/lST 
WITHERS.80. Wolf Creek Nuclear Operating Corp 08/04/14. Oocumenr Conirol 
Qranch (Oocumont Control Oosk) 20pp. 45239.005-45239 024 


Q. Inspecilon reports, IE Bulletins & correspondence 

8603300124 Forwards Insp Ropt 50-482/C8-1 1 on 000222-26 & notice ol violatoii 
CALIAN.IJ Region 4. Ole ol me Director 00/03/23 WiTtlEHS.O O Woll C took Nu 
clear Operating Corp 2pp. 44021:244.44921:252 

-8803300126 Notice ol violation from insp on 080222-26 Violation noted onirlos not 
made Iri pump & valve event log re alert range results oblainod on B7033t & 0633 lor 
contalr.rr. 0 nt spray Pump PENOIA 

* negion 4. Otc ollhe Director 80/03/23 ip 44921246.44921 246 

-6603300127 Insp Rept 60.402/00 11 on 080222-26 Violation noted Ma,oi o'oas 
Inspected fnserwee tesi-ng ol pumps & valves.program & organl/aiion.proccduro & 
rccords.icsl wilnoss & personnel qualilicsHon & iralnTna 

STEWART.n C. MCNEILL.W M . DARNES.I. Rogton 4. Otc ot if>o Onoclor. 80/03/15 
6pp, 44921 247.44921 252 

8603210090 Suppi 1 to NRC Into Nohee 87.044. ''Th-mbio lubo Th-nnng m Wosiing- 
house Reactors " Sve list end. 

nOSSI.CE. Division ol OporaWonal Events Assessment (Post 6704 tt) 66/03/26 
Con so ’idated Edison Co of Now York. |nc I2lpp. 44995: 126.44905 240 

8803220296 NRC Inlo Notice 88.010. "Metis l.lconsoes Lack ol Mgt Controls Over ll. 
censed Programs " Sve llsl end. 

CUNNINQHAM.R E Division ol Industrial & Mod cal Nuclear Safety (Post 870/20). 80/ 
03/28. Conso'idaied Ed son Co. ol Now York, Inc lOOpp 44995:247 44005 353 

6804060198 Forwards Insp Hepl 50-402/80.10 on 080216.16 a ngilco ol 
violation NoUco ol violation wimheid (rel »0CFR73 2tJ 

CALLAN.L J floQlon 4. Ofc ol the Director 80/03/28 WITHERS, B D Wo!t Crook Nu- 
clear Operating Corp 3pp. 45044:259-45044 262 

“6604080219 Partielly withhotd Insp Ropt 50 402/08-10 on 080218-19 (ref 
iOCFR732l).Vio’aKon3 noterlMajor areas tnspoclod physical security plan a (mpfo- 
manting procoduros.security organi/allon.physical barnots a vital areas 
KELLY,JA. EVERETT.R J. Region 4. Ole of the Director 60/03/21 in 45044;2e2" 
45044 262. 


8604010266 NRC Ir.'o Notice 86 01 1. ■ Poiontial Loss ot Motor Contfcl Ctr 8/or Sw.lch- 
board Fi.nclibn Cue lo Faulty Tie Bells " Svc l.sl encL 

noSSi.C E Uiv-son of Opo'aLonai Events Assessment (Post 870411) 89/04/07 
Consotidaiod Ed son Co 01 Nev/ Voik. Inc I24pp 45406 262-4540/051 

8804140016 Forwards Insp Rept 50-482/67.24 on 671019 23 & nollco ol wolatoninsp 
included reviews ot liT-,piome.s'e!on ol oqupmenl quaiT.caiion correction acton co.ii- 
miiments :donhl«d in SER INUREG 0861). 

CALLAN.L J Region 4. 01c ot D-e Oiiocio' 88/04/08 WITHERS.Q D Welt Crook Nu- 
clear Oporatiuj Coip 3pp 45151:318 45161356 

-8804140030 Nonce ol vioiaiion Irom msp on 9/1010 PS.Vio'ation noted util did not 
adeqifeto-V support quant canon of fiaychein mslai'od spl co conliguiat on cr oslabi sh 
sm.lar.iy bolwoen tested & iosiered aplces.poi NUREQ 0589 
* Reg cn 4. Ole ol the O.foctor 08/04/00 3pp 45151 321-45151323. 

“8804140033 Insp Ropt 60 4G2/0/-24 on 071019 23 Vio'ahons notadMa,'0.’ areas 
inspected l.•nplcmon^a‘ on ol oquipmont qual.' coUon commitments idonti'od in SER 
(NUREG COOl) a Simpls 4 a 5, 

JOHMSON.AR. IRELANO.RE Reg on 4. Otc ol the 0 lectOf 68/01/05. 33cp 
45151 324.45151 356 

8804180410 Adv.sos that uM w.:i respond to SSOMi Insp Ropt 50 482/07-32 on ct 
boforo 890429 duo lo longih a corrplex naioro ol ropt 

0AilEy,JA Well Crook Nuclear Operating Corp Ce/04/08 Doc urn uni Control Branch 
IDoconr.o 01 Control Desk) ip 45145 351-45145 351 

8004IS0268 Ack rnccipt ot 880318 Itr Inlo'in ng NRC cl steps taken to correct viotalisns 
noted In Insp Rop! SO 402/69-06 Hosponso dtia's only w/spocilic p'ocedj'al dolicie.n- 
cles Idcfiiilied a does not address larger Issue ol other procedure prohiems 
CAllAN.l J Hog on 4. Otc ol Iho Dfoctcr 88/04/ tt WITHEnS.B O. Wolf Creek Nu- 
dear Oporating Coip 2pp 45138 121 45138 tP2 

0804060370 NRC 'nio Notice 80 012. "Ovotgioasirkg ol Electric Motor Boan-gs" Svc 
lisi enci 

ROSSI.CE. Div.sio.n of Opotational Events Assassmonl (Post 6/0411). 86/04/12 
Consol dated Ed son Co, of Now York. Inp 123pp 45ie5;028.45105;150 

B3042002SB Responds to NRC 680202 Ilf re unresolved item concoreieg heal ahf.nk 
ab.'o tublngjitonlil Bd in insp Ropt 50 402/87-37. insUuntonlehcn cetilo spl cas.ccnfro' 
cablo eplices a power cehio sp'icos a motor cennochons addrossod. 

V/lTHEnS.BO. Woll Creek Nuclear Operaing Corp. 88/04/12. Oocuncnl Control 
Branch (OocLment Control Desk) 6pp. 45177 203 45177 290 

8QQ4210337 Responds to NRC 980317 Itr re violations noted .n Insp Rcpl 50 482/07- 
3l Ruqjosis mitigabcti ol proposed c.vit penalty. Cortociivo act ons roluoling outaso 2 
suwondod.moolings & p.'0|ob br'Otings mondafed a Proccdufo ADM 00 20i fOv.sod 
WITIIERS.OO Wo' 1 Creek Nuclear Opo rating Corp 8B/04/t4 LlE0ERMAN,J. Otc ol 
Enlorcemom (Post 8704 13) PBpp. 45227:017-45227.044. 

8804280038 Forwards Insp Ropt 50.402/8&-09 on 000314-18 a nodco ol v.o’alion 
CALLAN.L J Rooon 4, Ofc ol the Director 00/04/16 WITHERS.B D Well Crook Nu 
Clear Opotaiing Corp 2pp 45254 202-45254:213. 

-8604260041 Notico ol violsuo.*! from msp o.n 080314-16 Violation nolod. hgli radaiio.'i 
area greater than 1.000 mrom/hr noar portable dem nereT/o: radahon source located 
at low level drum siorago area ot railwasio bldg not provided w/locke<l door 
' Region 1. Otc of ll>© L)i rector. 00/04/16 Ip. 4526^2 04 -45254 204 

-6604260046 Insp Ropt 50-402/80 00 on 600314-10. Vioini.on noted Major areas 
inspoclodsoird radwasio program.iransportation aclivilios a low level radwasio stor- 
age facil.lles. 

BAER.H.E. ML/HRAV.B fiegbn 4. Ofc of iho Oirociof. 86/04/11 9p? 45254 205- 
45254:213 

6604270151 Responds lo NRC 600318 Hr to violations noted In Insp Ropt 50.402/66- 
0l Corroci.vo acllons;upon nobi calion by rosldont roaclor Inspoclcr.duly shift supervi- 
sor had lost Danges removed Irom RHK ays valves. 

WiTHEHS.BO. wolf Crook Nuclear Operating Cotp. BO/04/10 Oocu-ncht Centre I 
Branch (Oocumoni Control Desk). 3pp. 4524 1 223.4524 1 225. 


6804060431 Forwards supplemental response to violations noted in Insp Ropt 50 482/ 
67-34. Response wilhhela. 

DAIIEY.J A Woll Crook Nuclear Operat.ng Corp 68/03/20 Document Control Branch 
(Docuitienl Control Desk) Ip 451 f5:030-45t 16,030, 

8804M02e5 Responds to NRC 880301 llr re violations noted In Insp Rept 50.402/87. 
33 .Corrective actions roportab lity ovatuailons conducted as reritrlrcd a rept made per 
tOCFRsO 72(b)(2)(vl) 

WITHERS.B D Woll Crook Nuclear Operating Corp 8B/03/3I Oocumoni Control 
Btaacty (Oocumoni Conirol Desk). 2pp 45007:318-45007 320 

8804060077 Responds to NRC 880307 lir re violations noted In Insp Rept 50-402/88- 
05 Incident viewed as Inapproprlaie to ba Issued as vtolallon since uM reported 
mcident per ^pfopriato roauifemenls Details withheld (tel 10CFR73 21) 

WITHERS.B D Woll Creek Nuclear Operaling Corp, 86/04/01 Document Control 
Branch (Document Conirol Desk), tp 45048.074.45040 074 


R. Periodic operating reports & related cor responde rice 


8604200204 Monthly rmeraiing rept let Mor 1088 W/e604l3 Ur. 

WILLIAMS.M O. WITHERS.O D Wolf Creek Nuclear Opo/a«ng Corp 68/03/31 7pp 
45220 2 78 45220 264 


S. Reportable occurrences, LERa & related correspondence 

8804050361 LER 07-OtOO2.on 8702lO,s-',uaLons re breeched luo bairie'S discovered 
on several occasions during Feb a Mor 19Q7, Involving liro ponolrollon seals & ho'.es 
in woi'a Caused by personnel crror.F.ro watch established .WM80330 llr. 
WlLLlAM.S.M.Q., WHHEflS.S.O Wolf Crook Nucteor Operating Corp, 88/03/30. tOpp 
45045:193-45045202, 


6604140456 Forwards "Inserwce Insp Ropt lor Rolueling Outage 2.Period t.lnterval 1 " 
BAIIE'/.J A Woll Creek Nuclear Operating Corn 86/04/04 Dacumeel Conirol Branch 
(Docurnom Control Desk) ip 45100:163-46100 234 

-8604060107 "Insen/ice Insp Summary Rept fer nefuol'nQ Outage 2 . Period t.lnterval 
1 describing Insp a testing ol Class l a 2 componenis & piping 
• Wolf Creek Nuclear Operating Corp 88/03/30 7tpp 45160.164.45100:234, 


8B04280208 First partial response lo FOIA requosi for documents re lacii.ty Forwards 
Apn D documonl App ASS documofils also available in FOR 
OrilMSLEY.O H. Division ol Rules & Records (Post 870413). 69/03/30 LYKINSRO 
Bryan. Lyk-ns. HejImaneV a WuM 3pp 45276 247-45278 251 

-8804280216 'Event Followup Rept 87-1 GO." 

FIELDS.N, NRC - Na Ooiarfad Affikalfon Ghron. B7/tl/t1 2pp. 45276 250-45276 25 1 


8804^0425 Responds to NRC 680307 llr re violations noted In Insp Ropt 50-482/88- 
04 Corrective aclions:Proceduro QCP 7,1 will bo revised lo clarify when indirect physl- 
cal iny methods may bo employed due to nsiure of itorns a packaging requlremonls. 
WITHgRS.B.D. Wolf Creek Nuefear Operating Corp 08/04/06, Document Control 
Branch (Document Control Desk). 4pp. -45116,363-451 16:350 


6604060226 Part 21 rapt le inconsistencies in Gou'd.Inc certlllcale ol compliance re- 
ceived w/Class tE (uses procured from Planned Mairil Sys dua lo fuses not bong 
qualified for certain specs initially repotted on 680329.Fuses remain on hold. 
WITHERS.B O. Woll Crook Nuclear Operaling Corp. 8B/04/01. MARTIN, R.O. Region 
4. Ole ol Iho Director. 2pp. 46098:197-45099:198 


8804 140088 Ack receipt ol 880120 a 0329 Itrs inlorming NRC o( steps taken to correct 
vitiations noted In Insp Bepl 50-482/87-34, Uiti maini program may need lo be modi’ 
tied periodically to ensure high level pertormance of sys. 

CALLAN.L J. Region 4. Otc of the Difector. 88/04/06. WITHERS.B D Wolf Creek Nu- 
cleat Operating Corp. 2pp. 46155,092-45155:094. 


8804200312 LER 80.005-00 on S80328,conirol room vontlation isolalon signals 
occuned-Caused by pilous spike on cbiorine mornlof. Monitor rep'acod S lakon to 
inslfumenialion 8 control shop for lurthor IfouWosbootmg W/B604I4 Itr. 

WILLIAMS, k4.G . WITHERS.B. D. Woll Creek Nuclear Operating Corp. 88/04/14. 6pp. 
45221:127-46221; 132. 



m DOCKETED ITEMS 


DOCKET STN*50-4B3 CALLAWAT PLANT. UNIT 1 


F. Security, medlcet, emergency A fire protection plans 

8304080002 Fork'll rrts Addendum AS 01 to physical socunty plan Addendum exp’ains 
lomporary sacutiiy measures l£> ho lalton during const ol svc bldg Addendum wiDihe'd 
tre! IOCFR73 2tl 

SCHNELL.OF. Union Eioctric Co 86/03/25. SELANCeRJ.L Region 3. Ole of Iho Di- 
rocicr. 3pp 45033 069 45033 09 1. 

e604l30t32 Rev 6 to tmorgo/icy Plan Implemenling Procedure EIP ZZ-002t3, •‘Tectinl- 
cal Assosstriont" 

• lJn.cn Elocl'ic Co 83/03/31. 35pp 45147 001-45147:035, 

B804200302 Rev 6 lo Emergency Pfar» implemonting Procedure EIP-ZZ-00101. ‘'Classifi- 
cason of Emergertc:os " 

OAVtPF.Jf. Union EtocIrlcCo 88/04/1 1. 38pp. 45225:310 45225:352. 

6804210016 Confirms lhai procedure revs necessary to Imptenrenf Amend 30 lo Li- 
cense NPF.30 compfelod A amend Implemented. 

SCHNELL.DF. Unioti Eloctric Co 88/04/12. OocumonI Conirol Branch (Oocumeni 
CotUiolOoaW. Opp 452t8-.090-45219.092. 

3604260213 Advises that Addendum 68-01 iq secuniy plan, transmitted by 830325 
tlr.moets prov.sions of l0CFR60.S4(p) & acceptable. Ends writ be withhold from publ'c 
disclosuto.por tOCFR732t 

MALLErr.es Region 3. Ole ol the D.iec1or. 88/04/13. SCHNELL.O F Union Electric 
Co 3pp 45253 034.45253 036. 


I. Financial Inlormatlon 

6604060173 "Ur-iort EIcctnc 1087 Annual Rept." W/e80325 Hr. 

CORHEUUS.tN.fc'.. SCHKELl.DF Un'on Eteclric Co B7/t2/31. 47pp. 45048 295- 
45046 341 


J. Insmance & Indemnity Intormalton 

8804070069 Forwards repi ol presont level of Insurance & sources of Insuranco.per 
tOCFOSO 64(w). 

SCIINF.LL.D.F. Union Elociric Co. 88/04/01. Document Control Branch (Oocumeni 
Control Oosh) 4pp 46024 258-45024 261 


0. Advisory Cornmittea on Reactor Saleguarda repotis & correspopdenca 

B304140216 Submits Summary ol actions discussed at ACRS 335th mooting on 880310- 
12 in Washing ion,OC .including ACRS repis/ recommendaUons.olher 

aclions.agroomonis.assigririienis fi requests & fultiie agenda. 

KERR.W. ACRS • Advisory Cemmilteo on Roaclor Sa/eguards. 88/03/24. ZECH.L W. 
Comir.issioneis 4pp. 45118:172-45118 175 


P- Operating license siege documents & correspondence 

3603240426 Generic Ltr 88-06 to all power reactor Itcensees & applicants re removal of 
oiganiration charts from Toch Spec admiitisfreiive control roquirannonis.Svc hat and. 
MirAGlia.F J Associate O.roclor for Projocls {Post 870411). 68/03/22. Consolidated 
Edison Co. ol Now York. Inc 47pp 44972:107-44972 163. 

68040401 19 Appi cation for emend to License NPF-30, Increasing flow variations allowed 
In Toch Spoc ior conirol room emergency veniilallon sys.llliialion air handling 
units, piessiiii/a lion elr hand'ing units & pressuruatlon filter uriHa.Fea paid. 
SCHNELL.OF. Un on Eleclno Co. 88/03/26. Oocumeni Control Branch tOocumeni 
Conirol Desk) 12pp. 44971:346 44971:960. 

~631>4040t2t Proposed Toch Specs 3/4.7.6 Increasing allowed How variations ol con- 
trol room omorgency venniation sys. 

• Union Electric Co 80/03/25 3pp 44971 358-44971 360 

8804050243 Informs fhat NRC finds insutriconl data lo demonstrate that leak chase 
chennof sys can bo qualified as integral pari of containment liner plate. per 870710 
request. Uiil should have complete documenlalion of leak test procedures & results. 
ALEXION.T W. Project Directorate tl|.3. 88/03/30. SCHNELL.O.F Union Electric Co 
3pp 44907:l29-44997:»33. 

3804120394 Forwards Amend 35 to License NPf -30 & salotv evaluation. Amend revisas 
license & Tech Specs to support Increase In auihorlrea core thermal power irom 
3.41 1 MWt 10 3.565 MW1 

ALEXION.T.W Prolect Oiroctorato ll|.3. 88/03/30. SCHNELL.OF. Union Electric Co 
2pp. 45091:260-45091:302, 

—8604130396 Amend 35 10 License NPF -30, revising license 8 Tech Specs lo supped 
increase fn aulhorired core thermal power Irom 3.4 1 1 MWI lo 3.565 MWt 
MURLEY.T.E Otfice of Nuclear Reactor Regulalion, Director (Post 670411). 66/03/ 
30 t9pp 46091:266-45091 286. 

-8304120399 Safely evaluation supporting Amend 35 lo License NPF-30 
' Oltice ol Nuctoar Reader Regulalion, Director (Post 870411). 86/03/30 14pp. 
4509 1:287-4509 1:300. 

-6604120403 Noheo of issuance ol Amend 35 lo License NPF-30 Amend revises li- 
cense & Tech Specs to support Increase In aolhorteed core Ihermal from 3,41 1 MWt 
lo 3.565 MWt 

ALEXION.T.W. Project Directorate III-3. 88/03/30 2pp. 45091:301-45091:302. 

86041 10316 Summary ol 880318 meeting w/ul'ils re containment tendon Tech Specs ior 
facii ties Attendance i.sl & licensees presentation encl. 

DiCK.G.F. Project Oireclorate ■>/. 88/04/01. Projaot Oireclorala IV. 33pp 45078:297- 
45078:329, 

6804030036 Generic Ltr 68 07 lo power reader licensees & appileanis re mpdrfied en- 
(ofcemoni poFcy concerning I0CFR60.49. "Envlfon Oualiflcatlon Ol Electrical Equip- 
ment Important lo Safety for Nuclear Power Plants." Svo list end. 

MIBAGDA.F J. Associate Director lor Projocls (post 970411). 88/04/07, Consotidaled 
Edison Co. of Now York. Inc. 49pp. 45104:237-45164:285. 


8604210071 Forwards Rov i0 ol lac lily pump & valve mserv.-ce testing p.'og'amR('iel 
requests POO & P09 resubmilled in rewsod form lor NRC sleff review & apprcvaINRC 
stall approval ol submiiial requested by 880801 Fee paid 

SCHNELL.DF. Union Elocmc Co 88/04/12. Document Conircl Qrarch (Cocu-aeni 
Control DOSK) Spp 45238 339-45233 355 

-6604270282 Rev 10 10 ‘'inservice Testing Pfog-'am Class 1.2 & 3 Pomps " 
nOES.NEfl.G J . WHT.w A Union Electric Co 88/03/31. I 2 pp 45238 344-45233 355 

8804210026 Scpplemental app’icat'on lor amonrl to License NPF-30. defei ng ergarcra 
lion charts Irom Tech ^ocs 

SCHNELL.D F. Union Elecific Co 89/0.1/13 Oocumeni Conirol B-'anch (IJocurrori 
Conirol Desk) 6pp 45231 182-45231:194 

—6804210038 Proposed Tech Spccs.deloimg organ./aimn charts from Tech Specs 
• Union Eloctric Co 88/04/13 7pp 45231 188-45231 194 

6604220261 Informs ol planned.bul not guarenleod completion ot rov'ew of Wes‘i‘' 9 - 
house Topical Rnpl WCAP-I0B51 re revised tuol rod des gn moihcdo'cgy.m tirre tor 
ul'l Cycle 4 reload. 

PERKlfgS.KE Project Oireclorate Pll-3 88/04/13 SCHNbLLOF Un.o.s E.ec'tic Ce 
2pp 45200 336 45200 337 

6604260308 Summary ol 680407 moeUng w/uH S Wostirghouso ro reload for Cyc o 
4 Meeting atlendeos & nonprop/leiary prosontafon encl 

ALEXi'ON.T.W. ProjOCI Dircclorate III-3 88/04/13. Projocl D.recto/aie 1113 17pp 
45213:171-45213:187 

6804200385 Informs ol D Shepard parbcipalion m tabletop fov.ow ol sirnulator ccis: ca- 
tion during wk ol 68042S.per 680413 lolcon. 

GURDICIvT M. Region 3. Ofc of Iho Oiior.lor. 08/O4/t5. WEINS.L Oporaior I co-'Shg 
Branch, Ip 45226 229-45226:229 

BS04200010 Forwards Hiiase i survey & mgi plan correspondence chiono'cgy ro cuTu'- 
al resources requromonis lor roviow & locornmendaiions.Oeiormination wncil'or si'os 
et-gible lor Inclus on on Natl Rogistor ol Historic Places roqiiesied 
PtRKINS.K.E Projocl Oiroctorato IM-3 88/04/10. IntoriOf. DepI ol ECp 45266 1E3- 
45266:184. 

--68042S0140 Responds lo 850619 request to review "Phase I Cuturai Resnurce 
Survey & Assessment & "Cultural Resourco Mgi Plan for Residual . . " Repis lacks 
sulficioni discussion ro resoaich values ol idenMicd archeologcal sites 
RUOY.j n Inlorror. Oopt ol 85/08/15 YOUNGBLOOD.B J Licens:na Brarch 1 ip 
45277 108-45279.136 


Q. Inspection reports, IE Bulletina & correspondence 

B604200458 Responds lo NRC Butleiin 87-002. ■ Fastener Tasting lo Oeierrr no Con- 
loimance W/Appl.cal>le Mail Spocs " Info laio due lo schodu'ing delays at tosi ng la- 
ci'ity 

SCHNELL.D F Union Eloctric Co 68/02/17 PAVIS.A B Region ,3. Ofc ol the O-iec- 
lor. 63pp 45175 040 45175 102 

8603210090 Suppi 1 to NRC into Notice 87-044, "Thlmblo Tube Thmnng n Wosi'g 
house Reactors." Svc list encl. 

ROSSI.C.E Division ol Oporallonal Events Assessment (Post 870411) 08/03/26 
Consolidated Edison Co. ol Now York. Inc I2lpp 44995.125-44995 240 

BB03220296 NRC Into Nolico 86 OlO. "Malls Llcen3ees:Lack ol Mgi Conirols Over U 
cen.sed Programs. " Svc hsl encl. 

CuNNiNGHAM.R E Division ol Industrial & Medical Nuclear Safety (Post 870729) 65/ 
03/28 Consolidated Edison Co ot New York, me 108pp. 44995'247-44995:353 

8804160406 Forwards addl inlo re Re'ief Requests G through N lo plant msorv-co insp 
program plan as result ol observations made during Refuel II 

SCMNElL.O.F. Union Electric Co. 88/04/01. Oocumeni Conitol Branch {Oocumerl 
Control Desk) 10pp 45138 314-45138 320 

8804010256 NRC Info Notice 88 011. "Potenlial Loss of Motor Control Ctr &/or Swlcn- 
board Function Due lo Faufiy Tie Bolts " Svc list encl. 

RO.SSl.CE. Division ol Operational Events Assessment (Post 8704 11) 66/04/07 
Consolidated Edison Co. of New York. Inc 1 24pp. 45406 292-45407:05 1. 

8604150412 Forwards ro^onso lo NRC Bullct-n 88-001 re defocis In Weshr'-ghOuso Cir- 
cuit breakors in Class 1E svc. All requked long term & short-term insms complotod. 
SCHNELL.DF. Union Electric Co. 00/04/1 f. Oocumeni Control Branch (Document 
Conirol Desk) 1 1pp 45136 184-45138: 194 

8604200507 Forwards Kehel Requests G to N re plant inservico insp progiam 
plan Requests bemg submitted as rosuH ol observations made dunng Refuel if 8 addt- 
tion lo previously submitted roliel requests 

SCHNELL.O.F. Union Fleciric Co. 88/04/11. Oocumeni Control Branch (Oocurnerl 
Control Desk), 17pp 45174:354-451 75 010 

8804060370 NRC Info Notice 00-012. "Ovorgreasing ot Electric Motor Boanngs " Svc 
list end 

ROSSi.C E. D,vis'On ol Operational Events Assessment (Post 870411). 88/04/12. 
Consolidated Edison Co. of New York, Inc. I23pp 45165 028 45165:150 


R. Periodic operating reports A related correspondence 

8804190100 Monthly opeialing rept for Mar 1988 W/080407 Hr. 

MOOSE.J.M., BLOSSEH.JD Union Electric Co 08/03/31 /pp 45209 152- 
45209:158 


S. Reportable occurrences, LCDs & related correspondence 

8604070171 Forwards NRC Hr lo Nuclear Daia.lnc & licensee LER documenlino soft- 
ware deiictoncy re conirol of radioactive liquid wastes No further action planned since 
vondor aCfeclively modified Part 2i roporting/noiilicatlon sys. 

CUNNINGHAM,L.J Radiation protection Brartch. 88/03/20 BELLAMY.R R Region 1, 
Otc Ol the Oiroclor COLLINS,D M Region 2. Ole ol Iho Directoi. SHAFER.W.O. 
Region 3. Ofc of the Director, ip. 45043 251 -45043 259 
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-0804070177 Hesponds to convorsoUon le Nudoor Data Sys prompt noli heal ton Sys 
war havo soUwaro lhai migi)i cause puUi-c rcpoilab hiy.per 10CFn2i Slaps ishen to 
modily incoroal procoduras to natily all powor plant cusicmers. 

SAMSKY.D Nudoar Data. Inc 08/03/10 WIGGINTON.J NRC • No Oatailod AffiV 
alonGiwon. Ip 45043 25? 45043 259 

6604140098 LER 66 007-0? on 650310.140 harrior pcnoirat:on3 idool-lled wPiCli d d not 
I’avo imornal condu.1 seals insiallod Caiisod by dol:cioncy m const program Missing 
condj I soals installed W/660408 iir 

CAMPBELL.wn. BLOSSEnjD Union Eieclnc Co 60/04/08 Upp 45158303- 
45158313 


DOCKET STN-50-498 SOUTH TEXAS PROJECT. UNIT 1 


E NRC Safety Evaluation Repoti (SER). suppts & correspondenco 

8604080171 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROJECT.UNITS 1 AND ? Oockoi Nos 50 406 And 50-499 (Houston 
liqniing And Power Company) 

* Division ol Roaclor Projocts • III.IV.V & Special Projects (Post 67041 1 ) nUREG- 
0781 S05 08/03/31 53pp 45040 044-4S040 135 

8604160212 Forwards SoppI 5 to NUHEG 0781. "SER lO Opoialion o( Sculli Tonas 
PrefOCI.UrwIS I 4 2." /Of lOfoA use. 

CALVO.JA Piojoci Oiiectoiato IV 88/04/06 GOLDOERG.JH llo-jslon Lighting & 
Powor Co 97pp 45140 1??.45140 218 


F. Security, medical, emergency & tire protection plans 

8804130034 Rovised omeigoncy plan impTomonlmg procoduros.including Rov 8 lo 
OEPP81 ZA-0001. Emorgoncy ClasslFcaUon. ' Rev 3 to OEPP01 -ZA 0008. • Ollsile 
Doso Pro.octions" & Rov I to OEHP02-ZA 0004. 'Emoigoncy Plan” W/880330 Iti 
KINSEY.W. MCOURNETT.MA Houston LkjhluKj & Powoi Co 88/03/30 75pp 
■15137 ?49 45137 323 

B 304060005 Forwards rosponso to nollco ol violatlcn & pnwosed imposition ol civil 
penally. Util concurs that items noted woio violations of NHC roquiromonis w/tivoo 
oxcopcons Enel withheld. 

VAUGiiN.G.E. Houston Lighting & Power Co. 06/03/31. Documonl Contiol Branch 
IDocumenl Conlrol Oosk). 2pp. 45032 2D2-45032 203. 

88041201 1$ Forwards Insp Ropis 6O-4OO/8015 & 50 499/00 15 on 0BD222-26 No v.O- 
lal'ons or dev-ations noiod 

CAILAN.LJ Region 4. Ole ol Iho Diroclor. 88/04/05. GOLDBF.RG.J.H. Houston 
L £hl.ng & Powor Co 3pp 45122 050-45122:053 

-fieO-4 1201 1$ rarhery wthhold Insp ftopis 50 490/00- 15 S 50-499/00 15 on B0O222-26 
(rof l0CFH73 2l)No vio'ations or doviations noiod Ma|Oi oroas inspocted l-censoe 
records & ropis. emergency powor supply.l ghi-ng S compensatory moasuros 
EARNEST. A 0 Reg on 4. Ole ol the Diroclor 08/03/20 Ip 45122 053-451 22:053. 

6804210014 Responds to NRC 600316 tir re violations noted In Insp Ropis 50-490/88- 
CO S 50 499/08 01 Corrective actions now & rovisod omcrgency plan Impiomonling 
proceduros issued s nee liconso obiainod submittod to NHC 

VAUGHN.G.E Houston Lighting & Power Co. 08/04/11 Ooccmeni Control Branch 
(Oocumoni Control bosk). 4pp 45235 200-45235 203. 

6804290302 Forwards objociivos lor 860713 grndod omorgoncy proparodnoss oxorciso 
ai plani 

VAUGHN.G E Houston Lighting & Powor Co 80/04/26 Oocumoni Control Branch 
(Oocumoni Conlrol Oosk). 6pp 45203.091-45263 086. 


G. Adjudicatory correspondence 

6804260051 Informs that lime provided within which Commission may act to rov.ow Oi- 
rector's Decision bO OB 03 oxpirod Commission doclined roviow Oocislon became Inal 
agency action on 000412 Served on 880420 

CHlLK.S-.l Ollico ol Ihe Socrotory ol iho Commiss'on #280 6109. 80/04/20. 
CAHDE.Q.P., CONDIT.RE. Govornment Accouninbillly Projoct. Ip 45210 325- 
452(0.326 


H General correspondence 


8604010010 Advises lhai mailing address changod as Lsiod 
COV.P. Citizens Concerned About Nuclear Power, Inc 88/03/20. CALVO.J.A. Project 
OirectoraiG IV ip 46074 001-45074 001 

S&04070204 Requests that end svc list be used for NRC corrospondonca w/ulil re 
lac-lilies.Lisl replaces provious requosis from uhl lor distribulion of correspondenco 
MbBUHNET T.M.A. Houston LIght-ng & Power Co 88/03/30. Oocumoni Conlrol 
Branch (Oocumoni Control Desk) 3pp 45028 237-45029 230 

0804130160 Notrlios ol changes in pormaneni assignments ol lisied sonlor roaclor opor- 
aiors 

MCBURNETT.M A Houston Lighling & Powor Co. 80/04/05. Documonl Conlrol 
Branch (DocirmenI Conlrol Dosk). 2pp 45137:104-45137:105. 


J. Insurance S indemnity Information 

0803300253 Submits dascripilon ol nuclear property Insurance curronliy in force for fa- 
cility, 

MCBURNETT.M.A. Houston Lighting & Power Co 08/03/24. Documonl Control 
Branch (Documonl Conlrol Desk) 3pp 44062:11 1-44962:113. 

8604150356 Submits corioclion to dollar value for Item l.b ol ulll 680324 Ur reporting 

e lani nuclear insurance ptoiociion.por l0CFR50-64(w)(2). 

ICaURNETT.MA. Houston Lighting 8 Power Co. 80/04/08 Document Control 
Branch (Document Conlrol Desk). 3pp. 45138:204 45130:296 


6004270243 Fo-nvards Amend 2 lo Iridomnily Agreonnoni B-108.prov.ded fer NRC use iis 
response lo roguesi contained in Hr transmiiiiig treenso NPF-/6 
MCBURNETT.M A Houslo-n L ghung & Power Co. 06/04/19. Document Conlrol 
Branch (Documonl Conlrol Desk) 3pp 45244 244-45244:246 


P. Operating license stage documents & correspondence 


8604120189 FCIA req-jesi lor records to bo avB labia ai PDR ro safely allegaiions con- 
cern ng laci'ity. 

DAY.B Austin. TX 00/02/10 GRIMSLEY.D.H Oiwsion ol Rules & Records (PosI 
870413) ?pp 45101:030 45101 031 

9804120984 FOIA request for documenfs S Info gcneralod ro Vsfed Items, including 
Saloiy Significanco Assossmo.ni Team Insp & roviow ol allegaiions 
CONDIT.RE Gove/nmont Accouniabi ily PfojGCl 00/03/01 GRIMSIEY.O. Oiv.S'on of 
RulOS & RocordStPosI 870413) 2pp 45100 301-4 5100 302 

6003280083 Forwards Duocior's One-son CD 60 OS.ifonying CAP 690126 requosiper 
IOCFn2.2O6.lo do'ay Comm'sslon tcensmg actions an plant W/o FR noi co of dccl- 
son 

MURLEY.T E Ollico of Kudear Reecior Rcgjlalion. Orocto.' (Post 870411) 9360 
5687.00/03/18 GAROE.B E . CONDIT.R E Govornmoat Accounlabil.ty Pro oct 4pp. 
45215 007-45215 173 

-89042S0297 Nat'co at issuance ol C recior’s Dacislon CiySB Og denying GAP requests 
to doiny licensing aciio.ns cn inn NUREG- 1306. "NRC Saloty SiaiipLcanco Assoss- 
moni Team Repi on Allegaiions ro South Toxes Pro.ect.Un is | & 2. unci 
MunLEY.T E Ollico ol Nucloar Roaclor Poguiaiion. Oirocioi (Post 67C4II) 80/03/ 
18 lOOpp 45215:024-45215173 

8003300269 App’icaiion lor amend to Liconso MPF- 71, replacing Tablo 4 3-2 ,Noig 5 w/ 
Tabie 4 3 2.N0I0 4 ro s'ave ro'sy quartorly test oxompilons lor accumi;lalor dschargo 
isolation valves & 40-inch purge supply S oxhausi valves Foe pa d. 

VAUGHN.G.E Houston Lighling s Power Co. 00/03/16. Document Control Branch 
(Documonl Control Dosk) 5pp 44953.168-44063 178 

-8603300274 Pfoposcd Tech Spr?c Tab’e 4 3-2. ’ESF Aizluaiion Sys lns:.'umen)8lion 
Survolilanco Roqui'omenis." rolleci ng replacomoni ol No'n s w/Nolo 4 10 slave rolay 
quanoily tosi oxompiions lor accumu'alor discha.'ga isolation valvos 

* Hovsion Lighting a Power Co 80/03/18 Bpp 44953 171-44953 178 

8603240426 Gonoric l.lr e8-C0 to all power roaclor licensees & applicants re removal ol 
organization chans from Toch Spec adm nisiralive cor>:rol roqulromenis Svc list end 
MIRAGLIAF J Associalo Director for Projects (Post 070411) 88/03/22 Consol dated 
Edisoh Co ol Now York. Inc 47pp. 44072 107-44972 153. 

6803300226 Forwards change -n imlial lost program 10 porformanco f'ux mapping m 
70to powor physics lest rango.insiead or curronliy specified 3% lo power 
ranuD ChanQo aftccts Iriii si Sia/iup Test Dose/ -pile ns 18 17. 

MCBURNETT./Jl A Heuston L-ohllng 8 Power Co 80/03/24 Document Conlro: 
Branch (Documonl Control Oosk) 8pp 44062 100-44062. 107 

BB040S041 1 SlafI lenjlremcnls momo ro 880321 discu6Slort/poss‘ble vote on lull powor 
OL for plant On 860322. NRC issued lull power OL. 

CHILK.S J. Ollico Ol Iho Secretary ol the Comtrission 66/03/20 STEI.LO.V 0!c ol 
the Ekoculivo 0 rector lor Oporallonn ip 44000 344-44906 344. 

8684130278 Ack toco'pl ol 080321 Itr.suppO'ting NRC granting of tui: power OL to uii' 
2ECH L W Commissioners 88/03/29 SWEENEY.M House ol Rep. ip 45103:144- 
45103 147. 

"8804130280 Informs Ol simpoil W/o qualilicailo.n of NRC granting full power OL to util 
SWEENEY M Heuso ol Flop 88/03/21 ZECM.l.W Comm sslonors 3pp 45103145- 
45103 147 

8804080206 TECHNICAL SPECIFICATIONS FOR SOUTH TEXAS PROIECT.UNIT 1 
Oockul No so 498 (Houston Lighhnn And Powor Company) 

■ Oiv.slon ol Roaclor Pro.octs • IILlV.V A Special Projecis (Pest 87041 1) NUREG- 
1305. B8/03/31 44epp 45035 318-45037:043 

8804280 527 NRC SAFETY SIGNIFICANCE ASSESSMENT TEAM REPORT ON ALLE- 
GATIONS RELATED TO THE SOUTH TEXAS PROJECT.UNITS 1 & 2 _ ^ 

• Div.sron ol Roaclor Proiecia • III.IV.V A Special Projocts (Pest 870411) NlJREG- 
1306.80/03/31. 152pp 45274 1 5i -45274 301 

8804080068 Generic Ltr 06 07 to flower reactor liconseos & eppllcenis re modiliod on- 
lorcomoni pekey concerning lOCFRSO 49. "Environ Qualificahon of Eloclucal Equip- 
ment Imporiani 10 Saloiy (or Nuclear Power Plants" Svc list oncl. 

MIRAGLIA.F J. Associalo Director lor Projccis (Post 870411). 88/04/07. Consol deieci 
Edison Co. ol Now York. Inc. 49pp. 45164 237- -151 64:205. 

8604120095 Pariial response lo FOIA roquosi lor documonis Forwards App Ei 
documonis.App A & B documonis ava-lablo In PDR.App C dccu-mems comploioly wilti 
hold (rol FOIA Exemption 5) 

GRIMSLEY.DH. D.vislon ol Rules A Records (Post 870413) 88/04/07 CONDIT.R 
Govornmoni Accouotab’lity Piojoci. 6pp. 45100 303-46 1 00 324. 

--8604120107 Informs of arrangements being mado lo send loam of quaified ind.vidua’s 
to GAP ofes In order to lOv.ow cerieh hlos ro voilous allegal ons ol safety delocts at 
planl.Ro'ated into oncl. 

QRIGGS.W.H. NRC - No Oolai'ed Allilialion Given 07/12/07 CONDIT.RE Govern 
mont Accounlabkiy Projoct 6pp. 45100:309-45100;314. 

••6804120117 Forwards GAP diali 880126 poiillon roquoaing lhai Ccm.-niss-on de'ay 
voi'iig on full powor OL loi piaru unt-i ihoro has been compteie investigation ol ah 
allegations ro plant A pubic roloase of repi disposing of each allegalion 
CHANblER.L J. Assisianl General Counsel for Enlorcomenl, 00/02/03. MURLEY.T.E. 
Ollico ol Nuc'eai Hoacicr Rogulallon, bite dor (Post 870411). 5pp, 45100 315- 
45100.319. 

••8604120123 Confirms 871104 lelcon ro ayioomnnl lo sol up meeting in order to pro- 
vide NRC w/info about saiely oHcgaiions at plant. Mae ting schodulod Tor 871112. 
REHM.T.A QIC ol the Bxocuiivo D-roclor lor Operallons. 07/11/09. GARDE.B.P Gov- 
ernment Accouniab lity Project. Spp 45100:320-45100.324. 
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«04 120203 Pan al respcrse lo FCIA reqjesi 'or r 

rno^rs re a"e03ions si tac'.ty A;ps A S B oxu-ncsis avaiabo n PDR App C accu 

r,oniscoT.p!el6iy wnf.e’lttel FO'AEx€2P‘®"/* 07,^. n, rr/04/07 DAYS 

GRMSlEYDH Dr«$.0A ot Ru’os S PoCfc'fls (Post 87C4I3) B9/U4 0/ u .a 
Aiii’.o. TX 6pp 45101 03? 45101 053 

-6804120211 a: 1( i«e pi oi 671204 iir 'o J Caiy3 le a 'ega' ors at 'aci ^ NHC 
thai r i:a- rg-ASw ai GA“ )v ncudc Siam O' ai' pans o' locip oni (i.os mai NRC 

SlTctc'c! lr,e Exec.'-vo C rado.- 10. Cperal.o.S 87/12708 GAROE.B P Gov 
cramp'll Acco^^*ab*■^^ Pio,ffC^ ?pp 46^01 038 45101 053 

8B04200513 AP', ses na1 890216 fltv 21 10 OA picg-am dcso-.plion 'o- & consi 

cf c*arl sai lOCFflSO, App 3 8 acctfplat'6 
CAILAVLJ Reg.on a. Cic ol tfie Direclor. 68/04/13 GOi-DBERG.JH Housion 
LigWrig & PowOf Co 2p? 45 1 75 0 1 1 aSI 75 012 

6604260100 Ack fecc.pl ol 680130 I” re cTissal-s/acvon w/NRC rej^ew cl al oganor.S re 
saiotv 0! P'arl NRC ur.an tousV iojc;! mai sjliideni rav ew oi GAP a lega. cns con- 
duciwJ before auibo/j.-’g M; power i.cense NUREG 1 306 eaci '®P* afi/na/ 
MUfilCYTE Otlica ol Nuc'ear Hcacior Regjaticn. D.'ecior (Pcsl 870411). 88704/ 
15 MAlCNE.n ArhialonNolAssigcerl 6pp 45232 173 45232 IBO 


-8804260106 Requcsis lui inyost'^aion Ol a’l aOO sa'ely «.3'atio.''s aiegaions made 
toward pla.nl fcelOfO granl rg OL . 

MACO.SE.R AlV’ilcn Net AsygietJ 87/01/30 NRG No Deia ed Alll.alrcn Given. 
2pp. 45232 1 79 45232 183 

S9Q426Q011 Panal rosponse lo FO.'A lequesi 'or documents Forwards App 0 8 E 
documer.’s App 0 8 £ docun'erls also avai ab:e m PDrI App F docu.renls wilbheld 

f £ ]tpfT'p* on S) 

GRiA'S'EYDH 0 vision ot Ri-les & Recorrls (Posl 670413) 88/04/ 16 OAY.B. 
Ausim. TX 9pp 45232276 45233 049 


-8804260037 Responds 10 87081 1 Hr reqoesl rg NHC lo nrake Bva lablo lor depos.l'on 
V Sifi' o.R Man n.B Hayes & S Corinel.y le enlorcemeiii c! B Gaide sv.b?<J€na Ra|6cis 
/equesi 8 mlqrms Cl 8708 14 US palibon lo enlorCO Subpoena Pelitio/i end 
PARLER.WC OI'co ot iba General Counsal 87/08/19 CONDIT.FI E Govornmeni 
TijCcoud'ab^’ ty Pioiecl 44pp 4523? 287-45233043 


-8804260120 Cla.'iles siate/rents made lo J Pie.obcn re GAP aiiegaiicns in Houston 
Chronic'o tept on saieiy issues about teci: ty M.sunde/sianding could have been 
avoided if Ga/dc had relumed 871214 ca i 

INGRAM.F Pu'bi-C Alfars 87/12/14 PuDicAltaifS 2pp. 45233.044-45233 047. 


-8804260126 Discusses r-ouce ol appeal 'I'ed on beha'l cl KRC on 871224 to Garda 
subpoena Inlorirs lhai GAP staff 8 ai egers i.nvcivcd skepi cal Ol NHC moiives 8 
goals bui hope NRC potties mil not alfoci thorough review ol ailegalio-ns. 

KF.HSEOY J. Govertirrcni Accountab i.ty Pto.eci 68/01/12 BHTgqs.WH Solicitor. 
2pp 45233 048 45233 049 


6604270174 Requests meeting to dscuss deferral Of shutdown from outside control 
room 8 loss ol offsite power tcsls.ieactor protection sys design problem & proposed 
mod to correct design. 

WCBURNETT.MA Houston Llght.ng S Power Co 88/04/10. Docu/nent Control 
Branch (Document Control Desk) 3pp 45241:166 45241 168. 

8804270272 Forwards NUREG-IOOS. "NRC Salary Siyril canoe Assessment Team Ropt 
on Ai'egations re Souih Ttwas Pto.tci.VJmis 1 & 2," tor .nio & use 
CAlVO,JA Proiacl Direciorate IV. 88/04/18 GOLOBEHG.JH Houston Lighting & 
Power Co 6pp 45243067 45243 226 


8804260172 Forwaids interpretation ol ASME Code Secion XI evaluation entena lot ac- 
coplebi'jty cl leakage.Util evaiual-o-i concluded that esseniial cooling water sys ac- 
ceptable tor continued operat on. 

MCBURNETT.MA Houston Lighting & Power Co. 68/04/20 Document Control 
Branch (Document Cor.lfcl Desk) 4pp 45232 034 45232.037 


8804290280 Rssponds 10 880325 Notice ol Violation 8804-01 per 

10CFR2.201 Corrective ecbons taken applicable procedures (ot liMing steam genera- 
tors revised 8 operators t'aned 8 conErmaloty testing compteied on revised proce- 
(Jutes. 

VAUGHN.G E. Houston Lighting & Power Co. 83/04/23 Document (Control Branch 
(Oocument Control Desk) 6pp. 45202.172 45202.177 


0. Inspection reports, IE BulleMns & correspondence 


6804120084 FOIA request for documents 8 inlo generated re listed items, includng 
Safety Siqii>ricance Assessment Team msp & review ol a'legations. 

CONDIT.H.B Government Accountabil.ty Ptoieci 60/03/01 GRiMSLEy D. Division of 
Rules 8 Records (Post 870413) 2pp 45100.301 45100 302 


'•8803300187 Insp Ropls 5O 490/O8-1? & 50 409/88 12 On 000208 25 No volanons 
noiod Mojor a'oas rspoctod Startup losing piiaso.induding hot pfecriiical tests ider,i. 
tied in Tab'e I _ _ 

jOHNSON.aR. IRELANO.n.E. Rog.un 4. Ole ol itio DitoCloi 08/03/ 10 ivr 
44975 309-44975.318 


0903300284 Responds vo NRG 060223 iw KJ vioiaiions doled ,n insp Repi 50 45E/d). 
75 Correct ve aci o.ns to* c gas rro.hilcrs roprogmmmod such that operators w i net be 
tequ ted lo man puiaia syS to pofform channel chocks 

VAUGHN.G E Kousion Lighiing & Power Co 60/03/24. Document Control 6'5‘vd' 
(Document Control Desk) 5p|) 44962 1 14-1490? 1 18 

8804060057 Ack receipt Ol 800301 ;ir .ntormnu NRC ol slops lakon IQ correct yiolatioru 
roled n Insp Ropts 50 498/68. Ol 8 50 499^8 01 

CALLAN.l/ Hogicn 4 OIC ol tho Difodo.' 88/03/24. GOLDRERG.JH Houstjn 
Ligh! ng 8 Power Co 2pp 46007 1 13-4500/ 1 29 

8004070031 Forwards Insp Repts 50 490/08 04 & 50-499/88 04 on 800101-31 8 nctice 
cl viplpl on 

CALLAN.LJ Region 4 . Qlc ol me Diiecto. Oft/03/25 GQLOBERG.JH. Houston 
Lighting & Power Co 3pp 45022 1 1 1'450?Z1?6 

-8804070040 Nalce ol violaLon liqm insp on 800101 -31 Violation noied (elutetopia 
vide adequalo procorturo mat spec hod lomp/ prossu'o l.miia when giving diiecbons 
lor raising sioorn gonoraior wale.' level 

' Reglo.h 4. Oic of the D rector 08/03/25. ip. 4502?. 1 14.45022 114 

-8804070045 Insp Ropls 50-490/00-04 & 50 409/60-04 on 880101-31 Vdauon 
noted Waioi areas inspected Unit i main loodwaler hydraul c ironsiont8,Lfn.i 2 stand^ 
d csol generaior initial eiait.nionihly sii'voiiance observations & sac tours. 
CARPfcNTER.OR., HILOEORANO.E P.. DESS J.E. Region 4. Otc of tho Dccctor. 68/ 
03/21 12pp 45022.1 15 45022 126 

8803210090 Suppl 1 10 NRC Inlo Nolico 87 044, "Th'mblo Tube Thinning in WesLng- 
house Reactors " Svc list end 

ROSSl.C.E Division Q( Qpetaiional Events Assessment (Post 870411) 88/03128 
Consol dated Ed so.n Co oi Now York, Irc. 121pp 44005 126 44905.246 


8603220296 NRC Info Nolico 08-010, Malls Lreonsoos Lack ol Mgt Conbols Over L). 
censed Programs." Svc l st end 

CUNNINGKAM.R E D vis O.n Ol Indjslriel A ModiCal Nocloar Safely (Post 870729) 88/ 
03/28. Consolidated Edison Co ol New York, Inc i08pp 44095 247.44995353. 

8804040064 Forwards rosponse 10 NRC Co.mplianco Oul.'eiin 08 002. 'Rapidly Propa- 
gating Fatigue Cracks n Steam Gonornior Tubes. ' Si-iiplomontal ropt will be submit 
led on Ol boloro 0001 Oi 

GOLDBERG, J H. Houston L'ghling A Powoi Co 8Q/O3/20 Oocumonl Conirol Branch 
(Document (ionirol Desk) 6pP 45031 273-4503r270 

8804050198 Forwaids Insp Ropls 5O 498/80-10 A 50 400/80-16 on 800224-0303 A 
notice of violation 

CAllAN.LJ Region 4. Ofc ol ihe Director. 00/03/20. GOLDBERG.JH. Houstan 
Lighting & Power Co. 3pp 45076 029 45076 030. 

•'8804050224 Notice of violai'on from insp on 880224 OOOO.Violanon noted elecWcal 
field [umpers insla'ledw/o tompora/y alter alien lags.contrary lo Startup Adm-mstraLwe 
irisiruction.SAl M.Hav 5. "Temporary Alle/aiion Control." 

' Region 4. Oic ol Ihe Director 88/03/20. ip. 45076 032-46070:032. 

-8804060227 Insp Ropls 50 498/80-16 A 60-490/00-16 on 800224-0303 ViOlaDOn 
noted Major areas Inspected. Unit 2 prooperallanol RCS cold hydrosialic lost A review 
ot seisci^ ptoopetaiionai test idototiuies. 

HUNNICUTT.D M.. GARRISON.D L . SEIOLE.WC Rog,on 4. Otc of the Drectoi. 88/ 
03/21. 7pp 45076.033-45076 039. 

8804060473 Responds to NRC Bul.'oiin 08 001, "Oofecis In Weslinphouse O-'Cints 
Breakers, " Results of insps listed List ol Wesiingliouso Senos DS c rcu.i breakers by 
application end. „ . 

GCJLDBERG.J.H Houston Llghlmg A Power Co. 88/03/29 Docume.'il Control Branch 
(Document Control Desk). 7pp 4M92 339 45092 346 

0804130311 Ack receipt ol rosponso lo NRC But'Otm 07-001, "Th.nning Ol P.pb W^s 8' 
Nuclear Power Plants " Info being used to doiormine extent of Industry participation a 
Implemenial'on ol eroslon/coiroaion msp p/on/srn A 10 obtain data , 

KAOAMBl.HP. Ptotecl Ouectorate tV, Q0^3/^9, GQLOBERG.J H. Houston Lighting 4 
Power Co. 4pp 45101-240.45101:344. 

8804060005 Forwards rosponso LO noi CQ o( violation A prrwosod imposition of ^ 
penafty.UliJ concurs that items noted were violations ol NnC roquiremonts w/ihro« 
excop I ions. Enel withhold , „ ^ 

VAUGHN.G E. Houston Llofiling A Power Co. 88/03/31. Document Cont/ol Brancn 
(Documenl Control Desk). 2pp 45032 202.45033.293 


8803300 135 Ack receipt ol 680236 Hr intorniing NRC of steps taken to correct devl- 
abons noted in insp fiepts SO 49B/87-7? A SO 499/9?. 77 

CALIAN.UJ HegOn 4, Otc ot the Director 88/03/22 G0L03ERGJH Houston 
Lighting A Power Co. 2pp. 44945 289 44945 299 


8804120116 Forwards Insp RepIS 50-400/80.15 A 50-499/08-15 on 880222-26NO WO- 
lailons Of deviations noted „ , . 

CALLAN.LJ, Reg'on 4. Ofc of tho Dirocior 80/04/05. GOLDBERG.JH. Houston 
Lighting A Power Co, 3pp 45122.050-45122 053. 


8803300203 Forwards Insp Reels 50 498/88 02 A 50-499/88-02 on 680104- 29.No vio- 
lations or deviaiions noted. Two unresoNed items identified In Paragraphs 6 A 7 ol 
rapt. 

CALLAN.LJ. Region 4. Ofc ot the Oireclor. 80/03/22 GOLDBERG.JH. Houston 
Ughlng A Power Co. 2pp. 44961:253 44961 268 

-8803300208 Insp Ropls 50-498/88-02 A 50-499/86-02 on e80104-29.No Violations or 
rjeinations noted.Major areas inspected aiiegaions.HVAC.duct sealant mail.NSSS 
equrnmeni in Unit i. e/ecinc cable A battery room mods 

GILBERT .LO . S'NGH.A, VICKREY.RB, Region 4, OfC ol ihn Oiecloi- 86/03/11. 
|4pp 44961 255 44961 268. 

8803300181 Forwards Insp Repis 50-498/88. 12 A 50-499/88-12 on 880208- 25 No vio- 
lations or deviations noted 

CAILAN.LJ, Region 4. Ofc ol Ihe Director. 88/03/23 GOLDBERG.JH, Houston 
Ughimg A Power Co 3pp 44975306 44975.318 


-8804120119 Partially Withheld Insp Ropts 5O.490/88-15 A 50 499/00-15 on 5^22-^ 
(rat 10CFfl73 2l).No violot'ons or deviations noted. Major areas Inspaciod.iicensee 
records A repts, omergency power supply.lighting A compensalory measu-es 
earnest, A B. Region 4, Otc ol lha (Sirodor. 00/03/28. Ip. 45122 053 45122.0bJ. 

8804010256 NRC Into Notice 88-01 1, •poieniiat Loss ol Motor Control Clr A/or Switch- 
board Function Duo to Faulty lie Coils." Svc list nncl nomx/n? 

flOSSl.C E. Division ol Operational Events Assessment (Posl 870411) fi8/04/y 
Consolidated Ed'son Co, of New York, Inc. I24pp. 45406.292-45407.051- 


8804150368 Responds to violations noted in Insp Ropt 60-498/88 09 
aciionsrevaiuaiion ol maini work request gafieraiion A approval P'(m” 
pQfiotmed .cases where lesimg Itequency changed vonliod A iTSP03CV-OOOi gene- 

VAUGHN, G.E. Houston i igtiimg A Power Co. 00/04/08. Document Control Branch 
(Document Conirol Desk), 12pp. 45 138:297 45 138,300. 
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8804210014 Responds lo NRC 890316 Ur lo violations noted In Insp Hopis 50 498/e0- 
09 S SO 499/88 01 Corrective actions now & revised emergency plan irnplomonting 
procedures issued sinco license obtamod submlttod lo NHC 

VAUGHN GE Houston Lighllng & Power Co B8/04/II Document Control Branch 
(Document Control Desk) 4pp 45235200 4S235 203 

8804060370 NRC Into Notice 88 012. •Overgroasing of Electric Motor Bearings " Sve 
list enci 

ROSSl.C E OMisvon o1 Operational Evonls AssosamorM (Post 87041 IJ 88/04/12 
Consolidated Edison Co. of Now Yoik. Inc. 123pp. 451C5 028-45 165'I50. 

8604210154 Responds to deviation noted in Insp Ropt 50-498/00 05 Corroclivo 
action ernergenev operating procoduios revised to rollect use oi reactor vessel head 
vent sys during natural circulation cootdown situations. 

VAUGHN GE Houston Lighting & Power Co 88/04/14 Docomonl Control Branch 
(Document Control Desk) 4pp 45210 165-45219 160 

8804210215 Responds to NKC request lor addi Into ro NRC Bulletin OS-003. "Molcr- 
Operated Valvo Common Modo Failures During Plant Translonis Due to Improper 
Switch Sellings " Supplemental rept will bo submTitod by 080614. 

GOLOBERG.JH Houston Lighting & Power Co 80/04/14 Document Control Branch 
(OocumonI (5onlrol Desk). 6pp. 46235 101-45235:186. 

8004220001 Responds to violations noted In Insp Ropl 6O-4O8/80-O7. Corrective 
actions lockable t h lire rated tiling cabinet prowdod.log osloblishod lo track removal 
ol Tech Spec surveillance packages & records custodian designated 
GOLDBCnG.JH Houston LigfiVmg & Power Co 88/04/ 15, DocumoM Conliol Branch 
(Docurncnl Conliol Desk). 4pp. 45226.324-45226:327. 

8804250076 desponds to NRC 880316 Hr ro violations noted in Insp Ropts 60 498/88- 
07 & 50 4')n/80 07 Corroclivo oclioos:fiHoi mall used In ponotralion aloovo wolds in 
compliance w/genural inioni of Codo & moots Oochtel spec. 

GOlUOCHG.J H Houston Lighting & Power Co 98/04/15 Documoni Control Branch 
(Oocumeol Control Desk) 8pp 45237.131-45237:138, 

3804270146 Forwards lesponso to oulstand ng operat-on roadinoss Insp Issues in Insp 
Repis 50 490/87-45 S 60 498/08-01 Rov to IPOP04-ZO 0001 to conlrol room ovacu- 
oiion approved w/changos alior train ng dri'J Shifts briofod ro change. 

VAUGHN.GE Houston Lighiing & Powor Co 80/04/16 OocumonI Control Branch 
(Uocumotki Control Desk) T4pp 4524 1 1 44-4524 1 157. 


R. Periodic operating reports 6 related correspondence 

8803210476 Monthly opetaiing ropl lor Fob I98fi W/0G0315 Itr 
FISHEH.D. NESHS17V.JJ, MCBURNETT.MA Houston Lighllng & Powor Co. 88/02/ 
20. 7pp. 45191 001-45191 007. 

8804190050 Monthly operaiing ropl lor Mar 1988 W/060412 Hr 
N£SnSTA.JJ, MCBURNETT.MA Houston Lighllng & Powoi Co 88/03/31 7pp 
45208 230 45208:236 


S. Reporiable occurrences, LERs 8 related correspondence 

8803290289 LER 08-0t&-00.on 000206.two MSiVs declared inoporabte whan duly shill 
supervisor loarnod that packing adjustmonis perlomiod AddI roquiromonls for contain- 
ment laolal'on volvos not carried out until 880207.W/869322 Hr. 

AYALA.C A . VAUGIIN.G.E. Houston Llghling A Power Co 06/03/22 7pp. 44920:027- 
44920 033 

6804010066 LER 88 022 00:on 80O228.roactoi trip occurred duo to unanitctpatod safely 
injeciion signal.Caused by spurious Input to prolecilon channol during surveillonca 
losi Circuit cards replaced & invosHgailon In procosa.W/860324 Ur. 

AVALA.C A. VAUGH.G E. Houston Llglilmg & Powor Co 80/03/24 6pp 44963.001- 
44983 006 

8804010074 LER 06-02l-00.on 680224 .ESF actuaiion eccurrorl.Causod by Invertor 
failure Failed dc lo do convertor assemblies from Invertor relumed lo vendor lor failure 
analysis Rev to reel will bo submitted by 8806 1 7.W/800325 Ur. 

AYAIA.C A . VAUGHN.G E Houston LlQlitinQ A Powor Co 88/03/26 6pp 44000:044- 
44099 040 

8804120345 LER SB 008 0l:on 8B0120.saloiy-rolaiod electrical cable splices incorrecilv 
installad Caused by personnel not following correct cable spHco detail 
sheet. Procedures revised w/tJelallod insitucllo-ns.w/OBOSOO Itr. 

AVAIA.C A . VAUGHN.G E. Houston Lighting A Power Co 08/03/30. 7pp 46 130:365- 
45130 391 

8604040240 PNO-IV-68-024.on 660330.roacior trip A safety Injection occurred due lo 
loss o( olfsile power.Causod by iroubloshooting work on mam generator conlrol cir- 
cuits lo doiormino cause ol main gonornior output breaker trip. 

CONSTABLE.G.L. Region 4. Ole ol the Diroctor 80/93/31 2pp. 46075:306- 
45076 307 

8804130135 lER 66 014-01:00 8 80204, reactor protection sys actuation 

occuriod.Csused by software design error in qualified display processing sys (OOPS) 
lemp avoraging sys. OOPS modiliea to prevent recurrence W/&80407 Itr. 

AVA1A.C . VAUGHN.Q.E. Houston Lighting A Power Co 00/03/31. 6pp 45132:267- 
45132 272. 

8804130157 Final special repLon 8801 16, two diesel generator nonva’id failures 
occuriod.Caused by failure ol diaphragm In test modo trip pilot valve.TesI mode trip 
pilot valve raplacocf A factory diaphragm Insiallaiion procedure obtained. 

VAUGHN.G.E Houston Lighting A l^wer Co. 8B/04/04. Documenl Control Branch 
(Document Conlrol Desk). 9pp. 45142:192-45)42 200. 

8804130127 LER 88 023-00:on 88031 1, frequency ol required surveillance test on os- 
sandal C( 3 oling water scroan wash booster pump not ticublod as roquirad.Caused by 
inadequate procedure Procedure revised lo delino su/ve llance frequency Inlo.W/ 
680407 Ilf 

AYALA.C A . VAUGHN.Q.E Houston Lighllng A Powor Co 88/04/07. 5pp. 45142:245- 
45142 249. 

8604200201 LER 67-026-0t:on 87 1 2 1 2.cliScovorod that degraded undervoMage coinci- 
dent w/safely ln[eclion not losted Caused by personnel mislnterprelallon Of trip actu- 
ation devise operational test roquiremonts.W/680413 Hr. 

AYALA.C., VAUGHN.Q.E. Houston Llghling A Power Co 8B/04/13. 6pp. 45221:106- 
45221:111. 


68042002tB LER B0'024-00on 8803 16. discovered that reselling safeguards lost cabi- 
net master reset would reset A block safety injection actual on on Irem A.B or 
C Caused by design error.Oes'gn chanqo issued lo modify ci'cu.lry W/860414 lit 
AYALA.C., VAUGHN.GE. Houston Lighting A Powor Co 80/04/13 5pp 45226 230- 
45226:234 

88042)0332 Special rept on e803l6.tronvai d fa lure ol Standby D.osol Generator 13 oc- 
curie-d while p8f1orm.ng operability survol’ance losimg.Enginoer.ng evaluation initiated 
lo consider mods lo relay ciicuilfv.fl«>l expoclod by 8&07oV 

VAUOHN.Q E. Houston Lighting A Power Co 68/04/15 OocumonI Control Branch 
(Document Control Desk) 4pp. 45235 31 1 -45235 31 4 

8604260227 LER 88-025-00:an 860323, ESF acluelion of control room ventilation SyS lo 
recirculation mode occurred Probable causo duo to actuation of control room voniila- 
tion radiation monitor. Conl-nved last ng wi I be perlormed.W/8304lO Itr 
AYALA.C. VAUGHN.GE Houston Llghling 8 Powor Co 88/04/19 Spp 45250 350- 
45258:354 


V. Operator Examlnatlona 

6804120254 Forwards 671200 Hr A Rov 1 (o Iniordoparlmontal Procedure IP-8 90, "Li- 
censed Operator Requalilicatlon.*" for rev.ow A approval of tequaiificalicn program. 
MCBURNETT.M A. Houston Lighting A Power Co 88/04/04. Document Conlrol 
Branch (Document Conlrol Desk). 2pp. 45080<>ld 45060 044. 

-6804120269 Forwards Rev 1 to IP-8.90. "Licensod Oporalcr Roqualilicaiion." lor 
review A approval. Rev rellects recent changos made In 10CFR55. 

VAUGHN.Q.E. Houston Liohtmg & Powor <^. 67/12/08. OocumonI Control Branch 
(Documenl Conlrol Oosk) 5pp. 45080 021-45080.044 

-8804120264 Draft Rev 1 to IP-8 90. "Llconsed OporalOf Requaliflcation " 

* Houston Lighting A Power Co 67/12/08 22pp 45080 026-45080 044 


DOCKET STN-50-4g9 SOUTH TEXAS PROJECT, UNIT 2 


A. Application /construction stage documenia & correspondence 

8804120)09 FOIA roquosi for records to bo availabla al POR re saloty allegailorts con 
earning lacTnly 

DAY.B. Aualin. TX. 88/02/10 GRIMSLEY.D.H Divis'on of Rulos A Records (Poai 
870413). 2pp. 45101:030-46101:031. 

8604120084 FOIA raquosi for documents A Info gonoraied ro listed Moms, includng 
Safely Sign-iicance Assossmerti Toam insp A review ol al.'egaiions 
CONOIT.h.E. Government Accountab My Piojoci. 00/03/01. GRIMSLEY.O. D.v.slonof 
Rules A Records (Post S70413) 2pp 46100 301-46100 302 

8803260063 Forwards Oirecior’s Decision 00 88 03.denying GAP 800126 requesi.poi 
l0CFn2.206,to delay Commission llconsing actions on planl.W/o FR nolce of deci- 
sion. 

MURLEY.T.E. Oflice ol Nuclear Roactor RogulaFon. Dirocior (Post 870411). #360 
5087 80/03/16 QAROE.B E . CONOIT.R E. Goverismont Accountabil ty Proiact. 4pp 
45216:007-45216:173 

"6804250297 Nolico ol Issuance ol Director's Decision OD-03-O3.donylnn GAP requests 
lo delay licensing acilans on unit NURE 0-1306. "NRC Saloly Slgrtificanco Assess- 
ment Team Reel on AHogelions ro South Toxas Projocl.Unils 1 A 2. ' encl 
MURLEY.T.E. OlHce Ol Nuclear Reactor Reguialdn. Director (Post 670411). 60/03/ 
16 lOOpp 462I6;024-46215 173. 

B 603240426 Generic Llr 80 06 to all powor roacior llcanseos A eppHcanis re removal ol 
organUallon chans Iroir Tech Spec administraliva control loquiromenls Sve list end 
MIhAQLIA F J Associala Director for Projects (Post 870411) 88/03/22 Consol daiod 
Edison Co Of New York. Inc 47pp 44072 107-44972:153 

6804280537 NRC SAFETY SIGNIFICANCE ASSESSMENT TEAM REPORT ON ALLE- 
GATIONS RELATED TO THE SOUTH TEXAS PROJECT.UNITS 1 A 2. 

* Division of Reactor Projects - HI.IV.V A Spoclal ProJocls (Post 8704tl). NUREG- 
1308. 88/03/31. )62pp. 46274:151-45274:301 

8604100268 Fonvards Rev 0 to "Umi 2 Pump A Vfllvo Insorvlco Tesl Plan " Valve 
stroke time crlteiia w.ll bo Incorporated Into subsonuonl rove as baseline data 
Obtained. Plan) mods aitacimg plan will be p/ovidad In aubaequenl rova 
BAILEY.J.N. Hoostoil Lighting 5 Power Co. 80/04/04. Documenl Control Branch 
{Document Control Oosk). 2pp. 45217:00)-452I7:240 

-6804100262 Rov 0 to ■'Unit 2 Pump A Valve Insorvico Tost Plan." 

BAKER.D.E. Houston UgWing A Power Co. 88/03/26 l7Bpp. 45217 003-45217:240. 

8804290284 Application for license to receivaj^ossess.toiurn A store uniiiad alod fuel 
assemblies required for operation per lOCFRSO roquiremenis. 

VAU(3HN,G.E. Houalon Lighting A Power Co. 88/04/06. THOMPSON.H. Ollice ol Nu- 
clear Malarial Safety A SaTeguarda.Director. 42pp. 45322:231-45322.273. 

8804080086 Generic Utr 88-07 lo power reaclor llconsoes A applcsnis re modJaed an- 
forcemenl policy concerning 10CFR50.49, "Environ Oualilicallon ol Electrical Equip- 
ment ImpqrianI to Ssfoty lor Nuolaar Power Planls." Sve list oncl. 

MIRAOLIA F J. AssocIbIO Director tor Projects )Pob1 87041 1). 86/04/07 Consolidated 
Edison Co. of New York, Inc. 40pp. 45ia4;237-45l 64:285 

6804120096 Partial response to FOIA roquesi tor documenls.Foiwards App B 
documonta-App A A B documents available In POR App C documonts completely wilh- 
held <ral FOlA Exemption 6). 

QRIMSLCY.D.H. Division of Rules A Records (Post 870413). 88/04/07. CONDlT.R. 
Government Accountability Project. 6pp. 46100:303-46100.324. 

-6804)20107 Inlorms ol arrangamanis being mada to send taam ol quaiilled Individuals 
to GAP olcs In order 10 review certain llies to various aitegalions of saloty dolacts at 
plani.Halaled No end. ^ ^ 

BRI0QS,W.H. NRG • No Detailed AltKiadon Given 67/12/07. CONOIT.R E. Govern- 
ment Accounlabllity Pfo|ec1. 8pp. 46100.309 45100:314 



-8S(]4I20'1 17 Forwanis GAP d'aM 890126 petition foqpc&ting lhal Commission delay 
voting on Ml powder OL lo» plan! tintil iher© has been coniipleie investigation o( a’l 
allegations ro plant & pubic re-'ease of ropi disposing of each n'legation. 
CHANDLER.I.J Assistant Gone/al Counsel toi Cnloreomoni 88/02/09 MURLEY.TE 
Oltice ol tiuclaai tteaclot Pagulalicn. Oifcctoi (Post e/OASt) 5 pp. <s5t00t3s6- 
45100 316. 

-8804120123 Confirms 671104 telcon re agreement to sot up meolmg m order to pro- 
vide NRC w/info atioiit safety a'l^at-ons at plant Meet.ng schedu'od lor 37 1 1 12 
RFHM.T.A Ole of the Enecuhve (/.rector for Oporailons 07/11/09 GAflOti.B P Qov- 
einir.eni Accov>r.tab.litv P<ol«ct. 5pp 4StOO320 45100 324 

8804T20203 Parnat response to FOIA request tor documents Forwards App B docu* 
ments re allegations at facility Apps A & Q documents ave.lab!e In POP App C docu- 
rrents complotely withhold (ret FOIA Exemption 5) 

GRIMSLEY.O H Oiv.sion ot Rules A Reco/ds (Post 870413) 08/04/07. DAV B 
A'lStm. TX 6pp 45101 032-45101 053. 

-6604120211 Ack rocoipt ol 671204 Itr to J Calvo ro aliogaiions at (acility.NRC rntends 
lhal in4ial review at GAP wi'l metudo exam ot at: parls ot recip'oni liias that NRC 
dearTi.s necessary. 

flEHM.T A. Ofc ol the Execoiivo Oirocior for Operations. 87/12/08. GARDE. BP Gov- 
etntronl Ajccountetnlty Project 2pp 45101.036 45i0t;053, 

6804200513 Advises that 860218 Rov 21 to OA program description lor design & const 
ol plant sal'sl os regwromonts ol lOCFRSO, App Q S accapiabie. 

CALLAN.L J. Reg on 4, OJe ol ihe O.roclor. 06/04/13. GOLDflEnG.J H. Houston 
UglMlng A Power Co 2pp 45175011-45176 012. 

6604260100 Ack receipt ot 660130 Kr ro d ssatistaciion w/NRC roview of allenal’ons re 
safety ot p'am.NRC unan'moualy found lhal sulficiont review of GAP anogations con- 
ducted b©(o.'8 euthoridng full power licenso NUREG tSOG one’ W/o repi 
MURLEY.T.E. Oll-co Ot Nircleor Roacloi Rogu'ation. Oirecicr (Post 070-111). 88/04/ 
IS MALONE.R Alfiiiniion Not Assigned. 6pp 45232:173-4523? IGO 

-6004260168 Rcquosis lull Investigation of an 400 aaloty viofallons allegations made 
toward plant bolore granting OL 

MAtOKE.n. Alli'lat.on Not Assigned 87/01/30 NHC • No Oeialorl Atli.iaiion Gfven 
2pp. 45232 179 4523? 180 

6804260011 Paiiial rosponsa to fOJA request lor documents Forwards App 0 & £ 
documents App DAE documents also ava lablo In POR App F documonia withhold 
gel FOIA Exompiion S). 

uR'MSIEY.OH Division ol Rules A Rocords (Post 870413) 88/04/18 DAY B 
Auskn. TX 9pp. 45232:276 45233 049 

—8804200037 Responds to 370811 Hr roquesung NRC to make available for daposilion 
V Sta.'lo.H Mari.n.B Hayea A S Connetly ta enforcemanl of 8 Garda subpoena. Rejocis 
requosl A Informs ot 670814 US paiition to onlofca subpoena Petition encl. 
PABLER.WC. Ofica of Itie Gonoral Counsel e//03/l0. CONDIT.RE Government 
Accouniab lity Project. 44pp 45232 287-45233 043. 

-6804260120 Clarities statements made to J Pierohon ra GAP allegations in Houston 
Chronicia rapt on safety rssues about laci'ity. Misundorstanding could have been 
avoided il Garde had relumed 871214 ca’I. 

INGRAM,F. Pubi c Afla rs. 07/12/14. Public Allavs 2pp, 45233 044 45233 04 7. 

-8804260126 Discusses nolle© ol appeal Med on behalf ol NRC on B71224 re Garde 
subooenalnlorms that GAP staff A aliogers Involved skepUcal of NRC motives A 
goals hut hopo NRC politics wi i not alloci thorough review ol aiiagaLons. 

KENNEDY .J Govoinment Accounlabilty Project. 69/01/12. BRiGGSWH Solicitor 
2pp 45233 046-45233 049 

6804270272 Forwards NUREG-1306. "NRC Safety Significance Assossmoni Team RopI 
on Atlegslipns re South Texas Project.Units i A 2." lor Into A usd 
CALVO.J A Projaci Direclorale IV. 88/04/16 GOl.OBEBG.JH Houston LtghrJno A 
Power Co 0pp 45243:067-45243 226. 


E. NRC Safety Evaluation Report (8ER), supple A correspondence 

8804000171 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROJECT.UNITS I AND 2 Docket Nos, 60-496 And 50-499. (Houston 
Lighi-ng And Power Company) 

* Division ol Reactor Projects • lllJV.V A Special Projects (Post 870411). NUREG- 
0781 S05. 88/03/31 53pp. 45040 044-45040 136. 

8804160212 Forwards SuppI 5 to NUREG-Q781. "StR re Operation ol South Texas 
Pro;ecl.Units t A 2." tor Into A use 

CALVO.JA Project Diroctorale IV. 68/04/06. GOLDBERG. JH Houston Lighllno A 
Power Co. 97pp 45140 122-45140 218. 


F. Security, medical, emergency & lire protection plans 

8804130034 Revised emorgonev plan Impiemoniing procedures including Rev 8 to 
OEPPOI-ZA-0001. “Emergency Classification" Rev 3 to OEPPOi-ZA-0008. "OHsIto 
Dose Piojociions" A Rev 1 to OEPP02-7A 0004. •Emergency Plan " W/BB0330 Hr 
KINSEY.W., MCBURNETT.M A. Houston LigMing A Powai Co. 80/03/30 75pp 
45137 249 45137:323. 

6BQ4120116 Forwards fnsp Repis 50 498/88-15 & 60-499/66-15 on 880222 26 No vio- 
lations ot doviat ons noted. 

CAILAN.IJ Region 4. Ole ol Ihe DIroctor. 68/04/05 GOLDBERG JH. Houston 
UgMlng & Powei Co 3pp, 45122 050-46122.053. 

-6604120119 Partially wHhhatd Insp Rapts 50-498/66 15 A 50 499/66-15 on 660222-26 
(rot IOCFR73 2l).No violations or oeviaiions noted Major areas inspected' licensee 
records A ropts. emorgency power stmpiy, lighting A compensalorv measures. 
EARNEST .A.8 Region 4. Ole ol Ihe Director 88/93/28 ip 45t22;053-45l22 053 

6604210014 Re^onds lo NRC 880316 Hr re violations noted in Insp Repis 50-498/86. 
06 A 50-499/88-01 Gorieciive actions' new A revised emergency plan implementing 
proceduies issued since license obtained submiiied to NRC 

vAUGHN.O £. Houston lighting A Power Co. 88/04/11, Document Control Branch 
(OecumonI Control Desk), 4pp 45235 209-45236:293. 


6804290302 Forwards objeciivos lor 880713 graded emorgency preparedness cxe-c 
at plant 

VAUGHN.G E Houston Lighlmg A Power Co 88/04/25 Document Coifrol Bur 
(Oocumenl Control Desk), fipp. 45283 091-45283 096. 


H. General correspondence 


8604010010 Advises lhal mailing address changed as listed 
COY.P Ciii/ens Concerned About Nuclear Power. Inc 88/03/28 CAIVO.J A Pioi 
Direclorale IV. Ip, 45074.001-45074 001. 

8804070204 Roguests that encl svc list bo used for NRC corrospondonce w/ul- 
lac-lities List replaces previous requests from util for distribution ol corresponden 
MCBURNEIT.M.A. Houston Lighting A Power Co. 88/03/30 Document 
Branch (Document Control Dosk) 3pp 45029 237.45029,239, 

B 804 130 160 Notifies ot Changes in permanent assignments ol lisiod senior reacioroF 
ators 

MCBUHNETT.M A Houston Lighting A Power Co. 68/04/05 Oocumoni Cen 
Branch (Document Control Desk) 2pp 45137:104-46 137:105, 


0. Inspection reports, IE BulleUns A correspondence 

6804130084 FOIA renuesi lor documents A rnlo generated to listod iioms. Ir-ci-j' 
Safety Significance Assessment Team insp A review o( allegations 
COHOIT.R.E, Government Accountability Project, 88/03/01. GRIMSLF.Y.D Oivls-e' 
Roles A Records (Post 870413) 2pp. 45100 301-45100 302 

6803300136 Ack receipt ol 880226 Hr Informing NRC o* slops taken to correct d' 
aiions noted In Insp Repis 60-408/67-77 A 50-499/87-77 

CALLAN.LJ Region 4. Ofc of ihe Direclor 68/03/22 GOLOOERG.JM He. 5 
Lighting A Power Co, 2pp 44945 289-44045:299 

8803300203 Forwards Insp R^ls 50 408/86-02 A 50-499/66-02 on 880104- 29 Ne ' 
latlons or doviallons noied.Two unresolved items idenlifiod in Paragraphs 6 A 7 
repl. 

cAllan.LJ Region 4, Ofc ol the Director 68/03/22 GOLDUEflG.JH Ileus 
llghling A Power Co. 2pp 4496 1:253-4496 1 268 

-8803300208 Insp Repis 50-498/88-02 A 50-499/88-02 on 830104-29 No volal<en< 
davialrons noled.Major areas inspected: allogaiions.HVAC.ducI sealant mail.N£ 
eguipmoni In Unit 1. eleciric cable A ballerY room mods 

GILBERT.L.O. SINGH.A . VlCKREY.R 0 Region 4. Ole ol Ihe Oifoctor 89/07/ 
14pp 44961:255 44961 266 

$803300101 Forwards Insp Repis 50-498/60-12 A 50-490/88-12 on 880208- 25 No' 
laltons or deviations noted 

CALUN.L.J. Region 4. Ofc ol the Director. 08/03/23. GOLDBERG.JH Hous 
Lighting A Power Co 3pp 44975:300-44975 310 

-6603300187 Insp Repis 60 496/88-12 A 50 499/88-12 on 880208-25 No vic'a'.' 
noted Major areas Inspected startup losling phase.including hoi precriiical tests ide 
fled In Table I 

JOHNSON.A.R.. IflELANO.R.E, Region 4. Ole ol ihe Oiroctor, 86/03/18 1C 
44075:309-44976 318. 

6804060057 Ack receipt ol 860301 Hr inlorming NRC ol steps taken to correct violas 
noted In Insp Repis 60 498/88 01 A 50-499/88-01. 

CAILAN.L J. Region 4. Olo of the Director. 68/03/24. GOLDBERG.J.ll, Hous 
llghling A Power Co 2pp 46007:113-45007:129. 

8804010077 Notification ol 8B0405 meeting w/ulil In Rockvllle.MD lo discuss licsr 
feedback on proposals to meet requirements ol IE Bulletin 79-14. 

KAOAMBI.N.P, ProfocI Directorate IV. 88/03/25. CALVO.J A. Project Direclorale 
5pp 44020 357-44920.362. 

8804070031 Forwards tnsp Repis 50-498/08 04 A 50 409/86-04 on 880101-31 A nc 
ol violation 

CALLAN.L J. Region 4, Ofc o( the Director 88/03/26 GOLOBEflG.jH Hcjs 
Lighting A Power Co. 3pp. 46022; 1 11-45022:126. 

-8804070048 Insp Repta 60 498/08-04 a 50 499/88 04 on 880101 31 Viote 
noted Major areas inspected. Unit 1 main lecdwaiet hydraulic itanaienis.Un 1 2 sian 
diesel generator initial start, monthly surveillance obsoivaitons A silo lours. 
CAflPtNTER.O.R . HILDEBRAND.E P , BBSS.J E. Region 4. Ole ol Ihe O-teciot 
03/21. 12pp. 45022:116 46022:126 

8803210090 SuppI 1 10 NRC Info Notice 87-044, ''Thimble Tube Thinning in West 
house Reaclrjfs." Svc Uai encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 89/03i 
Consolidated Edison Co. of New York, Ino t2lpp 44996:128-44996 246 

6803220296 NRC Info Notice 69-010, "Matfs Llcensees Lack of Mgi Controls Over 
censed Programs " Svc list encl. 

CUNNIMQHAM.R.E Olvlaton ol Indusltiol & Modical Nuclear Safely (Post 870729) 
03/28. Consolidated Edison Co. of New York. Inc. 108pp. 44995:247-44905:353 

8604050198 Forwards Insp Repis 60-498/68-16 A 50-499/86-16 on 880224 030: 
notice ol violation 

CALLAN.LJ, Region 4. 0(c of the Director 88/03/28. GOLDBERG.JH Hou: 
Ughllng A Power Co. 3pp. 45076.029-45076.039. 

-8804060224 Notice ol vrolellofl from Insp on 880224 -0303. Viola lion not©d:e’ocli 
field jumpers Inslatied w/o lempo-fdry alteration lags.conlrary to Startup Admimslra 
lrislrucHon,SAI-)4 Rev 6. "Tamporaiy AHeratlon Control." 

• Region 4, 0(c of Ibo Director. 88/03/28. Ip 46078 032-45076 032, 

-8804050227 Insp Repis 50-496/e6-ie A 60-499/88-18 on 860224-0303. Viola 
noled-MaJor areas inspsciqdiOnlt 2 preoperatlpnal RCS cold hydrostatic test A ret 
of seiectedpreopetatjpnsUest procedures. 

HUNNrcUTT.O.M-, QARRISON.OX., SEIDLE.W.C Region 4, Ofc of the Oltector 
03/21. 7pp, 45076:033-45076:030. 


DOCKETED ITEMS 203 


86040604 73 FU'&ponds <o NDC Bulloiin UO OOl. nctocts m West nghauso D'cuts 
BreaVeiS " Results ot msps Isteillist ol WostmghouSL* Sonps US OfCuil broaKo;s by 
aep'tcaiitiii cnci 

GOlCBERG JH Mo.iston Light ng & Po*of Co 00/03/21) Uocuinont Cohtfo! B'anch 
lOccuitie'tl Conltol Desk) 7pp 4509? 339 45092 345 

8804130311 Ack rocuipt ol rosponsR to NHC Uulletin 07 001. ' Thinrmg of P>po Wo Is at 
NLC'uar Power PloniS " Into l>ti.r.g used lu dOtC-'mr.o oxtont ol industry part cipalion & 
mpleirionlation ol orosion/ccfrosion tnsp program & lo oblo-rt data 
KAOAM0I N P Picieci Directorate IV 80/03/39 GOLDBFRG J H Houston Liijhiing & 
Power Co 4pp 45101 240 45101 244 

88041201 IS I cfwaiOs Imp Repis 50-498/88-I5 & 50 490/08 15 on 880222-26 No vo- 
lai'Or.s O' ilov at ons noted 

CAtuN.LJ Region 4. Ole ol Iho Oiioctor 89/04/05 GOlOOEHG.J.H Mcusioi 
I gHirg & Power Co 3pp 4512? 050 45122 053 

-6804120119 Partially withhold Insp RopIS 50 496/06 1 5 8 SO 490/0815 on 880222 20 
I'd lOCFR/3 2l)No violations or doviahons nplod Ma(or areas inspocted I censuo 
rcco'ds & repis. emorgency power simply.i ght-ng & componsato'y measures 
CARNFST AU Region 4. Otc ot the Oroclor 1)8/03/20 Ip 45122 053 45122:053 

eS040l025S NRC Into Nokco 88 01 1. "Poienlial Loss ol Motor Control Cir &/Of Switch 
boanj FuncliOn Duo to Faulty T-o Qolts " Sve "ist end. 

HOSSI.C.E. Division ot Operational Events Assossmoni (Post 0704ti). 08/0i;/07 
C/Onso'toalod Edison Co of New York. Inc. I?4pp 45406:292-4540/ 05t 

BS04210014 Responds 10 NRC 880310 Ur >0 violations noted n Insp RepIS 50 490/88' 
08 S 50 499/86 Ot Correclivo actions now & revised orr.oiuo.-icy plan impiemonimg 
procedures isS'JOd since Iconso obta nod submitted to NRC 

V/'UGKN.GE Houston Ligtnmg & Power Co 00/04/ il Docunonl Control Branch 
(Doctmonl Conlrel Oosk). 4pp 45235 200-45235 203 

6604060370 NRC into Notice 08 012. "Ovorgroas rg ol Eloclnc Motor Qoanngs " Sve 
I si encl 

ROS8I.CE 0.vivon ol Oporaiional Cvonts Assossmont (Post 070411) 00/04/12 
Coriso'ida led Edison Co of Now Yo.'k. Inc 123pp 45165:020 45165.150. 

6B04260076 Responds to NRC 680316 Hr ro violai.ons noted In Insp Repis 50-4<j8/OB 
07 A 50-499/88 07 CcrreclivO actions: Idler mall used in pcnolrtil on sloovo wolds in 
comp'ianco w/goneral miont ol Code & moots Uochlol spec 

GCI DOERG.JH Houston Llghlmg A Power Co 00/04/15 Documont Coniro! Branch 
(Uccg-nenl Centro! Desk) Opp 45237 131-45237 138 

8804270006 Discusses h'ghlighls Irom 8B0405 rnoeiing re as-bii'li ioconc.liai.ori 
progiam Adoqualo info provlifod lor NRC lo conirm ihal dos-gn & const program n- 
corpora tod loaluros per IE Oullolin 79-14 

QAIlCY.JN Houston Lighting A Power Co. 08/04/18 Oocumeni Control Branch 
(Documom Control Desk). 28pp 45319 1 13-45319 140 


V. Operator Exomlnallons 


6604120254 Fo-nvards 871200 lit & Hov I lo Intnrdeparimenlal Procedure IP 8 CO. "I I 
censed Operator Roqualilicotion." for roviow & approval ol loqualilicalion program 
MCBURNErr.M A Houston Llghling S Porvoi Co. Ofl/04/04 Dociiinenl Control 
L*iar-th (Uacumenl Conirol Desk) 2pp 45000 010-45080,044 

-8604120259 Forwards Rov 1 to IP-8. 90. "Liconsod Oporotor Reriuai licaiion." lor 
fov.cw & app-oval Rov rellocts rocont changes rnndo in l0CFfl55 
VAUGHN.G.E Mo-.rston Llghlmg A Power Co 07/12/00. Documom Conirol Branch 
(Ooc-imenl Conirol Oosk) 5pp 45080.02 1-45080.044. 

-8804130264 Oral! Rov I lo IP-8 00. -‘Liconsod Oporalor Hecualilicaiion." 

• Houston Lighting & Power Co 07/12/06 22pp 45080 020 450fl0 044 


DOCKET 50-500 0AVIS-8ESSE NUCLEAR POWER STATION. UNIT 2 


A. Appilcatlon/construcllon stage documents & correspondence 

8804140193 Provides lisled into rc^OSlOd in 800225 Hr lo oporalmg nuclear power 
uniis lacaioii at twelve snos along Grool Lakes 

STEllO.V. OIc ol Iho Exoculivo O.ruclor lor Operations 88/04/00 RlUGE.T House 
0 * Rep 5pp 45104 t30 45104:143 


DOCKET 60-501 DAVI8-BESSE NUCLEAR POWER STATION. UNIT 3 


A. Appilcallon/constructlon stage documents & correspondence 

8804140193 Provides I sled Info requesiod lO 800225 Hr ro oporalmg rucloar power 
u-nts localed al twolvo sites along Great Lakes 

STELLO.V OIc ol Iho Exocutivo Oirccloi lot Oporakons 88/04/06 RIDGE.T. Heuse 
ol Rep. 6pp 45104;13e-45l04 143 


DOCKET STN-50-S0S WPPSS NUCLEAR PROJECT, UNIT 3 


A. Appiicacion/consiructlon stage documenia & correspondence 

6803240426 Generic Lir 88 08 lo all power reactor licensees & appicanis ro removal ot 
ciganizaiion charts from Tech Spec admlmstialivo corUrol r oqui/omonis Sve l-st oncl 
MliiAGLlA.F j Assoclaie D.rocior tor Ptojecis (Posl 070411) 80/03/22 Consol datod 
Edison Co. ol Now York. Inc 47pp 44972.107 44072.153 

8804030086 Generic Lit 88-07 lo power reactor I consoos & applicants re modilied on- 
lofcement policy concerning 10CFR50.40. "Enviion Qualilicalion ol Elodncal Equip' 
meni important lo Safely lor Nue'ear Power Plants " Sve lisi end 
M RAGl.iA.F J. Assocale Director lor Prolocis (Posl 0704 1 1). 88/04/07. Conso'idated 
Ed son Co ol New York. Inc 4epp. 45164:237-451 04 285. 


Q. Inspection reports, IE QuIloUna A correspondence 

8803210090 Suppi I 10 NRC ln‘o Noheo 87 044. -'Thmblo Tube Thn''irg n WOSlng- 
ticusu Roacio's ■■ Sve list or.ci 

ROSSI.C.E Division c! Cparatonal Evonts Assossircnt (Post 870411) 88/03/28 
Consol rfaied Ecison Co of Now York. Inc. I2ipp 44595.126-44995 246 

DB03220296 NRC ln‘o Nolico OB OlO. "Ma'Is Licenseos Lack ol Mgr Coniro's Over Li- 
ronsod Programs" Sve hsi e.-'.cl 

CUNNINGMAM.H E Division ol Industmil A Merrical Nuclear Saloly (Post 070729) 88/ 
03/P8 Co-scldaiod Ed son Co. ol Now Yo.'k. Inc lOOpp 44995 247-44995 353 

8804010250 NRC inlo No‘ico 68 01 1. "Poicnirai i.oss ol Moio.' Control Cir &/cr Switch- 
board Funct-cn OuO 10 Fau'ty Tie Bo!tS " Sve tisi oriel 

MOSS' .C.E O. VIS on ol Opo.'aLcna’ Evori!s Assossmont (Post 870411) 83/04/0/ 
Coi-so:i:lal 0 d Ed son Co ol Now Yoik. Inc 124pp 454C6 292 45407 051 

8804060370 NRC Inlo Kotce 08-012. ' Overgroasinrj ol Flcclnc Motor Boanngs " Sve 
list oni:l 

ROSSI.C F Oivsion of Operational Evonis Assossmoni (Posl 870411) 80/04/12. 
Consoliitolcd Ed.scn Co ol Now Yoik. lr.c. I23pp 45165 026 46185 150 
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F. Security, medical, emergency & tire protection plans 

8804150203 Forwards rcsulls & concluslors ol rogu'.-rlory ufloclivunoss rn-^iow on 
680223 0302 Rosponso ro Idontilied weakross requesioil wiih n -15 aays ol Hr 
receipt. Encis wilhhotd (rol 10CFfl73 21) 

CRUTOiFIELD.O. D-viscn oJ ncacicr Pfclocis - III.IV.V A Sp&cel Pw.ecis (Post 
07041 i) 88/04/12 VAN URUNT.E E. Arizona N.icloar PowOi Piojoci (formerly /Vnro- 
na Pu5l;c Sohi coCo). 4pp 45192 270 45102 273 

0804220254 AcK rocu pt ol orcl .IG llaynos 880317 Hr ro scope & obicclivos lor 1981) 
annual Gmotgercy propa'cdness oxcrciso. Couain lloms on obiocii-vos list ciar.r-frt par 
C&C407 tolccti boiwocn G Brown & M Uiel ng Scopo & ob;ociivos accepiabln 
FiSH.H Region 5. OIc of iho C.roclor, 86/04/15 VAN BRUNf.E E. Arizona Nue’ear 
Powor Pro;oct (lormorly Arizona Public Sorvco Co.). 2pp 46257.108 45257 205 

-6804220255 Fonvards.lcr review A con-.iT.enl .droll Ob;eclivos & extent of play for 1680 
oil! annual omcrgoncy plan oxercise schodu’od lo/ B9O6O0.Droli subm.'iod per NRC 
830003 Hr ulii & ulil Adrnnsirahvo Control Man-jal EXCO 06 

IIAYNES.J.G. Arizona Nucloar Powo.* Proioct (lormo-ly Arizona Public So/vIco Co) 
B0/O3/17. MARTIN.JB. Ficg'on 5. OIc oi iho Director Opp 45257.100 45257 205 


O. Ad|udicatory correspondence 

0804260033 Informs lhat limo p.'ovidod wilhi.'i which Corrmisslon may act lo review Oi- 
rocto''3 Decis-on DO 80 02 oxp rerl.Ccrnrailssion dcci nod roview Occ-sion bocan-.o knal 
aguncy action on 080400. Served on 860420. 

CHILK.SJ Cflico ol the Sccrolary of ttio ComTisslon i720B 61 10 86/04/20 
SCOTf.ML Coalilion lor Rospons-blo Energy Educai on. ip 45211:120-45211:120 


J. Insurance & Indemnity Information 

8804060463 L sts picsoni lu-/ol Ol linapciol protect on lor p'antpor iOCFn50.54(vi,)(4) 
VAN BRUNT.E E Ar.zor'O Nudoar Powo,' Pro.oct (lormorly Ai'ZOna Pubic So.'viCO 
Co) 88/03/24 Docurronl Coniio' Branch (Occumer.t Ccniroi Desk), ip 45010214- 
45010 214 


P. Operating license stage documenia & correspondence 

8604010261 Forwards Vcis l lll ot CEN-369(V). "Hociprocaung Charging Pump Test 
Repr* A CEN-370(V), -Chaiglng Pump Gas O ndng A Cracked B’oek Evaluat-on 
Hept." por Cond.i on 3 a ol Liconso NPI -51 & 851120 comm tment 
VAN BRUNF.E £ Anzo.na Nuc/oar PowO' fVo.CCi (to'mwiy Anzano PutliC Son-.CO 
-Co) 88/03/02 Ooccmonl Control Branch (Oocumonl Co-rirol Desk) 2pp 45015 191- 
45016 172 

-8604010257 "Chargino Pump Gas Oi,sd.nQ & Crocked Block Eval-uaiion Ropr' 

* COTTihjslion Engrioonng. Inc CEN-370(V) 68/02/29. 62pp 45015 193-45015 255 

-8804010259 Vols Fill of ■'necipiocat-na Chary ng Pomp Toat Ropi " 

* Combjstion Engmooni.g. Inc CEN-39aiV) 88/02/29 27/pp. 45015 256 4501817? 

8803300130 Application tor amends to Licenses NPf 4I,NPF-51 & NPF-74. r(jv.snq 
Surve lance Roqui-cmeni 4.5.2 h lo chango loial in;fCtion loop flow lo 4.600 gpm s 
njoclion leg max doviel.on to 200 gpm 

VAN BRUNT.E E Arizona N'ucloar Power PrO|t)Cl (lornrerly Arizona Public Scrv.co 
Co) 88/03/16 Document Conirol Branch (Documcnl Conirol Desk) 7pp 44961 314- 
44961:326 

“8803300133 Pfoposod Tech Spocs.rovisng Siirvoi lance Roqulromoni 4 5 2h^to 
change iotol ■njechO-'i loop How lo 4.800 gpm 8 injoclcn log rnax dav-at.cn io 200 

^^Afizona Nuclear Powot Pro.ocI (tormo.’ly Attzor-a Pubic Servico Co) 88/03/16 6,'v> 
44961:321 44961.326 

88033001 16 Application fer amords lo Licenses NPF-41.NPF-51 A NPF-74. adding I- 
censo condiilon lor roacicf coolanl pump vibrahon moniioring p'ogram 
VAN BHUNT.e e Aiizciib Nuclear Pow©.- Project Hormcrly Arizona Putic Service 
Co) 00/03/16 Oocumoni Control Urancli {Docomoni Conirol Desk) 7pp 44061 225- 
44961 237 

-B8033Q0123 Picposed Tech Specs a.ldlng liconso condtion for reactor coolanl pump 
V brat-on rr>o.nilonng progiam. 

* Aiizora Nuclear Povvei Projoci (lormorly Arizona Pt-bi c Senneo Co ) 88/03/10 6pp. 
44961 232-44961 237. 
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88033404?6 Certmic Ur 8a C6 IQ 8!i power reactor licensoes & applicants lo removal of 
oroani/aiion chans from Tech Spec adniinistia! vo control requ-iornenis Svc hst end 
MiRAGLiAjT J Associaio Director tor Pio|Octe (Post 670411) B8/03/22 Consotidaled 
Edison Co of New York. Inc 47pp 44972 107’ 44972 153 

9804040120 rorwards rev.scd paQes of ESAR re QA program.Change wi.l enhance op- 
erator) & ava.iabilily of radwasle mgl sys by provdmg practical approach to procure- 
ireni S insleMation of noncniical msiiumeniaiion & ssrnptnp comporrents. 

VAN SRUNT.E E. Anzona Nuclear Power Pro|ecl (formerly ArUtma Public Service 
Co) 88/03/24 Docurpenl Control Branch (Documenl Conirol Dask). 7pp 44970‘256- 
44970 202. 

e8040SOI>97 PjovKfes proposed changes to previously acceptable cornm-imenis re roac- 
101 coolant pi/n-p shall vibration mon-toring progra'n.lnc.'udmg reducing number ot re- 
g-jved n\orii‘.oi>ng cnattneie per pamp from 2 f o I . 

LICITPA.t'A. Project O-roclOtalo V 88/03/25 VAN 8RUNT.EE. Anrona Nuclear 
Power Proiocl (formetly Arizona Public Service Co ) 4pp 45029 156-45029: 159. 

8804060465 fnforms lhat ul.l will rospend to NFIC 680223 request for addl into re re- 
sponse lo Generic Ltr 86 06 by 860630 

VAN eflUNT.E.E. Aiizona Nuclear Power Pjojocl ifoimotVy Aiizotia PuKic Service 
Co) 86/03/28. OocumenI Control Qronch (Oocumenl Control Dosk) 2pp 450/4:150- 
46074:151. 

6604070902 Updates slaius of scram reduction program Piogra.m ba.ng extended lo 
luify uiilizo balance ol-piani simulalion modOi lb ovafuale Category 2 scram 
I Ai >810/3 CaiegoN 3 Initiators eli/rmaled Horn lerUior ravlow 

VAN 0RUNT.E.E Anrona Nuclear Power Pro, 'eel (fornietly Arizona Public Service 
Co.J. 86/03/28 OocuTcnt Control Branch (Oocumeni Conirol Dosk) 2pp 45040284- 
45040 205 

880413C360 App'ication tor amends lo Licenses NPf--41.NPF-5l & NPr-/4. changing 
meniionrrg rewiiomeots lor hydrogen & oxygen in waslo gas holdup ays Fee paid. 

VAN BflUNT^f Arizona Nuclear Power P/o|oci (formeiiy Arizona Pubtic Service 
Co) 80/04/06. Document Control Bianch (Docuironi Control Desk). 8pp 45146:34 1- 
45148 357. 

-8804130363 Proposed Tech Specs. mod’lying roqoremonis for hydrogen & oxygen 
waste gas holdup ms 

' Arizona Nuclear Power Pio,‘eci (formerly Arizona Pobi c Service Co ) 88/04/06 0pp. 
4514 6 349-45140 35/ 

8604089068 Generic L(r 86-07 lo ^wor roactor licensoos & applicanis re moddiod on 
lorcemont poticv concerning 10CFR50.49. "Environ Qualification ot Elecirical Equip- 
ment Imponant lo Seloty for Nuclear Power Plants “ Svc list end 
MIRAGlIA-F j Associeia O.recior for Pro, eels (Post 8/041 1 ) 88/04/0/. Consolidated 
Edison Co. ol New Yotk. inc. 49pp 45164 237-45164 265, 

6804130368 Application for amends lo Licenses NPF-4I.NPF-51 & NPF-74. allowing 
use ol li.let todsot vacancies in fuel assombties fee paii 

VAN BnUNT.E E Arizona Nuclear Power Pio)ocl (formerly Arizona Public Service 
Co ). 66/04/08. Document Control Branch (Documeni Control Desk). Spp. 45151:053- 
45151.060. 

-6604130369 Proposed Tech Spoc9.a:iowing use of filler rods or vacancies In fuel as- 
semblies. 

‘ Arizona Nuclear Power Projeci llormeily Arizona Public SeA/tce Co }. 88/04/08 3pp. 
45151:058-45191.060. 

6604150139 Nol>licel>on Ol 0604 1 4 meeting w/ulil A 8NL In Rockviife.MD to discuss vi- 
bration mon4or(ng program for reactor coo'aril pump shafts A status on plant shall 
evatuations Agenda end. 

LICITflA.E A Proloct Oireclofaie V. 88/04/08 KNIQHTON.G W. Project Directorate V. 
5pp. 45)33 332-45133 336. 

8804219437 Forwards notice ol consideration ol Issuance of amends to Licenses NPF- 
41.NPF.51 A NPF-74 A proposed NSHC delermlnallon A opportunily lor hearing on 
600406 request re design desciiption ol fuel essemblios. 

LIClTflA.EA, Pro|ect Directorate V. 80/04/13. VAN 8RUNT.EE. Arizona Nuclear 
Power ProiOCi (lorinerly Arizona Pubke Service Co ) 3pp 45191:100-45191:169. 

-8604290600 Notice of conslderabon ol Issuance of amends to Lice/ises NPF-4t.NPF. 
51 A NPF-74 0 proposed NSlfC determination S opportunity lor hearing.Amends 
leviso Tech Specs re design description ol fuel aasombiiss. 

LICIIRA.E.A. PfO)ocl DifOClorale V. 86/04/13 7pp 45191:103-45191:169 

6604380581 Forwards safely evaluation supporting util nalural circulation cooldown 
capebihly.TosI results combined w/ supporimg analysts demonstrate that plant tneels 
requiremoots ol 8TP RSB 6-t lor Class 2 giant 

UCITRA.E.A ProjecI Direciorale V. 86/04/10. VAN 8RUNT.6.E Arizona Nuclear 
Power ProiecI (formerly Arizona PuW e Service Co ) 4pp. 45268:353-452de,35fl. 

—6804380571 Safely evaluation re util nalural circulation cooldown capability. Plan I 
meets raquiremanis o( STP RSB 5-1 lor Class 2 plant. 

• NBC - NO Oelaited Wfikalion Given 80/04/18 3pp. 45286 357-45266:359 


Q. Inspeclton reports, iC Buitstlns 6> correspondence 

8804040063 Forwards Enlorcemeni CorMerence Repls 50-528/88-11, 60-529/88 11 & 
SO-S30/68-1 1 on 880239.Concerns summarized. Acl.''ons described to improvo utiliza- 
tion at elmuiaiof A lo more closely loHow backlog Of main! Hems found positive. 
MAnTIN.J.B. Redon 6, Ofc of the Oiiector 88/03/16. VAN BflUNT.E.E. Arizona Nu- 
clear Power Project (lormeriy /knzona Public Service Co ). 3pp- 44871:251-44971:280. 

-6804040060 Entofcemeni Conference Repls 60 -528/60- 11. 60-529/88- II A 60-530/ 
88-11 on dd0229.MaJor areas discu3sed:licensea inadvertent rendering of steam 
driven auxiliary feedwater pumps in Unils t A 2 (inoperable 

RICHAROS.S A. Region 6. Ofc of the Direclor. 80/03/18 34pp. 44971:254- 
44971:286 

8604080501 Forwards insp Repts 50-528/86 09.50-S29/8S-00 & 50-530/88-09 on 

S 00232-25 & 0229-0303 No violaitons noted. 

/EN5LAWSKI.F.A. Region 6 . Oto ol the Director. 66/03/22. VAN BRUNT.E.E. Afizo- 

3 a Nddear Power projeci ilormerly Arizona Public Service Co.). 2pp 4501C;2BO- 
5010:293. 


"8604060509 Insp Ropis 50-528/88 G9.S0 529/66-09 A 50-530/60-09 on &89222-2SA 
0229-0303 No violallons or doviaiions noted Ma|or ( 1 ,-ess 
inspeclod iransportaiion.mamiaining occupalional oxposuros ALARA A rad-nLon trov 

a sys 

If.H S. YUHAS.GP Reoion 5. Ofc of Ihe D.fecior 80/03/22 7pp 45019 232- 
45010 298 

0803210090 Siippl 1 to NRC Into Noilce 87-044. "Th mblo Tubo Thinning in Wes’ng 
house Roactois '* Svc fist end 

flOSSI.C E. Division ot Oporafionat Evonis Assessment (Post 870411) 60/03/28. 
Consol'daiod Edison Co o' New York. Inc I2lpp 44995.126-44695 245 

8803220296 NRC Info NoUco 68-010. "Matts Licensees Lack ol Wgt Co-nnoU Ovei li- 
censed Programs ■■ Svc list encl. 

CUNNINGHAM.R E 0,vis‘on ol Indusliial A Medical Nuctoai Saloly ^ost 0707231 6£/ 
03/20. Consolldeiod Edison-Co. ol New York. Inc i08pp 44995:247-44995 353. 

06O4O5OO2Q rvek leceipl o( 680310 Ur intoiming NRC of slops loken lo oorreci vola'-ws 
noted in InM Ropis 50 520/07-39. 50 529/87-39 A 50-630/87-40 
KIRSCH.DF Region 5. Ofc ot Iho D roclo.' 88/03/20, VAN BHUNT.E E Arizc''5Nj 
c'oBi Power Projoci (fotmctlv Arizona PubMc Semico Co). Ip 45032.122 4593?‘.U4 

0804190104 Forwards Spoclal Team Insp RopI 50 526/08 01 on 60OtO4 0212 A nokco 
of vlolatian.Nvimber A types ol probtems noted is indicative ol nood (ct addl A boiler 
locusod mol ellonilon to dos.-gn-relatod acliviiies 

MARTIN.J B Region 5 Ofc ol Ihe D.rector 80/03/30 VAN BRUNT.E E At«ona Ml- 
cleat Pawoi Project (loimeiVy Ailzona Public Service Co). 6pp 45>98 320-45i8TOtS 

—8604190112 Notice ol violation fiom insp on 880 104-02 1 2. Violation noted-contrary tp 
American Air Filler Co Drawing MC-134-942G Rov G.access door was missYig 'u 
motor driven auxiliary foodwaior pump room aii haruihng unit. 

MARTIN.J 8 Region 5. Ofc ol Iho Oircclor 60/03/30 6pp 45198 326 46195 331 

-6804190113 Insp Repl 50-528/88 01 on 880 1 04 02 1 2 Violations noled.Ma|or a-oas 
in^ecled:engir)eoring.mainLSurveil-'anc8 losling. operations A OA A adminislraiion. 
MbNDONCA.M.. PARKHILL.R . NARBLfT.P Region 5. Ofc ol me Director. 86/0313(1 
54pp, 45190 332-45197:026 

8804190164 Forwards Insp Repls 50 528/88 08.50-520/88 08 & 50-530/00 Oil 01 
880223-24.29 A 0301-03 A noi<co of violai on. 

WENSLAWSKf.F A Region 5. Olc ot the Oueclor. 00/03/30 VAN BRUNT.E.E. Ario- 
na Nucloar Power Project (formerly Arizona Public Service Co.) 2pp 45209'166- 
45209:207. 

-8604190157 Notice ol violation from msp on 080224-26 A 0229-0303 Violailprs 
noled.gamma emitter analysis ol gas grab sample from Waste Gas Decay Tank Q dxi 
nol aenfeve required lower nmii of delecllon lor Kr-87.Kr-B8 A Xe l38. 

WENSLAWSKf.F A Region 5. Ofc of iho D.fector, 80/03/30 2pp 45209196 
45209:199 

“8004190180 Insp Repts 60-528/8 0-08.50 529/88 08 A 50-530/88 05 on 800223-24 A 
0229-0303.Vloiaiion nolod.Major areas inspocled. OA for radochem’ca" 
analyses .chemistry control A analysis, onsite toHowup ol Hems A plant lours. 
TENBROOK.WK.. YUHAS.GP. Region 5. Olc of the Director. 83/03/30- 6pp 
45200.200-45209:207 

8804190162 Forwards Insp Rapis 60-526/88-02.50-529/88 02 A 50-530/80 02 on 
8801 17-0305. Enforcement action re violal’ons will be sob) of separefo Hr 
KlRSCH.O F. Regiotr 5. Ofc ol the O.rector 88/04/01 VAN BRUNT.E.E Aiizora Nu 
clear Power Projeci (lormeriy Arizona Pubke Service Co ). 3pp 45195:294 45186.314 

-6604190164 tnsp Repts 50-626/88-0?.60-529/e8-02 A 50-530/68 02 on 683117- 
0305. No violations noted. Major areas inspeciod.review ol plant aciiviheS.ptan; 
louts.housekooping.survelMaiice testing A essential cooling pump room alarms. 
POLICH.T. BALL.J. FtORELLl.G, Region 5. Olc ot the OVeclor sa/04/01. lOpg 
45196-207.45196:314 

6804300488 Forwards cotrected paoas lo Meeting Repts 50-528/68-11. 50-529/88 It 
A 50-530/08-11. 

FAULKENHERRY.B Region 5. Olc ol the Diracior. 88/04/01. VAN QftUNT.E E. Arizo- 
na Nuclear Power Piojeci (lormerlv Arizona Pobke Service Co.), tp 45239 -OSO- 
45239 091 

-8804200505 Collected Pages 1 A 5 to Enlorcemeni Conleience Bopls 50-628/88-lt 
EC.50- 529/08 n EC A 50-530/80-11 EC. 

• Region 6, Olc of the Director. 88/04/01 3pp 45239 089 45239 091. 

8804130088 Forwards Insp Repls 60-528/87-45.50 529/87-44 A 50-530/87.43 on 
87ll09-l3.No violations noted However. due lo several unusual evonta.apparenl lhat 
repair ot Such magnitude requires more comprehonsive review o) parts lo bo revised 
CRUTCHFIElO.D. Division ol Reactor Projecls - III.IV.V A Spoclal Projecis (Post 
870411) 68/04/05 VAN BRUNT.E.E. Arizona Nuclear Power Projeci (formerly Anzo- 
na Public Service Co ). Spp. 45102.-015-45102 028 

-8804130098 losp Repts 5O-520/87-46,5O-529/87.44 A 50-530/87-43 on 871109- 
13 No violaiions noted Major areas inspeclod ulU OA program particularly In atess ot 
I0CFR21 reponability requ:remer)ts A control ol purchasod mans A sves. 
PRESCOTT.P. Division ol Reactor Inspection A Safogoa/ds (Post 87041 1) STONE.J. 
Vendor Inspeclion Branch. 88/03/22. 9pp 45102:020-45102.028. 

6604130372 Discusses lE Into Bulletin 88-001, "Oelocts in Weslinghouse Circuit Break- 
ers." Units 1 A 2 Insps lound no breakers w/ detects A Unit 3 rrjaclor trip broako's in 
commercial operation lor 4 months. 

VAN BRUNT.E.E. Arizona Nuclear Power Pfo)ecl (lormeriy Arizona Public Serv.ce 
Co.). 88/04/06. Document Conbol Branch (Document Control Desk) 5pp, 45192 226- 
45192:230. 

8804010256 NRC Info Notice 68-011. ''Potential Loss ol Motor Control Ctr A/or Switch- 
board Function Due lo Faulty Tie Bolls " Svc list encl. 

ROSSI.C.E Division of Opera lional Events Assessmani (Post 870411) 88/04/07. 
Consolidated Edison Co. of New York. Inc. 124pp. 45406:292-45407:051. 

8604190010 EN-80-O29 on 880413.notice of proposed imposlHon of civil penally m 
amount ot $100,000 will be issued lo licensee, based on violation ol requirements re 
Improper engineering A review A failure to follow procedures 

LUEHMAN-X. LIEBERMAN-J. Ofc ol Enforcemenl (Post 870413). 88/04/08 1p- 
45199.075-451 09075. 
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B804OT0370 NRC Into Noiico 88 012. "Ovotgtoawng of Eloctric Molo' Boarings” Svc 
iisl oncl. 

ftOSSl.CE. Div.Sion of Operational Evenls Assoasmcnl (Posl 87041 1> 08/04/12. 
Consolidalod Edson Co of Now York. Inc 123pp. 4510$ 020 4516$ 150 

0804300103 Discussos insps on 880127-23 & 01 1 7-030$ & tofwards noiico ol violalioi 
& proposed imposition ol civil penalty Encou logos uiii to incroaso mg; ailcntion os 
Mfso-i'-net poilormanco lo ensure clear undciaianding ol lundamonia's 
VAnT£N,JO Region 5. Olc Of the Oioctor. 88/04/13 VAN BRUNl.E E Aniona Nu- 
clear Power Pio|ocl Oormorly Arwona PuWc Serv co Co ) 4pp 4521 5 ago 45215:308. 

-8804200112 Notice Of vwlaliorj & proposed Irnposition o) Civif penally In amount of 
$50,000 Violation noted plant operated w/only two opofnblo mdepondertt sleom gon- 
eraior aux liary teodwafor pumps w/o moonn-g Toch Spec action requ-rcmonls 
MARIIN.J B Region 5. Olc of IMo Deector 00/04/1 3 6pp 452 1 5 304 45215 308. 


R. Periodic operating reports & related correapondence 

88043200 SS MonIMy operating ropis lor Mar I688.W/890415 Ml 
COLVILLE.J.M . HULL.J L . HAYNES.J G Anrona Nuclear Rower Project (lorrnotly An- 
jonaPud’icServico Co) 00/03/31 lOpp 45231:200 45231 218 


S. Reportable occurrences, LERs & related correspondence 

8803310049 Summaries LER numbers uliliaed for 1067 rOF>oiling period 
VAN BRUNT.EE Arizona Nuclear Power Pio.oci (formorly Arizona Rub'ic Sotvlco 
Co). 8B/03/24 Document Control Branch (Oocunnoni Control Desk) Ip. 44084:135- 
44064 135 

8804060158 LEH 68-004 00 on 8S0229.Modo 4 ontorod w/HPSI h|oclion pumps 
.noporebld.Causod by procedural inadequacy Procedure revised to inc'udo stops lo 
ensure that HPSI pumps rolurnod to opoaieto slaius prior to entering Mode 4 W/ 
060330 Mr. 

SHRIVER.T O. ttAYNES.J.G. Aiizona Nucloat Power PtO|OCl (lormo-'ty Arizona Public 
ScivicoCo) 00/03/30 5pp 45047 071 45047 075 

6804120437 Spoc'al Hop! I-SR-OO 003:on 880304.oulpiil Mioakcr on dlosoi uenoraior Q 
dd not close propoily during $urvo:ilanco losling Causo undotoimnod Evalualon Inh - 
aled lo dotermino couse ol improper broakor oparahon. 

HAVNES.J.G Arizona Nuclear Powot Project (formorly Arizona Pub'-c Sorvico Co.) 
OB/04/04. Oocumoni Control Branch (Oocumonl Control Desk). 3pp 45001:021- 
45001,023 

6804140143 Special Ropi l-SR-0B'002on 080314.72 it l-m( lor rolurning containmoni 
area monitor to svc oxcoodod Cause umlotormlncd Containmoni nroa monitor RU- 
140 not rolurnod to oporoblo status ponding ovaioation ot dala 
HAVNES.J.G Aiizona Nuclear Power Project (formorly Arizona Pub'ic SotviCO Co,). 
80/04/00. Document Control Branch (Oocumonl Control Desk). 2pp 45103:110- 
45103:111. 

6604I8044S LER 87-025 O2.on 87ll27.lurblno diivon auKiiiary loodvvater p-jmp did not 
achlovo rated speed during rronthty (met ability suivoillanco tost Caused by vtYvos ro- 
lurning to operable status contrary to Toch Spog 3 63 W/880412 III 
SHRIVER.T O.. HAYfJES.J.G Arizona Nuclear Power PiojocI (lormorly Arizona Public 
SeiViCO Co ). 80/04/12 8pp 46100 240 4619 0 247 

S604I90629 Spectal Rept t-SR-CO-OOS.on 800407.tooso port (Joioctlon lastruniantalfori 
docisrod Inoperable lot more than 30 days Caused by breakup ul signal coming from 
sensor .Wcfk conlrol document prepared & will bo schodu’od for nox| ouiego. 
HAVNES.J.G Arizona Nucloor Power Project (lormorly Arizona Pobl-c Sorvico Co | 
88/04/12. Oocumonl Conlrol Branch (Oocumoot Control Desk). 2pn 45206 tCl- 
45200:162. 

8804200301 LER 88 002 00 on 880122.111 log power Mips sot contrary to Tech Spec 
Table 2 2-t.Ertor d.scovoiod 860317. Causo under Invest-galionTrip solpolnis con- 
servalrvoly resol. W/880410 Mr. 

SHfliVER.T.D.. HAVNES.J.G Arizona Nucloar Power Project (tormoily Arizona Public 
Sonneo Co ) 80/04/18. 6pp 45239; 1 10-45230:1 14 

8804210311 Corrected LER 08-002-00 on OBOI22.prolimlnary calculations indlcoiod that 
Migli log trip solpolnis may have boon sot conlrpry to ailowabio soipo nl.Causo sbll 
under invosligal'on.Trip solpolnis reset W/08O418 Mr. 

SHRIVER.T.D, HAVNES.J.G. Arizona Nucloar Power Project (formorly Arizona Public 
Service Co ) 88/04/18, 5pp 45235 304 45235 300 

6804260007 LER 88 003 00 on 060320.survoil'Qnco inlorval tor Incoro dolocicr sys 
oxceoded Caused by cogniiivo porsonnol error & Inadoquaie progtarnmnlic 
conlto's Individual involved will bo counsoiod &/or disciphnod & conlrota rovlawed.W/ 
8804 19 Hr. 

SHRIVER.T.D., HAYNES.J G, Arizona Nucloar Power Projocl (tormoily Arizona Public 
Servteo Co) 88/04/(0 6pp 45268 355 45258 360. 


V. Operator Examinations 

8804250088 Responds to fOlA loquost lor into ro scores of reactor operators & sen or 
reactor operators Forwards roquolilicalion oxam summary source sheets listed in oncl 
a|» w/petsonal privacy into doloied. 

GRIMSley.OH Division ol Rules S Records (Posl 070413) 86/04/10. BOLEV.K 
Public CIlizon's Cnlical Mass Energy Projocl. 2pp, 45213:003-45213:095. 

-8804250167 Package ol NRC adminislorod roqualificalion exam losu'is svm-'nary. 

• NRC • No Deia lod AKiliatlon Given 87/07/20 88pp 45213.007-45213 005 
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F. Security, medical, emergency & tire protection plans 

8804150283 Forwards results & conclusions oi rogulatory ofloctivoness review on 
88022i^ 0302.Rosponse le identified wenknosa roqiiosiod within 4$ days el Hr 
receipt Ends withheld liol 10CFR73.2I). 

CRUTCHFIELO.D Division of Baacior Projects • Ill.lV.V 6 Special Pto,oot$ (Post 
B704111. 88/04/12 VAN BFtUNT.E.E. Arizona Nuc'oar Povvor Projocl (formorly /krizo- 
na Public Service Co ) 4pp 45102270-46192 273. 


6804220264 Ack receipt of oncl JG llayncs 860317 l|r re scope & ob.ec lives lor 1808 
annual omoigency ptepaiodness e*eiciso Certain Jems o-n objeclives hsi clar.fied pc 
080407 ia!con belwonn G Biown A H Riol r.g Scope & cbjoclives accepiablu 
FISH.H Region 5. Olc ol Ihe Orectoi 88/04/15. VAN BRUNT.E E. Ai.zona Nuclear 
Pewer Pto|oct (lo-mcrly Arizona Public Soivico Co ). Ppp 45257 t06 46257 205 

•■CS04220255 Forwairls.lor rov ow & comme.nt,dialt objociivos A oxieni ol play tor 1908 
u!l annual emergency plan exorcise scl'odjie-d tor B8C6C8 0rell submiiied pet NRC 
030803 IK ul I A ul I Admin stralive Ccnlio! Moniial EX09 06. 

HAYNES.J G Aiizona Njc'ear Power Pro.eci (loimotly Arizona Pubke Soivtce Co) 
89/03/17 MARTIN J.B Region 5, Olc Ol Ihe 0.'OC(or. 8pp 45257 19&.46257 205 


J. Inaurance & indornnlly information 


8804080463 Lisis proseni leva: ol i nancial protect o.-i for plnni.pei iOCFR50 54(vr)(4) 
VAN ORU.NT.E E Ari 2 o.na Nucloa' Power Prc.rcl (lormorly Anzena Pubic Service 
Co) 08/03/24 Document Conuol Otancli (Docun-oni Conito: Cask) ip 4=010 214- 
45010214 


P. Operaffng license afaga documenfa A correspondence 


6604010251 Forwards Vo's l-lll ol CEN-369(VK ‘‘Reciprocating Chamiig Purrp Tost 
Hepl" A CEN-370IV). ‘‘Cha'Qhg Pornp Gas Binding A Cracked fiock Fvaluaton 
Roof pot Conccion 3 a ot Llcenso NPF-51 A 85ii20 comnuirronl 
VAN BRUNT.E. E Anzona Nucloar Powo? PfolocI (lotmo'ly Anzo.na Pubte Sorvico 
Co). 88/03/02 Document Centrcl Branch (Document Contro! Desk). 2p3 450i5 101- 
45016 172 


"6804010257 "Chargng Purnp Gss Bind ng A Ciackod Block F.voloaiicnRepi " 

* Combustion Englnoonng. Inc CEN-370(V) 86/02/29 62pp 46015 103 46015 265 

“6004010269 Vols l-lll ol ' Roc-procating Charging Pump Tost Repl." 

• Corr-bustion Engineering, me CEN-369(V) 88/02/29 277pp 4501 5 268 45016 172 

8803300130 Applicalon tor amords lo LIconsos NPF-4I.NPF 51 A NPF 74. rov sng 
Survoilanco Requiromont 4 6 2h lo cfiango lolat mjeclion loop How to 4,830 gpoi A 
In octlon log max devlai on to 200 gpm. 

VAN BRUNT.E. E. Anzor.a Nuclear Powot Pro.ocI (lormorly Arizona Public So'v co 
Co). 88/83/16. Oocumeni Centro) Branch (Oocu-mant Co-stfol Desk). 7pp 44061 314 
44081:326 

-8803300133 Pt-oposod Toch Specs.rovisicg Samoillance Roqu ran’ent 4 5.2.h lo 
change total ir-|oct on loop f:ow lo 4,600 gpm A mjeclion leg max doviabon to 200 
gpm. 

Arizona Nuclear Powor Project (fcimorly Arizona Public So.-vxu Co ). 60/03/10 6pp 
44981. 321-44061:326 

8803300116 Applcal:on tor amends to Lico.nsos NPF-4I.NPf -51 A NPF-74. atfdng i;- 
censo condition lo.' roaclor coo’ant pump v bralion rnoniiorlng prog'am 
VAN BRUNT.E E. Arizona Noefoa' Power ProjOCl (fcimo'iy Airzona Public Soiv co 
Co) 86/03/18 Documoat Conlrol Biench (Docuironl Control Desk). 7pp 44961 225 
44981 237 

'-8B03300123 Pioposod Toch Spocs adding icenso cond lion foi reactor coo'ani puirp 
vbratlon monitoring prog'am. 

' Arizona Nucloar Power Project (loimoily Arizona Pub'ic Serv eo Co.) 68/03/18. 6pp 
44961 232 44001:237 


6603240426 Goner c Lit 88-06 to all pewor roaclor l-censoes A aiCplicants to removal of 
ergan-zat'On charts from Toch Spec admin siralivo conlrol requitemenis Svc 'isi oncl 
MlRAGLIA.F J. Associate Oiroclor fo' Pro, eels (Post 870411) 08/03/22 Ccnsckdelod 
Ed son Co. ol New York. Inc, 47pp 44972:107-44972:163 

6604040126 Forwards revised pages of FSAR ro OA program Change will onfiarco cp- 
erafion A avaJab lily oi radwaslo rngl ays by pravdi.ng pracl.cal approach to procure 
moni A mslallDlion of roncntical Instrurr-entet on A sampl-ng compononis. 

VAN BRUNT,E.E. Arizona Nucloar Powor Project (tormoily Arizona Pubi-c Sorvico 
Co ) 68/03/24. Oocumonl Comtcl Branch (Documeni Control Desk) 7pp 44970 255- 
44970 262. 

8804050097 Piovidos proposed chongos lo previously occoplabm cemrr irnonts re reac- 
tor coolant puirp shall vsb-allen troniloilng ptogram.includirg rcduc-r.g number ol ro- 
quiroct monitoring chanr.els per pump from 2 (o i. 

LICITRA.E A PiojocI Direciotalo V. 88/03/25. VAN ORU.NT.E E Arizona Nuclear 
Power Prolaci (Arrmetly An'zona Pubi c Service Co ). 4pp. 46O29.'l5e-45O2O. l50 

800408048$ Informs lhal util wi I respond (o NRC 000223 leqeasi for addi Info ro ro 
sponso to Gencnc Lir 80-06 by 66 0030. 

VAN BRUNT.EE Arizona Nuclear Powor Projocl (formerly Arizona Pob'ic Sorv.co 
Co ). 66/03/26. Document Conlrol Branch (Oocumonl Conirot Desk). 2pp. 45074 1 50- 
45074:161 

6804070802 Updates slaius ol scram reduction program. Program beng extended to 
lu‘iy uiilizo ba'anco-ol-p'ani s'rrulaiion model to ova'uaia Category 2 scram 
Initiators Catogoy 3 inlliatois eliminated from furtlior review 

VAN SflUNr.t.t Atiiorta Nuf'ear Pzmvoz Pzofoef (forrrerty Auzot^ Potato Service 
Co ). 86/03/26. Document Control Branch (Document Conlrol Desk). 2pp. 45048 284- 
45048:285. 

8904130360 Appicallon for amends to Licenses NPF-4t,NPF.51 A NPF-74, changcg 
mon'lotlng requiromenis for liydrogen A oxygen in waste gas h-oldup 8ys.Fee paid. 

VAN BRUNT.E E Arizona Nuclear Power Prcjeci (formerly Arizona Public Service 
Co ). 68/04/06, Document Conlrol Branch (Oocument Conlrol Desk) 8pp. 45|/}6.34l- 
45146:357. 


•8804130363 Proposed Tech Spec 9, modifying tequ temonls 1o' byd-ogen A oxygen 
waste 833 hpidvp 

' Arfzono Nuclear Power Projecl (faranetly Arizona Pub'lc Servl-ce Co). 68/04/06 9pp. 
45146:340-45146.367. 
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ejscnCo cl fVe.v Yorl'. Ire 4Spp 45164 537-45164 265 

6804130368 J»P? :atjn for an-sr-O, W L ctnses nPF -H.NPF M & NPF74. e'lowng 
o %0 Of I. •«' 10-15 or vawnc os ■« <oei sssemt os . gg..,,.- 

VAN BRuNr E fc Afi/ona I.Vc eat Power Ptoied (former y n ?? f 

Co) fa/C4/03 Oocomeni Cort.'o? B*«nch tOocum^ni Cco/cl 0e&^) -PP 45(jl U!>J 
4S151060 


^880-1130369 FreposeJ lecri £p«c5.3 'o*ng os-c cf Her rods or vacancies -n ftol as- 

• A*0^^a f):;clia-' Pe*ef Pro.ccl (fornot*^ Ar-fona Po0‘ c Sorv.ce Co ) 8S<04rC6 3pp 
45151 C56 45151 060 


6804150130 Mot'ca'.cn of 68-34 14 moc-urg w/ufl & 0NL n Rockv. fe.M0 to 
brat cn mofn-or r.a procram (or icaclc' c-oolant p j-np shalis & status on p ant sNaff 


liCtfHA.E A 'l’fO;oct'Dfec’orafe V 63/04/09 KNfGHtON.GW Pro.ecf D rectc'ala V 
5pp 451 53 33? 451 33 336 


8801210437 Forwa'ds /rcsce ol COisde-a: on ol issuance o* amsrjs to I censes NPF- 
41 /jFF-51 A f.PF 74 4 proposed fjSlIC cfetcririnaton S opportunity 'O.' neanng cn 
650100 request to desg-i dtscrp'-cn c( luel assemS es 

LiCiTHAEA Pic,eci Dtec!0'a!a v &8/0i/»3 VAN SRbNT.Ef Arizona f-u-cea- 
Pcrver Prc.cct (lorrr.ci‘/ Arizona Putsc Scrvce (3o ) 3pp 45191 160 45191 169 


-8801200500 Uoico cl cons 6oia' on o< «s-jar.cQ ot am-ends 10 licensos KPF-41.NP(-- 
01 A .NPF 74 A proposed NShC de'o/m-na-.on A opportuaty lor l-eanr-g Amends 
revise Tech Specs re descn tfescr.pt on ol (aoj asserro: es 
LIOVRA.CA PtO;iClO-’etlo a'o V tB/(J4/l3 Tpp 45191 I01 40l91 169 


8004280581 Forwards sa'ety era 'oat on support ng uV nalu-al crciyanon coo down 
cap si- If Test resu 's coirb nod w/ support ng ar.afyss demcnsiiate that p:ani rreeis 
tc-cu eTcrts o' OTP RSB 5 1 tc- Crass 2 p ani 

liCirPAEA project Oeectora'o V 68r04/18 VAN BRUNT.E £ Arizona Nucisar 
Pewer Pfc.eci Itorneily Ai.zcna Puf;C Serv.co Co ) 4pp 45266 353 45266 359 


-0804260571 Safety eva'ja'.an re uM na'oial c--cula1o.n coo'down capab; ity R'a-it 
meets retju reirents ol 8TP RSS 5-1 (or Class 2 p'afi 
* f.fiC • *<o Deta ted AH-iia: on G.ven 68/04/18 3pp 45266357-45266359 


O. Inspection lepoMs. IE Bulletins A totiesponiJence 


B6O4O4OO03 Fo.'vrards Enlorcenten: (^on-erence Repis 60 528/83 11. 50 529/09-11 A 
5O53O/fc0'll on E30229CcnC'€'ns sj'n.'nanzetl Actons deset-bed to impiovo ut.iza- 
ten ct sr-nutaior A to irtorc c-‘oseV loibw bacKtog ol mamt i-eirs found posiiive 
MAftriN J 0 Reg.cn 5, dc ot Ibo O.foclor 68/03/18 VAN BRJNT.E E Anzena Nu 
e'ea; Power Pio.eci l*ctrT.eity Araona PoWc Sotvico Cot 3PP 449/1 251-14971 288 

-8804010090 En'ctcoTer.! Con'eteteo Repts 50 523/08 1 1.50 529<89-ll A 50 530/ 
P.9-t1 cn 850229 Ma.cr areas d.sc-jssc-lt-:ensee inadvertenl tendering ot slcam 
d'-ven au* l-aty leedwatci p-jmps in Un Is I A 2 inope-able 

ftlCHARDS.SA Hcgcn 5. O'c ol the Directo- 88/03/18 34pp 449/1:254- 
44971 288 

8804060501 Forwa'ds msp Rep'S 50 526/89 09 50 529/68 09 4 50 530/88 09 on 
&60?22 25 A C229 03-33 No vtc'a'jprs rcted 

WENSLAWSki.F A negion 5, Cic ol ina □.rector, 86/03/22 VAN BRU.Nf.E C Anzo- 
03 f.'uc’ear Power Pro, eel (<crmo.'l, A' .zona Pub'iC Sorv.ce Co) 2pp 45010 290- 
450IC293 

-8001060509 Insp Rcpts 50 52a'a-3 09 50 529/83 09 A 50 533/88 09 on 680222-25 A 
0229 0303 No v-oialions ct devtations nolcd Ma.or areas 
Jispecttdl'anspoitai.cn rnar.tainM'ig occupaioral enposu'es AlAHA A raOiadon mori- 
tonnq sys 

NOfllH.HS. VUHAS.G P Hogiort 5. 0!c; ol Ihe Oireclcr 88/03/22 /pp 45010 292- 
450W29B 


88032 T0090 SuppI I to NflC Into Nobce B/-044. "ThT.blo Tube rtwinng m Westing- 
h-ouse Reactors " Sve i.SI anci 

ROSS' CE OwSio.n ol Operalional Events Assessment (Post 8/041 i) 88/03/28 
Consc dated Edison Co 0l Hew Vork. tre 12lpp 44905 126-44995 246 


6803220296 NflC lo'o Noiico 88 OIQ. Ma'Is liccrsecs Lack ot Mel Controls d/er ti- 
cer-sed Progran-.s " SuC i si end 

CUNN NGHAM R E DiviSbn of Indus'-nai A Medical Nuctear Salely (Posl 8/0729) 80/ 
03/28 Conso-ida'ed Edison Co ct New Voik. inc. 10£pp 44995 24 /•44995 353 


8604056020 Ack receipt O' 860310 Hr inforntartg NRQ ol steps taken to coirecl v.olat'ons 
fiOled m WV^ Repts 50 528'87-39. 50 529/87 39 A 50-530/87-40 
KinSCH.DF Reg-on 5. Ole ol Iho Oitccior 88/03/28 VAN OflUHI.E E Arizona Nj 
clear Power P/oject (fonnorfy Arizona Public Serv-ce Co) ip 45032 122-45032 l24 


6804190154 Forwards tnsp Repts 50-528/80 08.50-529/88 09 A 50-530/88 08 on 
630223-24.29 A 0301-03 A notice of viplal-on 

WENSLAWSHi F A Rag, on 5, Ofc Ol iho 0«eclw 88/03(30 VAN SflUNT 6 E Anzo 
*13 Nuclear Power Project ('ormerly Arizona Pubiic Setwee Co) 2pp 45209 196 


-8804190157 Notce ol vioia'ion from insp on 880224-26 A 0229 0303 Violation 
noted gamma eminci analysis ol gas g/ab sample from Waste Gas Decay rank 8 d 
not achiova <equ.red lower limit ol detectioii lor Kr 87.Ki 88 A Xe-136 
WENSIAWSKI.F A Region 5. 01c ol Ibe Oneclor 68/03/30 2 do 45209 19( 
45209 199 


SO 526/89 08 50 529/88-08 A 50 530/88 05 on 880223 24 
0229-0303Vioiaiion noied Major areas mspecied OA (or ladiocheiriic 
* anelySiS. oos/ie lo.iowup ol noms A plani tours 
4|^^W4^9'2()7^^^^'^*^ fieOHJO 5. do ol Ihe Ckrecior 88/03/30 8p 

50-528/38 02.50 529(68 02 A 50 530(80 02 < 
Eniotcemenl actiofi r e woiabons w.it be subj or sepa/aie Hr 
KiRSI^ D F flegion 5. Ole o( the OteCKx 88/04/01. VAN BRUNT £ E Arizona N 
cl^ar Power Project (formerly Arizona Public Service Co) 3pp 45195234.451^631 


-8804190164 Insp Ropls 63 5e«/l>0 52..;0 .j.-rt/h(» 02 A 53 530/6802 cn 
0305 No vio'atons wtcJMa.O/ nri'.is mspcciod n-v.cw 0' p'av. ae-. 
lOuts.housuseojHiig suivc-lianco Insli-ig S osspn'.iil ( oo.'ng pij.np icc'^a'air,, 
POl CH.T. BAI.I.J. FIORr'LLl.G Ri-rjion 5, Ole ot i'.© D.indo/ 68/Cir. 
45196207-45196 314 

8804200468 FcrwaiilS lOi/OClOd pagi-s to Monlnln Repts fO 528/88 11 50 ‘ 
A50 530/8&-t1 

FAULKENBFRFIY.D Roifon 5. Olt; ol li.» U roclO.' fl8/U4/0i VANani.W r 
na Nocloar POwOr Proiocl (lormu'ly Anzenn Pulilr Se/vico (b| Ip 4* 
45239091 

-8804200505 Coriociod Pages 1 A 5 to tnicicemont Ccnluiercu Reels 53 5 
EC 50 529/08 1 1 EC «. 50-530/B9 1 1 FC, 

• Rogion 5. Olc ol Ibo Di-oulor 08/04/01 ;ij;p 45239 089 15239 091 

8604130088 Fotwa-ds Insj/ Heirts ‘lO 528/8/-45.59-5'2'>/a7-i4 j 50 533/, 
071 109-13 No Violations r-.oled nowovu'.ifuu lo sowurai unusual cvO-'.'sapp, 
ropar ol Such mayrittnlu iiM)-.i'es motii conijiii'hon.. vo loviyw ol parts 13 p 
CnUTCIIFtFI O.D D viSiCn ol IWauVu' Pii))oc\& ilt.iv.v A Special Proc 
070411) 60/04/05 VANRRUfir.CE An/ceri Nuclear Pcw.-r 1>rc....ci jljirij 
na Publ c Sotvico Co ) 5pp 45102 015-45102 020 

-8804130098 Insp RcpIs 50 5211/0/ 45.59 529/8/ 44 A 50 530/87 45 on 
13 No vio'anohS noIod.MnlO' mejis inspocU'd ut I OA proijrani pa-'-Cu'eily 
10CFR2I lopcilati'ity roquiinn-unls & conl-o' ct puichnscd mahs 8 svcs 
PRESCOTT. P Divis-on ol fleaelor Inspucucn A Salegunrds (Posl 87C4M) 
Vordo.' Inspection Droncli 00/03/22 9pp 45102 020 45102 02d 

8804130372 Discussus It Into Ri.llnin 011 001. Dolocts in Wostirghouso C.c 
ers ■■ Unis 1 A 2 nsps loimd no liicakors w/ Jolucis A Unl 3 icacic' I'-pb 
COm.TOiCial oporalio.n loi 4 monPis 

VAN pnunr.F E. Anzona Nuclear Power Piciji'CI (lo-meily .Arizona Piib’ 
Co ) 08/04/05 Ooco'rtcni Ccniiol Oianch (Occiimont Ceniioi Dos'!) 5pp 4 
45192 230 

8804010256 NRC Info NoliCO HO 01 1. T'olenlial Loss ol Motci Ccn'rol C'r S/ 
board Function Duo lo 1 aully Tio Unlls Sve list one' 
nOSSI.CE D'vis'on ol Cjier.nioiial tvenis Assessment (Posi 67C111| 
Consotidalcd Edison Co 01 Now Yo'h. Inc I24p(i 45406 292 45407 051 

8804190010 £N 08 029 0.1 0804 13.r.<)lici) Ol proposud mpcs'lion ol ct.' 
airounl ol $100,000 wil ho iss..oil to !.consoo. busi-J on v Canon ©I rcqu.- 
imp.'opof ongircoring & leviow A 'iiituio lo (nllow procedo-'OS 
LUFH.MAKJ IIEBFRMAN.J Olc ol Folorfiuini ni (Post 070413) Pfi'C 
-15199 075-45109 075 

BB04060370 NRC -'nlo Nolii o 00 012 Cvcg-oasmij o' Electric Moio' Bear 
I St ee.cl 

ROSS'.CE DiV'Sion ol Oputnlionnl Events Asbcssnidiit (Posl 87041 tj 
Consoidated Edison (^O ol Now Yoik. Inc I23pp 45185 028 45165 150 

8804200108 D.scussos msps on 080127 29 A 01 1 7 0305 A lortvards not ;c ' 
A proposed iTipOsilion ol tivi.' ponally Er cciita.jes iihl to increase mgi a' 
pctsonr.el pcilttmante l<j erswe clear i;rdo(slord>nq cl (jn-.tsmonla s 
MAHIIN.JB Regon 5. Olc ot I'lo Orector 80/04/13 VAN BRUNT.E E 6 
clear Power Pro)OCt (lorfrotiy Ari/onn Ruble So/vico Co) 4pp 4521539#-- 

-8801200112 Noi-co ol viclaiicn A p'f)(>osed rn-jiosiiio.n ol c.vl paria ry n 
$50,000 Vio'al.on noiedpla.nl oiiorpted w/only two oporaElo imlcpcrdeni s 
oraict autiliary tocitwaiot pjiiips w/P niorUKig l ech Spoc aci-cn rcc.u "di -i 
MAHTIN.JB hegion 5. Olc ol Ifo Di'ocio.- 80/04/13 5pp 45215 3-34 4521 


R. Periodic operaling reports & relalod correspondence 


8B04220055 Monthly operoling rcpIs lo' Mar 1088 VV/8B04I5 Hr 
COLVILLE.J M . HULL.J L . HAYNKS.J C. Arizona Nuclear Power Pro.t'.l ( < 
zona Pub! c Serv.co Co ) 88/03/31 19pp 152,31 200 45231 218 


S. Reportable occurrences, LERa A related correspondence 


8803310049 Summarizes LER 1111.110019 utilized lor 198/ tcpon.ng period 
VAN BRUNT.E E. Arizona Nuclear Power Pro,eCl (tormerty Aiizpra Put 
Co ) 08/03/24. Document Control Br.lnch (Cocurroni Conitcl Desk) Ip 
44964 135 

8804060478 Special Ropi 2 Sn 88 001 on 00031 i.radoacHvo uasoojseliw 
HU- 144 A RU-143 rordotod inoperablo lor grealer lhan 72 n Caused ty > 
lepiacing ot components to corroci high voliago laiiure 
H Avne S.J G Anzcria Nuclear Power Project (formerly Arizona Public 5' 
08/04/05. Oocu-ment Control Rtanch (Docoment Co.nitoi Desk) 3pp 
45092 046 


8604130036 LER 87 0210) on 071202 POSl-aCC.tJont sampkeg sys 
inopciable Caused by personnol error Apprcprlato lunciionai A sufvel a'ic# 
pieied A sys docal/ed oporablo w/ 880407 Hr 

SHHIVKR.T 0 . |IAYNES,J C Arizona N'uc’car Power Projccl (lo'merly An 
Service Co ) 88/04/0/ Bpp -15151 022-45151:027 


8804190033 IFR 08-008 00 on 8003 1 0.baianco ol plant LSI" aciualon occu 
bldg essential vcntiiaiion sys Train A Caused by rodiaiion leva's incre. 
alaim/Uip seippmi lor moniior RU- I'JI Solpo-ni raised W/8a0407 Ur 
SHHIVER.T.O . HAYNES.JQ Arizona Nuclear Power PrOjOCI (formerly An 
Service Co) 88/04/0/. 6pp 45208 20/ 45200 212 


6804140108 tCR 88 005-01 on 88022 l.inadvcrioni saloty injocion Irom sa-' 
tanks occurred as result ol low pressunzer pressure signals 
bypassed Caused by personnel error. Disc pi-nary measures lake-n W f ell'- 
SIIRIVER.T-D., HAYNES.J G Anzona Nuclear Power Projccl (Icm.otiy An 
Service Co) 88/04/08 5pp 45151. 357-45 151.361 
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V. Ope/ator Examinations 

£SO<)2600Q9 Hesponcls to FOIA request let mlo fo sco'os o! loactci opoiatois A senior 
leacior opeiaiois FonsaidS tequal.licaiion exam summary source s'leets listed in cpcI 
app Ar personal privacy into dcteied 

GOlMSLEv'.O H Oivison o( flulGs & Rocoids (Post 070413) 06/04/19 BOlEY.K 
Public Cili 2 cn's Crdical Wass Lriergy PiciOCI ?PP 45213 003 46213 095 

"6804250167 PaCl-ago Ol NRC admnisieiOd mqualiticaion exam rosj.ls sun-ma-y 
* unc * No Ooiai'ed AMi! siion Given 87/07/20 80pp 4ti?t3 03/ 45213005 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


F. Securlly, medical, emergency & tire protection plana 

8804150283 FofWia'dS tosults & ccncliisicns Ol rog^laiory ctleci.vuness tov.e/r cn 
620223 030? Response re idenMied weahriess lequeslod w.ltiin 45 days ol lu 
recC'PlEncIs w-thheld (tel 10CFR73 21) 

CRuTCuFlEtD.D D.viso.n ol Reactci Projects • ttt.tV.V & Spena' Pto.ncis (Post 
0704 It) 68/04/1? VAN BRUNT E t Anjona Nue'ear Power Project (torinor.y A'iro 
na PjW C Scrv.ee Co ) 4pp 45192 270 4 5192 ?73 

S804220254 Ack receipt of enci JG Hoyoos 690317 Itr to scope & o5,gcIivds Io' 1986 
annual emoi<je.''Cv p'f.parodncss exercise Coitan items 0.n object ves 1 91 clanlied per 
893407 te'cen between G O'own S H Oiel'-g Scope & ob eciivos acccpiab’e 
l iSlI.H. RegiCii 5. Otc ol die Crrecior 08/04/15 VAN UHUNf.E E Ai«/cna Nuclear 
Power Ptoiect (formerly A'ircna Pubic S6n.iC0 Co ) ?pp 45257 196 45?5/ ?05 

-•8804220255 Fo-'wards.loi toview & cortiment.dialt ob.ect.ves & extent ol ptay lo' 1986 
ml annjal emergency plan exercise schertolcO lot B80B06 OtaW submitted per fjRC 
630803 Mr iiM A uti* Adm nisitalivo CoiiliOl Manual 6X09 06 

HAYNES JG Arizona Nuclear Power Projecl (lormurly Arizona Pubic Service Co) 
89/03/17 martin J □ Region 5. Ole ol H e D iocior Upp 45257 1 98 45257 205 


J Insurance S indemnily Information 

8604060463 lists pteseni level ol linanc-al p;oloclion lor p'anl.coi 10CFR5'J 54(w)(4) 
VAN BHU.Nl E E Anzona Nuc'oar Power Proioct (lormetly Arizona Pubic Service 
Co) 60/03/?4 Oocume.al Control Uraiich (Document Coatiol Desk) Ip 45010214- 
45010 214 


P. Operating license slage documenla & correspondence 

6804010251 Forwards Vols I III ol CEN 369(V). ' Roc procating Charg-r g Pump TesI 
Repl & CEN 37CIVI, 'Ciiargrg P<;mp Gas Bndmg » Cracked Block Fvolual.cn 
Flepl." per Conti f ori 3 a ol license NPF-51 A 851 129 ccmmilrre.'il 
VAN OHbNT.C E Arizona Nuc'oar Power Prolect (formerly Arizona Pubic Se.-vico 
(Tto ) B8/03/02 Occument Control Uraiicti (Document Control Desk) 2pp 45015 191- 
450 le 17? 

••8804010257 "Cbargr.g Pump Gas Bindmg A Cracked Block EvalualiOn Rufil ' 

• Contb-.islion Cngn.oonng. Inc CCN.370IV) 88/02/29 82pp 45015 193 45015 255 

-8304010259 Vols I III ol ■'Roc‘piocalir.u Chargng Pump TosI Ropi " 

• Co-nbuslion Eriymeoring. Inc CCN-569(V) 8(1/02/29 277pp 45015 256-45016 172 

8683300130 Application lot amends IO Licensus NPF-41.NPF-51 A NPI -74. lOviSro 
Sftvcl'aoco nequ romoni 4 5 2 It lo charge total o.oct on loo? I’ow io 4 000 gpm A 
r|G.':l on leg mo« rievialion to 200 gp.m 

VAN BRUNTEE Arizona Nuclear Power Pro.cci (lormetly Arizona Pubic Son.ice 

Col 80/03/16 Document Control Qtanch (OocuttienI Control Desk). 7p,n 44961 314. 
44061 3?C 

"8803300133 Proposed Tech Specs.tovis rg Surve.llancc fleq-..iretnonl 4 52h to 
change total :r|cciion loop Ilow lo 4.800 gpm A in,cct.on leg max dov.oi.on lo 2C0 

^*Arizona Nuclear Pewor Pro.cci (tormoriy Arizona Pub'ic Sr.rvico Co) 88/03/16 6pp 
44961 321-44961 326 

8804040062 Piov'dos justltcalion lor dolohon ot loss ol o'isik) powo.' |LOP) tusl as 
suppi IO 870831 submilial re mad ol initial lost program Reasons that LOP test noi 
conducted ai qieaier than lOrib power stated 

VAN BRUNT.C E Arizona Nucloor Power Projecl (formerly Arizona Pub'tC Sorvce 
Co) Bfl/03/i7 Documonl Control Branch (Docurroni Control Dusk) 33pp 

44969 037 44969 069 

6603300116 App'icalion lor amends 10 licenses NPF-41.NPF-51 A NPF-74. adding li- 
conso co‘'d i-o-i Tor leactei coolant pump vibraiion mccitorinn p'Cflram 
VAN URUN'T.EE Arizona Niicloar Power Proiect (lormetly Arizona Pub'ic Service 
Co) 88/03/18 Document Conirol Branch (Documem Conirol Desk) 7pp 44061 225 
44961 237 

••3803300123 Proposed Tech Specs adding liconso condition (or toacior coolant pump 
v.brabon mori(Or.ng program 

• Arizona Nue’ear Power Project (lotmcrly Arizona Public Scrv.co Co) 68/03/10 0pp 
44961 232-44961 237. 

3883240426 Generic Lu 88 06 to all powoi toacior liconsoos A appucanis to removal ol 
ofgaii.zai.on charts (lom Tech Spec admiiusiraiiwo coniio! icqu roij>eiii3 Sve I si encl. 
MiRAGLiA.F J Associate Director (or PKwects (Post 87041 1). PO/03/22 Consofidaied 
Ed son Co ot New York. Inc 47pp 44972 107-44972 153 

6804040128 Forwards revised pages of fSAR to OA program Change wii: enhance op- 
crat'O-a A avaiiabi'ily of radwaslo mgi sys by ptovidng pract.cal approach to procure- 
ment A msiaualion ot nonctiilcal instrumeniaiion A sampling components 
VAN BRUNT.f E Arizona Nuclear Power Project (lormerly Aiizono Pub'ic Seiv.co 
Co) 80/03/24 Document Comtol Branch (Document Conirol DosV) 7pp. 44970256- 

44970 262, 

3304060097 Provides proposed changes to previously accepiatiie commiimonis re roac- 
lor coolant pump shall vibration monitoring program.including loduc ng n-umbor ol re- 
qui'ed rnon lonng channels per pump from 2 to I 

LICITBA.EA ProjOCl Diioclotalo V 88/03/25- VAN BRUNT.E E Arizona Nucica' 
P-Owet ProjecUfomiorty Arizona Public Servico Co 1 4pp 45029.156-46029 159. 


0804Q6046S Inlorir.s Ihal ull wil respond to NRC 880223 request lo' addi into ro re 
spo.-’so to Geret.c Itr 86 06 by 680630 

VAN BRUNT.f E A'izoaa Nuclear Powc.' Pto.oci (formerly Anzena Pub it Service 
Co) 89/03/28 Oociimen! Coaiiol B/arch (Docuntenl Co-nlio: Desk). 2pp 45074 150- 
45074 151 

8804070002 Updates siaMs oi scram tcducion ptogtam Prog'am ootng oxionded ta 
ru'y utizo Liaia''co-ol-pleni simu'eiron model to evaluate Caiugoiy 2 scram 
n t atcrs.CatcqO'y 3 nil-ators t>'i.m rated Irom f jrlhcr fov.ew 

VAN BRUMTitt Anion a Nuclt-ai Powei Prcjcti (lower ty Amocra Public Service 
Co) 80/03/20 0000110.11 Centro* Qta-tch I Oocumeni Co 'Ilf ol Desk). ?pp 45048 284- 
45048 285- 

8804139360 Applcancn lo.' amends IO Licensos N?f -ai.NPF-SI A NFF-V4. chiingirg 
mociittri'-g roqjiioi'.enis to* hydrugen A oxygo-i .ii v/asio gas hci-rtu? sys-Fi’e pad 
VAN BRUNT. E E Arizona Nuclea' Power Pro.cci (form-.sily Arizona Pubic So'v.ca 
Ctol 00/04/06 OoCimenl Centfol Branch (CicuTom Conirol Desk) 6pp 45146 311- 
45146 357 

—0804130363 Proposed leth Spccs.irod V-i3 foqj'emerts lot hydrogo.i A oxygen 
waste gas ho’dup sys 

■ Arizona Nuclear Power Pro.oci (lonnefly Arizona Pubt c Serv^cn Co ) 88/04/06 Opp 
45146 349 45146357 

6804150 023 fo'kvatds Rev 0 to "Palo Ve'do Nucloar Guioialng Slaion. Un.t 3 Siaili.p 
Repl" Hepi co.iia'i's icsi rcs-jlis ot fuel Toad.post-co'o iioi lunciional insiir.giniii.il 
cr.i ca'ily A 'ow power physics tosi rg A power ascons cn icsimi 
VAN BRUNT.E E Aezcna Nuefoa' Power Pro.cct (icmio.'ly Arizona Pubic Sc'vico 
(to I 00/04/06 Oo-.u.iioni Contiol B'arch (Docuir.enl Coniro! Desk) Ip 45153 120 
45153 212 

— B604160026 Rov 0 to "Pale Vc*dc Nuclear Gono'aiing SittliGn.Uii i 3 Sfailup hppt 

* Ai.zo.''a Nucloar Power Piojoct flomietly Arizona Potiic Service Co) 80/04/06 
92pp 45153 121 45153212 

6804080083 Go.''e.iC Llr 88 07 to pcwcr roaclo.' Icensoes & app'iconis re rrod Mod cn 
IcrcomunI poticy conco.'ong 1CC‘^n60 49. Environ Oua'il-cal'cn ol Elecli cal Equip 
mom Important to Ssloly let Nuclear Power Pianis " Sve i-st onci 
MiRAGI-iA F J Asscciaio D rector lor Proj'rcis (Post 67041 1 ). 68/94/97 Conso! dated 
Ed son Co ol Now Yo''»i, Inc I9pp 45164 237 46164 285 

6604130351 Apphcaiion Icr amend to License NPr 74 chang nej Tech Ejiocs lo increase 
negaiive troderalcr lo.'np coolliclom l.rrit Foe jtaid 

VAN ORUNT.ee Arizona Nue’ea-' Pewer Prcjoci ('ormetly Arizona Pub'ic Serwee 
Co) 80/01/07 0000110.11 Control Urai'Ch (Documonl Conirol Uosk) 5pp 45142 167- 
45142 1'/2 

-8804130355 Proposed Tech Spec Figj.o 3 i-i. ' Alowab'o MTC A/ottns I S 2. Paid 
Verde Unit S.Cyclo 1 Average Moduimci Temp" 

' Arizona Nucteai Powo' T’to.oci (foimc.'ly Anzcfta Pubic Scis-ice Co) 88/04/07 ip 
45142 172 45142 17? 

8804138360 ApplcaUcn for an'.orils la Licenses f JPF 4 1 .f JPF 5 1 & NPF.74. a'lowirg 
uso of fi for rolls cr vacan-cius in Tunl assemh'ios Fee paid 

VAN BRUNT.E E. Arizona NuctOf)' Power Prcjecl (lo'moily Arizona Pub ic Seiv.co 
Co) 83/04/08 Dccj'hont Conirol Brarch (Docvime.li Co.iiiol Desk) 5pp 45151053 

45151 ceo 

-8804(30369 P/oj;osod Tech SpOCS.Ollbw ng oso ot N'or rods Ot vaconc os in fuel ns 
sombi.es 

' Anzena Nuc.'oar PCACr Project (loirrarly Arizona Pubic Service Co) I)0/C4/C0 3pp 
45151 050 45151060 

8804150130 Nalilicahon ot 860414 mceing w/ulT 8 BNL i.i Rockvi loMD to discuss vi 
bralion nto.i.tor ng progiam lor reactor coolant pump sriafis & status on plant shaft 
evoljaiio.is Agerda end 

LICITHA.E A Prooc! Oiroclorato V 08/04/09 KNIGHTON.GW Prciocl Direct O' ato V 
5pp -15133 332 45133 336 

8604310437 Fonva'ds noscu ol cons de'alton ol .ssuance o' amends to Licenses NPT- 
41.NPF-51 & NPr-74 s propcsod NSHC dotorm naUon 8 oppo.lurlty lo' ftoari'tg on 
080408 roquesl rodos gn (loscnpi.o.a of fuel asscmb'ies 

LICITRa.EA Prcytcl Orocio-ate V 68/04/13 VA'I ORUNT.E E Ai.zcna Nuclear 
Power Picjcci (Icrme-ly Arizona Pu-bl c Service Co I 3pp 45191 160-45101 169. 

--8804200500 NoMcn ol co.isido-'alicn ol iss.ihiico ol OTo.ids to Uconsos NPF.4i.NPF- 
51 & NPF-74 & pio.tosed NSHC Uoierrrmaiion 8 oppoitumly lot bearl-ig Amends 
revise Tecit Specs re dos gn description of luei assombl-es. 

LICITRA.EA Pio.oclCitccloraloV. 86/04/13 7pp 45i91 163 45191 109 

8804260561 Forwards saloly O-rnl-jal on Su|)porl ng ulil nalura* orculallon cco'do-wn 
capabTity.Tcsi rosu'is co't'llnod w/ supporl ng ar'aiysis domcnslfoto ihai plani moots 
roQurenionls of BTP RSO 6 1 lot Oass 2 p’anl 

UlClTHA.C A Pto.oci Oi'cctorato V 68/04/16. VAN BRUNT.E E Ar.zona Nudoa' 
Power Pro, eel (lotmerly Anzena Pub' c So 'vice Co ) 40,1 46266 353-45266 359 

-8804280571 Salety ovai-jato.n lo uiil natural c.rco'aton cco'down capab lly Platii 
mools roqu-rornenis ol OTP RSB 5-1 Ipt Class 2 plani 

• NRC • No Deiat'od Alu .alien Gvon. 88/04/18 3pp 46266 357 462C6 359 


O. Inspection reports, IE BuDelins & correspondence 

8804040083 Fo/waids F.iilofcemcnl Conlorenco Repis 50-52B/B9-11. S0-S29/88-11 6 
50-530/88-1 1 on 860329 Corcoins summarized. Actions desenbod lo improve uhliza- 
hon ol Bimuloior & lo rnoro c'osofy lo'low backieg ol mami Hems found pos t-vo 
MARTIN.JB Region 5. Ctc o! Iho D-rector. 88/03/18 VAN BRUNT.E E Arizona Nu- 
e’ea' Power Pro.oci (termeriy Arizona PiJTiC Sotv ca Co). 3pp 44971 251-44971 ?fl8 

-8804040090 Enlorcomonl Conteionco Repts 50 526/88 1 1.50 529/68-1 1 & 50-530/ 
08.11 cti 880220 Maior areas d scussod licensee madvcrteni rendering ol sioam 
driven auxilary loedwater pumps n Units I £ 2 inopo table 

RICHARDS.SA Hogon 5. Die of the Dirocto'. 08/03/18 34pp 44971254 
44971.280 
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S894060501 Forwards lr»sp Roots SO 528/88 -09.60 529/68 09 A 50-530/88-09 on 
e&0222-25 & 0229 0303 No violations noted ^ . 

WENSLAWSKI.F A Reg on 5. Ofc Of the Oi/eCto/. B8/03/22 VAN BBUNT.E | Arao- 
na Njciear Powof Piojeci (formerly Awona Pubic Service Co) 2pp. 45010 200 
45010 296 

-8804060509 Insp Ropts 50-628/88 09.60-529/08-09 S 50 530/80-09 on 880222-25 & 
0229 0303 No vJofaions or deviations 

inspected Iranspo/lation.mahiairring occupational onposuros ALARA & raoialuon moi^t- 

NOR^F?H S.. YUHAS.G P Region 5. Ole of tbo Director. 88/03/22. 7pp 45010 292- 
45010298. 

8803210090 SuppI 1 to NfIC Into Nolica 87-044. •'Thimble Tube Thinning tn Wesiing- 
ho-jsa Reaclors." Svnfisi encl. 

ROSSl.CE Division ol Oporalional Events Assessment (Post 3/0411) 80/03/20 
Conselitfaled Edison Co of Now York. Inc 1 21pp. 44905: i26 44995:246 

B803220296 NRC Into Notice 86 010. “Malls licensees lack of Mgl Controls Over Li- 

CUNN?NGh 3\M.H E Division cl Industrial & Medical Nuclear Selety (Post 870729) 68/ 
03/28. Consolidaied Edison Co. ol Now York. Inc. 108pp. 44995 247-44995 353. 


6804050020 Ack receipt of 880310 Ilf inlorming NRC ol steps taken to correct violations 
noted in Insp Repts 50-526/87 39. 50-629/67-39 S 50-530/87-40 . 

KIHSCH.OF Reg on 5. Ole of the Director. 80/03/28. VAN BflUNT.G E Aiiiona Nu- 
clear Power Project (lormeity Arizona Pubic Service Co), ip. 45032.122-45032:124. 


8804190164 Forwards Insp Repis 50-528/88-06.60-529/68-08 S 60-530/88 08 on 
880223-24.29 & 0301-03 A noiicooi violation. 

WENSLAWSKI.F A Region 5. Ofc ol Iho Ouaclor 88/03/30 VAN BRUNT.E E Arizo- 
na Nuclear Power Pi^ect (lormerly Arizona Public Service Co.) 2pp, 462001 98- 
45209 207, 


•8804190180 Insp RepIS 50-628/88 08.50-S29/68 0B & 50-530/88 05 on 880223-24 & 
0229 0303 Violaion nolod.Major areas lisspocied: OA lor radlochemlcat 
analysos.chomisiry control 8 analysis, ons-te followup ol items & plant tours. 
TENBROOK.W.K . YUHAS.G.P. Region 5, Ole ol the Oiraclof 88/03/30 Bpp 
45209 200-45209.207. 


8904190162 Forwards Insp Repis 50 528/88 02.60-520/88 02 & 60-630/08 02 on 
8801 1 7 0305 Enlorcomenl action re vio’aHons will be sobi of separeto Hr. 

KiRSCH.O F. Rsglon 5. Ole ol Ihe Diroctor. 88/04/01. VAN BRUNT.E E Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co ). 3pp. 4619'6:2B4-45198:3I4. 

-8804190164 Insp Repis 60.628/86-02.60-529/88-02 & 60-530/00 02 on 880117- 
0305 No violations nolod Major areas inspected review ol plant aclivilies.plani 
lours housohoeping sutvo'liance lostmg & essenl'al cooling pump room slarms 
POLICIt.T. DALL.J. FIORELtl.G. Region 5. Ofc Of the Director. 88/04/Ot. IBpp. 
45198 297-43106 3(4 


8604200468 Forwards corrected pages lo Meeting Repis 6O-526/80-1 1. BO.529/88.1 1 
A 50-530/B8-t1 

FAULKENBERRY.8. Regon 6, Ofc ol lha Oirectoi. 88/04/01. VAN BRUNT.E.E. Arizo- 
na N-iclear Power Projoct (formerly Arizona Public Sorvlce Co), tp. 45239.068- 
45230.091. 


~8ei>420050S Corrected Pages I A 5 lo Enlorcomenl Conference Repis 50-628/60.1 1 
EC.50-629/88.1 1 EC 4 50-530/80 11 EC. 

* Reg on S, Ofcot the Oirecior. 00/04/01. 3pp 46238.080-45239 091. 

6604130098 Fonvaida Insp Repts 60-52B/B7-46.&0-520/S7-44 & 60-530/87.43 on 
871 100-13 No violations no led. However, due to sevetal unusual evenls.spparant that 
repair oi such magnlludo requires more comprehensive review ol peris lo be reused. 
CRUTCHFIELD.O. Division ol Reactor Protects - III.IV.V A Special Projects (Post 
0704 tl). 86/04/05, VAN BRUNT.E.E Arizona Nuclear Power Projecl (lormerly Arizo- 
na Pupbe Service Co ). 6pp 45102015-46102:028. 

--8804130098 Insp Repla 60-526/6 7 -45.60-620/0 7-44 A 60-630/87-43 on 871109- 
13. No vio'atdns noted Major areas Inspected util QA program particularly In areas ol 
10CFR2I reportabiliiy requirements 4 control ol purchased malls 4 sves 
PRESCOTT.P. Division ot floacloi Inspection 4 Safeguards (Post 870411) STONE.J 
Vendor Inspection Branch. 86/03/22. 9pp. 461 02.020- 4 5 102.026. 

6604130372 Discusses IE inlo Bulletin 68 001. "Delecta In Wsstinghouse Circuit Break- 
ers." Unite 14 2 Insps lound no braakars vv/ delects 4 Unit 3 reactor trip breakers in 
commercial operation tor 4 months 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co ) 88/04/06 Document Control Branch (Document Control Desk) 6pp. 45192;228. 
45192 230. 

86040I02S6 NRC Inlo Notice 08-011, "Potential Loss ol Motor Control Ctr 4/ot Switch- 
board Function Due lo Faulty Tie Bolls ." SvO list end. 

ROSSl.CE Division ol Operational Events Assessment (Post 070411), 08/04/07, 
Consolidated Edison Co. or New York, Inc. 124pp. 45408:292-45407:061. 

6604080370 NBC Info Notice 88-012, "Ovetgroasing ol Elootric Motor Bearings." Sve 
list epci 

ROSSl.CE. Division of Operational Events Assessment (Post 670411). 86/04/12 
Consolidated Edison Co. ol New York, Ino 123pp. 451 88:020-45 165; 1 60. 


R. Periodic operating repona 4 related corraapondence 

. 8004220056 Monthly operating repts (or Mat t988.W/6804t5 (tt. 

COLVILLE .J.M., HULL.J-L., HAYNES, J.O, Arizona Nuclear Power project (lormerly Ari- 
Tona Public Service Co.) 88/03/31. lOpp. 46231:200-4523 1:218. 


S. Reportable occurrences, LERa 4 related correspondence 

8803310049 Summarizes LER numbers utilized for 1987 reporting period. 

VAN 0RUNT,E.E. Arizona Nuclear Power Projecl (formerly Arizona PubUo Service 
Co ). 80/03/24. Document Control BiancVi (Oocument Control Desk), Ip. 44954'., T3S• 
44964 :^ 35 - 


0904210329 Special Rept 3-SH-88 002.on 88O320.radialion monitoring unit Incpoiab'v 
lor greater than 72 h due to unsatislaciory porlormanco of source check Caused t/ 
excessive high voltage from faulw high voltage board Detoclor replaced. 

HAVNES.J G Arizona Nuclear Power Projecl (formorly Arizona Public Seivleo Co) 
66/04/18 Documonl Control Branch (Oocumani Control Desk). 2pp. 45235 52S 
45235:310 


V. Operator Examinations 

3604250068 Responds lo FOIA lequosi (or inlo re scores ot reactor operators A sona 
reactor oporalors.Forwards requaliWcalion exam summary source sheets listed In tnci 
epp w/personsi privacy Inlo deleted. 

GRlMSlEY.O H Otvleton ot Rules A Records (Post 8704131 08/04/19, BClEYjt 
Public Citizen's Critical Mass Energy Projecl. 2pp. 45213 003-45213 095. 

-6804260197 Package oi NRC administered requakdcaiion exam results summaiy 
• NRC - No Delalled Alllllallon Given 87/07/20 S8pp 46213:007-45213 095 


DOCKET 60-537 CLINCH RIVER BREEDER REACTOR 


A. Appilcatlon/construclion stage documents 4 correspondence 

8803240426 Generic Ltr 86-06 lo all power reactor licensees A applicants ro rorrovai ol 
organization charts Irom Tech Spec edminislralive control roquirements.Svc '-si one 
MiRAGlIA.F J Associate Director lor Projacis (Post 87041 1) 80/03/22. ConsolidaljJ 
Edison Co ol New York. Inc. 47pp. 44972:107-44972:153. 

8804080086 Generic Ltr 88 07 to power reactor licensees A applicants le mod bed oi- 
lorcemeni policy concerning lo£Ffl60.49. "Environ OuaHlcalion of Eleclncat Eqjip- 
mont Important lo Safety lor Nuclear Power Plants ’■ Sve lisi end 
MIHAGLIA.F,J. Assoclalo Director (or Projects (Post 87041 1) 88/04/07 Consol (latod 
Edison Co of New York. Inc. 49pp. 45164:237-45164:285. 


DOCKET 60-538 MEMPHIS STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


6803250248 Iriforms ol NRC relocation to staled address Mailing address unchanged A 
Adams projecl manager 4 TS Michaels back-up project manager. 

RUBENSTEIN.LS, Standardization A Non-Power Roacior Projoct Diroctoraio 66/03.' 
18. Atfillation Not Assigned. 3pp. 44859.060-44859 062 

8604120140 Forwards (Inal survey rept indicating mat residual radioactivity readings less 
than In Rag Guide l.eS.Tabla f A lees than 5 uR/h at I moler Requests linal suvoy 
ol facility lo verify reg guide requirements.W/o end 

RU8ENSTEIN.L.S. Standardization A Non-Power Reactor Proieci Directoiato 86/04/ 
05. COLLINS.O M Region 2. Ole ol Ihe Director. 2pp 45091 360 45091 361 


DOCKET 60-601 RESAR SP/90 


A. Application/oonstruollon etage documents & correspondence 


8804080016 Forwards propfiotary draft SER re PRA for Wesilnghouse RESAR SW 
90.Open issues noted which or may not be resolvable during prciirinaiy dos'C-'i 
approval stage ol reviow.Drall StR wilhhold (rol 10CFR2.790) 

RU8ENSTEIN,l,S. Siandardizalton A Non-Power fleaclor Projoct Direclorato 88/03/ 
21. J0HNS0N,W.J. Wesilnghouse Electric Corp. 3pp, 46084:357-45064:359 

8803200359 Forwards nonproprielary A proprietary Inlo on Amend 1 to RESAR-SP/OO 
PDA Module 12. "Wasie Mgl” A 880322 appllcaHon for withholding propiioiary mo 
from public disclosure per 10CFR2.790|b)(1). 

JOHNSON.W.J. Wesllnghoosa Electric Corp. 80/03/22. flUBENSTElN.L Standaidua- 
Hon A Mon-Power Reactor Project Directorate. 2pp. 44902:044 •44G62-064. 


—8803380358 Application for withholding proprietary Amend 1 to RESAH-SP/93 PDA 
Module l2. "Waste Mot," trom puWlc olsclosuta per t0CFR2 TOOtbMU. 
WIESEMANN.R.A. Westinghousa Electric Corp. 80/03/22 RUBENSTEIN.L. SlondO'd- 
izalion A Non-Power Reacior Project Dlreclorale. I9pp. 44962:046-44962 064. 


9804010131 Forwards proprietary A nonproprielary Amend 2 to I^ESAR-SP/90 TOA 
Module 2, "Regulatory CTonlormance.'* Proprtelary vorslon wilhhold Iref 10CFR27S)0) 
JOHNSON.W.J. Wesilnghouse Eleclrlo Corp. 68/03/23. RUBENSTEIN.L. Standard ra- 
tion A Non-Power Reactor Project Directorate. 2pp. 45020 244-45020:264, 


-9804010133 Requests that proprietaiy Amend 2 to RESAR-SP/90 PDA Modulo 2. 
"RagulatoiV Corilormance" be withheld from public disclosure (ref 1OCFR2.70O1. 
WieSEMANN.R A. Westinghouse Electrlo Corp 88/03/23, Standardrzation A Mon- 
Power Reactor Project Oireclorate. t9pp. 45020:246-45020:264. 

9804070238 Forwards nonprMJrlelary A proprietary Amend 2 lo HESAR-SP/90 PDA 
Module 13. "Auxiliary Sys." f’ropriefary amend withheld (rot lOCFn2 790). 

JOHNSON, W.J. Westinghouse Etectrio Corp, 88/03/24. RUBENSTEIN.L. Slandairf ra- 
tion A Mon-Power Reactor Pioiact Dlreolorate. 2pp. 4503l:0l3-45O3t:052 

-8804070243 Requests that enci proprietary Amend 2 to RESAR-SP/90 PDA Modo'o 
13, "Auiritiary S/8(" be withheld (ref 10CFR2790). ■ m 

WIESEMANN,R A. Wesilnghouse Eleolrlo Corp. 98/03/24. RUBENSTEIN.L Sianeard- 
izatlon A. Non-Power Reactor Project Dlreolorate. 3epp. 4603 1;0 16-46031:062. 

9894220101) Forwards proprietary A riwiproprieta^ versions ol 880405 presonlation ol 
Re9AR*SP/90,PWftobWl8tfoSa(etyB(udy (Module 16). . , „ 

*J0®8ON,W.i WeaWi8%wa«^E^^^ Cotp. aB/O4/04 RUBENSTEIN.L. Standerd.za. 
Iloft A-i4dh*Po«b‘r Reactor Project Directorale. 2pp A62BQ.272-A52B\:032. 



DOCKETED ITEMS 209 


-880422Q191 nequeste withholding propiietary votsion ol Wesbnghouso 880406 pres- 
enlailort ol SP/00 PHA to ACRS Subcommillee Oft Woslinghouso Advanced Planls 
{ret IOCFH2-?0O/b)f IM AMidavrt & nanproprletafy vorslon ol pfosontatian oncl. 
WieSEMANN.R A. Woslinghouso Electric Corp 88/04/04 ftUBENSTEIN.L Standard 
ttatxtrt & Non Power Reactor Project Direclorale. tl9pp 45280 274-45281.032 

B804 190116 Notilicalion ol 880421 meeting w/Woslinghouso In RocKvillo.MD to discuss 
ccncerns rosulling from review ol reactor sys ol RESAH SP/90. 

KENyON.T J. Standardization & Non-Power Reactor Profocl Directorate 68/04/13. 
flUttENSTElN.L S, Standardization & Non-Power Reactor Protect Directorate. Pop 
45164 300 45164 301 

8604200460 Forwards raeuesl lor addi info re RESAR SP/QO.Resoivatility ol Issuos 
duiina PDA phase of review concluded Meeting between NRC & Weslinghooso to dis- 
cuss 8 resolve issues prior to issuence Ol linal SER proposed. 

KENYON.T J, Standardization 8 Non-Power Reactor Prolocl Oiroclorate. 88/04/14 
JOHNSON.W.J. Waslinghouao Electric Corp 7pp 45lOi;l l9-46t9l:fP5 

8804200493 Forwards rev to 870019 review schedule lor RESAR SP/90, adjusting 
dates lor rarnaining Intermediate milestones. Issuance of linal SER & PDA decision in 
Oct 1968 S by Dec 1988 still intended. 

RU6ENSTEIN.L S. Standardization 8 Non-Power Reactor Project Directorate 88/04/ 
14 JOHNSON.W.J Westinghouso Electric Corp. 4pp. 45191012-45191:015 

8804320016 Forwards request tor addI Inlo on RESAR SP/90 re radiological conse- 
uencas ol design basis accidonUo complete roviow.Response roquasieu within 30 
aysol Ur date. 

KENYON.T j Standardization 8 Non-Powor Reador Project Oirectorale, 88/04/14. 
JOHNSON.W J Westinghouso Electric Corp 4pp. 45201:047.45201:050. 

8604320024 Roouests draft SER dtscvaaing acceptability of appWcsWo doslgn-spocrlic 
resolutiona oi listed generic Issues no lator than 860516. 

RUBENSTElN.L.S. Slandardizallon 8 Non-Power Reactor Project Directorate. 88/04/ 
14. CHENG ,C.Y. Matorlals Enginearing Branch MAHSH.T, Mecttanlcal Engirtoering 
Branch. BAOCHI.G Structural & Oeoscfances Branch. 4pp 45200.276-45200:276. 

8804280334 Summary ot 880331 moellng w/BNL 8 Westinghouso In Monroevillo.PA to 
discuss PPA lor RESAR SP/9D.Llst ot attendees 8 agenda /oWowed during meeting 
GfiCl 

K€NYON.T j. Standardizaiion A Non'Power Reactor Prolecl Diroctorate. 88/0<t/21 
Siandaidiiaiion 8 Non Power Reactor Project Directorate 6pp. 45265:1 17-45265-t22 


DOCKET 50-602 UNIV. OF TEXAS RESEARCH REACTOR 


A. AppHcallon/conalructlon stage documania 8 correspondence 

880'3250248 Inlorma of NRC relocation to staled address Mailing address unchangad.A 
Adams projeci manager 8 TS Michaels back-up projoci manager. 

RUBENSTElN.L S. Standardization 8 Non-Power Reaclor Project Directorate 00/03/ 
18. Affiliation Not Assigned 3pp. 448S9.060-44869 062. 


F. Security, medical, emergency 8 fire protacOon plana 

8803310127 Forwards Insp Repla 60-192/80-01 8 50-602/68 01 on 060209-10 8 notice 
or violation. 

CALLAN.L J Region 4. Olo of the Director. 88/03/24. KLEIN.O.E. Texas. Untv of. 
Austin. TX. 2pp 44976: 120 -44976; 129. 

-6603310134 (nap Repis 60-192/68-01 8 60 602/88 01 on 880209-10. Violations 
noted Major areas inspecled.raview 8 audit, experimenls, health physics, emergency 
plan organization.logs 8 lecordajtrocedurea 8 requallltcation Irafning. 

PICK.G A Region 4. Ofc of the DIreclor 86/03/14. 6pp. 4407ft- 124-44976: 129. 


Q. Inspection reports, IE Bultellns 8 correspondence 

8903310127 Forwards Insp Repis 60- 192/86-01 8 60 602/88-01 on 880209-10 8 notice 
ol violation 

CAltAN.L J. Region 4. Olo ol (be Oireclor. 88/03/24. KLEIN.O.E Texas Univ of 
Aoalin. TX. 2pp. 44976:120-44076:129. 

-8803310134 Insp Repla 50-192/68-01 8 60-602/88-01 on 080209-10. Vtolattons 
rvoied Major areas Inapecied.review 8 audit, experimenls,heallh physics.emergency 
plan organization, logs 8 record8,procedure8 8 requalificailon Uaintng. 

PICK,Q.A. VICKREy.R.B., QAQLiARDO.J.E. Region 4. Ofc ol the uireotor 88/03/14 
6pp. 44976: 124-44076. 128. 


F. Security, rnedical, emergency 8 fire protection plans 

B804250242 Forwards Seclion 19 0 ol Hov 1 to security plan Tille changed Irom "Non- 
pro'iferation Conucls " lo 'Sologuards " End wiihhoid per toCFfl2 7eo{d) 

BELl.O L AH Chemical Isoiopo Enrichmeni. Inc. 06/04/14 THOMPSON.H L Olhce ol 
Nuclear K^atenal Safety 8 -SafoguJids.Oimclor 2 pd 45213 163 452t3-103 


M. Antitrust correspondence 

6604050220 Forwards Inlo in response to Mar 1080 inquiry re supplemental anii-irusi 
inlo.Enci supp!oraionls OOj rev:e'-v ol DOE surplus equipment lo A'chem'E 
BEll.O.L a'i Chemical isotope Enrichment. Inc 66/93/22 THOMPSON H Olhco of 
Nuc'oar Material SaletyS Soieguards.D rector Opp 44997 120 44997; 126 


DOCKET 50-804 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A. AppIlcatlon/construcKon stage documanls A correspondence 

8804110157 Desponds to NRC 860323 request for addi into to llconsou request for ex- 
ernpfion from repoirament ol obtai.'ilog CP prior lo starh/ig const acbvirics on tempo- 
rary slorago area Ltr from town ol Oliver Springs confirming doveioprr-enl one*. 

BELL.D l. All Chomical Isoiopo Enrichment, tnc 60/03/31. THOMPSON H.L. Otfice ol 
Nuclear Material Safety 8 Saloguards.D.r oc tor 2pp 45071;310-45071:313 

-8B041 10171 Responds lo B80323 Ur re issue ot industrial park AM Chomlca' Isoiopo 
Enrichmonl.inc commilmont lo locate laciliiy in industrial park largest lo dale S to se- 
locted by AlChomiE w.ll bo developed Jrtdopondenl of dec«s-ons 
ELLIOT r.H.L Oliver Springs. TN 68/93/30 CLAnK.A T NRC • No Oo tailed Alfillalion 
Given Ip. 45071:312.45071 313 

8604110254 Requests Oddi info ro disposal ol centniugo mechinos in order lo complete 
review to app’icailon lor CP 8 OL Info should bo s gnod by DOE. 

CLARK.A.T. Fuel Cycle Salety Branch, 88/04/04 PFElFtR.W A All Chomical Isoiopo 
Ennchmeni. Inc Ip, 45078 357-45070 357 


F. Security, madical, emergency 8 fire protection plans 

B604260339 Forwards Rov I to SocLon t9 0 of socuuty plan, incorporating DOE re- 
quiromonis In Ropi K/1PT180. "Hept ol Special Toam on Concoplual Sa^guatds 8 
Security Plan lot Pandtag Oparahen of CPDP " Enel wilfihoW (ref 10CFR2.79ai 
BELl.O t All Chomical Isotope Enrichment. Inc 08/04/14 THOMPSON.H L Oflico ol 
Nuclear Metorial Safety & Saleguards.Oiroctor. 2pp. 45232.261-45232 261 . 


M. Aniltrusi correspondence 

SS04050220 Forwards info In response to Mar 1068 Inquiry ro supplemental anti-irusi 
into Enel Supple menis OOJ review ol DOE surp'us oquipmonl to A'chomiE. 

BELL.D 1. AM Chemical Isotope Enttchmonl. Inc 88/03/22 THOMPSON.H Oil ce of 
Nuclear Malorlal Safety 8 Satoguartis.Oiioclor 8pp. 44997: 129-44997: 126 


DOCKET STN-SO-eoS GE ADVANCED BWR DESIGN 


A. Applicatlon/conslructlon stage documents 8 correspondence 

8804060398 Requests support In rosolullon of matter ol lea lo be tneurrod by CE In 
ceitillcallon ol advanced BWR.GE concerns would bo resolved rl Cgrrirnlsslon would 
confirm that review 8 loo both c^ped at presom lovol 8 deterred 
WOLFE.8. General Electric Co. 80/03/24. ZECH.L.W. Commisslonors. 3pp. 
45008 358-45008:360 

SS94050408 Advises Ibal mto cw advanced BWfl feel rles:on In Oiapler 4 of supple- 
rnonlel SAR will bo wilhho'd Irom public disclosure (rei luCFR2 /OOj.por 870929 re- 
quest 

SCALETTl.O.C. Standardlzaiion & Non-Powar Reaclor Proiocl OIracIcralo. 86/03/29 
ARTIGAS.R. Goneral Electric Co. 2pp 45029:177-45029:170 

6804110232 Submits daily highlight Iniorms ol DOE plan lo support GE in provid-ng bal- 
ance ol plant scope lor advanced BWR.por Chnlrman reqposi dunng 060126 Comrnts- 
Sion meeting 

SCALET7I.D C Standard-zation 8 Non-Power Reaclor Project O.foctorate 68/04/01 
MURLEY.T . SNIEZEK.J. MIRAGLIA.F. NRC • No Oeta'led Atl-liatlon Given 2pp 
46078:333-45076 334 


V. Operator Examinations 

8603310127 Forwards Insp Repis 60-192/68-01 8 60-602/68-01 on 800209-10 8 nollco 
ol violation. 

CAlUN.L J Region 4. OCc of the Director. 88/03/24. KLEIN.O.E. Texas. Univ of 
Austin, TX 2pp. 44976:120.44976:129. 

-8803310134 insp Repla 60-102/88-01 8 60-802/88-01 on 860209-10. Vio/ailons 
hoted.Major areas insoected.revlew 8 audit, experiments, health physics.emergency 
plan organization, logs 8 recordsjjrocedures 8 requaWtoatlon training. 

PICK.O.A Region 4. Olo of the Olrectof. 68/03/14. 6pp. 44976; 184-44976 129 


DOCKET 56-603 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


K. Ullllly Final Safely Analysis Report (F8AR) 8 arnends 

8803310016 Forwards Rov A to Amend t lo Chapters i.2 8 3 of 23A6100AC, "Ad- 
vanced BWR SSAR." Replacemont ol overhead HPC5 sparger w/tiigh pressure 
Ifooder spargors mitlatod w/encLCtiaptors 4,5.8 8 15 lo be updated when 7-9 8 1113 
submitted 

ARTIGAS.R. General ElecirlcCo 88/03/29. RUBENSTElN.L. Standardization 8 Non- 
Power Reactor ProjfrCl DlrectorBla 2pp. 44053 260-44955:l 92. 

-8603310629 Rev A to Amend 1 to Chapters 1-3, "Advanced BWR SSAR. 

• General Electric Co. 23A6100AC, 88/03/29. 850pp. 44053:262-44855:192. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


A. Appllcatlon/conatruotlon ataga dooumenta 8 corraapondenco 

a disposal o( centrifuge mactiloes In order to complete 
X.Info shouir) be Signed QOC. 

Brench, 86/04/04* PPEiPeR.WA AH Channlcal Isotope 
•45078:357, 


DOCKET 70-0098 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 

8804280161 Discusses 21 planned Shipments ot rad waste between 880420- 1231 -Ship- 
ments should be simTiaf.except for variation in loial curie quantity in each shipment. 
EMSWILER.tr, Betieile Memorial InslUuie. Columbus Uaboratorlos. 80/04/97 
OAViS.A a. Region 3. Ole ol the Diracior. 2pp. 45261-304-45261:305. 


6804110254 Requests addi Info i 
review re application lor CP 8 ( 
CLAfiK.A.T. Fuel Cycle Salety i 
twrcltment, Inc. Ip. 45070:367 



DOCKET 70-0027 BIBCOCK & WILCOX CO , LYNCHBURG. VA 

8604010007 F^owafds lr.ap Ropl 70 C02//8ft Ol on 0BO126 2V.No vio'oiions Cf flov - 
aiions notoo 

CCLllNS.D.M nog on 2. Ofc ol lha Droclo' 00/03/24 rETRAULT.FI E Babcock & 
VV.lcoji Co 2|ip 40016 104 4501G 102 

"B8040 10008 Insp Ropl 7O-OO27/0O O1 cn fl60l?r>-27No violations & devotions 
noted Moior aroas inspcctodraii alion piotociion p/ogram aioasinriuding rad anon 
protoction organ zaiion £ atall ebangos £ tadioaci-vo ccniom nat cn coniro! 
KUZO.GB. FlOSF.V.CW. Region 2. Ole ol l»iO Diii’clor 1)8/03/14 7pp 45(H6 186- 


6804010094 Oiscuasos Wgt Meeting Ropl 70 0027/00 03 on 000128 Meeting borotical 
& p.'ov dod lor boilor onderslar.tlinn of issues discLssod M.oot ng s'jmrnarv.aiicnUaiico 
I si. performance mpiovo.'noni phtnloxt S sides one! 

GR/VCG.J.N RogiQn 2. O'c ol Iho Rtociot 80/03/24 TEmAUUT.nE Babcock & 
W.IcokCo 67pp 45020 162-45020 239 

-8D0401009S ' Po' Icimanco Improvoment Plan ' 

TRENT.RK Bobcock A Wilcox Co 88/01/28 I1p;> 45020:223 45020 239 

8804120067 Forwards Insp Rcpl 70 0027/00-08 on 880216 10 & 030711 No vlclatOrrs 
or dov ailons noiou 

CtINF.WE Reg on 2. Ole ot «ho 0 rector 88/03/29. TEfflAULT.n E Babcock & 
WilCOxCo 2pp 45132:156 45132 165 

"6804120086 Insp Ropt 70 0027/80 08 on 080216 19 & 0307-11 No violations or dOvi- 
OtiOna nototlMa.o" areas inspociod Incidont lesponso. tacildy ooo'aiions.nuc'aai c»ili- 
cohly saloly.rDdiaiion prntcclion.orrcirgoncy preparedness & mall ccnlroi 
LCE.T D. k'-CALFING.E J Region 2. Ole 0 < Iho Director 80/03/20 Cop 45132 160 
45132 fC5 

8004050008 Advisos Ibal lompora-Y liconso Condition TC|MC£A)2 to Amend SG-l to 
llconso SNM 42 .ssuod.oKocitvo .mrnccftafoly.fo road as scated.por 830314 request for 
oxomption Itom retiuiromenl liiai all Horns ori'nvonlory bo measured. 

DURNEri.R F. O.v.s'on ol Sologuarda & Ttansporlalion (Post 8/0413) 80/03/30 
BOYO.C.C. Babcock & W.loox Co Jf; 45020 (60 46020 160 

8804120347 Respcrtds to 071111 requosi lor '1*011011 oxo-rption liom 10CFR70 56(<)(2) 
& llccnso Cof)tJ)t-on 7 i lo sicro two kg U-235 n C£>,ntonj.nalod o l or orgarics indoli- 
nlioly & issno new Liconso Condilion 7.3 to Amond SG-1 la Liconso SMM-42 
BUfiMETT.RF, Division ol Sologaoids S Tianspoiiailcn (Post 070413) 00/04/04 
COVO.ee, Babcock & Wi'cox Co Ip 45 iOl 007-45101 007 


DOCKET 70-0038 COMBUSTION ENQiNEERINQ. INC.. WINDSOR. CT 

8604110085 Fonnatds onplicaiiorr lor amend lo License SNM-33 lo increase U 235 on- 
ricktnoni I nut to 5 O’o Foo paid 

ESKRtOQE.II E. Combust-on Engneoring. Inc 07/12/28. UlOiNQER.O Mod caL Aca- 
domlo & Commoicial Use Saloty D*ancli ip. 45071 089-45071 1 10 

--0804110065 Appl'cal-on (or amend lo Liconso SNM 33.incroasii'.g U-235 ennebment 
I m l lo 5 0'k. 

• Corplnishon Engneonng. Inc 00/12720. 30pp, 45071 090 45071 1 1S 

6004140283 Ferwa’ds overview ol prosoni organi/aiional structure ol Lcenseo nuclear 
fuel rnin oporaliofvin c'nnflcalion to 800202 organiialionat changes Potiineni .n'o ol 
various Versos also oncl. 

SCHERER. A E CombuGiion Enginoonng. Inc 80/03/20. CUNNINGHAM.R E Ollico ol 
Nuclear Material Solely & SaloguerdS.Oiroclor. 9pp 451 18 246-461 18 254. 


•8804250056 Panially wilhbB-d Pbyscal Socu'.ly Insp Rept 70 01 43/8/ 45 on 871213- 
18 No dev.aiians rioted Ma.o' eroas inspcciod mgl efleciiveness.sccuniv program 
ai.d-i.!ocKs.Vflys & access conirol.Doiaiis wiibhe'd (rei 10('FR96). 

TllCWPSON.D H . MCGUIRE.OR Region 2. Qlc ol Iho Orecior. 80/01/20. ip 
45230 2BI-45230 201 


8804060274 Forward insp Rept 70 0143/86-09 cn 880222-26 No vo'aiions 0.- eJev- 
a lions noted 

CLINF.Wt Regio.n 2. Olt ol iho Direcio/ 88/03/25 LCHG.J A Nuclear Fue! Se/v- 
>C0S. Inc. (subs ol Golly Ol Co). 2pp 45046 1 09 45046 12l 

-0304089278 Insp RepI 70-0143/80-09 on 081)222-26 No volalKJns or dev.aliorrs 
noted Major areas inspociedoperaior Ita'nmg & retraining ope-'aUons rev-ews 8 nisr.t 
& survDi.ianco testing 

KASNICKI.DA. MCAPLINF.EJ. Region 2. Ofc Ot Ifi® Dtrocior 80/03/25 * Ip 

45046:1 11-45046 121 

8804060364 Forwards insp Rept 76 0143/66 06 on 660216- 19 No v:olalions ct tfevi 
ations r.oted. 

CIINE.W E. Region 2. Ole ol Ibe Director 80/03/25 LONG.J A Nuclear Feel Soiv 
KXS. Inc {subs ot Getty CJ Co i 2pp 45076 043-45076 0-15 

"86 0 41)60363 Portia ly withhclrj insp HopI 70 0143/88 06 on 680216 19 (rcl 
IOCFR05)Mo V'Ofalions or devaiio.ns noted Majat areas inspected sccLt.ty 

plan. orgar'i/ai on.records.ma.nt.tncks. barners.powor suppiy.lighiing £ assossmr-nt 
TOBIt'I^W J . MCGUIRE.OR Region 2. Ole oi Iho Oiiecior 08/03/21 Ip 45076 045 
4C076 045 

B6040B036S Advises that listed chango.s shou’d be made to rad.otogcai ccn’ngency 

plao. Rov S.sobmillod w/08Ot 12 Itr 

KNIGuT.DE Njctoar Fuel Servtcos. Inc (subs ol GoUy O.I Co) 88/03/28 
BOUSE.L C. Fuel CyC'O Satety Branch. 3pp 45010 333 45019 335 

8804080226 Ack receipt ol 880310 iir Inlorming NKC of steps takon to correct vioLit O'is 
noted in Insp Hopt 7O Ol43/07-<i2 

GRACE JN Rcg.an 2. C!c Ot Iho Oiieclor 88/03/29 LONG.J A Nuclear Fuel Scrv 
icos. Inc (subs ol Golly Oil Co ) Ip 45099 179 45099 I79 

8804060352 Forwards Insp Rept 70-0)43/80 i0 on 8e02?9-O304 No v-oiatons or eJovi 
ai.ons noied 

CI.INE.W E Reg on 2. Ofc of Ibo Ovector 88/04/04. LONG J. A. Nuclear Fret Serv- 
ices. Inc (subs, of Geliy O I Co ) 2pp 45072 070 45072 072 

-8804060356 Partially w.mhold Insp Rept 70-0143/66 10 on 680229 0394 No v.O'a 
lions or dov-abons noted. k'ator areas inspected measurement conito' & slaFsiics. 
JONF.S.D W . MCALPINE E J Reg.on 2. Ole ol iho Director 88/04/04 ip 45072 072- 
45072 072, 

0804160005 Forwards Insp Repi 70-0143/88 11 on 880229 0304 fi 14-25 No violations 
or doviat'Ons noiod. 

CLINE.W.E Reg an 2. Ofc ol iho Ouectof 68/04/07 LONG.J A Nuclear Fuel Serv- 
ices. Inc (subs OlGeltyOICa] 2pp 45196.261-45)96 263 

-6604190006 Insp Ropt 70 0143/88-11 on 880229 0304 & 14-25 No violations or dnvi 
aliens noted Ma|or areas ms poet ed previous msp tind.ngs.lacil.l/ oporaFons & nue'ear 
cribcatily safety. Details w.lbtield (rel 1OCFR2 790) 

LEE.TO. MCALPiNE.Ej Region ?. Ole ol the Director 88/04/07 ip 45196 263- 
45108 263 


8B041400G2 Forwards droll nget'.da lo* 080414 mooting In Homoblopar discussian.to 
discuss 071226 liconso amend applical on ro O o/iflctiod lo 5 W/0 U-235 
DlDfNGER.G H Fttol Cycfo Safety Brandi 66/64/03 SCffEREft.AC Combusiion En- 
gineering Inc 3pp 45120 357-46120:359 


DOCKET 70-01 3S BABCOCK & WILCOX CO., APOLLO. PA 

8864656693 Forwards "DAW PA Nuclear Sve Opera! on Apollo S:ie Cheraclonaatioo 
Pian.SummaiY Repl.OI(e-io Survey Hosulie. Stanford Lumber Co Properly " Rov-ew ol 
oKo/IS A nek that Area 1 meets ctlicua lor unrostricied use toquesiocl. 
CULOEnSOM.DG Babcock A WFcox Co 68/03/25 ROUSE.L Off co of Nuc'e&r Ma- 
loiiol Safety 8 Solcg'iords.Diroclor. 2pp, 45020 14/ 45029 155 

-0604050090 'DAW PA Nuclear Sve Opwet-on.AnoJo S-to Chafacieriaeiion 
Plan.Siimin.iry RopLOirsiio Survey nosuKs.Sianlord Lumbor Co Properly " 

• Babcock & Wilcox Co 80/03/25 7pp. 45020 149 45020: 1 55 

6804120400 Ack roco’pl Ol 080222 requosl that NRC conduct "cause A ellecl * sludtos 
ol Apollo.PA oron m order lo daionnino roiallonabips boiwnon boallh A saloty prob- 
lems In coinmun.ly A laciMy.Nows nrticios o.icl. 

CONGEL.F J Region 1. Ole ol ibo Diroclor. 00/03/31 VIROSTEK.C AlllaUon Not 
Assigned 7pp. 46000:3*15-45090 301. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC.. ERWIN, TM 

6604190324 Forwards quoriorly ropi on sialus ol decomm sslonlng acllvities ihni will bo 
undOilakon bolwoon 880101 & 901231. per 000318 Pu comm'ssionng update 
moot iig.Relalod info including well dn-Lng/consi specs A agenda also end 
LONG.J. A. Nuclear Fool Services. Inc. (subs, ol Golly Oil Co ) 06/04/07 ROUSE.L C 
Division ol induBtilOl A Modicol Nuclotir Saloty (Post 670729) H3pp 45155 301- 
45150:144. 

-8604190402 ’'Hydro-logy Projoci Plon.Nucloat Fuel Sves Facilily, Erwtn.TN." 

’ EcoToch, Inc. * Nvcloar Assuranco Corp. 08/02/11. OOpp 45166 056 45156:144. 

3004000229 “Gtoundwolor Mon.toring -1987 Annuol Summery NFS-Erwin" W/ 380328 

l6nG.J.A. Nuclear Fuel Services, Inc. (subs, ol Ootty OJ Co ) 87/12/31 GRACE.J N. 
Region 2. Ole ol tlio D.rocior. 22pp 46048 103-45048 124. 

8804250053 Forwards Insp Ropl 70 0)43/87-45 on 07)p)3-iB No violailons or dew- 
ationa noted . - . ^ 

CLINE.W.E. Region 2. Ofc ol Iho Dltedor, 80/01/21. LONG.JA Nuclear Fuel Serv- 
Ices. Inc- (soba ot Ooliy Oil Co ). 2pp 45230 279.46238 201 


8B642004SS Trip ropt ol 680313 visit lo Efw.n.TN re decommissioning plan lor Pu lac-i«iy 
& groundwater rnonitoring prograni lor decommissioning ol ponds List ol ailondeos 
end. 

SOONG.S Fuol Cycle Safely Branch 88/04/13 SWIFT.JJ Fuel Cyc'o Saloly 
Branch 4pp 45179:226 45170 229. 

BB042B0293 Forwards Amend 2 lo vendor escrow aQreoment.por lolcon 
LONG.J A Nuclear Fuel Sotvicos. Inc (subs of Gotly Oil Co.) 83/04/14 ROUSE.L 
Fuol Cycle Safety Otanth Spp 45205 100-45265 1 12 

8B0A220067 Adv.scs that Cenditron 29 of Llcoiisa SN.M-I24 amenrieo lo ineciperate 
changes made to radiological contingency plan.in accordenca w/880lt2 & 0228 rc- 

QUOSI 

hOUSE.L C. Fuel Cycle Satoly B/anch. 88/04/16. KNIGHI.B. Nuclear Fuel Services. 
Inc (subs ot Gelty Oil Co.) 2pp 45201 0&3-4520l :0e6 

••€€04220099 Safety evaluation ro licoiisee 600112 A 0326 submittal ot changes (a ra 
diologcal contingency plan os required by License Condition 29 ol 
license Roc ommonds issuance ol license amend be granted 
SOONC.A.L. fuet Ci-do Saloty Branch 86/04/15 ip 45201 065-45201 035. 

-880422010$ 0 scusses categorical exclusion loi radiological conkngancy plan ro'/icw 
ol licenseo 8601 12 A 0328 subiniKal of changes. Envuon assossmeni 01 ETS unwar- 
ranted. 

ROUSE.L C Fuol Cycle Safety Qrancn. 88/04/15. Fuel Cycle Saloty Branch. Ip 
45201:666 45201:066. 

6604280508 Ferwards hazardous waste notibcabon foim A hazardous waste auoam 
repis lor two waste streams generating mixed wasto as delined by NRC/EPA 
euidolines.ln response to OS Hate 880307'iit to BE Knight. 

LONG.J A Nucieai Fuel Services. Inr (subs d Golly Oil Co ) 88/04/15 HAI £.0 
rennessee. Stale ol. Spp 45271:045 46271 053. 

6004290292 Ack receipt ol BB0.303 Mr which transmiiioct Rev 113 lo Section 4 0 ol 
FNMCP. Review found change consistoni w/ 10CFH70 32(c) A acceptable. 

CliNE.W E Region 2. Ole ol iho Director 88/04/21 LONG.J A Nuclear Fuel Serv- 
ices. Inc. (subs, of Getty Oil Co ) Ip 45263 072.45283 072. 

8804280641 Expresses apptec'atiori lor having meeting al lactlily on 880316 ro status ol 
licensee ongoing proiacts concerning docommiss-oning ol hotdngs ponds & Pu 
I acilily. Meeting beneficial & well organized.Trip rept end. 

SOONG.A. Fuol Cycle Salety Branch. 86/04/25. KNIGHT .0 Nucieai Fuel Services. 
Int (subs ol Geliy Oil Co ) ip 45263:291-45263 295 
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DOCKET 70-0364 BABCOCK & WILCOX CO . APOLLO. PA 

BB04 120406 Ack incoipl Ci 880222 rt]()gesl thal NHC conduct "causo & oftpcT’ sludius 
ol Apollo.PA area m oiiloi lo doiotmino lolat-onstups boiwoon health & safely proti- 
leins in roinnnuiiiiv & lacJiiy News atiicios end 

CONGEL.F J Rctfion 1. Ole ol tho Oireclof 80/03/31 VlflOSTEK.C AHiiiaiion Not 
Assigned 7pp 45090 345 45090 351 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC.. UNCASVILLE, CT 

BS04 120363 Ack receipt til B70612 Hr inlorniing NPC ol actions planned ro obsorvalions 
& recommontlaiiom mado during operaiionai safely t&vinw 

QLLLAMY.nH Reg on 1 . Ole ol tho Diroctoi 80/04/04 KAUFMAN.N C United Nu 
tlfjr Corp (subs til UNC nosoiifcos. Inc ) 2pp 45009 284-45089 296 

-6304120373 Hosponds to NHC 870206 Hr re vielal'ons no'.ed in Irisp Hopl 70 0371/ 
86 1 1 HocornmondaHons lor shenghton ng piogtanri addressed 
KAIJIMAN.NC. Urwtod Nuclear Corp Isiiis of UNC Hesoorcos. Inc) 87/08/12. 
MAmiN.T r Rogion l.Olcol Iho Dircclor llpp 450B9 286 46009 296 

8804120263 Forwards Saloty Insp 70 0371/08 02 on 080220 03 1 8 Violations & unro- 
solved Items Kjentitiei) Entorcoinont conlO'onco schedelod lor 880419 
CONGEL.F J Region l. Olc ol tho Oiroctof 80/04/07 KAUFMAN.N UNC Rosoufcos. 
Inc. 2pp 45130 261-45130 278 

-8804120270 Insp HopI 70.0371/80 02 on 800229 0318 Violalions 8 unrosofveff Hems 
noied. Major areas inspected radiation proieciion program.sialus oi prov.ousiy idonii- 
liod iioms. radwasic rmt.lreining & iinpiomenlahon 

lOESCil.n. GRESICK-J. 1HOMAS.W Region i. Qtc ol Iho O.iectoi 88/04/05 
I^p 45130 263 45130270 

8804250197 Fotwaiiis Safeguards Irrsp flepl 70 0371/88 05 or) 88032 1 -25. No violal.ons 
noted 

UCi L/lMy.nH nogion I. Ofc ol Iho Director 80/04/18 KAUFMAN.N C United Hu- 
Clear Corp (subs ol UNC Rcsourcos. Inc) 2pp 45254.170-45254:180. 

-8804250198 Insp Rcpl 70 0371/80 05 on 800321-25 No violations nolod Major aroas 
inspocied facility opo/aiions.iniornal controls A physical Inventory. 

DEl-LA RA1TA.A. KEIMIG.R R Reg-on t. Ole ol the Oiioctor 00/04/t5 3pp 
45254:170 45254 100 


DOCKET 70 0600 SEATTLE UNIV., SEATTLE, WA 


8804040113 Safely insp on 800314 ol License SNM 589 Insp findings no violations 
nolod 

* Region 5. Olc ol Iho Director. * Soalllo Univ . Sealtlo. WA. 80/03/14. Ip 
44070 359 449/0 350 


DOCKET 70 0687 CINTICHEM. INC , TUXEDO. NY 


0804150089 Ack reco pi ol B80128 i;r Irar.sm tkng Chando to GA CategoiY II S III phys ■ 
cal proicciion plan & inforir.s that changes accepiabto End lo iccnsea iir wthncid 
(ref 10CFR2 790) 

MONTGOMFRV.J L ClfiCO ol Nuclear Material Saiely & Safeguard S.O rector Od/CJ/ 
30 ASMUSSEN.K E. GA Techna'cg.es. Inc /General Atoinc Co 2pp 45133 222- 
45133 223 


8804180176 forwards Final Hepi ORAU 88/C 129. "Forowup Con'rmatory Survey ol 
Phase I Decommissioning Fonnoi Wasto Process ng FaCiMy GA Technologies San 
Uiogo.CA “ 

COuEN.PR Oak Ridge National Labo-aiory FiN A-9076 68/04/13 THOMAS.0 
Region 5. Olc ol the Ovector 2pp 45149 164 45149 196 


■8804180187 Final "Followup Conirmalory S'.ivey ol Phase I Oocon’rriSS cring Fo'rnci 
Waste Processir-g Faci.iy GA Tecino'cges San 0.ego.CA " 

COTTEN.Pn Oak Ridga Associated Unvs FiN A 9076 OHAU 68/C-129 88/03/31 
Roffon 5. Olc Of Iho O.reclor 3lpp 45149 166 451-19 l93 


6804180456 Forwards Inal ropt. ■'Confiiinatory Survey ol Fhaso il Oecornnnssion ng 
Foirr.or Waste Prccess.r,g Faoiity.GA Co. San Otego.tJA *’ 

COUEN.P R Oak Ridgo Associated Un.vs 86/04/13 TilOMAS.9 Reg on 5. Olc ol 
the Director 2pp 4514§ 226 45149 292 


-8604 180460 "Conlirmalorv Sunrev ot Phase II Comm-ssion ng Former Wasle Process- 
ing Facil'ty.6A Co.San 0.ogo.CA. I.i'ai rapt 

COTTEN.P n Oak Ridge Associated Un.vs FiN A.9076 OHAU B8/C 44 eB/03r.li 
Rug on 5. Olc cl iho D rector 65p? 45149 226 45149 292 

OB04270227 Responds to 8R0317 Hr te violation noted in Safely Insp RepI 70-734/69 
OP.CorrccIrvo actions on 880225.lnvenf<jrv of emergency van cor.'enfs cO-mpleia-i & 
each ornergoncy kit soa'od lo prevent pi'ilonng 8 misappropnat on 
ASMUSSEN.K t GA Techriala.jies. tor /General Alom.c Co. 88/0-1/14 Oocumenf 
Control Branch (Oocu-noni Control Desk.) 5pp 45243:227-45243 231 

8804270037 Advises that 880311 Charge to Category I shutdown lac-iiiy physical pro- 
tection plan consistent w/provis one o< 10CFR7(1 32(o) & accepiab'o 
MC.NTGOMERY.d I Reg on 5. Olc Ol the 0 rector 88/04/20 ASMUSSEN.K E GA 
Tochnologios. Inc./Gonoial Aiom-c Co tp 45245 346 45245 347 


-6804270044 Oscusses saloguards icv.qw ropt re iicensoo Catego'v I shutdown tac-lty 
physical protod-on plan rev Char>go cons dwed cosmet c -n naiu'o S accepiab'o 
NORDERHAUG.L R Rcg.on 5. Olt ol the Director 88/04/20 SCHUSTER.M D NHC 
Np Oola.iod AMi'ialion G-ven tp 45245 347.45245 347. 


6604270097 Ack rocept ol 080311 Hr re changes to jcensco Caiooory il £ III physcial 
proieciion plan Changes cons-sionl w/ provisions ol lOCFH 70 32(e) & accepiab'o Icr 
incijsian into plan. 

MONfOGMERY.JL Region 5. Olc ol me Diroctor 88/04/20 ASMUSSEN.K E GA 
Tochnolog.03. Inc /Gonoral Aionnc Co tp 45244 356 45244 359 


8804080159 Advisos tlial 8/1 109 & 880217 fovs lo physical socurily plan consislont w/ 
lOCFRSO 54(p) & 70 32(o) & accoptablo Hevs withhold (rot lOCFFf73 2t) 

BEll-AMY.n n Region t. Olc ol tho Director 80/03/31 MCGOVERN.J J Cinlichom. 
Inc 2pp, 45099 130-45099 131 

8804250188 Ack receipt ol 071221 lb inlorming NRC ol steps taken to correct violations 
noted in Insp Pepi 70-0687/87 04 

CONGEL.F. J. Region 1. Olc ol the Oiiedor. 88/04/16 MCGOVERN.J J. Cinlichom, 
Inc Ppo 45239 184 45239 193 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEGO. CA 


8804290055 Advisos that too required lor 871221 app'-icaiion lor emond to License 
SNM-696 W/o stated encl. 

JACKSON.G License Foo Management Uranch 00/02/04 ASMuSSEN.K E GA 
Tcchoologios. Inc /GorKval Alomlc Co. Ip 45322.-282-45322 285 

-8804290051 Application tor ainond to Llconso SNM-OOtj.exempUng NRC liconsed to- 
actor oporators from roiram'-ng loquiremonis ol licenso.Foo paid. 

ASMUSSEN.K E. GA Technologies. Inc. /Goneral Atomic Co 07/12/21. ROUSE.L.C. 
Fuel Cycle Safely Branch 3pp 45322 283-45322 285 


DOCKET 70-0764 GENERAL ELECTRIC CO., PLEASANTON. CA 


6804080205 Requests conlir matron of GE inlorprciadpn that L-Conso Condkon 7 24 

e crmiis planned addition ol dop'eiod U lo rriali te roduco enricrmor.l lo 3.95'o & shp 
10 GE Wilmir.g1on.NC faci'ily. 

CUNNINGHAM.O E Gonoral Elocinc Co 88/03/21 RO'JSE.L C Fool Cycio Salely 
Branch Opp 45076 180 45076 185 

8804220029 Cohliims that License Condition 7.2.4 ol Licorrso SNM.060 covers blending 
activa os as pruposod :n 660328 Itr 

nOUSE.L C Fool Cycle Salcty Branch 88/04/15 CUNNINGHAM.O C General Elec- 
tric Co tp 45201 045-45201 04G 


DOCKET 70-0824 BABCOCK 8. WILCOX CO.. LYNCHBURG. VA 


8803280256 Forwards Insp RepI 70 0824/68 01 cn 000203 06 No violations or dOvi- 
aliens nolod Ropt documonls oral conrunitmeni irado by licensee represcniaiive 
COLLINS.DM Rnoion 2. Olc ol the Director 68/03/ tO TRENT.lK Babcock g 
Wilcox Co 2pp 4492l:131.4492l;l40 


8804 110 107 Application tor amend lo Llconso SNM 696,chanQing company nomo lo 
Gorve/al Atomics Fee paid 

ASMUSSEN.K E. GA Tochnologios. Inc /Gonoral Atomic Co 88/03/09. ROUSE.L C 
Fuel Cycle Salely Branch 2pp 45070 273.45078 274 

80040401 12 Forwards Safely Insp Repi 70 0734/88 02 on SB0922-28 S notico ol viola- 
tion 

MONTGOM£nY.J l, Region 5. Ofc ol the Diroctor. 88/03/17. RAOEMACHER.R N 
GA Tochnologies. loc /Gonoral Atomic Co 2pp. 44972 001-44972,019 

-8804040115 Notico of violation Iron) Insp on 880222'28.Violalion nolod. roquirod In- 
voolories for hoallh physics van.conialning essontiaf omeigency responso 
equipmont.nol conducted smeo Sepl 1987 & cquipmont not socorod lo provenl pilfer- 
ino 

MONIGOMERY-JL. Region 6. Olc of the Director 88/03/17. 2pp 44972.003- 
44972 004, 

-8804040118 Safety Insp Repi 70-0734/88 02 on 880222-26 Violaiion noted Major 
areas inspoctedmgi organl/abon & controls, criticalily satoly.oporaiions 
reyiew.ratiiBiion protectien. Iranspottolion of radioaclive malls g environ programs. 
BRCX^K.0 1.. PRF.NOEHGAST.K.. THOMAS.B D. Region 6. Olc ol ihe Diroctor. 88/ 
03/16 ISpp 44972 005 44972 019 

B80411006B AppUcalion lor amend lo Llconso SNM-696. aulhenring change ol company 
name to General Atomics g lovisfng throe pages Ol llcensa which were affected by 
name change, 

ASMUSSEN.K.E. GA Technologies. Inc /Geneiel Atomic Co. 88/03/22. ROUSE.L.C. 
Fuel Cycle Safety Branch, /pp 45071:120-46071:126 


■6603280268 Insp Repi 70 0824/08 01 on 880203-05 No v oialons g dovial-ons 
noted Major aroas inspecieO aroos ol radiation p'oieclion.sold waslo 
mgl.iiansporlat ori of rad-aaci-vo mBtis.tol'.owup on previous en'orcernoDi issues 
COU.lNS.T.n. HOSEy.CM Heg on 2. Ofc ol ll:oD rector 88/03/07 8pp 4492) 133- 
44921:148 


6804140361 Forwards replacement pages for 871208 applcainn for amorxd to License 
SNM -778 ro add) storego laci'ify for wasto gonoraied :n hot co-ls 
OlSEN,AF Babcock g Wilcox Co 88/03/30 ROUSE.L C Oivis-on cl industrial g 
Mod-cal Nuclear Salely (Post 870729). 13pp 45130 00 1 ■45130014 

8604270279 Informs that etevatod reading in cab ol transport veivclo of 2 3 mR/tu de- 
lected during roulme survey ol truck delivering tedioaclrro mall.Shippcr was Duke 
Power Co.Oconeo N-jcicer Siai'on.lJnil 2 lor shipmenl rocewed on 880308 
OLSEN A F. Babcock g Wi'cox Co 00/O4/0B Regton 2. Olc ot Itio Oieciot tp 
45244:213-45244:213 


DOCKET 70-0925 KERR-MCOEE NUCLEAR CORP., OKLAHOMA CITY, OK 

6804010136 Forwards addi info le Qpp'icaLon lot amend to liconso SNk‘.-926 lor onsiio 
disposilicn ol coniammaied soil at Cimarron laciMy.pcr NRC 871229 tequesiW/ono 
ovois</o drawing 

STAUTER.JC Sequoyah Fuels Corp. (subs ol Kcrr l‘4cGee Nuctoar Corp) 68/03/21 
SWIFT .J.J Oltico ol Nuclear Material Snleiy g Sateguards.D rccloi. 55pp 44943 306. 
44949 002 
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DOCKET 70<tO«8 FLOniOA, UNIV. OF, GAINESVILLE, FL 

8604280689 Application for amend to license SNM 1050.exlend.ng expiration for lour 
monihs under storega only conditions established by Amend 5. 

VenNETSON W.G Florida Un.v. of. GeinosWte. Ft. 88/03/28 NRC • No DelS-ted Al 
filiation Given 3pp 45322 2 01 45322 203 

8804110305 issues Amend 10 10 License SNM-IOSO.authon/ing movement o1 SPERT 
fuel lor NDE testing purposes S changing sto-'Seo location of SPERT tuel Oates of 
880202 & 26 Incorporaied into Condition 8 & Cond nons 12 & 13 added 
ROUSB.L C. Fuol Cycle Saloty Branch 86/04/05 VERNETSON.W G. Flonda. Umv 
of. Gainesvi'fe. FL. tp, 45078.064.45076 092 

-8804110314 SER re 680226 appl-cation lor emend to license SNM 1050 authorising 
rjiDvomeni of SPERT fuel rods for NDE testing purposes & changing storage location 
of fuellssuanco of amend recommended. 

MCCAUGHEY.O A.. SWIFT,J J Fuel Cycle Safety Branch 68/04/05 4pp 450/6 085 
45078092. 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8804140263 Forwards overview ol present organiratonal siruciura ot licensee nuclear 
luel m(g operation. in cfaiificaton to 8B0202 organireiional changes Pertinent info ol 
vanousKcensDs also end. 

SCHERER.AE Combuslion Engineering, inc 88/03/29 CUNNINGHAM.R E Office of 
Nuclear Material Saloly & Saleguarrfs.Oirector. 9pp 451 16 246-451 18 254 

6804150157 Submils clarllicaiions to 660202 Hr re organirational changes & appropriate 
comrnunlcalon channels between organizations.Organizational chart & other pertinent 
info encl. 

SCHERt'R.A E. Combusfiotz Engmeerirjg, Inc. 83/03/26. Cl/NNINGHAM.fl.£. Division 
of Fuel Cycle. Medical, Academic & Commercial Use Safety 370413-870728. tOpp. 
45134:349-45134:358. 

B804I20I63 Forwaids Safeguards Insp Repl 70-1100788 04 on 680229 0304 No viola- 
tions noted 

BELLAMY.RR. Region I. Ofc ol ihe Oireclor. 88/04/04. MCGILL.P. Combustion Engi- 
neering, tnc 2pp. 45132.038-45132:042. 

-8604120198 Insp Repl 70 1100/66 04 on 880229 0304 No violations noted Major 
areas inspected nuclear men cortt/pl 8 account ng. Including facJily operations & Inter- 
nal coniro-l & physical inventory 

DELLA RATrA.A. KEIMIG.R.R. Region 1. Ofc ot lha Oireclor. 88/04/01 3pp 
45132.040-45132 042 

8804190341 Ack roceipl ol 670217 Itr informing NRC ol steps taken to correct violations 
noted In Insp 70-i 100/86-04. 

C0NG£L.F.d Region I. Ole of thoDiioctot. 88/04/12 MCGILL.P L. Co/wbustion Engi- 
neenng. inc 2pp 45225:209 45225 2/3 

-8604190342 Responds to NRC B/0121 Ur re violations noted in Insp 70-1100/66- 
04 Corrociive actionsrevs to malnt lest procedures Imptomenied to require testing 
virg'n powder area door for both lire alarm & power faiture condition. 
LiCHTENBERGEn Combustion Engineering. Inc. 87/02/17. MARTIN.T.T. Region 1. 
Ole ol the Director. 3pp 46225 271-45225 273 


DOCKET 70-1113 GENERAL ELECTRIC CO, WILMINGTON, NC 

8804110101 Application for amend to License SNM-t097.aulhorizlng Uanster of lesl 
guanlilles of ca'ctum fluoride containing low level amounts of U lo vendors for evaiua- 
lion ol poienlial usage Fee paid 

WiNSLOW.T.P. General Electric Co 68/03/21. ROUSE.L.C. Olllce ol Nuclear Material 
Safely & Ssleguards.Oireclor. I2pp. 45071:127-45071:139. 

8804010097 Forwards Insp Rapt 70-1113/68 02 on 8B0222-28.No violations or devi- 
ations noted. 

CllNE.W E Region 2, Ote of Ihe Oireclor. 88/03/22 lEES.E A Gonerel Eloci/lc Ca 
2pp. 45033 092-45033 095. 

-8804010100 Partially wiihheld Insp Repl 70-1113/88-02 on 880222-26 (ref 

10CfR2 790(d) & 10CFR73 21). 

BATES,J,W. MCALPINE.E J Region 2. Ofc ol the Oireclor 88/03/22. ip 45033:094- 
45033 095. 

8804260112 Forwards Insp Rept 70 1113/68-05 on 880328 30 No violations or devi- 
ations (voted. 

ClINE.W E. Region 2, Ofc ol the Oiroclor 88/04/ IB LEES.E.A General Electric Co 
2pp. 45288:170-45260:173, 

-8804260113 Partially vviihhold Insp Rept 70-1113/68 05 on 660328-30 rel 

(t0CFR2.7d0(dJ 8 732l}.No Violations or deviations noted Allegailon couU not be 
Substantiated. 

TOBIN.WJ.. TH0MPS0N,D,H . OEMIRANOA.O Region 2, Ofc of ihe Director. 88/04/ 
15. Ip. 45260 172-45268 173. 


DOCKET 70-1161 WESTINOHOU&E ELECTRIC CORP., COLUMBIA, 8C 

8804280009 Forwards update ol physical security plan for fuel mfg plant in 
Columbia.SC.Encl withheld (rel 10CFR2 790(d)) 

NAROl.A J. Westlnghouse Electric Corp. 68/04/01. STQHR.J.P. Region 2. Ofc of the 
Director. 2pp 45283 013-45263 014. 

8808290015 Fofwe/ds tov updaUng fundamental nuclear mall control plan tor commer- 
cial nuclear fuel div fuel mfg plant localed near Co1umbia.SC.Encl withheld (rel 
l0CFH2.780fd)). 

NAR0l,A J. Westinghotrse Electric Corp. 66/04/01. STOHR.J.P. Region 2, Ofc of Ihe 
Director. 2pp. 45266:105-45268186. 

8004290207 Ack receipt of 860401 Itr transmitting Rev 1 1 10 plant physical security 
plan.Cbertges found corts/slanr w/provl^onB ol I0CFR7O.32 a accepieWe for fneto* 
alon Into plan. 

CLfNE.W.E. Region 2. Ofc of Ihe Director. 68/04/26. LOCH,E.P. WeSlinghOuse Elec- 
tilo Corp. 2pp. 45283:097-4S283;098. 


DOCKET 70-1201 BABCOCK A WILCOX CO., LYNCHBURG, VA 


8804260146 Forwards application lor renewal ol License SNM-it68 lor 10- yr 
period Listed documents not Included w/ronewal bul Incorporated by ret lo address 
mall & accountability 6 physical security reguiemonis.Fee paid 
WATTEBS.j p Babcock & Wilcox Co 88/04/11 ROUSE.L C Ollico ol Nuclear Mate- 
rial Salety & Safoguerds.Oiroctof. 3pp 45264:106-45265 036. 

-8604280149 Application for renewal ol Licenso SNM-1 168 lor lO-yr period 
■ Babcock & Wilcox Co. 68/04/1 1. 300pp 45264 1 10-45205 035. 

0803280227 Forwards Insp Repl 70-1201/86 01 on 880201-03 & notice ol vioiaFon 
COLLINS.O.M. Region 2. Ole ol the Oiroclor. 88/03/08. ALTO.R A Babcock S Wi'cox 
Co SPO 44921:119-44921 130. 

-8803260233 Notice ol violation from Insp on 880201-03 Violation noted: during panod 
of 871203-09 & 860129 0203.rediation lovets at unrestricted area fence in vic'inily ol 
Bldg ECHO-330 1 0 & 0.7 m/h respectively 

COILINS.OM. Region 2. OIc of ine Oireclor 88/02/08 2pp. 44921:121-44921:122 

-B803280237 Insp Rept 70-1201/68 01 on 80020 1 -03 Violation noled Major aroas 
Inspected aroas of radiation prolecUon program,solid radwaste myt.transportallon of 
radioactive malts & lE Into notices. 

COLLINS.T H . HOSEY.C M. Region 2. Ofc ot the Oiroctor 88/03/06 Bpp 44921 1 23- 
44921:130 


6804080212 Responds to violations noted In Insp Rept 70-1201/88-01 on 880201- 
03 Corrective actions physical harrier pence) inslelied on 880203 lo incrcaso distance 
of restricied area boundary from ECHO-330 bldg 

ALTO.R A. Babcock 8, Wilcox Co. 6B/03/26 SfOtin.J.P. Region 2. Ofc of Ihe Direc- 
tor 3pp 45116:270-45116-272. 

8004190320 Forwards revised Page 26 lo Seclton V ol 660210 submittal re amend to 
License SNM-tt68 to accommodate short term luol assembly downloading activities 
at facility.Rov based on concerns nolod by NRC. 

WATTEhS.JP. Bsbcock & Wilcox Co 88/04/11. ROUSE.L.C Fuel Cycle Safely 
Branch Ip 45l64:359-45t64-3ei. 

-8804200236 Rev 3 to Section V.Pago 28 ol nuclear salety Tech Specs 
• Bsbcock & Wilcox Co 88/04/11. 2pp 45 164.360-451 64:361. 


DOCKET 70-1267 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 


8804010143 Applicatlott tor emond to License SNM-I227.updeting dostmelry rogoife- 
ments to place licensee In compliance w7rev to 10CFR20.202,lo update saleguards 
rels.modily irealmanl ol HEPA filter sys & correct typo In in vivo oxam program. 
MALODY.C.W. Advanced Nuclear Fuels Core, (formerly Exxon Nuclear Co.. Inc ). 88/ 
02/26 ROUSE.L C Fuel Cycle Safety Branch 8pp 44949.010 44949 017. 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


8804270323 "1887 Annuel Repl.” W/880407 Hr. 

SCHMID.S.P. General Electric Co 67/12/31. CUNNINGHAM.R.E. Ofiico ot Nuclear 
Material Safety & Saloguarda.Oirecior. 64pp. 45263:104-45263:167. 

8804160383 Provides into re fuel in storage lor First Quarter 1986 Changes from last 
quarter rellect receipt of 36 QWR assomBlies Irom Cooper Station. 

SCHMID.S.P General Electric Co. 88/04/03. ROBERTS.J P. NRC - No Detailed AHi'i- 
alion Given. 2pp 46133 092-45133.093. 


DOCKET 70-ias9 IRT CORP., SAN DIEGO, CA 


8804120041 Requests extension ot nme to cotnplelo answers to NRC 871109 questions 
re license renewal appticatiOn.Answers will be submitted by 660506. 

MASCHKA.PR. International Research & Technology Corp 66/03/26 
PENNINQTON.W S. Fuel Cycle Salety Branch. 2pp. 45089:216-45069 219 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CO., DALLAS, TX 


8804110111 Forwards Amend 1 to License SNM-1 91 2,reflecllng revised ownership in- 
leresta as described. 

BECK.J.W, TU Eleciric (formerly Texas Utilities Generating Co). BB/03/25. 
ROUSE.L C. Olllce ol Nuclear Material Safely & Safeguards, Oireclor. 3pp. 45079 006- 
45079.068. 

-6604110110 Application (or amend to License SNM-I6i2,iellecting revised ownership 
Interests as described below.Agreement between Texas Municipal Power Agency 4 
TU Electric encl. 

COUNCIL.W.G. TU Elactric (formerly Texas Utilities Generating Co.) 88/03/25 NRC ■ 
No Detail^ Affiliation Given. 60pp. 45070.009-45076:066. 


DOCKET 70-3051 TRANSNUCLEAR, INC., AIKEN, SC 


8804280579 Notifias of Impending change in shareholding ol Transnuclear.lnc.per 
880219 affidavit 

HANSON, A.S. Transnuclear, Inc. 88/04/06 SHEA.JR. (nfernaflonat Programs, fp. 
452e2:358-46262.368. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 







UNDER CERTAIN CONDITIONS 


DOCKET 71 0202 PACIFIC GAS « ELECTRIC CO. 


8804270249 Sumrnary ol 871216 mooling w/TN.EG&O.Sandia.DOE & ODNL In Silver 
Spioa.MD to preiiiw/iary cntocaliiy analysts ol checker boaided luet haskoi ol Mode) 
7N BRP ca%k & leaser lolated topics Viowgraphs er^cl 

QOEGAAROCN.R H. D/viSlO'> ol Saf&guards S Troospo/iat on (Post 0704(3). 80/03/ 
00. Division of Safeguards & Ttansporlation (Post B70413) lOpp 45243:233- 
45243242. 


DOCKET 71*0240 POWER AUTHORITY OF STATE OF NEW YORK 


0004280250 Requests registraKori as usei of Models CNS I-ISCCNS l•t3G. CMS 3- 
55.CNS 8-120A & CNS 8-1208 

SRONS.J.C. Now York Powot Anthony (foroiotly Power Aofhonly ol fhe Sfafo of Now 
York) 60/04/11, MACOONALD.C E. Transpotialion Brencn. 4pp. 45209.187- 
45269:190 


DOCKET 71*0404 CTl, INC. 


8804050169 Advises lhal company has changed maiMg address to ((sled address. 
WATSON.SN CTl. Inc. (lofmeily Alaska Welding Center). 80/03/ IB 
MACOONALD.C e Transportation Stanch ip 44997:061-44997:063 


DOCKET 71-0420 RADIATION TECHNOLOGY, INC. 

el04l6022l Forwards OA program approval for radioaclivo mall package 0420,f?ov 
4,replaclng existing OA program description commitment. 

MACOONALD.C 6. Transportation Omnch 88/04/12. VAHAKLIS.T. Radiation Tech- 
no-logy. Inc. Ip 45140.001-45149:002. 

-8804IS0222 QA propiam approval lor radioaclivo mall package 04 20.Hev 4. 
MACOONALD.C E. Transportation Branch 86/04/12. Ip 46149.002-45146 002. 


DOCKET 77*0423 H*H X-RAY SERVICES, INC. 


8604150140 Forwards QA program appoval lor radioaclivo mail packag-e: 0423.Rov 
3 Amond includes coverago oi Monroe X-Ray Co.lr>c. per 800331 requosi 
MACOONALD.C. E, Transportation Branch. 88/04/12, HEAD.K.Y. H8t1 X-Ray Serv- 
ices. Inc Ip 46134 347-46 134-340 

—0604156144 OA program approval for radioaclivo mall p6ckagd.0423.Rov 3. 
MaCUONALO.C E. Transportallon Branch B8/04/12 ip 45134:346-45134 340 


DOCKET 71*0446 MET LAB, INC. 


0803000022 Requests loe lor 670225 eppllcallon lor amond lo OA approval lor tadioac- 
five martpacliauo:044e.W/o toCFRt70. 

JACKSON.G license Foe Management Qranch (061123-870413), 07/03/10. 
WARO.O W. Mel Lab. (nc Ip 44633:229*44633:231 

-6003000026 Application lor amend lo QA program approval O448.coquosling exemp- 
tion from regulatory requirement In 10CFR71.137 re audit personrtei tesponalbiliiles. 
WARO.O.W. Met Lab. Inc. 87/02/26. MACDONALO.C.E. Transportation Certiticallon 
Branch 2pp 44633 230-44633:231, 


DOCKET 71*0400 UNIV. OF VIRGINIA 


6003000407 Clarities & redefines roquesi mnde In Jan 1038 lhai NRC view 600205 OA/ 
OC Plan as into Item. Licensee win abide by NRC approved App 1 pend-ng approval ol 
revised plan 

MUlOER.R.U. Virginia, Univ. ol. CheiloHesvillo, VA. 68/03/02. Document Control 
Branch (Ooewnent Control Desk). 2pp 44673 325*44673 326 


DOCKET 71*0490 INSPECTION SERVICES CORP. 


8604120207 Forwards OA program approval for radioactive mall package: O490.nov 2. 
MACOONALD.C E. Transportallon Branch 88/04/05 LAWRENCE.G rnspectlon Serv- 
ices Corp Ip. 45009 IB9 4608©: 190. 

-6004120275 OA program approval for radioaclive matt pacltBQo:0490.ftev 2. 
MACOONALD.C E. Traneporiatlon Branch 88/04/05. fp. 46089:190-45089:100 


DOCKET 71*0400 QEARHART-OWEN INDUSTRIES 


6004060106 Advises thal OA program approval lor radioactive mall package:0498 ex- 
pires on 08O63O.RQnewal must on requesle-d within 30 days of explratton.{f renewal 
not desIred.NRC should be so noli lied. 

MACOOMAtO.C.E, Transportallon Branch 80/03/31. Gearhart Induslrles, Inc. Ip. 
45018 225-45018:225 


DOCKET 71*0500 E.l. DU PONT OE NEMOURS 0i CO., INC, 

8804000087 Advises iha| OA program approval lor radioactive mall packaga:0S00 ex. 
pites on 000330 Renewal must be requested within 30 days of expirallon.lf renewal 
not desIred.NRC should be so notified. 

MAC0ONALD.C.e. Tfar>sporiation Branch. 88/03/31. E.I. du Ponl de Nemours K Co., 
Inc. Ip. 45029 043-46020:043. 


DOCKET 71*0545 TEXAS NUCLEAR CORP. 


8004 150375 Forwards revised "OA Program Ocscripiion." revised master Index for OA 
procedures S Dew Tab B lo replace cwroni copy, per 380321 lelcon. 

JOHNSON.T. Taxes Nuclear Corp. (subs ol flarnsoy Engineering Co.) 88/03/25 
GOBOON.L Trarjsportalfon Drartch 2pp. 45133094-45(33 (19 

•*0004160362 Revised OA program clescnpCon for Texas Nuclear. 

• Texas Nuclear Corp. (subs, ol Ramsey Engineorinq Co). 86/03/25 24pp. 
45133096-45133 Its 

8004160153 Forwaids OA program approval tor red ooctive mall package: 0S4S,Rev 0 
MACDONALO.C.E TranspotTation Branch 80/04/12. JOHNSON.T. Texas Nuclear 
Corp. (subs ol Ramsey Enginooring Co ) tp. 46134 001 45134:002 

— 66041S0162 OA program approval tor radioactive rnall package <}S45.Rev 0. 
MACOONALD.C E, Trpnspo/lallon Branch. 08/04/12 Ip 45134 002-45134 002 


DOCKET 71*0560 KANSAS GAS A ELECTRIC CO. 


6804290008 Forwards OA program approval lor radioactive mailpacvage; OSBB.Bov 1. 
MACOONALD.C E Transportation Branch 88/04/25. BaiLEY.J A WoH Creek Muclear 
Operating Corp ip 45324:183-45324 104 

"0004290009 OA program approval lor radioactive mail package.0599,Rev 1. 
MACDONALO.C.E. Transportation Oiorich 88/04/25. ip. 46324:184-45324:184. 


DOCKET 71*0641 UNiTEO STATES TESTING CO.. INC. 

6804060113 Forwards QA program lo replace radiation saloly piogrem U S T. -905 sub 
milled on 071020 

GflEEN.R £ United Slates Testing Co., loc 88/03/22. GCRDON.L Transportallon 
OranclJ. 2pp. 450(9 226 450(9 235. 

-0004000519 Rev 0 lo "OA Program (lOCFnzi) (or Industrial Radogtaphy S Sealed 
Seuices" 

* Lfn'ted Slates Toslmg Co . (nc 88/03/22 6pp. 45010.-220-45019:235. 

8804160184 Forwards OA program approval lor radioactive mail package 0641. Rev 0 
MACDONALO.C.E. Transportation Branch. 66/04/12. OREEN.R.F.. llr^iiod States 
TosLngCo., Inc. Ip. 45141:183-45141:184 

"8804150187 QA ptogrem appioval lor radioacUve mall packagB.064l,Hev 0 
MACOONALD.C.E Transporiatiorr 8ra/>c(j. 88/04/12 Ip 46f4 1.(84-45(41.184 


DOCKET 71*0051 WESTINOHOUSE ELECTRIC CORP. 

B8D4140262 Requosts approval for end Bov 1 lo NWO-TB-005. "OA program Plan lor 
Nuclear Waste D^l *' Allachmoni describes changes which have been made lo pro- 
gram lo resolve NHC commenls rvi7le in 66031 7 Hr. 

COSr.R.n. Wosiinghouse Eleciric Corp. 09/03/22. MACOONALD.C 6. Transportation 
Branch. 4pp 451 is 188-451 18:245. 

-8004140268 Rev I to "OA Program Plan lor Nuclear Waste Oept " 

HAMILTON.W.H.. COST.R R. Westinohouse Eloclric Corp NWO TR 005 R0 1 88/03/ 
31 56pp 45t 18:101.451 18:246 

0004050140 Forwards OA program ^proval lor ladbacUve mall package: 0651. Rev 0 
MACDONALO.C.E. Transportation utartch. 88/'03/30. CQST.R.R. Westinghouse Elec- 
irtcCorp tp 45029.078 45029,079. 

"6004050143 QA program approval for redloactivo mall packaga.OSSt.Rev 0 
MACOONALD.C.E. Trensporiation Branch 00/03/30 Ip 46029 077-45029 079 


DOCKET 71*0652 SAMSON INSPECTION S TECHNICAL SERVICES, INC. 


8804050098 AppMceiion (or QA program for radioaclivo mall package: 0eS2.Fea pa'd 
HOPKINS.JA JEBCO Seismic. Irtc. 89/03/22, MACDONALO.CE. Transportation 
Branch ip 44996:360-44896:357. 

—0004050102 Forwards completed Form 313 tv/Bi/pplemenial Info.inclvd-ng resumes for 
rad-ation safety officer & assislarg olficar & radlatton safety manual.exciuding Pan 
iV.W/o ertcia. 

HOPK1NS.J.A jeeCO Selschlc. Ino. 88/03/22. Region 3. OlQ of the Oiroclor. 2pp. 
44986.351-44996:362. 

"0004060106 Rev 0 to OA program for Type B quality shipments of radioactive matt 
• JEBCO Seismic. Inc. 88/61 /31. 6pp 44990:353-44996 357. 


DOCKET 71*0653 BRAN-SHON, INC. 


6804380006 Application (or rev to QA program approval lor rsdioacitve mall 
package:0833. Revised OA progrartt end. 

MEDAL, M J. Bran Shon. Inc. 88/04/14 QOROOM.L Otiice of Nuclear Material Salely 
& Safeguards.Olroctor. fp. 46322:204-46322:208 

-0804200093 Revised "OA Program." 

• Bran-Shon, Inc 80/04/14 4pp. 46322:205-46322:208. 


DOCKET 71-0854 POWER INSPECTION, INC. 

B80429007B Advises that review Of OA program description attached to 880307 Hr re- 
vealed dellciency ot conrimllrnenl Sample OA ptogrem for Industrial radiography sealed 
sources and 

QORDON.L. Transportation Branch. 88/04/25. KUMEB.K. Power Inspeclion. Inc. Ip. 
45322:213*46322:214. 


214 DOCKETED ITEMS 


DOCKET 7 1-300 J MODEL; S B/23, STUDSVIK EtlEnGITEKMIK A8 

COOItSOSls l-on^aHls odd hlo lo avaiuaiion ot Swedish Tfeosnort Packacio S H/23 (oi 
snant MTfi NRC 87i222 foquosf 

MCLAUGHLIN.J Traasnucloar, Ire 66/03/23. MACDONALO.CE Tiansporlation 
Oionch 6pp *15146 3^9 4b1*18 354. 


DOCKET 71-3003 MODEL: TK-I, TRANSKUKLEAR GMBH 

8304160056 HaC)uosis NRC assistance In peitotinino ciitca'iiy review ol Goimait 0/ 
4004/0(U)F cori'flcato lor INI package Packaging used (or transport ol irrodlaled 
MTRjypo fool oloincnis, Transialfon one) 

WANGLEn.MG. Transporlat-oit. Depl ol 08/03/29 MACDONALD.C E Tiansporia. 
lion Orancli. 11pp. 45139 1 20-451 39 130 


DOCKET 71-4030 MODEL: nA-2. RA-3. RA-J, GENERAL ELECTRIC CO. 

0804140100 Roquosis au'.hon/alion lot shipnionl ol 52 unused Oanvland LaCrpsse luol 
asoornl)! as In GE RA.3 packaging Critic ally saloiy of RA-3 packaging contamittg two 
ui’usod LoCrosso (gol assamWios ovalualixl Irt aricl lopl Fee paid 
NOIAN.D Trensnucloai. Inc 80/0'3/I7. MCDONALDCE. Tronsporlalion Broncit 
4pp. 45110.149-45110 1C7 

-8304140196 "Crilioaliiy Evaluation ol Umradialcpd LnCrosso BWR Fuel Assemblies in 
GE RA-O snipping Packog'nn." 

' Trartsnucloar. Inc 60/03/16 I5pp 4511Q 153-451 IS 167 

0604100321 Inlerms H'al Ccibticalo ol Compliance 4606 lor Model RA-3 package is 
antondod to aulhorizo add) conloriia as l-siod.po/ 660317 aapl.caiion per i0Cl’n7l 
MACOONALO.C.E rransporiation Orancti 00/04/ 13. NOLAN.O fiansnucioar. inc 
4pp 45165 245 45105 240 


DOCKET 71-6460 MODEL: RCC, - I, -2, -3. -4. WESTINQHOUSE ELECTRIC CORP. 

8804280108 Roquosis rog'slrolion as user ol Models RCC.RCC-i.RCC-2. RCC-3 & 
RCC-4. 

OAtLEY.J A. Wolf Crook Nucloar Oporat-ng Cotp. 87/09/15. THOMPSON.HL. Ollico 
of Nudoa/ MaiOKOl Sataty & Setagnanfs.n.ioctoi Jpp 45266 235 45266 237, 

83Q4200164 Naiilicniion of rogisiratlon as user of Model 5460 m rosponso la 870915 
/oquoar 

MACOOMAL O.C E. TrarisporialiOP Orancli. S0/04/2S. BAILEY,JA. Woll Creek Nucloar 
Oporating Corp |p. 45322 225-46322 225 


DOCKET 71-6920 MODEL: GE-100. GENERAL ELECTRIC CO. 

3804210460 Forvvards ronuost lor addi Inlo re 871 1 10 application lor rertowai ol Cortili- 
calo Ol Compllanco 5026.Applicalion should conls n maim procoduros lor Model lOO 
pOCkOQino 

MACDONALO.CE Tiansportadon Dranch 00/01/26 CUNniNGHAM.G E General 
ElocIr.cCo. 2pp 40191;175-45101 170. 


DOCKET 71-5971 MODEL: 300, GENERAL ELECTRIC CO. 

8604120405 Provides lollow up ol verbal ropl mode to NRC on 800325 re minor license 
violation ol Tech Specs Soclion 6 2 2 44)(o) 6 Operat-ng Procedure 4 1. Section ill A 
8 C concO'nina Improper handling ol irraUialod vegelal-on sarriplo on 0BO325 
ORLOSKY.PM Oulla'o MaloriarB Research Center. 88/03/31 Document Control 
□ranch (Oocumoni Conirol Desk). 4pp 4S100 003-45100 006. 


DOCKET 71-6078 MODEL; 927A1 & 927C1. COMBUSTION ENGINEERING, INC. 

6804120810 Suminary of 071010 moolmg w/C-E irs S lvor Sprlng.MO re Models 927AI 
& 02701 packages. 

ODEQAARDEN.R H Transportation Branch 88/03/30 Transportation Uranrh ip. 
45088 202-45089 202. 


DOCKET 71-6717 MODEL: 67f7-B, GAMMA INOOSmiES, INC. 

6804850267 Roquosis roglsl rollon as usor of Cortificatos oi Compllanco 
87 1 7.6126.0133 & 0135 

MACDONALO.CE. Tronsportaiion Branch 66/03/30 GARDUNO.MS Construction 
Moionnls Testing. Inc. ip. 45020:097-45028:007. 

3304060363 NolHiCailon of rog'.slra1lon as user ol Coitilicalos of Complianco 
071 7.6128.6133 & 8 l3S.por 380226 roquosl. 

MACOOWAtO.CE. rransporfallori Branch 68/03/30 GARDUNO.Me. SC indltSfrias. 
Inc. (lormorly Coaslructian Materials, inc.) ip 44997 227-44697 227 


DOCKET 719001 MODEL: IF-300. GENERAL ELECTRIC CO. 

3004100125 AdYieos dial Cerlillcato of Compllanco 0001 tor Modal IF-.300 amertdod lo 
pulhorlio conionts ol two 3x8 BWR luol assemblies w/burnup of 35. 4 MWd/kgU & 
coo'Ing time of al loast S yre. Phi GE 080304 roquosl. Approval record ancl. 
MACDOt^ALD.CE Trensporislion U/AfKli 80/04/13 INGBLS.T.E. General Elecinc 
Co. 2pp. 45164:302-45ie4;303. 


DOCKET 71-9006 MODEL: Al 600 SU. TECH/OPS, INC, 

6004110224 Notrfication of raglalfalhn as user ol CarhUcatos of Complianco 

6006,0007.9032 & 0166. 

MACOONALD,CE. Transportation Branch. 68/64/04 SWINEY.D.L SAME. Inc. (1o/- 
motfySol S Malorlal Bnginoors, Ina) Ip. 46070:332-45076 332. 


OOCKET 71-9007 MODEL; 520. T£CH/’OPS. INC. 


0304110224 Not-kcaliori ol regislratien as user ol Ceriiiicalos ol Compliance 

9006.9007.9032 & 0156 

MACDONALD.C E. Transportation Branch 88/04/04 SWINEY.O L SAME. Inc (lor- 
merly Soil A Malorial Eng.noefS. Inc ) ip 45078 332-45078 332. 


DOCKET 71-9010 MODEL; NLl-1/2, NUCLEAR ASSURANCE CORP. 


8304050180 Summary ol 8B032? mooting w/Nucloar Assurance Corp in Rockville.MD re 
sutimiUal ol dry sponl fuel storage cask topical rc^i 

nOBeRTS.J.P Fuel Cycle Safely Branch 00/03/25 ROUSE.L C Fuel Cycle Saleiy 
□ranch Ip 4499/067.44907.067 


DOCKET 71-9015 MODEL: TN-8, -8L. TRAN5NUCLEAR, INC. 


8304160173 Requasis registration as user o! Models IN-8 A TN-OL under Certiiicate el 
Complianco 9015 A Models NUPAC 14/210L. NUPAC 14/21OH.CNSI 14 2l5H.Scnes 
A.NUS t4-l96L A NUS 14-195H undor Cortilicalo ol Compliance 9176 
MHOCZKA.Ej. Norlhoast Nucloar Energy Co (subs, ol Nonneast UbliUes) 
MROCZKA.EJ Northeast Ulil.lios 88/03/30 MCDONAI D.C E Traosporlation Ccrtifi 
cat.on Branch 3pp 45149.311-45149313 

8304260357 Notification of regisiration as user ol Cortilicaie of Compliance 90l6Ulil 
previously regislered as user oi Coriilicote of Comp'ianco 9176 No olhor action neces- 
sary 

MACDONALO.CE Transportation Branch 88/04/19 MROCZKA.EJ Northoasl Nu- 
clear Energy Co. (subs olNoriheast Utililios) ip 45213 162 45213 192 


OOCKET 71-9932 MODEL: 650, TECH/OPS, INC. 


8304110224 Noliticailon ol icgstraiion as user of Cortilicales of Compliance 

9006.0007.9032 A 9156 

WACOONAlO.Ct Transportai'on Dranch 88/04/04 SWINEV.DL SAME. Inc (for- 
merly Soil A Material Cnginoors. inc ) Ip 45078 332-45076 332 


OOCKET 71*9033 MODEU C-1, SOURCE PRODUCTION A EQUIPMENT CO., INC. 


880-1100401 Reqr/esls rcgisirailon as user nf Models SPEC 2-T SPEC C-t. IR lOO A iH 
50.por 10CFH71 12(C)(3} 

MUNRO.JJ RTS Technology, inc 88/04/07 MACDONALO.CE, Tianspo/latioo 
Branch 2pp. 45149:223-45149 224 

6304270320 Confirms loqislralion as user ol Ccrtilicales ol Complianco 9036.9056.9156 
A 8157.pcr BB0407 lepuosi. 

MACDONALO.CE. Trarvsporiation Branch. 88/0-1/19, MUNRO.JJ. HTS Technology. 
Inc. Ip, 46324:175 45324:175 


OOCKET 71-9056 MODEL: SPEC 2.T. SOURCE PRODUCTION A EQUIPMENT CO. 


880418D40I Requests regisiration as user ol Models SPEC 2-T,SPbC C-l, IR 100 A IR 
SO.per 10CFR71 12(c)|3). 

MUNRO.JJ RTS Technology. Inc. 80/04/07. MACDDNALD.C.E. Transportation 
Branch 2pp 45149 223-4S149.224 

8804270320 Confirms reqlslration as user of Certilicales ol Complianco 9036.0056.9156 
A 9l57.per 680407 request. 

MACDONALO.CE. Transpoiialiori Branch 88/04/19 MUNRO.JJ. HTS Technology, 
inc Ip, 45324:175 45324:176 


DOCKET 71-9057 MODEL: FPO-lOO, GA TECHNOLOGIES, INC. 


8804270320 Conlirms roqislration as user of Cortilicales ol Cornplianco 9036.9056,9166 
A 9 167. per 880407 requosi 

MACDONAI D.C.E. Transpodaiion Branch. 88/04/19 MUNRO,J.J RTS Technology. 
Inc Ip, 45324:175-46324:170 


OOCKET 71-9079 MODEL: NUPAC 140-2.0, WESTINOHOUSE-HITTMAN NUCLEAR 

8804140062 Nolilie.s ihal uN vviU bo uiiit/mg now conlraclor LN Technology located in 
Columbia, SC for transportation of tadioaclive malls.eiloctive 68040 1. Casks noted in 
880410 Hr should continue lo be recognized as approved shipping casks. 
SORENSFN.GC. Washington Public Power Supply Sysiom. 88/03/25 
MACOONALO.C.E. OHica ol Nuclear Malarial Safety A Saloguards.Dueclor. 3pp. 
45120,354-45120 356 

8804160252 App'icaiion lor renewal of Cortilicalo ol Compliance 9079 lor Model NuPac 
1402.0 cask. '‘Consolidated SAR lor NUPAC I4D-2.0 Casks" end Fee paid. 

TEMUS.C J Nuclear Packaging. Inc 88/03/30 MACDONALD.C Office of Ntrctear 
Material Safoty A Safeguards, Director. 2pp 45133 004-46133.084. 

—0804 150263 "Consol-daied Safely Analysis Rapt for NuPAC ) 40-20 Caslis " 

‘ Nuclear Packaging. Inc. 86/01/31. 78pp. 45133.006.45133 084. 


DOCKET 71-9080 MODEL; HN-600 A NUPAC 100, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8604140002 Notifies that uUl will be utilizing new contractor UN Technology located in 
Columbta.se lor transportation of radioactive malls.olleciivo 880401. Casks noted in 
S8O4 10 Hr should conlinu© lo be recogniaBii as approvB6 shipping casks. 
SOHENSEN.Q.C. Washington Public Power Supply Systein. B8/03/25. 
MACDONALO.C E. OfHce ol Nuclear Material Saloiy A Safeguards.Olroclor. 3pp 
45120:354-45120 356. 



DOCKETED ITEMS 215 


DOCKET 7J-9102 MODEL: NPI-20WC-8. NEUTRON PRODUCTS. INC. 


Q80415012Q AnpiiCalion for rurowal o> Cetiilicato ol Ccnti'inncc 9102 far NPI- 

20WC 6 f-eo pa a 

SCMWCEnER.r Neijifon PicdJCis. Inc 08/03/31 MACCONalO.C E OlfcfP d 
cloai Maitif^a' Saleiy & !^a<e 9 uHrd<;.U-'cciur 2pr» 15133 330-45133 j3i 


DOCKET 71-9 126 MOOEL; 20. 20A, SO. SOA. GAMMA INDUSTRIES. INC 


6804050257 Rvciuosls ro^ 1 >tralion as usOf o( CaililiCaiOs Ol Ccmp'rancn 
6717 0126.9133.8 9135 

MACDONALO.C E Tfanspottal-on Branch 68/03/30 GAROUNO.M 0 Ccnslicctioi 
Maiena'S Tiisling, (oc Ip 45020 007-45029 097 

8804050363 NoMcaion ol logsitalon as uso* ol Ccriiticaios Ol Cornpliancn 
6717,0126 9133 8 9135.por 600226 roquost 

MACOONALD.CE Transpcrtal On Branch 88/03/30 GAROUNO.M 0 BC Industries. 
Inc (formcriy Ccnsl/ucl'On Maioria's. Inc > Ip 44997 227-449.')7 227 


DOCKET 71-9133 MOOEL: C-10. GAMMA INDUSTRIES. INC. 


8604050257 Bequests registraiion as user ol /.'ori'f catos ol Ccnip'ianjo 

6717.0126.9133 & 0135 

MACOONAtO.C.E Ttansponalion Biancli 80/03/39 GAROUNO.MO Ccnsifucton 
Materials Tost-Og. Inc ip 45029 097-45029. 097 

8804050363 Hol'IiCBIic/i pl rogistralicn os user ol Ceflifitates ol Complianco 

6717.9126.9133 & 9l35.per 880226 request 

MACOONALD.CE T/arispO.-lalicn Branch 80/03/30 GARCUNQMB OC Industries. 
Inc lloimofly Construction MalOrlalS. Inc ) ip. 44997 227-4499/ 227 


DOCKET 71-9136 MOOEL: CENTURY S & SA. GAMMA INDUSTRIES, INC 


8604050257 Hequesis regslrqtion as user Ol Ceililicatos ol Comp'ianco 
671 7.9120.9133 & 9135 

MACDONALO.C. F. Transpoitahon Branch 89/03/30 GAROUNO.M 8. Construclion 
Materials Tosling. Inc Ip 45029 097-45029 097. 

8804050363 Notilicaliort ol logslral-on as user ol Cort.liuaios of Compliance 
6717.9)26.9133 S 9l35.per 880220 roqoosi 

MACDONALO.C E Tiansportat-on Uronch 80/03/30 GAROUNO.M B BC ln(Justr.os. 
Inc (lormofly Consfruclion Malerlals. Inc J Ip 44997 227-4499? 22? 


DOCKET 71-9147 MOOEL: 860. TECH/OPS. INC. 


8604180246 Responds lo 870324 request lor adot info re applical'On loi Corlilicatu ol 
Compliance 9147 Structural & &h'.eldng concerns answored by satistaclory cemptoiion 
ol 30 It drop lesl Indicat ng no loss ol sh elding 

ROUGhAN.CM Amorsliam Corp 80/03/30. MACDOljALD.C Office ol Nuclear Ma- 
terial Saleiy & Saloguards.Direclor i5pp 45150 317 45150 331 


DOCKET 71-9151 MOOEL: HN-lOO SERIES 3. WESTINGHOUSE-HITTMAN 
NUCLEAR 


6604140062 NoWios lhal uW w,ii l>© ui'hying now conuacio’ IN Tochnclogy located ci 
Columba.se for trensporiai.on ol radoaedvo maiis.olicciivo 080401. Casks noted in 
8804 70 Ilf Should cofihnuo lo bo rocogni7ed as approved slrpp-na casLs 
SORENSEN.G.C. Washington Puhke Power Supply System. 80/03/25 
MACOONALD.C.E, Office of Nucinai Material Saloly & Safcguards.Ol'oclor 3pp 
45120 354-45120 356 


DOCKET 71-9152 MOOEL: CNS l-iaC II. CHEM-NUCLEAR SYSTEMS, INC. 


8804 120261 Forwards roguosi lor addi inlo ro 000226 appl-calion roquest-ng renewal ol 
Certilicato ol Compliance 0152. 

MACOONALD.CE. Tranapoilalion Branch 00/04/06 MAUK.Cj Energy. DopI 0 l 
3pp 45069 2/3-45089 275, 


DOCKET 71-0166 MODEL: IR-SO, INDUSTRIAL NUCLEAR CO. 


8604110224 Noldication ol registration as usor ol Cornlicatos ul Compl-ance 
9006.9007.9032 A 9156 

MACOONALD.CE Transportation Branch. 88/04/04 SWINEY.OL S8I4E. Inc (I 01 - 
meriy Soil & Maierlat Engineo/s. Inc.J. Ip. 45076 332-45076 332. 

8804180401 Requests registfaiion as user of Models SPEC 2- T. SPEC C l. IR 100 & IR 
50.pei lOCFRn i2fc)(3) 

Ml/NBO.JJ RTS Technology. Inc 88/04/07. MACOONALD.CE Transportai-on 
Branch 2pp 45149 223.45149 224 

8804270320 Conlirms reqisiraiien as user of Cerlilicafoa of Comp'iance 8036.0056.9156 
& 9l57.per 680407 roquoal. 

MACOONAtO.C.E Tiansporiaiion Stanch 68/04/19. MUNHO.JJ RTS Technolcgy. 
Inc. tp 45324.175-46324:175. 


DOCKET 71-9187 MODEL: IR-100. INDUSTRIAL NUCLEAR CO. 


8604160401 Requests legistiation as user ol Models SPEC 2-T.SPEC C-l. IR lOO & IR 
SO.par 1 OCFR 7 1 . 1 2(c)(3). 

MUNHO.J J. RTS Technology. Inc 68/04/07. MACDONAID.CE. Ttanspoiial-on 


DOCKET 71-9167 MODEL: 3206B. 3227B & 3218, AMERSHAM CORP. 

0604060179 Foiv»a*ds Condcalo ol Comp'iar.ce 9l67.R£y 2 lor Mode's 3206B.3227B & 
3218.(;r.f 090301 app'icanon Cort.iica'o supersedes 8309C6 Certihcaio cl 

Co<npi.ance.Hev 1 incri'rety 

MACDCNAlD.C G- Transportation Bia'-.ch 88/03/31 ALLEN.k.A Ameisham Corp 
3pD 450)9295 450I9 3C8 

-8004060184 Ce-I.licale ol Complance 9167.Hev 2.for Models 32066.32270 & 
3210 Apuiova' leccid enc' 

MAC0i3‘JAL0.C E Trar.spanal cn Branch 08/03/31 /.pp 45019 297 45019 3C0 


DOCKET 71-9168 MODEL: CNS 8 t20B. CHEM-NUCLEAR SYSTEMS, INC. 


880414029S Reqviesis rocisiraiion as user ni Model CNS-8-1206 
COSriEV.W Neulion ftoJucis. Ire ue/i)3/3l MACDONALO.C E NRC • No Coiai'ed 
Alli'ialion G.ven 2pp 45117 3b0 451 17 361 

8804190052 Noiiicdlion ol regisiraiion as user ol Cert-licaiG ol Ccmp'iance 9168 per 
08033) request 

MACOONALO.CF Tiarspofiancn Blanch 86/04/13 COSTIEY.WJ Neutron Prod 
UCIS. Inc Ip 45161206 45164 266 


DOCKET 71-9176 MOOEL: NUPAC 14/210L S I4/210H. NUCLEAR PACKAGING. 
INC. 


8804 180 173 Requests teg siraiion as user ol Models TN 8 & Tn 6L under Certilicaie ol 
Comci an.ee 9015 & Models NUPAC 14 / 21 OL. NUPAC 14/210H.CNSI 14.2I5H Senas 
ANUS 14.195L & NUS I4.195H under Corlilicato ol Comphanco 9176 
MnoC7KA.E J Norihoasi Nuclear Energy Co (subs, ol Notiiioasi Uli.ilies) 
MROCZKA.EJ Norihoasi Uii.'t OS 00/03/30 MCOONALO.CE Tienspo'iaiion Ccdili- 
calion Branc*' 3pp. 45149 31 1-45149 313. 

8604250357 Notili::aiion ol registration as user ol Corlil-calo ol Complance 90i5.Uiil 
p.-evrajsiy rografererf as user Of Certificate of Complance 9 1 76 No oiber actio-i neces- 
sary 

MACOONALD.CE Transporlalion Orarich. 80/04/19 MROCZKA.EJ Norihoasi Mj 
C' oar Energy Co (subs ol Nodhoasl Ut f l.os) Ip 45213 192 45213 192 


DOCKET 71-9183 MOOEL: NAC-1. NUCLEAR ASSURANCE CORP. 


8804200580 Summary 0 ! 870924 meeii''.g w/OOE & Nuclear Assu-anco Corp .n S.lvor 
Spr.r-.Q.MO ro two urro'oied incidents wA'odol NAC I cask 

OOEGAAROEN.B.H Transportation Branch 07/12/30. Transportaiion Branch. 2pp. 
45101 051-45191 052 


DOCKET 71-9163 MODEL: NES-5. NUCLEAR ENERGY SERVICES, INC. 


8604180403 Fi>rward9 Rev 0 to SAR lo- Model NES-5 Package lo lOCFR?! Typo B(U) 
Paciieging Requ rtirr-er-ts " 

EIY.P Nucioar Energy Services. Inc 88/03/24 MACDONALO.C E NRC • No De- 
la/ed A)/;i>ai«>n O/von ip 45166 090 45168.097 

-8804190074 How 8 Ig 'SAH for Model NES 5 Packago (o (0CFH7t Type fl(U| Pack- 
aging Roqu remonls ” 

• NuC'oai Energy Sorveos. Inc 85/03/31 7pp 45166091-45166 097 

8804070078 Fonwards Rov 5 lo Coitificalo ol Compliance 9i93 lor Model NES-5 ship- 
png package 

MACOONAId.C E. Tiansponaiion Branch 08/03/31. MAY.JB Nuclear Energy Serv- 
ices. In: 2pp 45029 I9l 45029 186 

-8604070080 Cortificalo Of Complance 9i93.for Model NES-6 shipping 
container Approvoi record enci 

MACOONALD.CE T 1 an 3 poriat.cn Branch 80/03/31 4pp 45029 193 45023 106 

8604190075 Noiifios lhal 880324 Ur noi accompanied by appi canon lee & not accoplad 
tor review Sub; Ur prosonis no now Inlo & is nol required )n support ol B0O331 cerlJi- 
cate ol comp'iance Revised pages have no lev number or dele Lir destroyed 
MACDONAIO.CE TrSrtspOrtsWo.n Branch 83/04/13 EIY.P. Nccloar Energy Serv- 
ices. Inc. Ip 45164 239-45104 269. 

8804190347 Advises lhal appLcai-on loo nol accompof’led w/6B0324 i;i & nol accepted 
for (Ov.ew Ltr does nol appear 10 present any new -nfo & not requ rod in support oi 
Cortil-cate ol Comp'ianco 9l93.nev S.Copios ol 880324 in dosiroyed 
MACO<3NALD.(i E. Transportaiion Branch. B6/04/13. ELY.P. Nuclear Energy Services 
(NES) Manulacluring. Ip 45105 260-45165.260 


DOCKET 71-9202 MODEL: TN-BRP, TRANSNUCLEAR, INC. 


86042S0230 Summary ol 880127 mooiing w/DOE in Rcckvi'le.MO re Model TN-BHR & 
TN REG casks 

ODEQA.ARDEN.B H Transporlat-on Branch 88703/30 Division 0 ) Safeguards A 
Transportaiion (Post 0704 1 3) 40pp 4 52 1 3. 1 20-45 2 1 3. 1 59 


DOCKET 71-9208 MODEL: NUPAC 10-142, NUCLEAR PACKAGING, INC. 


6804160216 Roiiuosls regisiraiian as user ol Model 10-142B. 

KElSEn.U W Pennsylvania Power S Light Co 88/03/30. MaCDO.NALO.C E Trans- 
portaLon Branch Pp. 45148-355-45148360 

88042202S9 NotificaLon ol legisuat on as user ol Caihtcale ol Compl ance 9208.pef 
880330 lequest. 

MACOONALD.CE. Transportaiion Branch 66/04/19 KEiSER.MW. Ponnsylvana 


DOCKET 71-9212 MODEL 72-0, MUCLEAH PACKAGING, INC. 


9804200586 SufTwafy o< 371106 «nool.n3 iv/Nuciesf PBcKagnglnc.DO£. Saftehe & 
Waste Isolaion Wot P'ani m Siver Scnng.MD re Mortal 72 B & TRUPACK ll package 

o1)l?GMBOEN.H H Tfansportation Branch 877)2/30 Traniportalion Branch 3pp 
4SI91 053 45)91 055. 


DOCKET 71-92)3 MODEL TN-GEMINI, TBANSNOCLEAR 


8804250113 Summary ol 680204 meeting w/Trancnuclear inc.in Rocl^ville.MO re Model 
m GEMINI package dos gn Wowgraphs end 

ODEGAAnoEN.RII Transportatior* Branch 88/03/30 Transporlation Branch 5pp 
45213 098-452)3 102 


DOCKET 71-9216 MODEL CNS 1-13Q, CHEM-NUCLEAR SYSTEMS. INC. 


6804050167 Noihcalion ol reg-straiion as user ol Ceriilicale ol Compliance 92l6.per 
8803)5 reguesl. 

MACOONAlOCE Transportation Branch 68/03/30 0IRO.RG Boslor) Edison Co 
Ip 44997 0/5-44997 075 


DOCKET 719213 MODEL TRLIPACT-Il, ENERGY, DEPT. OF 


8804060232 "THU Waste Compl anco Program For WIPP-WAC (U) ’’ 

' Wesrmghooso Eloclac Co/p 07/07/3) )80pp. 450)1 24S'450)2.044 

8804200588 Summary of 07)106 meeling w/Nuclear Packagmg.inc.DOE, Sandia & 
Waste Isolel-on Pilot Plan) in Silver Spnng.MD re Model 72 B & TRUPACK II package 
designs 

OOEG/tAROEN.R H TranSDortalion Branch 87/12/30 Transportation Branch 3pp 
45191 053 45191 055 

8804120014 Summary ol 6712)5 meeting w/fX)E,WcslinghouSe.Sandi3.Slate ol NM & 
N-jPac In Silver ^nng.MO re ciassificat'on ol Iransuranic waste. 

OOEG/kAROEN.R.H. Transportation Branch 88/03/30. Ttansporiaiion Branch. 2pp. 
45089 276-45069 277 


DOCKET 71-9222 MODEL: HN-2f5H. WESTINOHOUSE HITTMAN NUCLEAR, INC. 


8804060256 Requests regisiraiion as user ol Westinghouso Kiitmen Nuclear Inc radio- 
active malts sh-ppingcask Model HN-2I5H. per lOCfH7l.l2. 

WHiniER.G O Marne Yankee Alomc Powor Co 86/03/21. MACDONAIO.C.E. 
IranspotiBiion Branch 2pp. 45017.254-45017 255. 

6804050397 Forwards Rev 0 lo Certificate ol Compliance 9222 lor Model HN 215H.per 
870713 application 

MACDONalD.C E Transporiai on Branch. 88/03/31. ROY.BA. Hillman Nuclear & 
Oevelopmeni Co>p (subs, of H-llman Corp.l tp. 44996:345-44096.349. 

-6804050400 Certificate ol Compliance 9222.Rev O.for Model HN 215H. Approval 
record end. 

MaCDONalD.CE Tianspcrialion Branch 88/03/31 4pp 44996 346 44990 349. 

860428019S Requests reg-strailon as user ol Modol HN 2I5H. 

KNAPP.W J Phi'adelph'a Elecinc Co. 88/04/11 MACOONALO.CE Transportation 
Branch 2pp 45266 238-45266 259. 

8804(90167 Informs of rcg-sirafion as user of Certificate of Compliance 9222 per 
88032) requeslS )0CFR7) 12 

MACDONALO.C E Transportation Branch 88/04/13. WHITTIER.O O Maine Yankee 
Atomic Power Co ip 45)65:310-45165 310. 

8804290286 Notilication of reg-straiion as user ot Certificate ol Compliance 9222 In re- 
sponse 10 080411 request. 

MACOONALO.CE. TranspotiaHon Branch 88/04/25 KNAPP.WJ Phifadelphia Efec- 
tne Co Ip. 45322 274-45322 274 


DOCKET 71-9224 MODEL: HN- 190-2, WESTINQHOUSE HITTMAN NUCLEAR. INC. 

8804190287 Appliceilon for renewal ol Certificate ol Compliance 9079. changing model 
from HN-100 Senes 2 lo HN-190-2 to roReci volumetric capaclly ol cask.SAR 
encl./^piicaiion resulted in issuance ol Certificate of Compliance 9224. 
nOY.BA Wesiinghouso Hillman Nuclear. Inc 88/03/31 MACOONALO.CE. Trans- 
ponelion Branch. 3pp. 45 104.T 73-45 164:230. 

“8804190277 Rev 0 lo "SAR lor HN-190.2 Radwasle Shipping Cask ’ W/Ihreo over- 
Slio drawings. 

’ Wnstingnouse Hillman Nuclear. Inc. STO-n-02-017 HOO. S0/O3/3I. 6lpp 
45164:176 45164 236 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

8804270323 "1987 Annual Ropt.” W/880407 Hr 
SCHMID.S P General Elecinc Co 97/12/31. CUNNINGHAM.P.E. Olhco ol Nuclear 
Malarial Salety & Safeguards.Diroctor. 84pp 45263;104-45263;167 

8604150363 Provides into re fuel In slorago for First Quarter 1688. Changes from last 
quarter relfecf receipt of 36 BWR assemSfies from Cooper Stadon. 

SCHMID.SP. General Electric Co. 80/04/03 ROBERTS.J P NRC - No Detailed Atlili- 
ation Given. 2pp. 45133.092-45133:093 


DOCKET 72-0002 VIHOINIA ELECTRIC 8> POWER CO. 

3304120291 Advises fhai SB0303 Rev 12 lo Surry ISFSI guard training & qualdicauan 
plan consisleni w/provisions ol 10CFR72 84(b) 10CFR72 84(b) & acceptable. 
CLINE.W.E. Region 2. Ole of the Director 88/04/06 STEWART.W.L. Virginia Powoi 
(Virginia Electric & Power Co ) 3pp. 45146:013 45146:016. 


DOCKET 72-0003 CAROLINA POWER A LIGHT CO. 

BB04130328 Forwards Amend 3 to "ISFSI SAR." Juslillcation lor each change also 
and. 

LOFLIN.L.I Carolina Power & Light Co. B8/03/1S. HOBERTS.J.P. Ollice ol Nuclear 
Material Safety & Saleguards, Director. 8pp. 45103:190-45103:197. 


DOCKET 72-0004 DUKE POWER CO., $0-269 

BS04040024 Appllcalion for amends to Licenses DPR-3e.OPH 47 & DPR.55 to permit 
operation ol ISFSI lor temporary storage of spent fuel until Federal govt provides per. 
maneni storage faciiiiies Fee paid. 

TUCKER.H.8. Duke Power Co. 86/03/31. Oocumenl Control Branch (Document Con- 
trol Desk), ttpp. 45233,050-46233:196. 

“8804040025 Proposed Tech Specs re apeni fuel storage lacitity 

• Duke Power Co. 86/03/31. 7pp. 45233:060 45233:067. 

“8804040029 Fo/wards applicallon to conalruct & operate ISFSI for lempo/sry sicrage 
of spent luei.pet 10CFR72 SAR & environ rept also encl.Fee paid 
TUCKER.HB. Duke Power Co. 88/03/31. Office ot Nuclear Material Salely & 
Safegijard8.Djrector. 5pp. 45233:O60'45233T95. 

-8804040049 Application for license to construct & operate dry cask ISFSI at Oconee 
Nuclear Station 

• Duke Power Co. 88/03/31. 23pp. 45233:073-46233:195 

-8804040053 "ISFSI Environ Bepl." 

• Duke Power Co 88/03/31. 215pp 46233:196-45234:060 

“8804040059 "ISFSI SAR." 

• Duke Power Co. 68/03/31. 266pp. 45234:061-45234:316 

8904130203 Notilication of 801210 meeting w/ut-l In Sllvof SprIngMD to dtsevas vtil 
plans (or expansion of spent tuel storage Tadlities under 10CFR72 & Oconee Nuclear 
Station. List oi attendees & agenda encL 

HOBERTS.J.P. Advanced Fuel S Spent Fuel Licensing Branch. 87/01/07 
HOUSE.L.C. Advanced FUef S Spent Fuel licensing Branch. fOpp. 45101:202- 
45101 211. 


NONDOCKETED ITEMS 


lOCfR COMMISSION MEETtNO RECORDS 


86a4010fS8 Transcript of 660323 allirmailon /’discussion & volo public maoiing In 
WashitiQlon.OC Pp 1-4. 

• Commissiono/s 88/03/23 »pp. 44948 279-44948286 

8804010320 Stall lequ’ternenis momo ro 870317 brieling ol Commission In 
W8shingion.OC by QPU & GPUN on cleanup piogram of 'iMl 2. No requliomenis 
placed on stall 

CHitK.S J Office of me Secreiarv of mo Commission. MBBOSITA 88/03/23 Office of 
the Sccrelaiy ol iho Commission. Ip. 44919.326 44919 336. 

8S04040263 Slall loquirements memo on 880322 alfirmafion/d'scussiori & vole in 
WasbIngloaDC le laci'ity resiarl Commission authorizod NRC to permit ulii to restart 
upon resolution of RTO issue & oibor prerequisites 

CHILK.SJ Oltlco ol tbo Socrolary ol iho Commission. M860322C 80/03/30 
STELLO.V Ofc ol me Executive Oiioctor for Opoiaiions ip, 44974 256-44974 256 

$804050 tSS Staff requlfomenla memo re Commission 880318 briefing by Ofc of Gov- 
ornmonlal 8 Public Affairs (GPAJ 8 EDO concerning NRC inti agreements & coord na- 
tion of research activities. GPA 8 EDO should cooroinate inll acfivitlos better. 
CHILK.SJ. Oflice oi the Secretary ot iho Commission M860310. 88/03/31. 

STELLO.V. Otc ol Iho Exocutivo Oirector for Opeiations. DENTON.H H. Office ol Gov- 
ornmnniai & Public Affairs (Post 6704 t3j 2pp 45009:359-45009 360 

$804050248 Stall roQUiremonls memo re $80314 bnelmg in Washirtgion.OC concerning 
ellorts to develop po'icy slalemeni idenfilying ladiaiion risk or dose level below which 
govi regulation would be limilod or unwatranled.Options paper requested. 

CHILK.SJ Office ol Iho Secretary ot Iho Commission. MGB03t4. 88/03/30. 

STEllO.V. Ofc ol the Executive Oiredor lor Operations 3pp. 44907;l6O-44897;t62. 

8604050411 Stall requirements momo ro 080321 discussion/possiblo vole on full power 
OL for plant.On 680322.WC Issued Ml power OL. 

CHILK.SJ OII.CO ot Iho Socrotaiy ol the Commission. M88032IA 88/03/29 
STELLO.V Ole ol Iho Executive Director for Operations Ip. 44098344-44996,344. 

6804080133 Staff requ romenls momo re Commission 680322 briefing on status ol pro- 
posed rulemaking on basic OA (n taaialion therapy & related activities Agroemonl 
States should be contacted to obtain Into re medical mlsadminlstrations 
CHILK.SJ. Office of the Secretary ol fho Commlssfort. M8803228. 88/04/0 f. 
STELLO.V. Ole ot the Executive Oirocior lor Operations. 2pp. 45076.179-45076:180. 

8804110079 Stall requirements memo re 880323 atfirmailqn/ discussion & vote In 
Washlngian.OC on SECY-8B-43 concornlng proposed final rule revising agency proce- 
dures governing ax parte communications & separation ol functions 
CHILK.SJ. Onice of the Socrolary ol the Commission. M660323. 68/04/04. 
PARLER.WC Office of the Genera) Counsel. Ip 4 5071. 080-4507 »;088 

8604I2009S Transcript oi 880331 affirmeKon/ discussion & vole (public meeting) In 
Washinglon.OC.Pp 1-4 

• Commissioners. 88/03/31 7pp. 4508l;352-46091:358. 

8604120113 Transcript ol 880331 public meeting In Washington.DC ro briefing on pro- 
posed final rule on station blackoul.Pp f -73. Supporting documentation encl. 

• Commissioners. 88/03/31. 85pp. 46089:068-45089:176. 

8804120236 Stall requiroments memo on 880331 alhrmailon/d scussion & vote in 
Washington.DC re SEOY-6B-066 concerning Commonwealth ol PA 680122 second 
pniltion lor hearing on facility 

CHILK.SJ. Otiice ol the Socrelary ol Iho Commission. M66033tC. 68/04/07. 
PARIER.W C Offico of the General Counsel fp. 45100 300-46100 300 

8804120430 Transcrtoi of 880331 NRC public meeting In Wasblngion.DC re brieling on 
high priority AEOO Issuos.W/vlewgraphs 

• NRC - No Oelalled Alfiliation Given 80/03/31. 07pp, 4509V1 76-45091:261. 

8804140322 Staff roquiromenis memo re BS0331 brioling on AEOD prionty ls.suos & co- 
ordination of findings within NRC.NRC must focus on mechanisms foi iniagratlng & 
coordinat-ng AEOO recommendations w/olhor NRC ofes 

ChilK.S.J. Office of Iho Secretary of the Commission. M93030W. 88/04/08. 
STELLO.V. Ofc of the Executive Director lor Operations. Ip. 45116.046-46118:046. 

8804140475 Stall requirements memo re briefing in Wa8hingtor).OC on SECY-BB 22 
concerning proposed rule on slailon blackout 

CHILK.S J. Office ol Iho Secrelary of the Commission. MBe0331A. 88/04/08. 
STELLO.V. Ole ol the Executive OJecior (or Operations. Ip. 45130:153-46130:163. 

8804150113 Transcript ot 680407 moeting w/NRC Advlsoty CommtUaa on Medical 
Uses ol Isotopes & Industry Sciantilic Commilleas In Wsshingioii.OC.Pp 1 -84. 

' Commissioners. 88/04/07. 90pp. 45133:228-46133:315. 

6804150248 Transcript ol 880406 bftellng on basic safety principles for nuclear power 
plants In Washington, OC.Pp l-4t.Viewg>aphs encl 

• Comrttissioners. 88/04/08 76pp. 46 (48,021-45149,008. 

8804200374 Slaff requ/emenls memo concerning 880400 briefing re Inti Nucleaf Safety 
Advisory Group rept, "Basic Safely Principles for Nuclear Power Plartis." Stalf review 
ol ropt & recommendalions for Commission aclioaif neoded.requested. 

CHILK.S.J Ollice ol the Secrelary ol Ihe Commission. M880406. 68/04/15. 
STELLO.V, Ole ol Ihe Executive Director for Operations. Ip. 45191:1 12-46l9l;1 12. 

8804280261 Slall requirements memo re 880314 brieling on status ol efforts to develop 
de m'nimls poficy.NRC requested lo submit options paper on policy by BB0801. 
CHILK.S J. OtIlce Ol the Secretary ot Ihe Commission. M880314. 88/04/22. 
STELLO.V. Ole ol Iho Exoculive Director tor Operations, ip, 45266:101 -46265:104. 

8604280369 Discusses NRC briefing by licensee re readiness for restart. Licensee com- 
mllied (0 fisted action per Commission request. 

CHILK.S J. Office ol the Secretary ol the Commission. 88/04/22. Ofiica of the Secre- 
tary of the Cointnisslon 2pp. 4&2o3;360-462e3:361 . 


$80420023$ Stall roquiremonts memo re 88040/ brieling on proposed basic OA nne w/ 
representatives ol NRC Advisory Commiliee on Medical Uses of isotepos & Indusiry 
Scientific commTlees 

CHILK.S J. Olfico Ol the Secteiaiy ol the Commission M06O4O7. 80/04/22 
STELLO.V. Ofc of Ihe Executive Director lor Opotaiions. 2pp 46264.357-45284:358 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


8804010196 Transcript of ACRS Subcommiltoe on insliumeniation & Control Sys 
680324 hearing In Washinglon.OC.Pp l-27t.Supportng documenlafion encl. 

' ACRS - Advisory Committee on fieactar Safeguards. 88/03/24. 306pp 44947.3 10- 
44948:255 


8604110185 Transcript ol ACRS Human Factors Subcommittee meeting on 880328 In 
Washlrwton.OC Pp 1-264 Supporting docurnemaiion encl 

* ACRS • Advisory Committee on Reactor Saieguards. 88/03/28 296pp 45050.097- 
45051:032 

8804110203 Transcript of ACRS 880330 hearing in Cu'-vor City.CA ra stmclurai 
engineerfng.Pp t-t62.Supporting documentation encl. 

* ACRS - Advisory Commiliee on Reactor Saleguerds. 68/03/30. I62pp 45051:033- 
45051 294 

8804130114 Transcript ol ACRS 880406 meeting in Washington.DC ro advanced 
PWRs Pp 1-133 Iniroducloiy statement by advanced PWR subcomm.ttoo chair- 
men.880408 end 

' ACRS • Advisory Committeo on Reactor Safeguards 88/04/06 t37pp. 46123 340- 
451 24: 1 16 

8804130232 Forwards ACRS documents lor listing on accessions list Documents 
should be forwarded to PDR. 

BARNARO.E. ACRS - Advisory Committee on Reactor Saieguards. 68/04/08, 
MCKNIGHT.J. Document Control Branch (Document Control Desk), 3pp 45117 323- 
45117:325. 

8804130266 Comments on 8/1021 final repl NSAC-113. •EPHI/Wesfinghouse Owneis 
Group Analysis ol DHR Risk al Point Boach.” per NRC requesl.Resourcos did nol 
permit exam of planUrevlew of training procedutas i emergency gu del.no8. 

DAVIS.P R. AHiiiat-on Not Assigned 88/0l/tl, BOEHNEHXP ACRS • Advisoiy Com- 
mitieo on Reactor Safeguards t4pp. 45tt7 326-4St17:336. 

8804130272 Discusses peer review of CSAU methodology on 6801 12-13 in 
6elhesda.MD.CSAU methodology does not require documentation supporting "phe- 
nomena selection" nor max & min values of needed parameters that wJi ba requited 
CATTON.I ACRS - Advisory Commttloo on Reactor Safeguards 88/01/10 
BOEHNERT.P ACRS - Advisory Commilloo on Reactor Saloguatds 4pp. 46117 340- 
461 17.343 

88D4 130274 Forwards commentary on Siructursl Engineering Subcommifieo meeting in 
Atbuqerque.NM Expresses disappo-niment in outcome ol model test Experimental in- 
strumontallon well done but use & purpose lost In maze ol detail. 

BENDEB.M Quoryiech Associates. 08/01/26. (GNE.E P. ACRS - Advisory Comintflea 
on Reactor Saieguards. 4pp. 451 1T,344-451 17.347. 

8804130290 Summary of O/A subcommittee moaVng In Los Alamos on TRAC. TRAC 
primarily concerneo w/numerka) analysts & w/ compulat on. Further work on TRAC 
would nol be useful & program should be terminated. 

PLESSET.MS Calilorma Institute ol Technology. Pasadena, CA. 88/01/27 
BOEHNERT.P. California Institute of Technology, Pasadena, CA fp 45117:346- 
45117:348. 

8604130300 Comments on last wk waste mol subcommittee meeting Meeting m gonoret 
excellent 4 prasonlallon good.Docuinent lino summary of current acnvWas & olfecis 
ol new legislation. 

KRALfSKOPF.K B. Alfiliation Not Assigned 88/01/30. MERRILL.O S ACRS - Advisory 
Committeo on Raactor Safeguards. 3pp. 45117:349-45117:351. 

8804130313 Extends lepl submitled on 871206 that consfiiuiod opinion on ellecis of 
TVA corporate reorganization & suggestions on NRC & ACRS future Involvement In 
managenai/orgainzational aspecis ol nuclear power. 

HAGTOORN.H.J. ACRS • Advisory Comm.ttoe on Reactor Saieguards 63/02/07 
WYDE.Cj. ACRS • Advisory Committee on Reactor Safeguards. 4pp 45117 352- 
45117:355 

8804130329 Comments on info presented by NRC & TVA al B60202 03 meetings of 
ACRS Subcommilloa on TVA Organizaflonal Issues & selected documents d-slnbutod 
lo subcommitiee since 671104 masting fn Washington.DC. 

BARTON.P H ACRS - Advisory Commilloo on Reactor Saieguards 80/04/13 
WYLIE.C j. ACRS • Advisory Commiliee on Reaclor Safeguards. 4pp 45117 356- 
46117:359. 

8804130341 Commenis on OOE responses to eight questions posed during meeting w/ 
DOE in Las Vegas.NM In JuLPer 880126 request. 

KRAUSKOPF.ICB Stanford Unlv , Stantord, CA 68/02/12. MERRILL.O.S ACRS • Ad- 
visory Committee on Reactor Saieguards 2pp. 45117:319-46117:320 

6804130348 Comments on questions generated during 870729 meefing of ACRS Sub- 
commiliee on Waste Mgt. 

TPIFUNAC.MO. Southern CaUlotnia, Unlv. ol, Los Angelos. CA 68/02/29. 
MOELLER.O.W ACRS - Advisory Commiliee on Reactor Safeguards 2pp 451 17:321 • 
45117:322. 

8804130364 Advisos that combinalion oi Inienstva geologic mapp'ng, roflecfion & retrac- 
tion selsffl'c surveys.daling ot fault movements & analysis of currant & past earth- 
quake date reduces chances ol underesCmaring earthquake damage 
MAXWELL.J.C, Maxwell. J.C. 88/03/07 SlESS.C.P ACRS • Advisory Committee on 
Reactor Safeguards. 3pp 45130:085-45130.067. 
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880*130393 Cotr.menis on Woslinghouse afgomcms te olani steam gone/aiof luhe 
cupiuro Wosiinghouso unconvmcmgty explained incident but a’gi/mants re nol expect- 
inn s mulisnooiJS rupture ol many lubes seems reesonable. 

CAnON.l, acRS - Adv sory Committoo on Reactor Safeguards 88/03/07 WaHO.D 
ACnS • Adv.scry Committee on Reactor Safeguards 6pp 46117 292 45117.297. 

8804130400 Summan/ion NUHEG-ttSO Poor Review Commilteo 860218-19 moolmgs 
CATTON.I ACRS • Advisory Commiiloci on Reactor Saloguaids 88/03/09 

HOUSTON O ACRS • Advise ly Commnteo on Reactor Salegua/ds. 2pp- 45117 298- 
451 17 209 

8004130417 Advises that l.siod lessons be-ng learned from code scaling applicability 8 

uriconainiy clfoil A will be compiled in special document loi iuture 

gU'dance Commonls by membors ol poor review g<oup enci 

CATTON.I ACRS • Advisory Commiitoa on Reactor Saloguards. 88/03/09 

BOEHKEm.P ACRS - Adwscrv Cornmiiio&on Heacior Safeguards. 2pp. 45117.300 
45n7;302 

8804130432 Forwards drali commonts as ioilowup to moial compononts subcominillce 
meei-ng on 8802 18 Strongly endorses Rev 2 to Reg Gudo i 99. 

ODETTfc.G R. Calilornia. Univ ol. Santa Barbara, CA 88/03/10. SHEWMON.P. ACRS 
- Advisory Co-mmiiioe on Reactor Saloguaids. 14pp. 45117;303-45H7.316 

6804130428 Comments on OA repi re ACRS Thermal Hydraulic Phenomena Subcom 
miiieo meoiing on 88'>l20-2i In Los Alamos.NM.Ovorail quai.ty ol technical work 
disappointing.Maior lauM lies tn basic approach lo model detailed physical phenom- 
ona. 

TIEN.C Calilornia, Univ. ol. Bortieloy. CA. 68/03/17. QOEHNEHT.P. ACRS - Advisory 
Commitice on Roactor Safeguards. 2pp. 45ll7:3l7.45lt?:3tfl. 

6804130431 Summary ol ACRS Subcommittee on Saloly.Philosophy.Tochr.ologv 8 Cn- 
toria on 671007 In WflshingNsn.OC re legal do/mriton of min tequliements lot artoqoalo 
protection as appued to proposod backlit rule.Viowgtaphs end. 

* ACRS - Advisory Commilieo on Reactor Saloguards 87/10/16 ACRS • Advisory 
ComroHiee or) neaclof Saloguards 15pp 45117:277-45117 291. 

8604130433 Sumniary ol ACRS 332nd meeting on 671203 04 In Washingion.OC 

* ACRS - Advisory CommiUoe on Reader Saloguards. BS/04/13. ACRS • Advisory 
Coirmilteo on Reactor Safeguards. 46pp 45l 17:233-451 17:278 

8804130436 Summefy of ACRS Reactor Operators Subcommilloo mealing on 680105 in 
WashirMion.OC te insorvice testing at nucloat reactors. 

' ACRS - Advisory Comm ttee on Reaclor Saloguards. 88/02/01. ACRS • Advrsoiy 
Commillee on Reaclor Safeguards. 7pp 40l 17:220-451 17:232. 

8804130437 Summary ol ACRS 333:d moot ng on 680107-08 in Washing ion, DC. 

' ACRS • Advisory Committee on Reactor Safeguards. 88/04/13 ACRS • Advisory 
Comm-ffoeon Reactor Safeguards. 45pp 45 1 17.102-451 17.225. 

8804130438 Summary ol ACRS Thermal Hydraulic Phenomena Subcommittee mooting 
on 860120-21 m LOS AiamosJ^'M re revtow ol aocvmofUaiion developed by LASL lo 
support TRAC PF 1 T bertnal Hydraulic Code. 

* ACRS • Advisory Committee on Reactor Safeguards 88/02/18. ACRS • Advisory 
CommiUoe on Reactor Saloguards 79pp 45117;102-45117:181. 

8804140059 Surnmary of ACRS Subcornmaioo on Siruclural Engineering meeting on 
880122 in Aibuguorque.NM lo rov;ew ol lest results ol 1:6 sca’o modol reinforced con- 
Cl Die coniainment tests 

■ ACRS • Advisory Commilieo on Reaclor Safeguards. 88/02/10 ACRS • Advisory 
Comnirtleo cn Reactor Safeguards i5pp. 45121 (M)l-45 121 015 

8804140068 Summary ol ACRS DhR Sys Subcommilleo mealing on 880128 In 
Wash ngton.DC re review ol NRC slalf rosoluMon posilion lor USI A 45. "Shuldown 
OHH Requiromonts." 

* ACRS • Advisory Commilieo on Reactor Saleguards 88/02/ tO ACRS • Advlsoiy 
Commilloo >yn Reactor Safeguards 20pp. 45121.016 45121.044. 

8804 140073 Summary ol ACRS Subcommilleo on Safety Research Program mooting on 
880129 in Wa&h'nQlon.DC ro proposed molhoUology to bo used by HRS stall In pnorl 
ti/ing NRC /osea/ch acltvrlies, 

* ACRS • Advisory Commillee on Reactor Saloguards 08/02/10 ACRS - Advisory 
Commillee on Roactor Saleguards 43pp 45121045 45121 087 

B8C4 140084 Suirtnary of ACRS Subcomnuiloo on Generic Items mooting on 6 BO 1 29 in 
Washington.OC ro procedures being used by slatt In dofining/modifying scopo of ge- 
neric issues & USIs 

* ACRS • Advisory Commilloo on Reaclor Safeguards. 38/02/12. ACRS • Advisory 
Commillee on Reaclor Saloguards 2lpp 45118 300-451 18 320 

6604140090 Summary ol ACHS Subcommilloe on TVA Organizational Issues mooung 
on 680202-03 in Chatlanooga,TN re rov:ow oi TVA mg I reorganizalion & issues re re- 
start of Unit 2. 

‘ ACRS - ArfvisofV Commrfloe on Roactor SafoguanJs. 88/03/(2 ACHS - Advisory 
Committee on Reactor Safeguards. lOpp 45116 321-45116:330. 

6804140100 Summeiy of ACHS Subcommittee on Salety Ptvlosopttyjechnolegy A Cn- 
tona mooting on S80209 Irr Washmgion.DC re proposed irtiplemenlallon plan lor 
salety goal poilcy stslomeni Agencfa & elides from preaerrieTon encI 
’ ACRS ■ Advisory Commilieo on fleacio/ Salogus/da. 88/02/17 ACRS • Advisory 
'’oBctor Saloguards. I2pp, 45118331-46118342. 

ery ol ACRS Subcommilleo on Human Factors seminar on 800210 in 
■ human laciors. 

y Commilieo on Reactor Saleguards 88/03/28. ACRS - Advisory 
-w o~<-»„8rds I6pp 451 ie343-461 1B357. 

021 1-13 in Washlnglon.DC re pro- 
& eeu pmeni to support advisory 
idwaeie mgl disposal. 
a»ds. efl/<r?/09. ACRS - Advisory 
i.45lP0 797 


66041401S4 S'jmina'y ol ACRS Comb nod Scram Sys Rehab lily 8 Core Petlormancc 
Subcommtloos mooting on 880219 in Wa5h.nglon.DC re roviow ol UWR plant epef- 
aFons impact on core reactivity control operational limits & ATWS analyses 
* ACRS - AdviScry Comrcitteo on Reaclor Safeguards. 88/03/01 ACRS • Advsory 
Comm tteo on Roacio.* Safeguards 33pp 4Sl 18:102-451 16 134. 


8604140183 Surr.n-.aiy of ACRS Subcommittee on Oiabto Canyon moelmg on 880233' 
24 in Su'lingaitio.CA ro review ol O-ablo Canyon tong term seismic progiam 
' ACRS - Advisory Cotr.Tiitieo on Ropclor Saloguards 88/04/07 ACRS - Advisory 
Commiltee on Reaclor Safeguards, iipp. 45ii8:135-45li6 145 

8804 140205 Subm Is summeiy Ol acions discussed ai ACR-S 334/0 meolmg on 88031 1- 
13 in Wasbnglon.OC.inciuding ACRS topis/ recommendahor^s.o'her 

aciions.agieemcnls.oss gnmenis & requests. 

KCRH.W. ACRS - Advisory Co/rmjdeo on Roacior Safeguards 88/02/29 2ECH.I W 
Commiss-oners. 4pp 45lie I68'451 16:171 . 

8804 140215 Sub-Thts summa^ Of actions discussed at ACHS 335ffi inochng on 680310 
12 In Washlnglon.DC.includmg ACHS copis/ rocommendations.othor 

BCllons.agreomQnts.ass grxmonis & requosls & future agenda. 

KERH.W. ACHS - Advisory Commilloo on Hoaclor Safeguards. 88/03/24 2ECH.I W 
Commissianors 4pp. 4Sl 16.172-45 11 8: 175 


8804160267 Transcript of ACRS 336lh mealing on 880408 in Washington.OC Pp I67 
291. Supporting documontal-on end 

* ACRS • Advisory Cornmiltco on Roactor Safeguards 88/04/08. 273pp. 45126.305 
45 f '>7:123 


B804180270 Tiansenpt of ACRS 3361h meeting on 860407 in Wash ngton.DC Pp 67- 
166 Support nq documaniaiion enci. 

* ACHS Advisory Committee on Reaclor Safeguards. 68/04/07. 110pp. 45126 194. 
45126 304 


8804160284 Transcript Ol ACRS 33611) mectirM on 880407 in Washinlon.DC Pp 1-66 
* ACHS • Advisory Comnutteo or) Roacior safeguards. 88/04/07. 69pp. 45)26.125- 
45126:193 

6804310316 Summarizos ACRS 336th meoiing on B80407-0S lO proposed rule on hi- 
ness lor duty p.'Ogiam.Endorses random chemical testing of body fluids as elomoni in 
ellectwe Mness for duty programs Recommends that rule be issued loi public com- 
iT.enl 

KERR-W, ACRS • Advisory Committee on Reactor Saleguards. 88/04/12 2ECH.L W 
Comm-ss-one/s 3pp 45266 344-45266 346 


8804210338 Submits comments re offoclivoness ol programs ro generic issues A 
USlB.poi 660916 toques! 

KERH.W ACRS • Advisory Committee on Reactor Safeguards 88/04/1? 2ECH.L W 
Commissioners 7pp. 45324 340.45324:346 

6604210349 Summamee ACRS 336lh meeting on 860407-09 le updaled poi-cy siato- 
monl on training & quahhcation of nuclear power plant porsonnoI.Endorses NRC pro- 
osal to issue proposed policy sielomont for public commeni 
EHH.W. ACHS • Advisory Cormiut/oo on Reaciot Saleguards. 88/04/12. 2ECH.L W 
Commissionors ip 45264 080-45264 080 

6604210397 Informs of plans (o roview several nuclear powor planfs that have eiinor 
been shut down for oxiondcd period & now being considered (or restart 0( been do- 
layed in iniliai startup for longer period than usual 

kERR.W. ACHS • Adwsory Commilloo Oft Reaclor Safeguards. 86/04/12. 2ECH.L.W. 
ComtDiSSionors ip. 45266 347-45266 347. 

8804210423 Forwards ACRS Waste Mgt Subcommittee ropt of Q-llsf (ochnical position 
being developed by NRC on "Itoms & Acllvilies in High Lavol Wasle Geologic Reposi- 
lory Program Subj to OA Requiromenls" presented al ACRS at 336lh meeting 
fRALEY,R.F. ACRS - Advisory Commillee OH Reaclor Salegoards 88/04/12 
STELLO.V. Ole ol the Gxccuilvo Oiroclor for Operations. 2pp. 45266 174-45266:175. 

8804220204 Discusses 33r>lh meeting of ACRS on 860407.09 re ptt^osed resolution ol 
USI A 47, 'Safoly Implications ol Control Sys." Disagrees that NRC recommendailons 
consliluio rosolulion of USI A'47 as orlgiriailv defined. 

KEKH.W. ACRS - Advisory Commillee on Roacior Safeguards 66/04/12 ZECH.t.vV. 
Commissionors 3pp. 45266:34t-45266;343. 

8804260176 Discusses inlonm comments resulting Iron) several meetings w/RES to dis- 
cuss means ol Tioshing out" May 1087 rapt re plans lor Implomenllng safety goal 
policy onunciatcd by Commission in 1986. 

kERR.W, ACRS - /idvisory CommiUoe on Reaclor Safeguards 68/04/12. 2GCH.t.W. 
Commissioners 5pp. 45262 342-45262 346. 

8604280410 Forwards end listed documents for uansmiMal to POR.W/o end. 
BARNARO.E. /VCRS - Advisory Comrmttoe on Reactor Safeguards. 88/04/20. 
MCKNIGHT,J NRC - No Oetallod Atliiialloo Given. 2pp 45263-102-45263.T03 


8804280432 Provides specific recommendations re means by which Commission may 
slruduro resorirces to receive best available advice on radwaste Issues. 

KERH-W. ACHS • Advisory Commillee on Reactor Saloguards 87/11/10 eeCH.L.W 
Commissioners. 6pp 45266.076.45266.061 

680428046B Responds to 880114 Hr reouesting meeting w/ACRS to clarify undorstand- 
ing of remarks included in iranscript oi ACRS 332nd meallng.ACRS rneotings open to 
public & piovHSa for comments lo be submitied lor consideration. 

KERR.W. ACRS • Advisory Commatee on Reactor Saleguards. 88/02/17. 
FREEMAN.H fliSACHER.B A Harford Counly.MD, 2pp 46263:100-46263 101 


eting on 88042BOSSS Nolilicalion of 680505-07 meeting w/Sandia Nall Lab & 8&W m 

omenl of Washinglen.OC to discuss listed Items Ol Interesi Notice ol mealing published in 

twclures 890332 FB. 

Advisory HOYLE,J.C ACRS - Advisory Committee on Heaolor Salegiiardff 88/04/20 Spp 

46265 070-45265 074. 
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Nolle o ot cisiab'ishmonl o1 Advisory Cottim.iteo on Nuclear 

on (op.es, ssuos & aCvUies 

20 rn'^’AaGs 


COMMISSION NHC COMMISSIONERS 


J-Ofw»/ds ropi tor evo? on all changos to sys componenis 

■>' "«■ -w” 

8Q040S0343 Forwaids rosponso lo 080217 Ur oxprossing concotn to both process NRC 
Quoplou lo rooch dncislon on rosierl ol plan! & possrblo tuning oi that decision NRC 
®'“P® ‘f’®' P’®'" w'loss kenso© tooth- 

^ECJI.L W. Commissionois, 00/03/29 KENNEDY.b M. Sonata Labor & Human He. 
r.0tifC09 8pp. 45020:126 45029:136 


—0004050366 Exprossos concorna Itiai Commiss'on may bo eonsidcnrig iimetaU© Jor 
tiocWInij vvholtiof plant ahoulil bo oHowad to rcstail which does not give adegualo 
corislooiotion to largo number ot rolovnol toctors involved 
KUNNEOY.E M Sonnto. Labof & Human Rosouccos 88/02/17 2ECHLW Commis- 
fiionora. 4 pp 45029 132-45020 135. 


G 804060230 Wookly into ropi lor wK ending 06U325 
ni-.tlM.T A Ole o( iho Exoculivo Dirocioi lor Operations 86/03/30 27pp 45029 008 
45020 034 . 


8004120056 Wookly Wo ropi lot v*k ondmg 080401. 
rW-HM.T.A 0(c ol tlio Exoculivo Oirocior lor Oporat.ons 88/04/07. 30pp. •16O89:220- 
^tjODO:257. 


9804130016 Iluaponda to 680212 loguosl lor NRC views on concerns raised by DOJ ro 
Appotacdlan stoloa few lovol ratfwoslo compact. Commission responses to quest ons 
ondosod 

2CCil.tVV. Commiasionors 86/0.3/14 OlOEMjn Sonale. Judiclatv 4 Spd 
4510l:240-45101-200. 


oHOOKS.J. House ot Rep . Government Oparauons 66/02/ do 7FrMii w 

SiOnets Ip 45102010 45102010 '-n-w s OB/Uit/ua /TECHCW Cc-mrvs- 

f^QSPOpOs to B801 14 request lor ctanficalion cl NRC cow^ on tci^dort 
re^Rfir'^n^t"^^"'^ relocaticn & how Itial pos.t.ori evoNed i,rKe*Te83 U5 GAot^I 
!? ma;nia;ning resident inspeclors obiectvty ^ 

£teM.L,W. Comm.ssioners 88/03/17 SiyORSKiG 

DURENBERGEft.O Sonale 2pp 45101 169 45101 198 ^ 


oubicKr^sfa'tlM^ * “ilo developed s-nce 1963 wtvcti caj^sJ^t^RC 

swXn'oS-, r VS Corvgress & teasons lor reversal 

arRcrriaKt.G, House of Rep. Energy S Commerce 88/01/14 KAMMERERC ron 
grossional Allaits 2pp 45i0l 193 45101 195 vtHtwe, Lon. 




V* .T/iA , — Itj uecision lo rotate fesHJeot ir 
miRENS^lritl Pv decisxjn on inspectors 

UUHtNBfcHGER.O Senate. Ehvi'onmoni & Public Works 86/01/25 KAMMEHERC 
Congressional Alfairs Ip 45l0l 196 4510! 198 ^ v ^J^rw.lv.crrcM v. 


BB04iJ«4ge provides Clanlicaton 1o NRC 880217 response lo 871222 ig te soooestxin 
1® Atomic Eneiw Act lo provxfo lor certain dectsxios on nuc<ear power ptanjs 

cmerqency planning to bo made pnoi to const permit issuance ^ 

ZECH.L.W Commissioneis 86/03/21 OOLEHJ Senate tp 45101 2i2 45101 2t3 


8804130222 Responds to questions n 880315 I'j le NRC investtgason o* S 
WHire. manager ol 0‘c ot Nuclear Power at TVA & discusses rote ol (yc 01 i-viesMa 
lions in sub) case Assures that NRC made no attempts to d>sm>ss Otc d investoa^ 

ZECH.L W. Comm.ssionefs 88/03/22 GEJOENSON S House ol Rep mtenor 4 I/-, 
sular Al/airs Sop 45101 220 45101230 


BG 04 130033 Roaponds lo 880104 roqoosi lor NRC wows on H fl3836, •Nuclear Waste 
Tiennpotloiion Act ol 1007.'' Cor/jmisston beWevos so6( logtslalion wouW not signiii- 
canlly Impfovo radwasio or aponi fool Itanspotialion saloly. 

Zfc'CH.L.W. Commtestofjors. 80/03/14 HOWARO.jj House ol Rap I5pp 
45101:291 -45 101 342. 


-8804130233 Hoguests answers to quesbons made by Subcommittee cm general over- 
sight s investigations r© alleged NRC attempt to dismiss Otc ct 'n/restigaion rept 
about crecf.b lily ot S WKiie.diieciot ot rvA nucieat program 
GEJDF.NSON.S I Iouso ot Rep. Intcnof & Insular Affavs 88/03/15 ZEChlW Co-i- 
rmssioners 3pp 45101 228 4StOI 230 


—6004130043 Forwards NRC rosponsos to post-hearing questions iiom Subcommilleo 
on Svrinco Ytanaportobon for inc/oslon In 070421 Hfl^a/dous T/ensportaWn Act heat- 
itig focoid. 

OnAOaunNE.JC. congroeslonat Allaiia 87/07/13 HOLLINGS.EF, Sonato. Com- 
ntorco, Scionco A Ttansporinilori, 30pp. 45101:307.45101:336 

-8804130050 Forwards questions pioparod as lollowim to 870421.24 8 0512 Tianspoi- 
Intlon Subcommilloo hoarinaa on Ha/arcJous Mails Transportat-.on Act & icquosis five 
cerntua of lowonsos by 070622. 

itOLLINQS.E.F. Sonato, Commorco, Scionco & Tianspoilation. 87/08/05. STELLO.V. 
Otc ol Iho Exoculivo Director lor Operations 6pp 45101.337-45101 342. 

8804 130062 Rospohds lo 880200 Ur ro comptianco w/ Public Law 100-202. Section 630 
& ropts I flat no appro) If latod funds lor NRC used, subsotiuonl to 07l222.io implement 
or onlofco ngroomonta in Std Forms IGO.IOO-A or 4193. 

2ECII.U.W. CommIssiOneis. 08/03/14 OROOKS.J. House ol Hop. Government Opor- 
olfona. 4pp. 45101:343-46102:010 

-6604130071 informs tlial 071222 Public Low l00-2a2.Scciion 630 places Smiiaions 
on implotnonlollon & onlorcomeni ol SF 109 & advises dial us© ot S ret to loem SF 
100 in omployment carroapondonco & briotings must cease until further notice 
OnAOY.n.J Division ol Socuilly (Pro 870413) 88/02/01. GOOY.A T Region 1 . Otc of 
the (XfCdot. MAIEY.R.J. Region 2. Ofc ol iho Director. ROV.G W. Region 3. Ole ol 
Iho Difocior. Ip. 45IOt:347>45tOt:347 


8604130247 Ac k receipt ol 680232 request lor Nall Congress ol Af’ierican im^ans par- 
ticipation on NRC High Level Was’-e Licensing Support Sys Advisnry 
Committee Request fotwaidcd to HS Beifma.n,advisory comnuuee facitiialor 
ZECH.t.W.. Commissioners. 88/03/23 HAHJ0.8 S National Congress ol Amancan 
Iftttians 3pp 45103 001 45103015 

-8303160284 Requests conl-nued tribal leproseniatx)© on NRC Advisory Committee tor 
Nogolieled nulemaking 

HAHJO.S S Naftonat Congress ol Amencan Indians BBr02/22 ZECH L.W Q/tlce of 
Iho Secretary ol the Commission. 4pp. 45103 004-45103 015 

8804130276 Ack receipt Ot 880321 ttr.suppoiling NRC grantirtg ot fuS powgr OL 10 uW 
ZECH.LW. Commissioners 88/03/29 SWtENEY.M House Of Rep tp 45103 f 44 
45103 147 


-8804130280 Informs ol support w/o quatificaiion ol NRC grantinq Ml power Ol lo uU 
SWEENEY.M House ot Rep 88/03/21 ZECH.LW Commissiooers 3pp 45i03 145- 
45103:147 

6304130283 Responds lo 860303 roquesi lor comments Oh INPO dr all. Prmcipies tor 
Enhancing Prolessionaiism ol Nuclear Peisonnel" NRC agrees w/4 endorses suOj 
drali. ^ 

ZECH.L W Commissioners 68/03/31 PATE.ZT fnsefule of NUctoar Power Oper- 
ations Ip 45103 152-45103 159 


-6804140129 Advisos lhat uso Ol SF 169 A. ' Ciassiliod Itslo Non-disclosuro Agreemont 
(Indirslrlal/Commofctol/Noh Oovf)." must coaeo unt.l lutlhor noUc© A lhal any existing 
oxocutod SF ie9-As should bo lorwardud lo Div of Socurtly. 

ORAOY.n J. OMstoh of Socorily IP/o 870413) 88/02/01. t:BOWlEy,E G Aco Feder- 
al Roporlora. Inc. nAWLGS.RC. AT&T PFLLER.J AT&T Communications 3pp 
4510f.-348-45 1 01.360. 


—9804 140142 Provldoa gutddlmos ro oxocuHon ol 861231 final ru'e rev lo 10CFR25 & 
I OCFROB .ponding ouicomo ol Into Sccunly Ovorslgbl Ole roquost lor opinion ol Ally 
Gono-ral ro Impact o-l subl logislation on SF lOO-A ogieemeni, 

OnAOY.R J, DMsIOit ol Socuftty (Pro 870413) 80702/01. RAE.Sj Baltimore Gas & 
Elooiric Co. RAVENSCRAFT.N Edlow Intornational Co. GALLl.A, GA Technologies. 
InovQorioral Aiomte Co. 4pp. 45l01:35l-4510l:354. 

-G604130082 Supp! Inalructioos to Public Law l00.202.Section 630 Advises lo notify af- 
focted omployeea lhat onlil fuilhor nobco.Iorm SF 100 or SF 189-A signed on 01 efier 
871228 voidable at behest of signoo but must sign nondisclosure agreement. 
QAnFlNKEL,S. Qonoral Sorvlcos Administration, 80/01/27, STELLO.V. Ole ol the Ex- 
oculivo Director (or Oporotions. tp 45101.355 45101-355 


-0804130103 Provides last minute ridor 10 Continuing Resolulion tor FY88 (PubVo Law 
100-202. Section eSOl.Intoims ol plan to seek opinion ol Ally Genotal on impact ol 
fiubf legislation on SF 169 & SFl6fl-A S gives ktiortm Instructions 
QARFINKEt.S. General Services Adminisirailon. 87/12/29 STELLO.V. Ole ot the Fx- 
ecutfvo Olreclor (or Operatfoos t4pp. 45IOt:35€-45 102.000. 


—8604130111 Provides gufdoHnes In use ot Form 4)93,SO Non disclosure 
AQr€6niQPtJrofn Ofo ol GonGial CoonsotpondtriQ tgcgIpI ot documentaiion o* fogtsia 

MOI^NeV,R.F. Central Inielllgonce Agoncy. 87/12/30 PILGEB.L. NRC • No Delmled 
AHriJaltoP OWn. Ip. 46102 009-46102.009 


-8804130284 Forwards dralt ol ■ Pnnciplcs lor Enhancing Prolessionaitsm ol Nuclear 
Personnel." (or comments & suggestions. 

PATE.ZT Institute ol Nuclear Power Operations 88/03/03 ZECHLW Coowtsssiorv 
ots 7pp 45103 153 4C103 159 

6804130357 Advises that tempoiary waiver of compf«nco not issued in cor^uncwxi »»/ 
emergency licensing amenri granted lot plants lor first luoe.per guidance Irorn HH 
Denton 8/0227 memo. Twelve wawets have been issued srhr» Snofly nw « etwl 
STELLO.V. Olc ol the Executive Director tor Oporavons 88/04/06 HOBERTS.TM 
Commissioners. 2pp. 45 f 1 7 0 16-45 f 1 7 01 7. 


8804200407 Weekly info repi for wk ending 880408 
REHM T A. Olc of the Executive Onoclor lor Operations 
45179 260 


88/04/14 31pp 45179 230- 


104210195 Forwards responses to questxfos in 680303 itr Commissioner Bemtnai 
does not concur w/responses to Questions 7 4 |0. o. jj.. 

ZECH.L W. Commissioners. 88ro3/|7 StMPSON.AK, Senate. Enwon/nent & Pubbe 
Works" 37pp 45191:180 45191 251 

1004210214 Requests NRC analysis of coosWulionaiify Of legislation to relormi reor- 
ganize NRC.documents ro NflC correspondence w/ OMS since 87t lOt on NRC /©or- 

oaniyalion S rolorm 4 response lohslod questions 

§IMPSON,A.K. Senalo. EnyironmoiM S PubfK Works 88/03/03 ZECH.L W Commrs- 
xlnnnrft 35rir>. 45t9t:2 17-4519 1 '251. 


G8042805H Weekly into repl lor vrk ending 680416 
REHM T.A Olc ol the Executwe Ckreefor for Opetattons 
46271 ‘021 


83/04/20 28pp 45270354- 
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CONTRACT MfiC CONTRACTS ANO MODIFICATIONS 

6804010193 Not'lication ot conitaci e»ecu!.on "Cofroiohensivo Agng Assessment of 
C'tcuii B'eakers/Re'ays Phase ii." awarded lo Wy’e Labs 

MEAHSf; SO Con'.taci Negotiation Ofanch-2 FiN 0-2004 NRC Oa-ss 0B3 08/03/22 
6USTAVE.R Office o1 Huc’ear Regulator Research. D.tector (Post 660720) 
AQGARWAL.S MAC • No Oeiailod Affr.aiion (ilve.-i ip 44049 030 44949:149 

-8804010195 Coft'jact ■ Comprehensive Aging Assossmonl ol Circuil Oreakeis/Reiavs 
Phase 11." awaided to Wylo Labs 

SWtTKt W Wyte Laboratoiies THOMPSOH.H 0 Divis-on o1 Con'racts (Posi 870413) 
Fin 0 2004 NRC-04 68-083 86/03/22 n9pp 44949 031-44949 149 

8804040229 Moufical-on of conUact exocution.Mod l2.lo "Program to Suppon Operator 
UcensinQ Activities " Ccntiacloi. Sonalysls.inc 

6ELL.S Contract Admin-strat-en Branch. FiN 0-1332 NRC 03-86 054. 86/03/26. 
BAJWA.SS. Planning. Program & Uartagement Support Branch (Post 870411) 
PULSIPHER.K NRC • No Deta.led Alfihation Gwen ip 44974 257-44974 256 

-6804040237 Mod 12.pf0viding mcremonlal tundng lot FY88.t0 "Program to Sjpport 
Operator Licensing Acinniios 

* Sonaiysis. me WiGG'.NS.EJ Owision ol Conuac's (Post 870413) FIN 0-1332 
NRC-03 86 054 88/03/28 ip 449/4 258 44974 258 

8804050078 NoMicaiion ol contract execuiioaMod 6.10 "Technical Assistance lor 
Vendor 8 Contractor insps " Contractor SMC O'Donnell & Assoc.tnc 
VElEZ.P. Contract AdiunisUation Branch. FiN B 8727. NRC-05-66 166 88/03/24 
BAJWA.SS. Planning. Program & Martao^omeni Support Branch (Post 870411). 
BERKSON.H NRC - No Dcla/ed Affilia'.on Given ip 44996 356-44996 360. 

-8304050090 Mod Spioviding incremental lundmg wh'ch increases amount obligated & 
designating new project manager.to "Technical Assistance (or Vendor & Contractor 
insps" 

* SCM O Oonrte'l & Associates. Inc (formerly O Oonneli & Associates. Inc ) 
WIGGINS.E J Oivis.on ol Contracts (Post 870413) FiN 8-8727 NflC-O5-86-l60 09/ 
03/24 2pp 44996359-44996360 

8804050252 NotiOcaton ot contract exccul-on,Mod 7.io "Oevetopmeni ot NRC Simula 
bon Fac-lity Evaluation Program " Coniraclot. Micro Analysis & Design 
FlEI DS.jA. Contract Administration Branch NRC-03 85 054. 88/02/10. 

RUSSElL.W.r Onnsion ol Licensee Performance & O-ja'iiy Evaluation (Post 87041 1J 
PULSiFER.K NRC • No Delated Alliliation Given Ip 44997 163 4499/ 165 

-880405025$ Mod 7.modifymg Section G6. "Tiavel Relmbufsemont.'' lo incorporalo 
tiavel regutabons m accordance w/ledecal travel regulations 
LAUGHiTry.K.R. Micro Analysis & (}esign. WiGC'.NS E.J. Division ol Coniracis (Post 
670413) NRC 03 65 054 88/02/10 2pp 44997 164 44997:165 

3804050270 Noiificaiion oi contract execuiion.Mod /.to "Phase II • Plant Input & Devol- 
opmenl ” Contfaclor.Scienlcch.mc. 

HAGEY.H Coniraci Arlminisliabon Branch FiN D 1655 NRC 04 85-124, 80/03/25 
GUSTAVE.R Program Management. Policy Development s Analysis Stall (Post 
670413) TOVMASSiAN.H NRC • No Oataled A/Wiabon Gwen Ip 44997177- 
44907:178 


8804050337 Ndlificallon ol contract execuiion.Mod 6.lo "Tochnlcal As^ionco in Dovt 
oping s fmplomanring & Pfoceduies toe Insp of Oporotmg noactors During uuiageg 
Conlracior: Paramefer.Inc. ^ 

HAGEY.H ContracI Admlnislraiion Branch FIN B 8746 NRC-OS 06-168. 88/0372 
8AJVVA.S.S. Planning. Program A MBnegfffPenl Suppofl Oroncli (Posi 6704)] 
WEST.S NRC • No Dsiailed Allillallon Given ip. 45020:141-46020:143. 

-8804050391 Mod O.changing name ol prolocl ollicer & providing (ncrpnwnlaf Arr^ng, 
"Technical Assistance In Developing s Imptomenling & Procodiiros (or Insp ol Opgra 
fng Reactors During Outages " 

' Paramolof, (nc WiGGfriS.EJ. Division of Conftaers (Poel 87/M 13). FIN B B74 
NRC O5-68-150 88/03/26. 2pp 45029:142-45029:143. 

8804050399 Nolilicalion ol contract execuiion,Mod 6.to "Sholtlo Rus Sves 
Contractor A'rport ConnecOon.Inc. 

MEEHAN.B (ionliaci Administration Branch. FIN D 2326. NnC-10-88-224 88/03/2 
MATTlA.M J., OUEEN.O NRC - No Detailed AWlialion Given. Ip 46029 16: 
45029:172 


-8804050404 Mod 6.amending shuttle bus sve schedule to dololo VVillsto stop & ac 
express schedule .ptovido aodi funds & extend sve lor (wo ntonihs.io ''Shull lo Bt 
Sves " 

BUCKiNGHAM.M E. Airport Connection. Inc WIGGINS.E J. Division of Coniracis (Pq 
970413) FIN D-2326 NRC- 10-66-224 88/03/21 epp 45029; 184-46020; 172 

8804050419 Notificadon ol contract Gxecu(fon,Mod 10, lo "Tnchnlcal Aesislenco tiy Sui 
port ol NRC Licensing Aclivltios.*' Conlraclor Sclenco Applications Inti Coro. 
FIELDS.JA Corrtracr Admmistraflon Branch FtN D-2f09. NRC 03 B7 029 09/03/2 
B/UWA.S.S.. WEST.S. Oflico of Nuclear Reactor Regolalion. Director (Post B7041 1 
CORl.EY.O. NRC • No Ootailed Alfiliabon Given, ip. 4&029:166'4502B.1BO. 

-8804050428 Mod 10, making administrative changes & providing addi lunds. to *'Ti 
chincat Assistance In Support ol NRC Licensing Actlvitlea.’’ 

’ Science App'lcailons international Corp. (lormerly Sclonco Appllcollons. Inc. 
WIGGINS.E J Division of Contracts (Posl 870413). FIN 0-2109 NnC:-03-87-02B. BE 
03/21. 4pp 46029:187-45029 190. 


8804060019 Noiilicalion ol cooperative agreemenl.Mod l.to ’'Malnt & Oporaiion < 
LPOR." Conlracior Pottstown Public Library. 

SMITh.P- ContracI Negoiialion Branch-l. FIN 0-2416. NnC-10-07-332 00/04/0 
GRIMSLEY.OH. Division ol Rules & Records (Posi 870413) Ip. 45018 00! 
45016 007. 


-6804060025 Mod l.exlending period ol perlormance.lo "Malnl & Oporaiion of (.PDR 
ARNOLD.KM PoHslown. PA SMITH.P. Division of Coniracis (Post 0704 1 3> FIN I 
2416 NRC-10 87-332 88/04/01 2pp. 46018 006-46018:007. 

8804050(34 Nolificadon of contract execuiion.Mod 2.1o “ITS End User Support Sve 
(Inleilm).'’ Conlractor:Wordpro.lnc. 

VELEZ.Ka. Contract Administration Branch FiN 0-1399 NnC-30-e0-214. 88/03/21 
SCOrr.fl.S. Oivl&lon of Information Support Services (Post 8704(3), VANOUSEFt.l 
NRC • No Detailed Allillallon Gwen. (p. 45019:251-46019:262. 


-8804050284 Mod 7.changing project ofAcei.io ' Phase II • Plant Input & Development.'' 
' Scientech. Inc WIGGINS.E J Division ol Contracts (Post 370413) FiN 0-1655 
NRDO4.05 124 88/03/25 Ip 44997 170 44997 178 


-8604060138 Mod 2.lncr€a8lng (unds,to "ITS End User Support Sves (interim)." 

' WordPro. Inc WIGGINS.E J Division of Contracle (Post 070413). FIN 0-1308 NRC 
39-88-214. 88/03/29, Ip. 45019:252-45019:262. 


8804050291 Notification of conliacl execuiion.Mod 7,to "faciiity Sys Analysis Supnorl " 
Conlractor.SAIC. 

MEEHAN.O Conbset Admmrstiation Branch FSN 0-1011 NRC02 85 007. 88/03/25 
BAJWA.SS, Planning. Program & Management Support Branch (Post 870411) 
WESf.K S NRC - No Dele led Alli'iai.on Given ip 44997:205-44997 207. 

-8804050297 Mod 7.conecling contractors addross.oxercismg option to extend period 
ol pedormance for t yr & Increasing ceiling ol coniracl.to ''Faci'ity Sys Analysis Sup- 
port," 

' Sr»ence Applications International Coip. (formerly Sc-ence Applications. Inc ). 
WIGGINS.E J Orvision of Contracts (Post 8704(3) 88/03/25 2pp 44997:206- 


8804050307 Not-licaiion ol connect execuiion.Mod l.to "Scintillation Fiber Detection for 
In Viva Endoscopic internal Oosimetry" Contractor Ctr tor Ptann'ng & Rosearchfnc 
0ORS(rY.M Coniraci Administration Branch, NRC04-67-365 68/03/25. GUSTAVE R. 
Office ot Nuclear Regulatory Research. Director (Post 880720) NELLIS D NRC - No 
Detailed At/rlahon Oiva/i »p 44997 2I0-44997-220 


-8804050314 Mod (.extending coniraci 10 880430 as required lo complete work p€ 
cpntracior 680202 It/.to "Scwililietion Fiber Detection tor In VWa Endoscopic Iniernc 
Oosimetw ' 

LAURiNfj.fl K. Cemof tot Planning RBsearchJnc WIGGINS E.J Division ol Contract 
(Posi 870413) NHC-04-87-365. 08/03/25 2pp 44957.219-44997,220 

8804050312 Notificabon ol contract execution Mod lO.lo ‘'Conventional Svs Develoc 
meni " Cemraclor Mathiecb.Inc, 

Admmlslialion Branch FIN 0-1403, NRC 33-86-263. 86/03/25 
Division ol Computer & Tolecorrmunications Services (Post 870413] 
OOLl[.CK,A NRC - No Deladed Allilialicm Given tp. 45029. (22-45029. 123 

-8804050329 Mod lO.iocrBasino lunds.io "Conventional Sys Development. " 

Coniracis (Post 870413) FIN 0-1403 
NH&33 86 263. 88/03/25 Ip 45029:123 45029:123. 


8804050333 Notilication of conUaci exacul orj,Mod 2.io “General Modolina ol Conden 
Applications (SIBR Phase II) " ContractorCreaie.lnc. 

MEEHAN.B ContracI Administration Branch. NHC-04-86-127 88/03/29. GUSTAVE H 
Oeyeiopment a Analysis SfaW (Posi 070413) 
TROUTMAN.C NRC - No Detailed Alfiliaiion Given, tp. 44697:221-44997:222. 

-88040S0336 Mod 2 extending period ol periotmance.io “Oenetal Modekna ol Concten 
sabon lor Reactor Applications (SBiR Phase II) " 


8804080193 Notilication of contract execuiion.Mod 7.lo "Technical Support Svcs ft 
Data Telecommunlcalion EpulpiBonl." Contraclor;S6A.Subcor>)/aclo/.Parlen-John&0 
Assoc.Inc 

VELEZ.P. Contract Admlnislraiion Branch FIN D-1069. NRC-t0-B6-263. 88/03/21 
EYSYMONTT.G.P. Division ol Computer & Tetecom/nunioailohs Services (Ros 
070413). BHOWNELL.B NRC - No Detailed AKillatton Given, tp 45019:30: 
46019:304 


-8804080200 Mod 7.pfovldin9 incremental funding to, 'Teohnlcal Support 8vc8 for Dal 
Telecommunication Equipment. ' 

• Sma# Business Admirvsiratlon. * Pallen-Joltnacn Associates, Inc WIGGINS £ Oiv 
Sion of Contracia (Posi 870413). FiN D-1869 NRC-IO-05-2eg 88/03/29. 1( 
45019:304-46019:304 


8604080221 Nolilicalion ot contract oxecution Mod l8.|o "Review & Evaluation ol Cc 
manche Peak Program Plan." Coniradon Tefedyne Engineering Svoa. 

HAGEY.H Contract Admlnislraiion Branch. FiN 8-1338. NRC-03-e6-067 80/03/2! 
GRIMES.C 1. Ofc ol Special Prelects. LYONS.J. NRC - No Detailed AfWIotion Glvoi 
Ip. 46018.322-4601 8:324. 


-BB04060233 Mod 18,adding Incremental fuoda.io ‘Revlow A Evaluation ol Comonct- 
Peak Program Plan." 

• Teiadyna Ennineering Services. WIQOINS.E.J. Oivialon ol Conlraclfi (Posi 870412 
FIN B 1338. NflC-03-B6-0e7. 88/03/29. 2pp. 45016:323-46018:324. 


8804060269 Notilication o( contract oxecutlon.Mod 2.to "Evaluation of Inlegroi EKoc 
of Fuel Element Thermal Analysis Methodologies.” ContractOcTexaa AaM Rosoari 
Foundation. 

VELEZ,P.A. Contract Admlniatratton Branch, NRGO4-e7-1O0 08/03/29 GUSTAVE 

Analysis Stall ItPoat 870413) SCOTT; 
NHc • No (Jetalled Affiliation Given, tp. 46018:334-46018;335. 


" "Evaluation ol Intogral ( 


IQG1N&E.J. Division ol Conlrac 
"■ 450(8:336. 


-InlearalSya Test Progra 


oSnftadlor'^iW ® MuKHoop Integral Sys® *1081* Componami 
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-880406027S Mod t D.incorpofatino owners group it>to cost sharing Phase IV.changing 
st8teir.enl ol work & cost snaring ratios Phase IV S eniendno period ol 
porformanco.to ‘Integral Sys Test Program Once Through Integral Sys & Mu't poop In 

R^TKONEN.B Electric Power Research Instiiuie ' Gabcoch & Wi'co* Co 
WIGGINS.E. Oivtsion Ol ConUacIs (Post 870413) PIN D-1734. NRC Ort-Sg-lBB 88/ 
03/29 32 pp 45019-l79-45010 2t0 

8804060332 Notification o* coniract execuiion.Mod S.to "Virginia Regional So sinograph 
ic Network " Contractor Virginia Polytechn c Inst & State Unlw. 

MEEHAN.O Contract Administration Branch NRC 04-B5-12I 88/03/29. GUSTAVE.R. 
Program Management. Polcy Developmeni & Analysis Staff (Post 870413) 
MCMULLF.N.R NRC • No OetafloU Aflil ation Gwon Ip 45017 270-48017 272 

-8804060335 Mod S.deioting Subsection G 2. "Overhead" & adding new Subsection 
G2. "Indirect Rates S Frlngo Oonolns Ratos.'* to "Virginia Rogonat Se.smographlc 
Network ■■ 

STEISSAW Virginia Polytechnic Institute 8 State Univ. B’oeksburg, VA 
WIGGINS Ej Division ol Contracts (Post 070413) NRC 04-05 121 88/03/29 2pp 
45017 271-45017 272 

8804060402 Noirhcawon of contract oxecution.Mod O.lo "Oocumoni Oistnbut.on Sves " 
ContractorGPO. 

VELE2.P Contract Administration Branch FIN 0-1872 NRC- 10-85-264 88/03/20 
SCOTT.S O.wston of Intormathn Supporf Services (Posl 870413) OLANTON.J NRC 
- No Ooto'-led Atfilialion Given, ip. 45010.001-45019 003. 

-8804060407 Mod 9.lncroa5ing total amount obl.gatod to. "Oocumont Disfnduiing 
Svc9.*’ 

* Government Prinling OHice WIGGINS.E J Div.sloo ot Contracts (Posl 070413) FIN 
0-1872 NRC-tO 85-264 88/03/20 2pp 45019 002-45019 003 

8804(20010 Nobficaiion of QiBiit oxoculion Vownholo Sirony Motion Sfud os Siirdies 
ol Fmax & Significance for Embedded Structoros" awarded to Rogonls ol Univ ot CA. 
SMITH.P A Oivision of Contracts (Post 870413) FIN G.)131 NRC-04 08-138 88/03/ 
29 GuSTAVE.R P. Program Managomenf. Po'icy Ooveiopinont & Analysis Staff (Posl 
670413) MURPHY.A NRC • No Ooloiled Aflikalion Given. Ip 45089 050-45089:061 

-8804120038 Grant ‘ Oownholrj Strong Motion StodiosStud.es ol Fmax & S.gnllicance 
lor Emboddod Slrucluros." awarded lo Rogonls ol Univ ol CA 
MACMILLAN S, Ca'ilornia. Univ. of, Sonia Beihora. CA THOMPSON.R D NRC • No 
noiaced Atiriation Given FIN Q-1131 NBC 04 88-138 88/03/29 2pp 45089 060- 
45080 C61 

8804130143 Notification ol contract execution. "Oporaiion & Mainl ol NunOCS." 
awarded to contraclorrSBA & subcontractor Siaiistica.inc. 

FLEENOR.CM Contract Nagoliohon Oranch-l FIN 0 1674. NRC-39-0fl-2t 1 68/03/ 
20 SCOTT B S Division ot lolormalion Support Services (Posl 070413). 
COlllNS.MD NRC - No Dclallod Atliliatlon Given Ip 45)01:162-45)01180 

-8804130148 l.lr coniract "(^oration & Mainl of NUDOC3." awarded lo 
contraclor.SBA £ subconlroctor.Staiisifca.fnc. 

SMITH L P Small Business Adminisuatlon OOSE.O D Staiisiica. Inc HAGAN.T F D.- 
vision Ol Conlracls (Post 870113), FIN 0-1674 NRC-39-B8 21I 08/03/28 36pp 
45101:153-45101:188. 

6B04 140495 Nolilicalion of coniioct oxocuiion.Mod l4.to "TGChncal Assistance In NRC 
Insp & Enlorcomeni Oporalions " Contractor. Paiamotei.lnc 

BAZIN.J. Coniract Administration Branch FIN B 6745. NRC O5-05-)57. 88/03/28. 
9AJWA S S Oj/ico of Nuclear Reactor Regulation. Oi/ocior (Pc«3l 870411) 
WEST.KS. OERKSON.H NRC No Doiailod Alliiiation Given ip 45130:146- 
45130 148 

-8804 140507 Mod l4.lncioasiiiq coi'ing amount & providing mcromenial lunds.lo "Toch- 
meal Assistance in NRC Insp & Enlorcement Operations. 

LOFY R a Paramoter. Inc WIGGINS.E J. Division ol Conlracls (Posl 870113) FIN 8 
8745 NnC 05 65-167 80/03/28 2pp 45130: 147-45130,148 

8804160063 Noliilcalion ol contract oxecution.Mod 4.lo "Northoasloin Seismic Re- 
search Program - Task 6." Contractor:ne 808 rch Foundailon ot Stale Univ ot Now 
York 

BEIL.S Conltocl Aamnlslration Branch. FIN D-1610 NRC-04-85 113 88/03/30 
GUSTAVE.R Program Management. Policy Oovoiopment & Analysis Stall (Post 
070413) ZURFLUEH.C NRC - No Ooianod Alliiiation Given tp 45139 t3t- 
46130:136 

-8604150074 Mod 4.axefCi8lng option lor first yr.extend.ng duration of contract 
penoil.provid og lunding.chanaTng pro|ecl olhccr & Increasing ceiling.to "Norlhoastoro 
Seismic Research Proo'am - Ta» 5." 

WINTERS PA New Yciik. State Univ ot A'bany. NY WIGGINS.E J Division ol Con- 
tracts (Post 670413) FIN 0-1610 NnC04-e5-U3 88/03/30, 5pp 45130 132- 
45130.(36, 

8804150065 Notitication of contract oxocuiion.Mod 4. to ‘Oporallng Reactor Plant Spe 
cilic Reviews " Conlractor.SBA. SubconiracloriViking Sys intI 
HAGEY.H, Contract Administration Branch, FIN O 1762 NRC 03 87-020. 88/03/30 
BAJWASS Plarwi'rig Prooram & Management Support Branch (Posl 070411) 
POSLUSNY.C. NBC - No Ooialled Alliiiation Given ip. 45133:195 45133:196 

-6604150079 Mod 4.focfea3lng funding lo. "Operating Reactor Plant Specific Hevieivs." 
' Small Business /Tdminisiralion. * \nklng Systems Internailonal. WIGGINS.E. Oivision 
ol Contracts (Post 8704 13) FIN D-1762 NRC-03-87 028 68/03/30 Ip. 45133.196- 
45133:196 

8804150087 Notification of coopeiativo agreemenl; “Mainl S Operation ol LPDH." 
awarded to Hepo College 

SMITH.P. Contract Negotiation Branch-1. FIN 0-2416 NRC.39 80-238. 88/04/11. 
GRIMSLEYH. Division of Rotes £ Records (Post 8704 13). SOUDBR.J. NBC - No De- 
tailed Affiliation Given. Ip 45133:172-45133:194. 

-8804160082 Cooperative agroemenl: "Mainl S OpoiaVon of IPOR," awarded lo Hope 
College. 

JUTH.C,L- Hope College, Holland. ML SMITH.P. Division ot Contracts (Post 870413). 
FIN 0-2416. NRC-3e-80 238 60/04/11. 22pp 46133:173.46133:194. 


8804150069 Notificat.on of grant execuiion.Mod i.io "Seventh Ink Co-ig/osif on Aero- 
sols in Med cine (ISAM) " ciantee Un.v ol Rochester Med-cal Clr. 

HAGEY.H. Contract Admii*.lSlra!.on Branch FING-1121 NRC-G -04 -87-094 88/03/31 
GUSTAVE RP Ollico ol Nuclear Regulatory Rosearch. O.reciot iPosI 860720) 
ROECKLEIN.A NBC - Ho Oeta/ed Aflriauon Given ip 45)34 018 45134 010 

-8804150151 Mod 1 . changing project o1l.cor.io "Seventh Inti Congress on Aerosols m 
Medicne (ISAM)." 

' Rochester Oniv ol. Rochester. NY. WIGGINS.E. O.vision ol Conlracls (Posl 
870413) FIN G-lt2l NBC G.04.07-094 88/03/31 ip 45134:019 45134 019 

8804150076 Nofification of contracl execuiion.Mod i.fe "Tesi Speemens from Dam- 
aged TMI-2 Reactoi Bottom Head " Coniractor MTR Assoc.inc 
HAGEY.H Contiacl Adm-n’.stral'On Branch. FIN 0 2072. NRC-04 88-086 88/03/31. 
HOUSTON.RW Division ot Reader Accident Analyss (Post 870413). 
VANHOUTEN.R, Oltice d Nuclear Hegu'atory Research. Diroclor (Post 860720) ip 
45134 016 45134 017 

-8804160063 Mod 1 . providing Inciamenlal lunds.lo “Test Specimens From Damaged 
TMl-2 Raaclor Sollom Hoea" 

• MPH Associates, inc WIGGINS.E J O.vision of Contracts (Posl 870413) FIN 0- 
2072. NRC-04-08 086 88/03/31 2pp 45134 016-45134 017 

0B041S0068 Nolihcalon of contracl execuiion.Mod l.to "Rosearch Pr onuzat-on " 
Coniractor SBA Subconbdciot.Scicniech.inc 

HAGEY.H Cotwracl Adm nisiration Branch FiN 0 2064 NRC 04 87 089 88/03/20 
Gustave R Program Management. Policy Development & Analysis Stall (Post 
870413) PinMAN.J NRC • No Doiaited Afliiiafon Given Ip 45133:206 45133 209 

-8804150094 Mod l.provid-ng Incrcmoniai funds lo Tasks m & iV.lo "nesearch Prionf 
74lion.“ _ _ 

BAKER LJ Small Business Adm n.stiaiion GBARRONDO.L J, Sciontoch. lr>c 
WIGGINS EJ Division of Contracts (Post 870413) FIN 0 2064 NRC-04-87-009 88/ 
03/28 3pp 45133 207 45133 209 

8604160161 NotillcaFon ol contracl oxocuiion.Mod 20.to "iniogral Sys Test Program 
Once-ThrouQh Integral Sys & MiriHoop Iniogral Sys Tost Compononis'" 
Contractor B&W. 

BELL.S Contract AdmInisirallOh Branch FIN D-1734 NRC 04 63 168 88/03/22 
GuSTAVE.R. Otilce ot Nuclear Rogu'aiory Research. Odoctof (Post 860720) LEE.R 
NRC - No Ooiailed Aflitiahon Gwen tp 45134 359-45134 360 


-8804150175 Lir Contract HRC-04 B3-16B.Mod 20.ptovidng Incromomal tur,d.re to "in 
tegral Sys Tost Program - Onco-Through (niegtal Sys & Mo'Moo? Integral Sys Test 

Components ■’ 

LUKASIK.M Babcock & Wilcox Co FIN D-1734 NRC04-83 168 88/03/04 
WIGGINS.E.J Division ot Contracts (Posl 8704 1 3) Ip 45134 360-45134 360. 

8804150179 Noiiticai.on ol contract oxecution.Mod lO.to ‘ Oporaiion 8 Malni of Info 
Technology Svcs Training Lab " Contractor: Graduate School.USDA 
VELEZ P Contract Adm.nisltallon Branch, NRC- 10-86 213. 07/09/24 GOLDMAN.P.J 
0(c ol Personnel (Post 870413) MITCHEM.O NRC • No Detailed Aflil ailon Gwon tp 
JSI40-219-45140 2P.3 


-8804160(66 Mod I0.pfov.di''-g scope ot week clanlication lor S nei Traltlng under Sec 
don C. f. 2, Task S.Paragraph o ol contract 3 mcroasirtg cail-ng amovnUo ' Ope/ahon i 
Mainl ol Into Technology Svcs Training Lab " 

POOLE G n Agricu'luie. Dept. ol. Gradualo School. Wash-nglon. DC WIGGINS.E J 
Division ol Contracts (Post 8704 (3| NRC-f0 66-2t3 67/09/24 -Ipp 45t40 2?0- 
45140 223 


8804 150162 NoliUcatten of contract oxocuiion.Mod 3.to "Operation ot Cw for Nuclear 
Waste Regu'alorY Analyses • FFRDC " Conliactoi Southwest Besoa-ch Inst 
MACE.M. Cortiract NogoiiBt'on Branch-I. NRC-02-08-005. 88/03/23. FUNCMES.JL 
Program Managemoni. Polcy Oevolopmoni & Analysis Stall (Post 8704 it) 
BUNTING.J.O NRC • No Ootallod Alliiiation Given tp 45140 224-45141 182, 


-8804150192 Mod 3.piovid.nQ adminlsiiative changos.ie "OFeieiioa ol Cii loi Nucloai 
Waste Regulatory Analyses - FFRCC " 

CHATTEfLfl E Southwest Rosearch Institute MACE.M H Oiv.sion ol Co-niracis (Posl 
070413). NRC 02-66 005 68/03/23 3lpp 45140 225-45140:255 


"8804 150198 Noiificailon ot contiacl executlomMod 4.to "Opoiat-on ol Ctr for Nucloa' 
WasiQ Regulatory Analyses • FFRDC " Contfedor.Soulhwosl Heseaich Insl 
MACE.M Contract Nogotlallon Branch- 1. FIN 0-1070-8. NRC 02-68-005. 88/03/23 
FUNCHES.J.L Program Managomem, Policy Deve'opmGnl & Analysis Siaff (Post 
8/0411) BUNT1NQ.J.O. NBC • No Doiailed Atliilailon Given tp 45140 256- 
45140:258. 


-6804160202 Mod 4.pfoviding Inciemonial fund nn in slated Bmojnl.to "Opoiaiion of 
Ctr for NUefear Waste Reguteloiy Analyses - FFHDC " 

• Southwest Research Institute, MACE.M H Dwision ol Contracts (Post 870413) FIN 
O-t070-8 NRC 02-00-005. 60/03/23 2pp 45140 257-45140 258 

8804150193 Nolificallon of contract execuiion.Mod ll.lo "Program to Support Oporaloi 
Licensing Activities." Conlraclor; Sonalysis.lnc. 

BELL.S. Contract Administration Branch. FIN 0-1322. NRC 03 60 054 68/03/11. 
BAJWASS Planning. Program & Managemoni Support Branch (Posl 870411). 
PUISIPHEH.K, NRC - No Detailed AH/Jatlon Given, tp 45146 337-45148 338 


-8804150198 Mod i (.making changes to individuals listed under Section H.I.Koy per- 
sonnel ctauso.fo ’'Program to Support Operator Licensing AclivHtes." 

PETERSEN.L R Sonalysts. Inc. WIGGINS.E J Division ot Conlracls (Post B70413) 
FIN 0-1322 NRC-03 08-054, 66/03/11 tp. 45148 338-45148 338 


8804150195 Forwards NBC saloty assurance dalioilions reviewed & concurred In by 
mot In RES to be used as basis tot continued work under Coniract NRC-04 87-009 
PITTMAN.J.W Olfico ol Nuclear Regulatory Research. Difecicr (Post 860720) NRC 
04-87-089. 08/04/07. YBARRONDO.LJ Sclentach, Inc. tOpp, 45148.339-45148 348. 


8804160210 Notilicat.on ol contfocl oxecution.Mod 5.io ’Opefellon ol Clt for Nuctear 
Waste BeQulalotv Analyses - FFRDC . " ContrectonSouthwesi Research Insl. 

MACE.M » Contract Negotiation Branch- f. FIN 0-1035-8 NRC-02.80-005. 88/03/31. 
FUNCHES.J L Program Management. Policy Development & Analysis Staff (Post 
870411) BUNTING.J.O. NRC • No Detailed Affiliation Gwen. 2pp 45140259- 
45140:261. 



~690H60iiO Mod l.piovidng mciofr^niai Ivnding staieti afi'ourtUo "Operat oii cl 
Ctr lor Nuclear Reqirtatory Analyses ■ FFROC " 

• ScLi>i/>(>sl Heseaich insHule HAGAN.T F [)iviS on ol Contracis (Post 670413) Fin 
0 6666- MHC 02 68 005 68/01/27. 2pp 45140 262-4514 T 102 

3804IS0237 Noii'icalrot» 01 contract enecution.MoO 5.10 "Continy ty ol Govi Picg-afPS " 
Conitacior Syo Flosoarch & Applications Cotp 

HAGEV.M Coniraci Aiimmisirslion Branch FIN B-8761- NRC 05 06-154 66/03/30 
SPESSAflO.RL on CO lor Analysis 6 Evalualon of Opeiai-onai Date. Oiredcr 
WIESS.B NRC - No Oolai'od AlMatioo Given Ip 45 139 064-45139 066 

-8804 150240 Mod S,pfoviding mctomenial ft/nds.lo "Conlini/ify of Govt P/og/aros ■' 

' Systems Rosearch & Applications Group WIGGINS.E J. 0 vision of Contracts (Post 
8704)3) FI.NIB-B76I NRC-05-06 154 60/03/30 2pA 45130 065 45139 060 

6604150263 Nolilicaiion ol contract occulion.Mod It. to ''Conventional Sys Devc'op- 
meni" Cor'ireclo'.Maihtoch.lnc 

VELEZ.P Cop.!* 8CI Aifminlsuaton Branch FIN 8-1403 NnC.33 B5 263 89/04/05 
EYSVMONrr.G Oiv-Sion ol Computer & Telecommyn-calions Serv.ces (Posi 870413) 
DOLLECK.A NRC - No Ceteiiod AllJiation Given ip 45133 005 45133 087 

-0804150268 Mod 1 1. correcting clerical error on 680325 Mod 10 & providing inciemen- 
lal /undrug. to ' Conventional Sys Oevetopmonr" 

• Maiiiiech, tire. BttL.S Oivlson ol Contracts (Post 870413). FIN B-t403. NRC-33- 
80 263 80/04/05 2pp 45)33 086 45133 007 

8B04160310 Not'licaiion ol contract e<ecutiOn.Mod 5.to "Support SvCs lor Eva'ualiOn ol 
Soveto Accident Pnonomcna." Contractor EialloUc Columbus t abs 
HAGEY.H Coniraci Adm nisltelion Branch FIN 0 1595 NRC 04 8/.066 88/04/04 
GUSIAVE.R Program Management, Polcy Oeveioprr.ont & Aoalyss Stall (Post 
870413) WALKER.T NRC ' No Ueta>i6d Allitiaiion &vcn Ip 45133 088-45133 009 

-8804150336 Mod S.incroesing obtigaiion amouai.io "Support Sves lor Eva'uaiion o< 
Severe Accident Phenomena.^' 

' Batto'ie Momonal tnsiiiuie, Cotumbus Lahoratortes BELl.S Division of Contracts 
(Post 0704 13) FW 01595. fVflC-04 07-066 88/04/04 Ip 45133088-45133089 

8804150329 Not.'icalion ol contract evecution.Mod 3.10 "ApplicaLon ol Melhodo’ogy to 
Eva'uato Apng & Svc EHecls on Plant Performance (S0 ih Phase H) " Conttaclor.SEA 
Consultants. Inc. 

HAGEY.H Contract Admmisiraiion Branch fiH D-1701 NnC-04 B6-125 88/04/05 
ARLOTTO.Q. Oivls'on ol Engmeohng (Post 870413) vORA.J NRC - No Deiaitod At 
III ation Given Ip 45133 09 0 45133 091 


45179 309 45 1 79 3) » 

-86042003)0 Mod 5.rev.s>.':g list ol Ce ve/aties & changing c/o/i>ci olhco/.io "field Oo- 
soniaiions ot Noilh.oast Nootecionics " 

lEWiS.J P Coiumb a Urtiv . Now York. HY VVIGGINS.E.J Uiv.sion Ol Contracts IPosi 
870413) NHC 04 95 )1) 80/04/12 2np 451 /9 310 4517U 31 1 

8604200361 Notilicalion of ccntract oxecutiOn.MctI 32.10 "Tochnical Assistance lor Fa 
ciiiios Rea„itr.g Special Assistance ' Contractor Paramotet.int. 

MEEMAN.OD Ccn-tacl Adm-nisitai-O'i Branch FIN 0 2101 NHC 05 86-156 60/04/ 
12 niCHAnOSQN.S D Otc 01 Special Proiecis CORLEY.O J NRC - No Dotaied Ai 
f.lia(on Given ip. 45)79 174 45179 175 

-6604200362 MoJ 22.dd£/ng incioii'eiitai fjnrtiiig.lo ' rechrncal Ass-sianco lot Fac/ii es 
Requ ring Spec al Assistance " 

' Pa'artiElei . me BELI-.S Ovisicn ol Coni/acis (Post 070413) l-in 0-2101. NRC-OS- 
86-156 88/04/12 ip 45t79 175 451/9 175 

6804200398 Hottrcation ot tontracl oxpculion.Mcd 6.10 " Preventive. Remodial & On- 
Ca' Mani ol Data Geno.-al Coirp-jiers & Ponpho/al E'quipmeni " Contracior Compile/ 
Egmeeiing Assoc. Inc 

VEIEZ.P Contract Adm r.-sIral'On Branch FIN 0 1663 NRC 33 86-2/6 88/04/05 
SCOTT.S Division ol Intormation Suppon Servicos (Post 070413) SEEHERMAH J 
NRC - No Oola/od Ath; al 04 Given ip 45179 261 45179 274 

-680420040) Mod e.modily.ng eqj pmc-nt list 10 add now cqj-pmeiit.io Sys C.O.F & G 
& incieasng coniraci cciina amount.lo ''Ptevonti-/o.Rcrpod al & On-Call Wa nt ol Data 
General Cemputors & Pet prerai Equ pmeni ' 

KEVS.PR Ccn-p-.,:ct Eng-noerieu Assccaios. Inc WlGGINS.E J O.viSiun Ol Coniraci s 
(Post 070413) FIN 8 1663 NnC.33.86-276 88/04/05 l3pp 45170 262 45179 274 

8804200414 Nc'licaiion ol co.itraci exocution.Mbd 4, to "irnproved Methods ol Chatac- 
leniai on & Medo/rg Con’.amina<ii T/anspon A/osnd i/.-g/t tcvel HadwasM Siws " 
Contraclcr Un.v of Arizona 

DOR^y.M Contract Adm.-nisl/atic/} Branch FtM O ) 672 NDC 04-86- 123 89/04/12 
GUSTAVb.n Program Management. Polcy Ocvelopniom & Analysis Stall (Post 
870413) RANDALl.J NRC • No Dotafed Altii-alion G'vo.4 ip 45191 1 13 45)9i ) 14 

-0804200425 Mod 4^toviding mcromcnial liindng.to "Improved Moihods Of Character- 
•zai-on S Model tig Contamnaot Transport Around High Lovol Radwasio S-ios ' 

• Aiizona. Un-v. Of. Tecson, AZ QEII..S. D-viSion ol Contracts (Post 870413) FIN D- 
1672 NRC-04 86 123 88/04/12 Ip 45191 114-45191 1 14 


-9804160346 Mod B.gtantinn no cost exiension for 45 days.io "Ami cation ol Method- 
ology to Evaluate Agmg & Svc Cllecis on Plant Perloimance (SBIR Phaso II) " 

• SEA Conseliants. Inc WlGGINS.E J Division ot Conliacis (Post 670413) FiN 0 
l70l NRC-04 66 125 60/04/05 Ip 45133001-45133 091 

8304130307 fJolil cation of contract execution "Lateral Files (or One Wh/.e Fl nl Ncrlh." 
awarded lo ACS Ole Furniiu/e 

FLEENOH.CM Contract Negotiation Branch- 1 FIH B 2468 NRC 39 8S-24B 08/04/ 
05 SPRiNGER.M L Otc ol Consolidation (Post 870413) PLEASANT.E NRC • No De- 
lated Alhiiaiion Given tp 45150 280-45150 316 

••8604180308 Coniraci. "Lateral Files (or One While Fi.ni North." awarded lo ACS Otc 
Fuihiture. 

Mt/RPHY.A G. ASC Office Furniture. HAQan.T F OiviS on ol ConlraclS (Post 8/0413) 
FIN B-246a NnC-39 68-248 88/04/05 36pp 45150 281-45150 316 

8604190147 Notilicalion ol contract execution.tylod 2.io "Seveio Accident Phenomena 
Nall C-rr-vlalicn >n RCS " ConUaclor fluid Physrcs.IWO 

HAGEY.H Con'tacl Administration Branch NRC-04-87 369 88/04/08 GUSTAVE.R 
Piogtam Managoment, Policy Devefopmont 8 Analysis Stall (Post 870413) HANJ 
NHC • No Detailed AlFlialion Given ip 45165 298 45165 297 

—8304190152 Mod 2 providing 2 month exlonsmn until BS0530 al no addi cost.lo 
' Severe Accident Phenomena Nail Circulation in RCS " 

TRACl.n M. Fluid FhySiCS INO. BEll .S, Division ol Contracts (Post 870413) NHC-04. 
87 369 03/04/08 Ip. 45165 20/-45165 29/ 

8904190174 Notilicaiion ol contract execuiion.Mod 0.to "Mandatoiv Suporvisoiy Uevot- 
opment P/og/am T/airting " Contractor USDA Grathialo School 
VELEZ.P. Contract Administration Branch NRC- 10-87-207 88/04/13 

GOLOMAN.PJ, SPFCIon.A NRC • No Detailed Ahiliaiion Given fp 45164 347- 
45164 340 

-6304190179 Mod O.incroaSing funding.lo “Mandalory Supervisory Oevotopmont Pro- 
Qiam Training” 

Agriculture. Dopi of. Giaduaie School. Washington. DC BELL.S Division ol Con 
iracfs (Post 670413) NRC-IO 87-207 68/04/13 Ip 45164 348 45164 34B 


8804200445 Notitication of contract cxecutioaMod 9. to "Afchivai Storage 8 Roiaied 
Sves " Contracior.Daia Base Co.inc 

DOHSEY.M Coniraci Adm r-.islfetion Branch NHC- 10-06 256 89/04/05 MAGEE.WA 
Oivis'On ol Intormation Soppo'l Services (Post 0/0413) VVAOE R NR(; • No Doiaiied 
Af/natiort Given rp 45t792l I 45179212 

-0094200449 Mod O.co.'/ecl-ig cei.’rtg amoonr.to "Arch.vat Storage & nolatnd Sves " 

• Data Base. Inc WlGGINS.E J Division ol Contracts (Post 670413) NRC-iO 80-256 
80/04/05 tp 45170 212-4,5179 212 

8604200451 Nolilic.ilion ol cooperal-vrt ag'oeinont.Mod l.lo "Ma-nl & Oporohon ot 
LPDH " Coopcraior Arkansas Tech Uruv 

HOYLE A Contract Nogotiaton Branch ? FiN D-2416 NRC 10 87 333 80/04/04 
GRIMSLF.Y.OH D.vison of Bo'es A Hecords (Post 070413) SOUDER.J NBC • No 
Detailed AILLation Given ip 45t9i 1 l5-4519t 1 18 

••8304200482 Mod 1. staling payment instruciions.lo "Maini & Operation ol IPDH " 
VAUGHN. W A Arkansas 1 ech Un v . Russoilvi'.io. AR HOYLE.A Division ol ConlraclS 
(Post 870413) FIN 0 24 16 NRC 10 07-333 80/04/04 2pp 45191 1 1 7-45191' 1 18, 

8304200481 Noiilicai-on of contract execuiion.Mod 5.io "Cooperaiivo Human Rolmbi'ity 
Evaluation Program " Conlraccar.NUS Corp 

MEEHAN.B Coniraci Administration Branch FIND-1612 NHC 04-86 104 88/04/11 
GUSTAVE.R Program Managemont. Policy Devolopmeni A Anatys's Stall (Post 
870413) HYAN.T G NRC - ffo Dota.ied Alli'ialion Given Ip 45179 213-45179 216 

••B60420047S Mod B.piovld-ng mcromcnial fundmg.raismg coniraci coiling & rovismg 
Task /.lo "Cooppiaiivp Human Reiiabilily Evaluation Proorflin " 

EDMONSON.L H. NUS Coip V/IGGINS.E J D.vision oi Contracts (Post 870413) FIN 
0-1612 NnC-04 06-104 86/04/11 3pp 45179 214-45179 216 

3304200455 Notification ol contract execuiion.Mod l.lo "Accoss l<) INPO NPROS" 
(^ntiactoi INPO. 

VELEZ.P A Contract Administration Branch FIN 0-1894 NnC-33-a7-229 88/04/06 
AM6NTA.J A. Office ol Admn suat.on & Rosourcos Managoment. Dirocioi (Post 
870413) SCOTT.S NRC - No Detailed Alt.tislion Given tp 45l91. 126 45191 129 


8804190346 Noiilication ol coniraci execution: ‘ Keying ol Occupational Radiation Expo- 
sure Into.'’ awarded to OCR Sycs.lnc. 

MEARSE.SD CorWract Nogohation Branch-2 FIN 0-2065, NRC-04-08 078 80/04/08 
GuSTAVE.fl. P/ewam Ma/iagama/il. Pohey Development A Artalysrs Stall (Post 
670413) BROOKS.B NRC ■ No Detailed AflJiation Gwert tp 45156 145.45156 307 


-8804200469 Mod 1. exercising first option yr period & providing arfdl funds lor addI 
hours Ol access to NPROS. to "Accoss to INPO NPROS. 

VER STEEG.CJ Insiitiile of Nuclear Power Operations WIGGINS.E.J Division ol 
Conl/acis (Post 0/04)3) FIN D-)894 NnC-33-8Z-229 80/04/06 3pp 45101 127- 
45191129 


—8604190346 Contract "Keying ol Occupational Radiation Exposure Inlo." awarded to 
OCR Sves .Inc 

60VEJA.RK CX)R Services. Inc THOMPSON.RO. Dr/ision ol Contracts (Post 
870413) FlN O 2065 NflC-04-08-076 88/04/08 16?pp 45)56 146-45156 307 

8804300279 Nolilicaiion of contract execunon.Mod 8.io "Deta Entry Support Sves lor 
Remon lit " Contiactor.NOHCOM fntt Cotp. 

3AZIN.J Contract Administration Branch NRC-30 66-360 08/04/13 ROYG Region 
3. Otc ot me Director. STaHULAKM NHC - No Oelailed Affiftalton Given tp 
45179 3)2.45170 313. 


8804200482 Notitication ol contract exocuiion.Mor) 20.to "Tochnical Assislanco tor Fa- 
cilities Requiring Special Assisinncn," Conuactor Paramnier.lnc 
MEEHAN.B Contract Administiauon Branch FIH 0 2102 NRC 05 86-156 86/04/12 
AXELROO.JA Ole ol Special Projects CORLEY.DJ NRC - No Ooiailed Alliliatioh 
Given tp 45)91 010-45191 Ot t 

‘•66042Q048S Mod 20.addinq mcremonial lundmg.to "Techn'cal Assislanco lor Facilitlos 
Requiting Special Assistance ' 

* Paramofor, Inc BELL.S Division ol Contracts (Post 0/0413) UN D-2102 NRC-OS- 
86-186.08/04/12 ip 45191 011-45191:011. 


•8804200280 Mod e.chang'ng mailing address.to •'Data Entry Support Sves lor Region 

' Noicom International Corp (formerly Noriega Communications Corp) BELL.S. Oivi 
Sior* ol Contracts (Post 870413). NRC-S0-B6 360 88/04/13 Ip 45179 313- 
45170313 


8804200494 Notiticaiion ol coniiaci execution "Equipment iq Support ol Vidoo Telocon- 
lorencing P/lot Program.'’ awarded to Concept Communications.mc. 

FLYNN.Mj. Contract Negotiation Oranch-t FIN B-8t55 NRC-39-8B-ieo, 68/03/26 
AMENTA.J Deputy D-reclor for tnloimation Resources Management (Post 070413) 
KIRK.I. NRC - No Oelailed Alliiiation Given. Ip. 4519) 016-45191 048 


NONDOCKETED ITEMS 223 


-0804200504 ToftWacl F.qu-pmcnt in Support o> Video 1 vivconfaenemg Plot Pto- 
gram." awarded lo Concept Coinmun cat oris.lnc 

HAYHfi&l S Concopi Communicat.ons. Inc HAGAN.T K Oivi$:on o1 Conltacis (Post 
H704t3) riN 0 0155 NUC-UO 88-111!) 00/03/28 32pp 45191 0I7-45101 040 

B804300560 NotiliraliRn ol ronlroci u>cculion.M 0 (l 8.10 "(3ass-ficd Waste Papei Oo- 
siruclion Ptoicci " Conltacioi Simkins Irtduslncs.mc 

DOnStV M Cooitaci AdtntiiStialiori Hfonci* NRC-I0 B2-403 88/03/18 OnAOV.flJ 
0.vis.Cin of Secuiitv iPosi 8/0 li3) OURNSIDE.W HRC No Dela.'cd AIIAai.cn G.voti 
tp 45l/0i’t? -15l79 2N) 

-8804200570 Mod 0.<)*ii.'/>d ng po/.'Od ol pcrfwmdtjco.io ' Ciass iicd Waste Paper Do- 
sifurl.on Pfoinci " 

nuSSElLV S:niktns lnduslt.os. Inc WIGGINS.E J Division Ol Conliacts (Post 
070413) NHG 10 02-403 80/03/18 Ip 451/9 210 45170 216 

6804200577 Notilicalion ol conuaci ovnCul-on Wod B 10 "Oevolopmenl cl NRC Simula- 
ton Facility Evaluation Piogiain '* Conltacloc Micro Analysis 8 Design 
FlClOS.JA Conltacl Adiwnisliolion fliancli NRC 03 05 054. 88/0-1/ 14 HOE.JW Di- 
vision ol l.icensuo Poiloimanco & OiWity Evaiual-on (Post 070411) PUlSlFEO.K 
NHC No Dota'lcd AHtiafcon Given tp 45191 04!) 4519) 050 

-88042005B3 Mod O.onteiidnp cuniraci al no adill ciisl.lo Dovclopmoni ol NRC S.mu- 
Mtion Fac Illy EvaUiat-on Piogiam " 

I AUGtiEHY K n Micro Analysis & Dosujn OELL.S O-viSion ol Ccniracis ((‘osl 
8/0413) NHC03 85 054 88/04/14 Ip 45191050 45191050 

8804210181 Nolilication ot coniioct oxcculion.Mod 2i.to ' Teci'nical Assisianco lor F'a 
c-'iiios Roqu'iinq Special Assistance “ Coniracioi Pararnetci.lrc 
MFEHAN.BO ConiiacI Adm.i-.isifation Brandi F|N 0-2101 NRC 05-88-156 88/04/ 
12 niCHARDSOM.S D Olc ol Special Piolecis COlU tY.DJ NRC - No DoiaitocI Ai- 
li'ial'on Given Ip 45191.209 45191 290 

-6804210190 Mod ?1.prov.dng incremental liind-t’.g.to ' TcctiriCHl Assistance lor FaCi'i 
lies noquiring SpcLial Assislnncti." 

• ParaiT-eter. Inc OEI L.S Division ol Contracts (Post 870413) FiN D 2101 NRC OS 
86-156 08/04/12 ip 

8604210197 Notiticalion ol cooperative agroomoni ' Mant S Opoianon ol LPOR. ' 
awarded to North Control M.ci«oan Co'-lego 

RUNi'OM.O Coniraci NcyOPalrorr Branch 2 f'lH D 2-1 16. NRC 30 88 237 88/P3/.1I 
GRIMSLCy.OH Division ol Rules & Records (Post 870413) SO'JDER.J NRC - No 
Dcra-led Alliiiafion Given Ip 45200.227 45200.234 

-BS042IO2I0 Ct'opr^ralivo agieomonl "Mami & Opoiation ol LPDH." owardorl to Nonh 
Central Michigan College 

GRANOSIAFr.E Nodh Conlial Michigan Cotlogo. Potoskoy. Ml RUNlON.O Division 
Ol Conlracis (Post 870413) FIND 2416 NRC-30 88 237 88/03/31 7pp 45200 228- 
45200 234 

8804210308 Notilicai'on ol contiact oxcculion.Mod 7.io •Gooiga/Alahamo Regonnl 
Se-smographic Nofwortt ” ConUacloi Gookj a Tech Hesoarch Coip.Gc-oiqa InsI ol 
Technology „ , „ 

ML'EHAN.O. ConlracI Adrninislrolien Brarich NRC 04-85-122 60/04/07. GUSTAVF.R 
Pionram Managemnni Policy Devotopmont & AnalyS's Stall (Post 0704 13) 
2UHFLEUTH.E NRC - No Detailed Atliiialion G-.von ip 45192 iC8-45i»2 no 


D8042201S6 Nel-l-caiion ol ccn'faci uxeciiliOn.Mod 3 to 'Sys let Gcnorai-ng Long 
SireamMow Records Iqi Study Ol Floods ol Long Roittn Period '■ 

Coniiacici l■ns■ 0 y.Klacgl^• Assoc.Ltrl 

HAOF.V.H Contiaci Ad’nin-stialion Orai'Ch NRCC4-05-I43 80/0-1/06 GlISTAVc.R 
Program Mar'ageiiiont. Polcy DevOlopmunt & Analyss Slall (Posi b/0413) 
NiCHQLSON.T NRC - NoOoia-'eU Alflai'on Given Ip 45201 114 -15201 115 

-8804220162 Mod 3.add.riq 4 ironih no cost oxtenven lo cnnliaci pe.'iod of pOffo-m- 
arice (o. 'Sys ol Gcnoraimg Lo.og Stioamtow Roccrds loi Study ol Floods ot long 
Rolorn Period 

KRAEGERBA Lnisloy. Kraeger 4 Assoijiatos Lid BELV.S Civisnn ol Contiadb 
(Posi 8704)3) NRC 04 05 143 0O/C4/OB Ip. 45231 115 4 521)1 115 

3604270247 NoM cation ol coniraci ouccutcn.MjJ 3.Io "ITS End U.se/ Susprrl SvCS 
(Interim) " CcntraCtcr WordP’O.Inc 

VELEZ.P Coniraci Ac'rr.ir.-str8licn Branch FIN 0 1399 NRC 39 86 2t-t 88/04/ 10 
SCOTT.R S D.viSian ol Intcrtralion Scppcrt Services (Posi 070-)13| VANDUSER B 
NRC - No Coiai’.ed AIR at'cn Given ip 45324 34/ -45524 349 


-8804270253 Mcrl 3.o»lendr.g o>p.'alion daio.mcieas ng coniraci coi.ng S ob'.iga'.Cd 
amcunls S chaeging key ptisonnol clause.lo "ITS End User Suppo'l Sves (Inioriin) " 
HOWARO.JL WordPro. Inc VJtGGlNS.E J D-vision ol Conlracts (Post 8/0413) FIN 
D-rj99 NHC 39 88 214 00/04/18 2pp 45324 340-45324 349 

8004280070 Noli) cation ol ccnuact exoculion. Technical S-pporl lor NJE Van." 
awardod to TCT.inc 

OEMAHCO.O CrviMon o' Coniracls (Post 870413) FiN 0 33/0 NRC 28 88 269 08/ 
04/15 JCHNSTON.WV Rogon 1. Olc ol iho Diiecio: STHOSNIDEH.J NRC - No 
Ooiailud Afli‘iat-on Grve.n Ip 45275 301-45270 C07 

-8004260087 Coniraci "Tcchn cal Support lor NUC Van.' awarded fa T£ l.lnc 
PAYNE OF TET Inc THOlAPSON.RO D.v.siOn ot CcntfaclS (Posi 8/0413) FIND 
0370 NnC 28 88-269 80/04/15 147pp 45275 302 46276007 

8804280245 Not-UaUnn ol coniraci execution. Md.d lO.lo "ti-ciinai .Mh-iq " 
Con1raclar.(lr.iv bl Cal 'orriia Sania Barbara 

VElEZ.PA Coniraci Admicislralion Orarch NRC-04-06 111. 88/04/11 

SHEBON.DW Div.sian of Roactoi & Plan Sysio.ms (Post 870413) TOVC'ASSIAN.H 
NRC No DolO-lorl AilCialion Given Ip 45260 335-45266 336 


-8804280264 Mod 10 Cxlondir-.q poned o' peilcrii>a''.co to 880715.10 "Tl-ermal Mixing " 
MCAMIl 1 AN S Ca'ilorma Univ cl. Santa Baiba- a CA WIGGINS.E D D.vis cn ot 
Coniracls (Post 070413) ftHC-04-06 1 1 1 88/04/11 Ip 45266 336 45266 336 

8B042Q02B3 Nolilicat-cn ol contiact oxoculion Mod 9.io "ihcfira! Mixing" 
Conuactoi Ur.iv ol Cai lomia.Sanla Da-baia 

VF.I.EZ.i'A Ccnlract Adm.i-.islfa1ion Giar.Ch NRC 04 86-111. 80/04/21. 
SHERON.OW Oil CO of Nuclear RcgulatOfy Rosnarch. Oiroclor (Post 660720) 
TOVMASSlAN.H NRC - No Oola led Alt l nt-on Given ip 45269 203 45269 205 

-8804200340 M-Od 9.rnad.lnp oer.od ol poricrmacco 8 leccrporali-’Q wilhln scepe 
chango.lo ' rnoimai Mixing ' 

MACMILl AN S Ca'ilcrma. Univ ol. Santa Oa'bara. CA WIGG'.NS.F. J D.vislcn ol Con 
(facts (Post 070413) 08/04/21 2Ff> 45269 204 45269205 


-8804210309 Mod 7.doIotinij Scciion G 2 10 "Guoigio/Alabama Regionol Soismograph 
iC Nolwoik." „ ^ 

LINDBCnG.O J Guoigia InsUlulo ol Toclinology. Altnnto, GA. WIGGINS.E D.viS'On ol 
Coniracls (Post 6704(3) NRC-04 05- 122. 66/0-1/07 2pp 45102 109-45102 HO 

0804220061 Nat'hcation ol coniraci oxocuhon.MoO O.io "Suppoil Sves lor Eva'-uaiion ot 
Sovoio Accidcnl Phonornona." ConUacior Oalollo Co'-umbus Labs 
HAGEY.H Division ol Coniracls (Post 070413) FIN D 1595 NRC 04 87-066 00/04/ 
10 GUSTAVE.n Program Managemoni. Policy Oovolopmcnt a Analysis Stall (Post 
870413) WALKER.T NRC • No Delailoil Allilialion G.vcn Ip 45200 357-45200 359 

-8804220068 Mod 6.changirm key poisohnel (n Soclion H I 8 pioviding mciemonlol 
lundsdo ‘ Suppott Sves lor Valuation of Severe Accidoni Phenomena “ 

’ Baitcllo Memorial Inslifglo. Columbus Laboiaiones. WIGGINS.E D. Oivis-.on ol Con- 
IracIS (Post 8704131 FlU 0-1595 NRC 04-87-086 08/04/18 2pp 45200 350- 
45200 359 

8804220069 Nolilicalion Ol coniraci oxcculion.Mod 2.to ' Research Piiontwauon " 
Coniracloi Sciontcch.lnc 

HAGEY.H Coniraci Adm.nistfation Uranch. FiN l)-2064. NnC 04-87-000 80/04/10. 
GUSTaVE.R Picgiom Manegoment. Policy Dovolopmenl 6 Analysis Stall (Posi 
070413) PITTMAN.J NRC • No Ooiallod Allihalion Givon ip 45201.016 45201.016 


8804280309 NoWrcaton ol conl-ar.l oxcCulion.Mcd 6.lo "lease ol T/uCk. Van W/Csb " 
Conuacto- Ryder /Jacobs I easir-g 

HAGEY.H Conl/act Ailmin-strot on Dranrh FIN D-2324 NHC-10 B4 210 88/84/19 
MATTIA M J D.vis cn ol Facul-os & Oporalions Sjppo-d (POM 070413) SMAILEY.M 
NRC - No Dote led AI1.lial.()n G.vcn Ip 45324 046-45324 047 

-8804280322 Mod e.oxtondng period ol poilo'manco.io "Leaso ol Iruck.van W/Cab' 
SMALLEY M Ryder/Jacobs Loas ng (Icimerly Jacobs Leasing) WIGGINS.E J C-vi- 
von ol Coniracls (PO'.l 070413) FIN 0 2321 NRC-IO 84 218 80/04/19 Ip 
45324 047 45324 047 


8004280316 NoM-COlion Ol coniraci oxoCulion.Mod 9.10 •Radi.il-cn Mcn.to'ing Program 
Requ remonis " Ccnuector Co'oroc'o Deal ot Hoalin 

KNOXG. Contiact Admnsdai.on Branch FIN 0 8501 NRC-31-83 668 68/03/07 
MEYER 0 M Reg-on 4. etc ol Ihij niicctoi NICHClAS.-I B NRC - No Delalod Alin 
aeon Given ip -15265 H-i 45265 II6. 


-6804280-T33 Med O.piovnfng f:V88 lends 8 mcofpo eie /owsed AltaOWont A.IO "Ra 
diation Moniloi.ng Program Requ lemenls " 

THIELEN.L Colorado. S'ala of WIGGINS.E J D.vrsion ol Corrhacts fPost 670413) 

ciFki D ocAi AAft 1 16 


-8804220072 Mod 2,piovidi09 inciomental funds to poiform work unrJer Task tV.IO "Ro 
search Pnonii/ahon * 

• .Scronlecli. Inc WIGGINS.E J Division of Coni/acfs (Post 0704)3). FiN D-2064 
NHC 04 87-009 00/04/10 2pp 4620 1.0 17-4520 10 10 

8804220117 Noniication ol coniraci oxocuiion.Mod O.to Tolopiocossing Sves Support " 
Conlractof:OOJ 

DORSEY.M CoiUfOci Aominisiralion Branch FIN 0-1376. NRC 33 B6-285 80/04/01 
MAGEE.W A Division ol Inlormaiion Suppon Services (Posi 870413) DIEHL.D J NRC 

• No Ooiailed Alliliaiion Givnn. ip. <l520i;l02-4520i'.l04. 


•8804220121 Mod 9.incf0asing funds & ceJmg S oxiend-ng period ol perlormancaJo 
" Totoprocossing Svcs Suppori" 

GUGLIELMO.F. JiiSUo. Dopt ol WIGGINS.E J Division of Contiacis (Posi 070413) 
FlN D-1370 NnC-33 06 266 88/04/01. 2pp 45201 103 45201:104 


6804220127 Noiilicalion of contract oxeculion.Mod 7.to "Technical Assistance for 
Dosign Insp Sves " (ionlractor-Wosicc Sves. Inc 

DORSE Y.M Conwact Adminlstralioo Branch. FIN B-8/62 NRC-05-66-156. 80/04/05 
BAJWA,SS, BERKSON.ll Of lice of Nuclear Reaclor Regulation. Oiedor (Posi 
8704 H) BAH GY H Ofc of Iho ExeculivO O.iocl0f tor Opcraiions Ip .15201.105- 
4520 flOr,. 


-8804220129 Mod /.incfeasing lunds.lo "Technical Assistance for Design Insp Sves." 
• Wesfec Se/Vices. Inc. WIGGINS.E. Division ol Coniracls (Post 870413). FIN 8 8/62 
NRO 05 86-155 86/04/05. Ip. 45201:106 45201-106 


8804280343 Naldication ol coetiaci oxocuhon Mod 9.10 Update 01 NRC Rules S Rcgu 
(aliens " Contracicr.SBA Subconuacior Molioioc, I'-.c 

MEEMAN.B. Contiact Tidmin-stialon Branch FIN 0-2410 NRC-lO-85-248 80/64/14. 
GHIMSLEY.OH CiviS'on ol Rules & Hotoids (Post 670413) MEVER.D 1. NRC • No 
DelailOO Alli'iation Given ip 46269 220 46269 227. 


-8804280382 Mod O.tovising wage doierm nahon 8 oxetcis-ng opt-on lo oxiond ctiniiaci 
ono yr.por 880122 technical pfoposal.iovisod on BB0?24.ln "Updale ol NRC Ru'es & 
Rogjiaiicns ■' ^ ^ . 

SwAiLES.M P. Small Business Adn'ifusUaiion NELSON J E Melroicc. Inc 
WIGGINS.E 3 O.vision of Contracts (Post 8/0-1 t3j FiN D-2-fl8 NRC- 10 85 240 88/ 
04/14 6pp 45269 221-45269 227 

8804280420 Notif-ca'on ol conliacl exocution.M.ort S.io "Lease ot Truck Van W/Cab " 
Conlraciof Ryder'/ Jacobs Leasing 

HAGEY.H Coniraci AdmiriisUalion Branch FIN D 2324 NRC- 10 84-218 03/04/19 
MArilA.MJ. Oivisort of Faci'itifs & Operahons Sirppori (Posi 870413) QUEEH.D 
NRC • No Delai'erl Alli'.ial'on Given Ip. 45270 294'452/0 S95 


••6804280451 Mod S.oxiendmg pnned ol poflom’ance lor cno month al oo add' cosi.io 
"Leaso of Tfuck.Van W/Cab." 

SMALLEY.M Rydot/Jacobs Leas no (tormetiy Jacobs Leasing) WIGGIfJS.E Ccniraci 
Adir.inisiiat'on Bianch FlN 0-2324. NRC- 10-84.218 88/04/19 ip. 45270295- 
45270 295- 



8M42604Z9 Notr.ca(ion of coniraci exdcu(ion.Mod 3.io "Survey of Stafa & Tribal Emer- 
gency Response Capabilities lor Rattologicai Ifartsporislion incidenls" 
C-oniracior Indiana Univ Foundation 

BA2IM.J. Conbacl Adm nlsliatior* Branch FIN 0-1054-7. NnC-02-8T 0C1. 00/04/21. 
TEN EYCK.EQ Division of Sateguards & Tiansportaiion (Post 870413) GOHOON.L 
NfiC - No Oola-'ed AimUoo Given. Ip 45286 073.45266 074 

-8904280435 Mod S.doteting Task II. "Emeigencv Response Plan Review From Sialo- 
mentol Work." to "Survey oi Slate & Tnbal Err>ergencv Response Capabilities for Ra- 
diological Transportation Incidents." 

f AROUHAR.W.E Indiana Univ. Foundatlorr. Indianapolis. IN WIGGINS.E.J. Oivis'on ol 
Contracts (Post 870413) FIN 0-1051-7. NflC02-87 001 88/04/21 Ip 45266 074 
45266 074. 

8804380459 Notilioaiion ol con'jacl execubon.Mod l7.to "Degraded Piping Piogram • 
Phase 11 " Con'jactor Battelte Columbus Div 

HA66V.H. ConwacI Admmlsliaton Branch FIN 0-8134. NnC-04-04- 103 66/02/17 
GtjSTAVE,n. Piooram Menagemoni. Pokey Oevelopment & Analysis Slelf (Post 
B70413). MAYFIELO.M NRC • No Detailed Allitiaiion Given ip 45264093 
45264 095. 

-8894280471 Mod 1?.piovid'ng mctemenial /undj lo "Degraded Piping Program • 
Phase II ■ 

* Baliallo Memonal insWute. Columbus Leboratonos WIGGINS.E J Division ol Con 
tracts (Post 870413) F|N B 8I34, NHC-04 84 103 88/02/17. 2pp 45284 094- 
45264 095 

9801290495 Nolilication of coniract execubon.Mod ll.io "Ole Movirxg Sves" 
ContraciorSBA SubconlractorAliiance Moving & Sioiage.lnc. 

HAGEY.H. Contiect Adminisiiahon Branch NfiC-IO-86-255 88/03/08. MATTIA.MJ 
Division ol Fscil.ties & Operations Support (Post 870413) ESTEP.Q. NflC • No Do 
tailed AlliFation Given ip 45265 036-45265 038. 

-8604380501 Mod 1 l.incieasing contract coiling.lo "Ofc Moving Sves." 

SWA1LES.M P Sina!l Business Admimslrailon RILby.JA Alliance Moving & Storage. 
Inc. WIGGINS.E J O.vision ol Contracts (Post 870413) NRC-10 86-255 88/03/08 
2ep 45265 037-45265 038 

8904280578 Not'lication ol coniraci oxecuiion.Mod 4.to "Microcomputer." 
Contractor Gov Technology Svc.li)c. 

VELE2.P Contiacl Administration Branch NHC-33-87-252 88/04/21 SCOTT.S Divi- 
sion ol Computer & Telecommunications Services (Post 870413). GIANIOS.C NRC - 
No Oetd led AHii'Sl on Given ip 45265 076-45265 077. 

-8B04280574 Mod 4.modifylng SecHon Bt & C2.1 to decrease contract ceikng 
amounUto ■'Microcomputer. * 

WIILIAMS.Q Govornmenl Technology Services. Inc. WIGGINS.E.J. Division ol Con- 
tracts (Post 870413) NnG-33 87-252 88/04/21 2pp 45265076 45265 077 

8801380590 Nokfication ol coniract oxecuiion.Mod 4,lo "Technical Assistance In Devel- 
opment ol Enginoocing Cntoria & Renuiremenis lor Alternative Near-Surlace Meth- 
ods . " Contracior.OSAE Waterways Experiment Station 

KNOX.E Ccniiaci Administration Branch FIN 0-1071-8. NRC-02-87-006. 88/04/13. 
FUNCHCS.JL Program Managemonl. Pokey OevaOpmeni s Analysis Slall (Post 
070413) KANE.J NRC - No Detailed AlH ation Given Ip 45264 071 45264.074 

-8804280596 Mod 4. adding Tasks 4 & S.extending period ol pertormance & increasing 
ob'igalod amounijo "Technical Assistance In Oevelopmeni ol Engineering Cnieria a 
RequPemenis lor Alternaiwo Near Suriace Methods ler Disposal...' 

IRAxLFR.G Aimy. Oepl. o<. Army Engineer Waterways Experiment Station. 
WIGGINS.E J Div.sion of Coniracls (Posi 870413) FIN 0-1071-8 NRC-02-87-006 
68/04/ 13 3pp 45264 072-45264 074 


8804290067 Nofdicairorj of coniraci oxacui/on.MPd W.to "TocPnlcal Assistance Ki Geo- 
physical Methods lor Site Charaten/alion." Coniractor.Woston Geophysical Com 
MfcEHAN.O Coniraci Administration Branch. NRC-02-04-001. 86/04/19. ROE.J.W. 
Piogram Managsmeni. Policy Ooveiopmonl & Analysts Stall (Post 870413). 
I6RAHIM.A B. NRC - No Oelmled AKiliation Given. Ip 4S279. 167-45279:1 99 

-8904390072 Mod t.revisinq Task 2 ol alalemont ol work.lo "Ttscttnlcal Assistance in 
Geophysical Mothods lor Site Chaiaionzation." 

FANNON.MM Weston Geophysical WIGGINS.E. Dwtsion ol Contracts (Post 
870413). NRC-02-64 001. 88/04/19. 2pp. 45279:198 45279.199 

9804290099 Notification of contract exocullon.Mod 4, to "Presentation of 2-Oay Course 
Entilied, ’Rogu'aiory Piocoss'" Contractor Regulatory Group. 

MEEFlAN.O Coniract Administration Branch. NRC-10-66-218. 88/04/19. 

GOLOMAN.P. Otc ol Poisonnel (PosI 870413) BASSIN.C NRC • No Delailed Affili- 
ation Given Ip 45322 215-45322 217. 

-8804290103 Mod 4. extending period ol porformanco lo 880531 at no addi cost lo 
Qovt.io "Presontation ol 2-Oay Course Entitled. 'Regulatory Process ’■’ 

CMERY.F J. Regulatory Group. Inc WIGGINS.E J. Division ol Contracts (Posi 
870413). NRC- 10 86-210 88/04/19 2pp 45322 216 45322 217. 

8804290190 Notification of contract oxecuiion.Mod 6.lo "Fiold Obsonrations of North- 
east Neotecionics." Contractor Trusioos ol Columbia Univ. 

OORSEY.M. Contract Administration Branch. FIN 0-1SB1 NRC-04-85 II1. 88/04/ta 
GUSTAVE.R Program Management, Policy Development & Analysis Slat! (Post 
870413) MCMULLEN.R. Olheo Ol Nucloar Rogulaloiy Research, Director (Post 
860720) ip 45204:354-45284:356 

-8804390226 Mod O.edd-rig incremental funding.lo "Field Observations ol Northeast 
Neotecionics." 

* Columbia Univ.. Now York. NY. WIGGINS.E.J. Coniraci Administration Branch. FIN 
D-1581. NRC 04-85-1 11 88/04/18 2pp. 45284 355-45284:350 

8604390 19 1 Notification ol coniraci oxecuiion.Mod 6.to "Virginia Regional Seismograph- 
ic Network " Contractor Virginia Polytechnic Inst & Siete Univ. 

MEEHAN.B. (^nlrect Admimslialion Branch FiN 0-1597. NRC 04-85-121 80/04/19 
GUSTAVE.R PfOQtam Management. Policy Developmont & Analysis Slall (Post 
870413) MCMUlIfN.R. NRC ■ No Detailed AKilialion Given Ip. 45324;279- 
45324 201 

-8804390196 Mod O.oxlending period ol performance (or l yi period 6 raising celling.lo 
"Virginia Regional Selsmogrephic Network." 

STElSS.A.^ Virginia Polytechnic Instiluie 6 Stale Univ. Blacksburg. VA 
WIGGINS.E J Division ol Coniracls (Post 870413) FIN 0-1597. NHC-04 85-121. 88/ 
04/19 2pp 45324:280-45324:281. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

8S040S0101 Denies 6B0322 appeal to DFI Grimstey 871216 denial ol FOIA request for 
records ro V Slello 8701 13 memorandum lo S Hayes Denied records may Inlerlere w/ 
ongoing enlorcomonl pioceoding.Oocislon final. 

STELIO.V. Ofc ol the Execulive Director (or Operations. 88/03/25. CONNOP.L Doc- 
Search Associates. 2pp. 45009.352-45009:353. 

6894050107 Appeals 6601 14 denial Ol request lor rocords desetibod In App A & 6. 
CONNOR.L. Doc-Soarch Associates 88/02/11 GHIMSLEY.D H Division of Rules & 
Records (Post 670413). ip 45009 354-45009:358. 


8804280607 Notificakon ol coniraci oxecuiion.Mod 5,1o "Seakng of Boreholes & Shads 
In Salt" Cowiaclof Univ ol Arizona 

OORSEY.M Contract Administrailon Branch FIN 0-1192 NHC-04-86-1 13 88/04/20 
GUSTAVE.R Program Management, Pol^ Oevelopmeni & Analysis Stall (Post 
670413) PHILLIP.J NRC • No Detailed Aifiiiation Gwen, ip 45265 078-45265 079 

-8804260609 Mod S.deobligaf no funds.to ■'Soalng ef Boreholes & Shafts In Saff " 

' Arizona. Univ. ol. Tucson. A2. WlCJGlNS.E J. Division ol Contracts (Post 870413). 
FIN 0-1 192 NRC-04-6e 113. 88/04/20 Ip 45265 079 45265078 

8904380615 Notification ot contracl execution,Mod l,lo "Prediction of Check Valve Per- 
lormance & Deg/adahon in Nuclear Power Plant Sys" Contreclor.KelsI 
Eng-neenng.lnc 

(X)RSEY.M Coniract Adniinistietion Branch NRC-04-87-375. B8/04/20 GUSTAVE.R 
Program Management. Pol'Cy Development A Analysis SlafI (Post 870413). 
FARMEH.W.S NRC • No Oetailod AHiliation Given. Ip 45269 094-46269 096. 

-8804280619 Mod l.oxiendi no contract lor 30 days at no addI cost to. "Prediction ol 
Check Valve Performance & Oegredatlen In Nuclear Power Plant Sys." 

KALSI.M.S. Kalsl Engineering. Inc. WIGGINS.E. (division of (^ontiacls (Post 870413). 
NRC-04-87-375. 88/04/20. 2pp 45269 095 45260 096 


8804080062 FOIA request lor documents ro New Englend Nuclear Co violation ol NRC 
rulos.rogulations & guidelines concerning inlerstato packaging.shipplng & classification 
of radioaclivo mall during 1981 & 1983. 

HEIKE.P R. Alfihation Not Assigned 88/03/01. NRC - No Detailed AHiliation Given 
2pp. 45018 200-45016 201 

8604060068 Final response to FOIA reguosi re documonts Forwards document listed In 
App A.0ocumon( also available in POR. 

G^MSLEY.O.H Division of Rules & Rocorda (Post 870413). 88/03/29. HEIKE.P.R. 
AHiliation Not Assigned. 2pp 45016:202-45018 208. 

88040600B4 FOIA request for all documenks re Insp Rept 50 458/87-30 conducted 
during Dec i987. 

PLEniNQER.H.A. Alfiliallon Not Assigned. 88/02/2t. GRIMSLEY.OH NRC - No De- 
tailed AKiliatlun Given Ip 45018 212-45018:212. 

8804060090 Final response to FOIA request for documents re Insp Rept 60-458/87- 
SO.Forwards App B documents Apps A & 8 documents svailablo in POR. 
GRIMSLEY.OH. Division of Rules & Records (Post 870413). 88/03/29. 

PLEHINGER.H A Affiliation Not Assigned 3pp. 45018:213-45018:223 


$694260643 NolHication of coniract execution,Mod 3,to "Impraved Mefhocis of Charac- 
terizing & Modoling Coi>lamhant Transport Around High Level Radwaslo Sites " 
Contractor. Univ of ^Izona 

OORSEY.M Contract Administration Branch. FIN 0-1672. NRC-04-06-123 80/04/20 
GUSTAVE.R. Program Management. Policy Development & Analysis SlafI (Post 
87(MI3) HANOAtT.J. NRC - No Delailed Amalion Given. Ip. 45269; 188-452691 70, 

-8804280647 Mod 3.lncieasing funding & coniract caiimg.lo "Improved Methods of 
Charecienzing 8 Modeling Conlaminant Transporl Around High Level Radwaste 
Sites." 

KtEeSPIE,J M Arizona. Univ. of. Tucson. AZ WIGGINS.E J. Division of Coniracls 
(Post 670413) FIN 0 1872. NRC-04 86-123. 88/04/11. 2pp 45269:189-45288 170 

6604280683 Notiliceiion Of coniract execution.Mod 11, to "Technical Assistance In Sup- 
port ol NRC Licensing Activities." ContraclOf Sdence Applications Inti Corp, 

FIELDS.J. Contract Adminislralion Branch. FIN 0-1311. NRC-03-87-028 88/04/20 
BAJWA.S.S, WESTS. Olhce of Nuclear Reactor Regulation. Director (Post 870411). 
COBLEY.D Ole ol Special Pfolecis. ip. 45263 296-45263 299. 

—8804280866 Mod 1 (.providing addi lunds.to "Technical Assistance In Support ol NRC 
Liconaing Aclivikes " 

• Science Applications Inlernalional Corp. (lormerfy Sclenca AmUcaHons, Inc.). 
WIGGINS. E.J. Divfsion of Contracts (Post 870413). FiN D-1311. NR(J-03-87-029. 88/ 
04/20. 3pp. 45263;207-45283:299 


-6604060099 Hand written nofos & news arttefe on plant control room deffciencies. 

* AHiliation Not Assigned 88/03/26. 6pp. 45018:216 45018 223. 

8604080122 Final response to FOIA request No records subi to request located 
GRIMSIEY.O.H. Divlsiort ol Rules & Rocords (Post 870413). 88/03/29 CONNOR.L 
Doc-Search Associates. Ip 45016.226 45016 226. 

8604060128 Partial response lo FOIA request lor documents App M documents with- 
held (rel FOIA Exemption 5). 

GRIMSLEY.OH. Division oi Roles & Records (Post 870413). 88/03/30 WEISS.ER. 
Harmon & Weiss. 3pp. 45019:243-45019.247. 

8804060152 Appeals denial ot FOIA request lor repl ertlitlod. "Vlsil to Mohave Generat- 
ing Station to Review Steam Line Roptuie.” Contends that NRC has not met burden 
of describing mailers deleted or explaining reasons for deletions. 

ZEMAN.J.S. Haight, Dickson, Brown & Bonesieel 88/02/17. Otc ol the Executive Di- 
rector lor Operaflons. 2pp. 45018:249-45018.254. 

9804060180 Responds to appeal re denial of FOIA request tor rept entnled, "Visit lo 
Mohave Generating Stalion lo Review Steam Line Ruplure." App A document denied 
(ref FOIA Exemption 4). 

ST£LLO,V. Division of Roles & Records (Post 870413) 00/03/29. ZEMAN,J.S. 
Haight. Dickson, Brown A Bonesieel. 2pp. 46018.255-45018:256. 
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B804060264 Onnlest aBO201 appeal ol Oil Gnm&iey 800127 denial ol FOIA roquast lot 
vyiihheid Into ro JC Haynoa case No logititnalo public Inlerosi In release ol sub] 
Into oulweiQblng privacy ol Individuals.lnlo vMltbhold per FOIA Exemptiona 6 & 7- 
STELLO.V Ofc ol lha ExecuOvo Droctor for Oporaliona 88«'04/OI EPSTEIN.KC 
Plain Ooaler. Clovoland. OH, 2pp 45016 336-45018 337 


6604120096 Parisl respor^se to FOIA requosi lor docirronis Forwards App B 
docurr.eni3 App A & 0 docun'ents ava-lablo .n FOR App C documents ccmpiotoiy witlt- 
held (ral FCIA Exemption 5) 

GHlMSLEy.O H Otwsion ol Ro'es & Records (Post 870413) 83/04/07 CONDir.R 
GovornmenI Accountability Proiecl 6pp 45l00.303-45100.324 


8804060273 Appeals OH Grlmsley 870127 donlel ol porllon ol FOIA request lor docu- 
ments IQ JC Haynes case. 

EPSTEIN.KC Plain Dealer. Cleveland. OH. 88/02/01. NRC • No Detailed AIMiation 
Given. Ip, 45018 330-46010:345 

8804060310 Appeals denial of FOIA roqunsi lor App B documents wMbhold In ontirety 
(ref PCX A Pxomptton 7} Meeting iv/Olc of Adml/wsi/aiion-Drv ol Rulos & Records S 
OGC to discuss menis ol appoai lequesled 

CONNOR.L, Doc Soarcti Associates 08/02/11 GniMSLEr.D H Division ol Roles & 
Rocotds (Post 070413) Ip 45017;257-45017 257. 

8804060316 Responds lo 830211 appeal ol FOIA request lor aulltor 880501 
momo.denied by OH Gdmsloy 8601 1 1 response Document end 
STELt-O.V, Ofc of Ibe Fxocuirvo Diroclot for Opcrationa 88/03/29 CONNOR.L. Ooc- 
Seardt /issociales. ip. 46017,268-45017.266 

-8804060331 Documents simulianoous 670430 lotcons vt/S While & Fouchard. 
STELLO.V. Ofc ol the ExecuHvo Direclot lor Operations 87/05/01 Ole of iho Execu- 
livo Director lor Operations. lp. 4501 7 259-4501 7:266. 

880406033 1 FOIA request tor R Ffsloy 850928 memo & mlnulos ol 09lh ACRS meolmfl 
on 680711-13 & 21. 

SCH/VDRACKMA O’Molvony 8 Myots 88/03/16 NRC . No Ootailod AlN ation 
Givon 4pp 46019 011-45019 014 

8804060369 FOIA roquosi for Slollo 870908 momo (o Commission.w/ancl.re assoss 
monl ol NRC Const Insp Program al RIvor Bond & all periodic regional Insp program 
assessment roprs tvniten emce 1980. 

CONNOR L Ooc-Search Associates 88/01/18 Division ol Rulos & Rocoids (Post 
870413) ip 4S029 00I-45029 001 

8804060377 Final rosponsu lo FOIA roquesl lor documents FonMBtds App A 
documeiils App A documonls also ovailablo in POfl Bill for fees associaled w/requosi 
will bo sent. 

CniMSI.EV.OH Oivcsion ol Rules & Records (Posi 870413) 88/03/30 
SCIIADRACK.M A, O Molvony & Myors 2pp. 45010 015-45010:170 

-8804060404 Discusses questions raised by A3LB during Mal-bu hearing re seismic 
design & quotes statements Irom draft USC&GS lepl Oiall minulos ol ACRS 99ih 
meeting on 680711-13 in Washmgion.DC end, 

FRALEY.R F. ACRS - Advisory Commilloo on Reactor SBlogoaids 05/09/28. ACRS - 
AcMaoty Committee on Reactor Satoguaids. f54pp. 45019:017-45019.170. 

880406038S Parilal response to FOlA request lor documents re NRC regional Insp pro 

^^RdlJsLEY.O H Division ol Rulos & Records (Post B/0413) 88/03/28 CONNOH.L 
Doc-Search Assoclaios. 2pp 45029. 002-45029:007. 


-8804120107 Informs of arranyo.-iionis bomg made lo send team Ol qual'fiod -nd.vidusls 
lo GAP olcs In erdor to review coda n Lies ro vs'ious a'legailons ol safety delects al 
plant Related mlo enci 

BRIGGS.WH NRC - No Detailed Atfi'iation G-ven 07/12/07 CONDiT.RE Govern- 
monl Accountab li|y Project 8pp. 45100 309-45100:314 

-8804120117 Forwards GAP dralt 880120 politon requesting inai Comm-ssion delay 
■voting on lull powor OL for plant uni.l there has boon comploio mvesiigatlon ol all 
e'logaiions re p'ent 8 publ c release of repi disposing of each e'-logat on 
CMANOLF-R-L J Ass slant General Counsel lor Enlorcernent. 8B/02/09. MURlEY.T E 
Office ol Nuclear Reactor Hegu'alion. Direclor (Post 870411). 5pp 45100 315- 
45100 310 

-8804120123 Conl.rms 871104 lelcon ro agreemeni to sot up meetnq n order 10 pro 
vide NRC w/inlo about salety allegations al planiMoeiing scheduled lor 071 1 12. 
REHM.T A Ofc of the Executive C/iioctor for Opotal.ons 07/11/09 GAROE.0 P. Gov- 
ornmont Accountabrlity P(O|0Cl. 5pp. 45100 320 45100 324. 

8804120189 FOIA roquosi tor records to ba ava.leble al POR re saloly ailogalions con- 
cern no fac'Wy. 

0AY.8 Austin. TX 88/02/10 GRlMSlEY.DH O.v.slon ol Rules & Records (Post 
870413) 2pp 45101 030-45101 031 

8604120203 Partial losponse lo FOIA request lor documents. Forwards App B docu- 
monls 10 allegations al facil-ty.Apps A & B dacumenls avai'able in POR.App C docu- 
ments compwely withheld (rol FCjIA Exemption 5) 

GRlMSlEY.DH Division ol Rules S Rocoids (Post 870413) 86/04/0? OAY.B 
Austin. TX. 6pp 46101 032-45101:053 

-0604120211 Ach roceipi ol 071204 Hr to J Calvo re allegations at laciliiy NRC intends 
that Initial review at GAP WJI include exam of aJ parts of recy/lenl Wes that NRC 
deems nocessaiv. 

REHM.T A Ole ol the Executive Director lot Operations 07/12/08. QAflOE.B.P Gov- 
ornmor'l Accounlab-lily Pro|0Ct. 2pp 45101. 030-45101. 053. 

BB04120235 Appeals denial ol 880201 Hr to re’eese documents described In App 
B. Response requested within 20 working days 

CONNOR L Ooc-Sea>ch Associates 88/02/11. GRIMSLEV.D.H Oiv.sion ol Rules 8 
Records (Post 070413) ip 45100.284.45100 284 

880412024S Responds lo 880211 appeal lo Gnmsioy 860201 dooial ol 
OocuiTwnls.ForwBrds App A. ''Chronological liSlir>g of Slgntlicani Events" but App B 
still being withheld (rel FOIA Exomption 5). 

SlELLOiv Ole ol mo Bxoculiva Dirociof lor Operations 08/04/07 CONNOR.L Ooc- 
Search Associates. 3pp. 45103.265 45100:299. 


-8507030700 Forwards program assossmonl of regional Insp activilies over past 
yi.A.'isessmonl allompis to mosh both quaniiletivo & &ub|ec1ive info. Requests leod- 
hack re Improvomenl of process. 

PARTLOW.JG. Oiv of Inspocbon Proorams.lE (850212-870413) 85/06/26 

DENiSE.RP. OANGART.RL Region 4. Ole ol the Direclor 4pp. 46029.004- 
45029 007. 

8804070117 FOIA request lor ropi did 670001 re attogatlons about Incideni al plant on 
86 1 23 1 concorning ordering of plant matiager back Into plan! allot drinking al now yis 
eve party. 

MA)0«ELL.Q Coamoa Broadcasting Corp 00/03/07. NRC • No Ooiailed AKillalion 
Givan 2pp. 45043 286-45043 287 

8804070123 Final rosponso to FOIA request. Records teoueslod under FOIA 87-612 8 
this request sbll being wllhhold duo to ongoing Invesdganon. 

GRlMSlEY.D H. Division ol Rules & Records (Post 670413). 88/03/29 MAXWELl.B 
Cosmos BfoadcasWog Corp. Ip. 45043 238-45043:289. 

8804080135 FOIA roquosi lor all records re nucloar accldoni in 1057 at Windscale plant 
in England Plant since renamed Sellafleld. 

GOIOMAN.P A Public Citizen Litigation Group. 88/03/08 BERNTHAI.F M. Commis- 
sioners Ip. 46078; 166-45078: 166 

8804080137 Final response to FOIA requesLApp A documeni end & available In PDFt. 
GRlMSlEY.DH Olv1.sion ol Rules & Records (Post 870413). 88/04/04. 
GOLDMAN.P A. Public OUien Dligalion Group. 2pp 46078. 167-45078; 170 

-8804080138 Responds to 760330 ronuesl lot into re lites al Windscale S Hinkley Point 
on 571010 & 660721. rospectively Plies at Windscale not modified S reeiertad due (o 
lad thai new Caider Halt reactors producing Pu. 

CAMPBELLJ J. Uniied Kingdom. 6ovl. of. 76/04/02. LAFlEUfl.J.O. Office of Inlema- 
lional Programs. Director (Pre 8704 13). 2pp. 46078: 169-45078; 170. 

8804110257 FOIA request for 0 Bockman employment dales as NRC resldenl inspector 
at plant. 

21ATOS.B Pittsburgh Press Pm8burgh.PA 88/04/11, NRC - No Dotalled AltiHallon 
Given. Ip. 46078:171 -45078;171. 

8804110274 Final response lo FOIA requesi Fonwards App A documeni Documeni par- 
Ually wlfbheid (ref FOIA Exomption 3).Beckwan was resident inspector al laciliiy (tom 
late 1970 until 1982 

GRIMSLEY.O.H. Division of Rules 8 Records (Post 870413) 80/04/05 2LATOS.B. 
Pllisburgb Press Pillsburgh.PA. 3pp 45078; 172-45078; 176. 

-8804110293 Patllally deleted compufer prinloul Of OA Beckman sve record as of 
880325 

• NRC • No Detailed Affiliation Given. 88/04/05. Ip 45078;! 75-45078; 1 76. 


-B8Q41202B6 Package ol chronological Ksilng ol signilicani events 
• NRC • No Deiaiiod AlliMabon Qlvon 88/04/07 Opp 45100 288 46100:299 

8004120467 Appeals damal of FOlA request lot documents described in App B ol FOIA 
Hequosls 87-783 & 67-658 Meeting w/Ofc of Arfmm S OJe of General Counsel lo dis- 
cuss merits ol appeal requested. 

CONNOR L Doc-Search Associates 80/02/11 GRIMSLEY.DH NRC • No Dotai'ed 
Alliliaiion Given 2pp 45101096 45101 097 

6804120472 Final response lo 880211 appeal re denial of documenis idonlHiod on App 
B ol FOIA Responses 87-703 & 87 058 NRC Inilial doterm naiion denying mails 8f- 
filmed (rol FOIA Exemption 5). 

CHILK.S J. Ollicb ol the Socreiaiy Ol the Commission 60/04/04. CONNOR.L. Ooc- 
Search Assoclaios. Ip. 45f01'098-45i0l:f 10. 


8804130116 FOlA roquosi lot all documents ro Itiroais NRC Intel igarKo Assessmeni 
Toam &/OI Into Assossmonl Team consi-Jered aga'nst I’.ucloar lacii.l-es in Stales ol 
OH & Ml 

MAXWF.ll.B. Cosmos Broadcasting Corp. 88/01/04, Freodom ol Inlormaiiott 8 Priva- 
cy Acts Branch 2pp 45102. 029-45102.030. 


88041301 18 Parbal rosponso to FOIA roquosi lor documents Forwards documenis lisiod 
in App A Documenis also ava-laWe In PDR App 0 document withheld (rot FOIA Ex- 
emption 5). 

GfliMSELY.O.H Div.sion ol Rules 6 Records (Post 870413). 88/04/05. JORDAN.8 
Instilulo ol Nucloar Power Operations. 4pp 45f02.050-45l02.t0l. 


-8603100052 Forwards proposed fev to memorandum of ogroemonl (MOA) between 
INPO 8 NRC & appa lo Ibat agreemeni Allechmont l provides summary of ma;o' 
change App 4. "Coordinalion Plan lor Inddenl Invosiigalion Aciwilios" is new app 
CONWAY,W F. Instilulo of Nuclear Power Oporallons 87/07/23. TAYLOR.J.M Ole ol 
ihe Executive Director lot Operallons. I8pp. 45102;075-45102 101. 


-8804130146 Informs of process ol developing gu-delnes lor code of conduct or key 
oporaling principles lot qpetalots Complelo set ol gude’ines will bo distributed al 
8/ 1 T05 1 06 conference Commenis requested by 87fOI2 

PATE.Z.T. Instilute ol Nuclear Power Oporallons 87/09/04 STELLO.V. Ole ol me Ex- 
ecutive Otrector lof Operallons. 10pp. 45102.054-45)02.063 

-880413058 Ack receipt of 87090-1 iir ro development ol codes & elhlcs & opotaimg 
principles for nuclear power plant Operators. Concept of operator development & own- 
ership ol any code ol ethics endorsed. 

STELLO.V Ole of the Executive Director lor Operations 07/10/07. PATE.Z T. Insll 
lute of Nuclear Power Operations, tp. 45102.064-45102:004, 


6804120002 Final response to FQIA request tor documenla No addi records located. 
GRIMSLEY.D H. Division ol Rules & Records (Post 870413). 80/04/05 CONNOR.L 
Do<>Seatch Assoclaias. Ip. 46089:057-46089;05B. 


-8804130161 forwards dralt paper for discussion re use of psrlormance indicators 
PATE.Z. InsStola of Nuclear Power Operations. 87/04/07. STELLO.V. NRC ■ No De- 
tailed Alfillatian Given. 3pp. 45102.065-45102 067 


8804120084 FOIA request lor documents & Info generated re listed items, including 
^fety Sigruncance -Assessment Team insp & review of all^sttons 
CONOlT.R.E- Government Accountabilily project- 88/03/01- GBIMSLEY.D. Division ol 
Rules & Records (Post 870413). 2pp. 45 100:301 -45 100 302 


-8804130167 Forwards App 5 to coordmatton p'an tor NBC/INPO use ol psrlotmanco 
Indicators.per 8704 1 3 discusston- 

PATE.Z.T. Inslituto of Nuclear Power Operations. 87/04/14. STELLO.V. Ole of ihe Ex- 
ecuilve Director lor Opsraitons. 4pp. 45 102.066-4 5 102-07 1- 



-0804130173 Forwards 6/1230 l(f lo TNPO <neinhers inform ng of epp'ication gjdOTines 
on chook valves rccanily developed by EPRI Gu.ilelnes leccmrondecl lo address 
SOER a6-3. ■'Check Vaivo Fadufo or Ueyradadon" 

CONWAY.WF institule of N'uctoar Power Operations 07/12/30 STELLO.V Ole cl 
the Exocuirve Oiroctar lor Operations 3pp. 45102 072-45102 074. 

6804I30I2S Partial response to FOIA request Icr documertts re info Assessmoni Team 
notification & a'logoci valve tarrtpeiir^g App A documents available m PUR Forwards 
AppB docu mortis App 8 floctimonis also ava-iab’e <rt POR 
GRIMSLF.Y.0 H Oiviston ol Rules S Records (Post 870413) 88/04/04 MAXWE1.L.G 
Cosmos Broadcasting Corp, 3pp 4S102 031-46 102 040 

-8804130141 Karrdwritidn note re Info Assessmoni Team rotilication ot 070413 leicon 
trom individual Fred troin plant on 870220 tor saboJaoo/iampenng w/satetv- related 
valve indrviduai denied allegation. 

MCPEEK.G NRC • No Detailed Aflil ation Given 8//04/14 PARTLOW.J . GRiMES.B . 
EHICKSON.B, NRC - Mo Detailed Ail lialion Given 2pp 45 to? 034 -45102 035 

-8804 130 15 1 PWO-lH-67-IOl on 070720. licenses recoiroJ bomb Ihroal //om ca’ier 
arigiy because place ot residence lost power during storm Secunty personnel noiferl 
& search procedures implemented No bomb discovered 

CREED.J . AXEISONW Region 3. Ole ol the Director 07/07/27 ip 45102 036- 
45102 035 

-8804130154 Forwards J Davidson Q710I5 memo lorwardiog FOi communication in- 
forming NRC that FBI would nol investigate alledgod valve tampering incident Utii & 
a'loger have not settled labor gnevence. 

WEIL.C H. Region 3. Ole ol the Director 87/10/23 PAWIIK.E.T Region 3. Otc of the 
Director ip 45102:037-45102 037 

-6804130165 Forwards FIJI communicaiion lo be dssem’naicd only to NRC orrployeos 
w/need to hnowW/o FBI comrr-unicaiion. Records of 850610.0926.1212.870404 S 
0929 lolcor^s & Region III repis ol 660610.870316 & 0329 evanis end 
OAVIOSON.J Ollice of Nuclear Material Saloly 8 Salegua'ds. Director. 57/ to/ 15 
HAYES.B Office of Investigatons. CREED JR Region 3, Ole ot the Director, lipp 
45102:038 45102046 

8804130137 FOlA request (or docunienis re correspondence between NRC & INPO 
from87010l-8B0131 

JOnDAN.R. Institule ol Nuclear Power Operations 68/02/04. NRC - No Ooialed Af- 
t nation Given, ip 46102:040-45102 049 

8304130212 Partial response to FOiA request lor documonis Forwards App N docu- 
ments re CRGR meetings App N documents ava lable in POR App 0 documents wiih- 
heid in enlrely (ref FOIA Exempiion 5). 

GRiMSLtY.O.H Dwsion ot Rules & Records (Post 670413) B8/04/05 WEISS.E R 
Harmon & Weiss. 4pp 45 102; 102-4 5 102 337 

-8405160276 Advises that NUHEG-oeOi. ‘Evaluaton Criteria lor Detailed Control 
Room Design Reviews," will be issued in final lotrn. incorporating public co-mmenis & 
consist eni w/roqntremcnlol NUREG 0737.Suppl 1. 

DENTON.H R. Office ol Nuclear Reactor Regulalon. Director (pre-85tl25} 84/04/25 
OIRCKS.WJ Olcot tho Executive Director lor Operations 2pp. 45102 129-45102 135 

"6408060355 Advises that proposed NUREG-030I. "Fval-jation Criteria lor Detailed 
Control Room Design Reviews,*' should bu issuer! as app to Chapter 18 to SRP,irt 
continuing w/pol.cy of nol using NUREG tepis lopromu'galo reguiaiory cuitfance 
OIRCKS.WJ Ole ol tho Execoiivo Oirocior lor Opeietions B4/07/12. DENTON.H R. 
Ollice ol Nuclear Reactor Regulation. Director (pre-8Stl25) ip 45102.127- 
45t02 127. 

-6802108002 Lists concerns on GOC 4 (sackage (or distribution lo CRGR members 
during CRGR Meoling 34 06A conlammonl temp & pressure as function ol break size 
should be reviewed. J Scmlo comments to J Snic/ok end 

flOSS.O.F. ettico of Nuclear R^uiaiory Research. Director (Pro 860720). 86/01/27. 
SCHWINK.W. Commitlee lo nevicw Gonoric Requirements. 54pp. 45102 283- 
45102 337 

-8603120377 Requests addi info to continue CRGR raviow ol NUREG-0313, Rev 2 re 
SWfl pipe cracking 8 tong term rosofulion Reguiaiory analysis ol proposed resolution/ 
inoplemonlaliori should be available lor review by commitlee W Oirclrs 640712 memo 
end. 

SNiEZEK.J.H. Regtonal Operations & Generic Requirements. EDO (Pre 870413). 66/ 
03/05. OENTON,H.R Otiice ol Nuclear Reactor Regulation Director (651125- 
870411) Ip. 45102:128 45102:126. 

"8603120387 Comments on pubHcal-on ot NUREG 0801. 'Evaluation Criteria for 
CX^RDB." per end recipient 840425 memo Meet-no should be held to discuss NUREG 
& relationship to industry Nuclear Ubi Task Action com mltloo documents 
OIRCKS.WJ Otc ot the Executive Director for Opeiat-ons 84/06/07 RENTON.HR 
Office ot Nuclear Reactor Regulation. D-teclor (pre85li25). ip 45102 128- 
45102:128 

—8609170458 Summary ol CRGR Maoting 91 on 660723 re proposed revs to 
I0CFR50.46 (E(XS rule). App K 8 related draft reg gu-de. Attendees l.st & supporting 
documentation end. 

SNIEZEK.J.H, Comm-nee to Review Generic Requlren'.enls. 86/09/09. STELLO.V 
Ole of ihe Executive Oireclot lor Operations 90pp. 45102 1 77 45102 262. 

-8809180240 Fomards st/mmarv re proposed oerterfe Irr to SWR ticenseos tfansntiWng 
technical findings related lo MSlV leakage £ MSIV leakage control sys Review re res- 
olution ol Generic issue C-8 scheduled lor CfIGR Meeting 96 on 860917. 

TAVLOfl.M A. Regional Operations 8 Generic Requirements, EDO (Pre 670413). 88/ 
09/12. BERNEBO.R M. Olffee of Nuclear Reactor Rogu'al'on Director (851125- 
8704 It) 1 6pp 45 1 02. 1 40-45 102 1 76 

—8804130224 Forwards proposed draft testimony on backfil to be given W chairman at 
871014 hearing ol House Subcommillee on General Oversight & 
Investigation.Committee on Interior & insular /Vf lairs 

JOBOAN.B.t. Office lor Analysts & Evaluation of Operational Data. Director, 87/10/ 
05, REHM.T.A. Otc of the Executive Director (or Operations tp 45102:108- 
45102:106. 

-8604130239 Tqslimony of LW Zech to House ol Hepiesentalivcs. Subcommittee on 
General Oversight 8 Inv'estigalions.CamnvIltee on Interior 8 insular Affairs re backfil. 
ZECH.L.W. Commissioners 87/10/09. lIpp 45102:109-45102119 


-8604130248 Forwards summary A issue identification lor CRGR Mnoting 84 on 
660122 re proposed broad-scope rule lo motfily GOC 4 of iOCFR50. 

CONRAN.X Regional Oporations 8 Generic Requromonls. EDO (Pro 870413) 86/01/ 
17. BERNEBO.R Office of Nuclear Reactor Rogulailon. Director (851125-870411) 
JORDAN .E. Div ol Emergency Preparodnoss 8 Eng-neenixg Rosponse.iE(850212. 
870413) CUNNiNGllAM.R Office ol Nuclear Material Safoiy & Satoguards.Diiocior 
6pp 45102:120-45102:125 

~BS04i30259 Forwards summary S issue IdenWicsttort for CRGR Meeimg 93 on 
861018 re proposed deferred plant policy. 

POtK,P.j Regional Operations 8 uenonc Requifomenis. EDO (Pro 8704 13). 86/10/ 
Ol BeRNERO.fi M Division of Boiling Water Reactor (BWR) Licensing (851125 
870411) STAROSTECKI.H Oiv of Emergency Proparedness 8 Eng-ncoring 
nesponse,IE(85021 2 870413) CUNNINGHAM.K E Division ot Fuel Cycio & Material 
Sataly (Pro 870413) 4pp 45102 136 45102 139 

6804140209 FOIA requesi for listed Commission papers 8 NRC responses lo SE(^Y-87- 
186 did 870726 & SECY B 7-1 e6A did 871005 

ASHBAUGh.CE, Nuclear Theo'v fi Tnchnologios 88/02/15, NBC - No Doisilod A/tili- 
ation Given ip 45150 022-45150 022 

8604140222 Final response lo FOIA request.Forwards App A document. App Q & C doc- 
uments partially & complolely withhold.respectively (roi FOIA Exompiion 5] App A & 
portions ot App B documents available In POR Requester will be billed staled amount 
CRlMRLEY.oif Division ot Rules 8 Records (Post 870413) 88/04/08 

ASHBAUGtf.C.E Nuclear Theory 8 Technologies 5pp 45150 023 45150 069, 

-8804140229 Advisos lliat Cornmission approved Option 3(b} which would allow Issu- 
ance ot Interim licenses for d.slribuilon ol irradiated gomstonias.por IOCFR32 I t.w/ov- 
ceplion liom porlion which piohib-ls application ol products to- human boings. 

BATES.A L, Ollice ol the Secrelary ol tho Commission. 87/1 1/24. STELLO.V. Otc of 
the Executive Director lor Operations 2pp 45150.028-45150. 029. 

-8604140238 Partially withheld ntomo (orwarding.lor sIgnaluio.Commisslon info paper 
describing NRC plans lo stop distribution of radioactive goms In US Isauo involves re- 
search reactor licensees & loreign reactors 

THOMPSON.H L, Olllco ol Nuclear Material Safety & Safeguards.Oircclor 87/07/22 
STELLO.V. Ofc of tho Executive Oirocior for Operalions. ip. 45I50.030-45IS0 030. 

-8804140243 Partially withhold Cummisston paper informing ol NRC plans to halt dislrl- 
bution ot radioacilvo goms from domestic & foreign reactors lo unlicensed poisons m 
US Ofc ol Genoral Counsel has no legal ob[ection. 

STELLO.V. Ofc ol Ihe Executive Dlioctor for Oporations. 87/07/28 8pp 45150 031- 
45150 038 

-8804160339 SECY-&7-ie6A Partially withhold paper recommending position NHC 
should lako re distnbution of radioactive goms Irradiated in reactors to unlicensed per- 
sons 

STELLO.V. Otc ol the Execuirvo Director for Operations. 07/10/05. 3fpp 45150 039- 
45150.069 

8804140340 FOIA request lor correspondence between NRC 8 Ouquosno Light Co ro 
NR(< inquiry into B0 1224 memo by B Oupia lo C McCullough concerning work dono 
by Schnetder.lnc at plant. 

BRELIS.M. Pittsburgh Press Pittsburgh.PA. 88/03/26. Office ol Administration & Ro- 
sources Management, Director (Post 870413). Ip. 45118:047-451 18 047. 

8804140342 Final response to FOiA request for documents App A documeni forwarded 
8 available In POR. 

GRIUSlEY.O H. Division ol Rules 8 Records (Post 8704 13) 8B/O4/0B. DEARIE.KA 
Microtorm. Inc 2pp. 451 18.084-45118.087. 

8804140345 Final response to FOIA request Enel app document available In POR 
GRiMSLEY.DH Division of Rules & Records (Post 870413) 8J/04/t1 BRELIS.M 
Pittsburgh Press Pittsburgh.PA. 2pp. 461 18 046 451 16:055. 

8604140354 FOIA request lor all records including prepaialoty malls & contemporane- 
ous notes & info submitted by util re 880114 meeting Involving NRC & util concerning 
facility 

8ELAIR.R n Kirkpatrick 8 Lockhart BELAIR.R R. SuHolk County. NY. 68/01/27. NRC 
• No Detailed Alliliatlon Given 2pp 45104:155-45104 156. 

8804140365 Partial response to FOIA request App A documeni available in POR App B 
document completely withheld (ref FOiA Exemption 5) 

QRIMSLEY.D H Division of Rules 8 Records (Post 870413). 88/04/08. BELAIfi.fl R. 
Kirkpatrick & Lockhart BEUIR.R.R Suffolk County. NY. 4pp. 45 1 04; 167-45 104,160. 

8804140424 FOIA request for abstract ol bids tor Solicitation Number RS-AHM-0e-169 
(bid opening dale 870824). 

OEAFIie.K a Microform, fnc. 88/03/31. DEMARCO, O Division of Contracts (Post 
870413). tp. 451 18.083-451 18:083 

8804140460 FOIA request for all concurrence slieeis.dralts.revs. annotated copies 8 
addI documents re SECY-62-414 as well as Commission Request COMjA-82'6,con- 
talnocllnSECY-e2-4l4 

WEISSMAN.S California. State ol. 88/02/08. GRIMSLEY.DH Division of Rules 8 
Records (Post 870413). tp. 45130.149 46130:149. 

8804 140483 FOIA request lor documents re U mining & miiling site in Jaduguda,lndia 
KEUER.C.L Fund lor Peace (National Securify Archive) 88/02/05. ROSfNSON.L L 
Freedom ol Information 8 Privacy Acts Branch 3pp. 45130;103-46!30;I05. 

8804140482 Partial response to FOIA request for documents.App A document totally 
withheld (ref FOIA Exemption 5). 

GRIMSLEY.DH Division of Rules & Records (Post 870413). 88/04/08 
W£ISSMAN,S. Calilornis, Stale of, 3pp. 45I30.160-46130;162. 

8804140463 FOIA requesi lor documents re Indian nuclear reactors, Madras I 8 
ll.Narora 1 8i II & Kakrapar I & II. 

KELLER.C.L. Fund for Peace (Naffonef Securify ArcftfveJ. 88/02/04. ROSfNSON.L L 
Freedom ol Informaffon 8 Privacy Acts Branch. 9pp, 46130 140"45I30:I42. 

6804140469 FOIA requesi tor documshts re Indian nuclear power plants, Tarapur I & II 
& Rafasthan 1 8 II. 

KELLEH.C.L. Fond (or Peace (National Security Archive). 88/02/03. ROBINSON.L.L 
Freedom ol Information & Privacy Acta Branch. 3pp, 45130(-1 37-45130! 199. 


NONDOCKETED ITEMS 227 


e804i4Q4?6 H'OIA to' dccumenis ru in'jian r.uCloar fi.ei lab’icaiioii fac Mios Iccaicd in 
llydurabad & Iromtiay 

KELICR CL Fund lof Foaco (National Sncimiy Atctiwo) BO/02/10 ROOlNSON.L L 
t ecodom ol inlofmalion & Privacy Acts UiancP 3pp 45t30 l34 45t30 t3f> 

8804140481 FC'A toquosi (Of ofdof amend ng 8/0810 order iinposi'ig Civil m.onetary 
penalty ro Ca O/ 028 conrerrvng Ftad-alion Slonl-zars.lnc. License 04- t‘j644 01. Docket 
30 19025 

ALOneCHI.K Food If rad alien Dcsportse EAfl7 028 08/03/20 CARn.J NRD . No 
Ooia led AHilial'Ori Givon i (» -i 5 1 30 093 -4 5 1 30 093 

8804)40483 FOiA request (cf docon'-onts ro Ind-an heavy lArate; produti-o'i 

(ac.'iiifs.Nangal.Baioda.Tiii'Cof-'i.Ta’chor.Koia.Thai Vaishoi & Manuguru 

kELI ED.C I Fun:) lof Poaco (Nal o'Wl Seru'.ly A/ch vO) Dft/OP/09 RODlNSON.l L 

Freedom ol Inloffnaiion S Pr.vaCy Acts Branch 3pp 45130 131-451.30 133 

6S04I40492 FOIA rcqjost lor dOCi.nion1S ro U pufil.ca1.ori laciMy locaied in 
HyxJf’fabad.Jndra 

KFl.Lb'n CL Fund lo-' Poaco (National Security Archive] 80/02/00 H091NS0N.L L 
Free.dom of tnlonriaiioo & Privacy Acts Sranch. 3pp 45130 t?8 45130 130 

8 Q04 140496 Final fuspoiiso to FOIA requosi (or orr.'Of amoiuhny 8/0318 order i-'nposirig 
CIV.' mcnotary ponaiiy S as woli as listing ol into in POD totders FOia- 66 330 & FOlA 
07.709 unitor Hurley & Oovic tospoclive'y App A documonls m FDR & oncl. 
GFtlMS'.EY.DH Div.3'0n ol Rulos & nccoidS (Post 0/0413) 88/04/00 AUORECHT.K 
Food tiiadiaiion Response 2pp 45130 094-45130 099 

-8602090430 Foiwatds oido* amond'r.q 870810 order imposng Civil ircnetary ponalty 
in am.Quoi ot $5,000 Violations G & F rocogni/od as soparato vioiat-ons w/o cvi- 
ponatiypor rocipinni 87 1223 Ur & NRC ro ovaiuation 

TAYl on..! M Deputy Cvocutivo Dirottoi tor Hog onal Operations. EDO (Post 870413) 
EA O/ 028 00/02/08 CHIM.A Railiai.oo Slonii/ors. Inc Ip 45130 036 45130 009 

-8802090446 Cider aruondTg 870018 order imposing evil mcneiary penally Violations 
F & H remjilod & 1^00800 oriloioil to pay 55.C0!> c>v)l ponalty wthin 30 days 
TAYLOn.J M Oopoly Fvecutivo O.ioctof lor Rcgionol Operahons. EDO (Post 070413) 
fA e7 028 80/02/00 3pp 45130 097..15 130 099, 

8804 140500 FOIA luquost lot ilocurr.enfa lo Irrr.'ian 11 /epiocessing 

tacliiics.Tiombay.Tarapur.Kaipakkam 

KEILEH.C L Fr/na for Peace iNalrertal Soconly A/cfivo) 00/02/11 nosi.VSO.M.L I 
Fiecdcm ol Inlcrmaiion R Privacy Acts Brarch 3pp 45i30 125-45130 12/ 

8804140512 FOIA request tor documents ro Indian research roaclois 

Aspaia.Ciios.2crIina,Purn'iti3,Purii ma II 6 Chruva (loirnaWy R-5) located to Tfomtray S 
FBTR rosearch rnactcr locator) in Katpakhem 

KELLEfl.CL Fund for Poaco (National Soconty Arch'Ve) 00/02/12 ROB'NSOM.t L 
Freodem ot Inlormat-on S Privacy Acts Broncti 3pp 45i30 122-45130 124 

6B0414QS22 FOIA foquost tor docunionts to Pakistan: U couvcia-on taci-ity & U m eing 
Site 8 m.-lis oporaiing in Oera Oha/i Khan Irom 1970 to present Ccpynghied matt onci 
KCLLER.CL Fund ici Poaco (National SocufilV Archivo) 00/03/02. RCBINSO.N.L L 
Fieedoni ol Inloimai on S Pi.vacy Acts Branch 4p|) 45130 1 14-45130 1 17 

8B04 140529 rOiA requosi lor documents re Pakistani heavy wale.* faCil4-o& n k/uiian R 
Karachi Irom 1970 lo proseni Copyrighted mail oncl. 

KEILER.CL Fund lor Peace (National Security Archive) 60/03/04 ROUINSCN.L l. 
FiooiJom ol inlormation fi Privacy Acts Branch 4pp 45130 1 10-45130 121 

8604140532 FOIA /cnueai lor oocurTio.nl3 ro KANUPP cucioa; power reader icicateti m 
Karaclii.Paklstan & PAAR rosoarch roaclor located m HQwo'p ndi.Pakistan irom iB65 
to prosent Copy/ighted malt oncl 

KELLF.R.C.L Fuiid for Poaco (National Security Arcivvo) 83/03/00. ROBINSCN.L L 
FtooOom of Information & Privacy Acis 0/ancfi. 1pp. 45130 1 10-45130 1 13 

8304140535 FOiA reguosi lo' documenis ro PaMslar’i Ir/ol labricahon laciity located ui 
Chashma/Kundian Irom 1970 to presoni Copyrighted mall end 
KELCER.CL Fund lor Peace (National Socuniy Arcluvo) 88/03/0/ ROOMSON.iL 
Ffoodom ot Inlormal.on & Privacy Acls Branch. 4pp. 45130.106 45130 109 

8B04 140538 Responds lo FOIA request for documents re nuclear faciiitios :n India & 
Pakisian Roquosi doos not loasonabfy describe records souglil & fa/s to inoel thresri- 
old requirementB ot 5 (JSC 552(a)(3) 

GHIMSlEY.OH D.vision ol Rules & Records (Post 870413). 08/04/07 KELLER.C 
Fund lor Peace (National Socuniy Archivo). 3pp 45130.100 45130 102 

8804(60332 P.'irtinl responso to FQIA roquosl <or documents Forwards App B 
documents App A & 0 documonts also available in POK 

GRiMSLEY.oil D.vision ol Ru'os R Records (Post 870413) B8/04/0Q CONNOR.L 
Ooc-Search Associates. 4pp 45149 330 45149 351 

-'8804180262 Comanchn Poak Response Team Action Plan iioni VII a 6. "Ex.t Inter- 
views. '■ Related into oncl 

BUSH.J W . HASSEL.J L. TU Eioclnc (tormeily Texas Uli'iuos Generating Co) 65/06/ 
21 0pp 45)49 334-45149 351. 

8804150433 Final roaponse lo FOIA roquesi tor documenlg No add) records located 
GHIMSlEY.OM D.vislon ot Rules & Records (Post 870413) 88/04/11 CCNNOR.L 
Ooc-Saarch Associates Ip. 45133.I70-45133;17) 

8804180158 FOIA roquesi for all cottospondenca hotwoon NRC 8. F Undomann bo- 
Iweon Sept 1687 S Feb 1988 ro application lor amend to License 40-109G2 02 & aM 
correspondence between NRC 8 JO Yale for same lime interval 
LANDhETH.K Memorial Hosp ol Sheridan County, Sheridan. WY (toimerly Memorial 
Hosp of Shor 08702/(0 CAtN.C Region 4, Ofc of (ho Oueclor tp 45i49il7- 
45149:117 

8804180160 Final response to FQiA requosl Forwards App A itocurnems 
GRiMSLEy.DH (5ivls!on ol Rules & Records (Post 8704 i3J. 89/04/12 
LANORETH.K. tvlemoiial Hosp of Shendan Crsunly. Sheridan, V/Y (lofmeriy Momoiiai 
Hosp of Shei. 4pp. 45149 1 18-45140:163. 

-8804180166 Application lor amend lo License 49-tO962 02.edd.ng FA Maithows & K 
Landroth.Tia'nlnp R expeiionco form, piec^lor stoiemont & related info end 
YALG.J-O Momoiiai Hosp ol Shotidan County. Shendan. WY (formerly Memorial 
Hosp ol Sher. 17360 B7/09/04. CAIN.C Region 4. Ole ol iho Director. 6op 
45149 122 45149:138 


-8804180188 Requests ado' 'hlo & cemmenis on 37C9J4 applcai-cn fur amend (o l i- 
cense 49-10382 02 Maitho-ws coit'caiion sullic.eni 10 ajlFcruo use ol moUs lor Ihet- 
apy hu! nol diayr’esi'C purposes Hespooso wiihin 30 days reqjesico 
CAIN.C L Region 4. QIC Ol the Otecio* 461648 87/03/16 YALE.JO Momcria' 
Hosp Ot Shriridan Counly. Shendan. WY (loimerlv Memorial Hosp- of Shcr ip 
45149 130-15149 139 

-0804180200 'o/ovns lhal approval Cannol be given for K lactfrolh app'icalcn Icr use 
Cl mocical by p-oduci mail.l andro'.h nol noan] co;l-'-ud or o igib'o in rariology.io best 
of airtfiOf knowfedgo 

LINCEMANN.F C Nofihe'n Wyomng Diaqnosic Radoiogy. Inc. Shsi.dan. WY. 87/ 
09.'27 f.'AlW.C L Region 4. Ok Ct die D.raclor Ip -f5»4<» 140 45149 MO 

■8804180205 FowardS rospense to requosl lor add" nio recessary lor nclusion ol 
Mailhows & Landfoih .n license W Ison & Wenzel vu'l o»cb“'lb inlo ro landrelh to re 
cipienl oic 

YALE.JO M.enioi-ai Hosp ol Shendan Cojnly. Shondan. WY (lo'ir.eily Memcnal 
Hosp ol Sher 461648 87/10/02 CAIN.C Region 4. Ole c* Iho Di'oclor Ip 
45149 141 45149 141 


-8804180209 Oiscosses c'icical radro.sofcpo Uairjn^j of FA Maftftews from 650701- 
710/01 PrecepICf slaiemont cr.cl 

HCOK VVF ORflC.’n c. Bismarck. NO 4C16-f« 87/10/15 CAIN.Ct Rogis.n -i. Ofc of 
Iho Dvectoi 2pp 45149 142-45149 143 

-0804160223 Rospor.d9 10 870916 ieq-.esl 10 JO Ya'.e Icr amonO o' preccpior jialu 
ment to clearly spocity iiUT-bers 01 ho-jis Cl supervised work experience & scporviseri 
c'ir.ical experience FA Maithows 070927 llr to Yale & Landrolh 871002 Ur to Yale 
end. 

LiNOEMANN.F C M.e.-nofiai Hosp ol Shendan Cou-.iy. Shonaa'v WY ((ormeriy Memo- 
rial Hosp ol She'. 87/09/25 CAIN.C L Region 4. CIc ct the Difcclor. 7pp. 
45149 144 45149 150 

-8804180230 Informs of ass-jraricu ihaf LinJomann is racial on safely officer. I indem.ann 
n’r^oi.f'.g w/aity tor advice re remaining as & iiabiMy tor pos4 on as tail aiion saleiy 
ollicor Laoc'roiCi w.‘( ccopciaio w/rad at-cn safely piogram 

YAiE.jO Memona' Hosp of Shc'ulen County. Shotidan. WY (lOrmcly M.emorial 
Hosp ot Sher 461648 87/11/23 CAiN.C Aegicn 4. Olc Ol d.e Oiecioi ip 
45149 151 45149 151 

-8804180251 Roqtifisls any add) sni of rcgulahoos.sids or nJos ihai doel spociiically w/ 
o!c ot radaUon saloly oil cot as appl caWe lo rcspcnsib; U-os ol acino' & 
supervisees K LeniJrofh practeo of n .dc.i- rr,cdicno studios w/o Uense d-scus$cd 
LINOEMANN.F C Norihctn Wyomng Dagn.oShc Rad-ology. Inc. Sheridan. V/Y 87/ 
12/05 CAiN.CL Re.jon 1. Olc of ko D rector 2pp 45M9 152 45149 )53 

-8B04IB0264 Supplemental app/cai-cn lor amend to Liconso 49 10362-02. add.ng Mai- 
ihews R Land'olh lot Ucih ihoiapy & «l agnost c (uocodutos Memo ol agtoomenl be- 
tween hosp & I ndemarn re conim-jaiion as ladiaiion sa'eiy ol' ccr oncl. 

YALE J.O Me-moiial Hosp of Shendan County. Sh.oiid8n. WY (lorcnerly Memo'ial 
Hosp ol Sher 401648 07/12/16 CA'N C Region 4. Olc ol the DitcclOf 2pp 
45149 154 45149 155 

-8804 180278 Discusses polen'-al violation ol NRC rego’aUons to authenzod users by 
parly in quosiion Sccioly ol Nuclear Mod-emo recomm.endat.ons to crcdeniia'ing & do- 
Snealicn discussed 

LINOEMANN.F C Nodhein Wyo-ung 0 agnostic Hadio'ogy. inc. Sher dan. WY 00/ 
Ol /to CAIN.CL Rogon 4. Ofc of ttie OieclOf ?pp -15145 156-45149 157 

• 6004180289 Responds lo 070927.1205 8 0801 10 Itfs expiossing douhls lo qua'il-ca 
lions ol K Lar'dieih lssuap-co ol amond lo L'conso 49-10902 02 w.ihin 10 Cays of Ur 
dale iiiiof'.rted.doo to pfov do juSlilicaiion lo' don'ai ol appl'caton 
FiSHER.Wl Region 4. Ofc ol Iho Ouoctci 06f0l/26 UINOEMANN F C Noiihein 
Wyemmg Oiagnost C Had ology. Inc . Shoiidon. WY 3pp 45149 150 45149 160 

-8B04180293 Ack recopl ol 880 1 26 Ur & quoiod ret fo 10CFR35 25 Inual ralsmg 01 
quOSLon by NRC quesi.enod 

LINOEMANNFC Nonhom Wyom.ir.g Diacnostc Badidogy. Inc, Shendai' WY 88/ 
01/31 FiSHEH.WL Reocn4. Ofc oiiho Dimcioi ip 451 <59 161-45140 16 1 

-8804180295 Forwards Amend 4 lo License 49 10902 02 V//o oncl 
CA'.N.CL Hog-cin 4, Olc of iho Drecior BU/02/09 YALE.JO Memorial Hosp el 
Shendan Counly. Shondan. WY (loimeily Mem-onal Hosp ol Sher 2pp 45140 162- 
45149 163 

0804180191 F.nal rosponso lo FOIA requosl for documenis No 85b-"Cy records Sub) 10 
request located „ .. 

GHIMSLEY.OH Oiv.s.on of Rules & Roto'ds (Fosi 670-tl3J 66/0-1/12 BOcEY.K 
Public Ciiizen s Cfit-cai Mass Energy Pro|cct. ip 45192 2 10 45192.210. 

6004180206 FQIA request lor i sled documonis incud ng.ali cohcuiienco shools drafts & 
levs ol SECY 61.636.SECY U1-636A & H Denicn 011119 Ilf 

WEISSMAN.S Californ-a. StalO Of 00/02/00 GRIMSLEY.DH Dv-son ol Ru'es & 
Records (Post 870413) 2pp 45149 354 -45149 355 

8804180207 Partial lesponso to FOIA lequosl App A documoois toiacy wahhold (lol 
FOlA Exemption bj.Oocumenis sub) lo Category F of requastpoi 080405 lelcon bo- 
tween N Brown & Ho'mos 

GRIMSLF.YDH Divison ol Rules & Records (Post 8704(3). 66/04/12 
WGiSSMAN.S Ca'ifo-nia. Siaio ot 3pp 45149 356 45149 359 

8604 1603 1 1 FO-'A requesi for record Of number of FO'A & Privacy Acl (PA) reoubsts 
received by NRC each yr.vol of records processed by NRC 8 numbof ot FO'A cases 
in lit gaiiort on each of yr which f»RC is dolenrian). 

fEnSTEHWALD.B Aifiiiauon Not Assigned 68/03/21 ROBINSON.L NRC • No Do 
fa led Atf haiion Given 3pp. 45150 006-45)50 DOS. 

8804180337 FOIA request lof info on educai-onal iGvOfs ol persons holding pos-t ons of 
reactor oporaio' S sen.of reaclor operator lor each & every commercial nuclear gen 
Qialihg laci'ily. 

BOLEy.k. Pubi c Citizen's Critical Mass Energy ProiCCl 87/12/1 1 GRIMSLEY.D O.vi- 
sion 01 Rules & Records (Post 870413) 2pp- 45150002-45160 003. 



8a04t8034e ne&ponds lo FOIA request lof 13 calogo/ies ol records from I9b7 to 
present re NHC process ng ol FOIA & Privacy Act request NO records 6ub| to Calogo- 
ry 8 ol roqtest Forwards record hsied on app. 

GRIWSLEV.OH Freedom ol inlormaliort 8 Privacy Acts Branch. 68/04/06. 
FENSTERWAIOB , LESAn,JH.. FIT2GI8QON.A L Ar(.l3fon Not Assigned 3pp 
45150009 43160 021. 

-8804160453 Records o1 Statist cs on number of days to process FOIA requests (1978- 
I084.19fl8-1987) 

• NRC • f/O Uela lod AKiHation G;ver». 88/04/08 lOpp 46150 012-45150 021 


8804100367 First partial response lo FOIA request lot documents App A 
docuir-ent.corrsisting ol SEGY-87-101 avai’aOle l.i POfl. 

GRiMS'-EV.O.tt Division ot Ru’es & Rocorrts (Post 870413) 88/04/13. BOlEY.K 
Public Cit-zen ' 5 Cniical Mass Energy Project 2pp. 45150 004-45150 005. 
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progress as measurod by key indCalors of nuclear plant porformance. 

PATE.Z.T. Institute ol Nuclear Power Opeiailona 87/03/19. 2ECH.L.W. Oommissior 
ers Ip. 45166.074-45166 074. 

-8804190228 Advises that NRC should foliatn Itom ttacWng & avoid using periotmarK 
Indicators that industry & INPO utilize. 

PATe.2.T. Institute Of Nuclear Power Operations 87/05/14 2EOH,L W Commlssior 
ers 2pp 45166 075 45168:076 

-8804190244 Submits followup lo 870514 «r for NRC consideration NRC initiatwa i 
area where INPO had laKen aggressive action, has potential to cause utils to bo los 
receptive & loss aggressive In responding to future INPO Inltiaiivos. 

PATt 2.T Instituie ol Nuclear Power Operations 87/05/21. 2EC11.L.W Commlssior 
ers Ip 45166 077-46I66 077 


88041B0364 FOIA roquesl lor documents re ropi by NRC Old ol Invostigations on at 
loged mall false siaiemants by uti mgi at laciiity.did 671 1 10. 

WcNSKE.P. Kansas City S'ar/Kansas City Times. Kansas C-ly, MO 88/03/24. 
GRIMSIEY.O. Oivis on of flulos & Records (Post 870413) Ip 45150 070-45160 070 

8804160389 Final response to FOIA request tor documents Releasable portions ot 
tocords idonlified cn App A available lr> LPDRs m tile loader FOiA-87-800 undei name 
ttavs & POR. Portions ol App A documents withho’d (rot FOIA Exemptions 8 S 7) 
ORIMSLEY.DH Oivis-oii of Rules & Records (Post 870413) 88/04/13 WENSKE.P 
Kansas City Slar/Kansas City Times. Kansas Ciiy. MO 3pp 45150 071 -45 150:073. 

8604190030 Final response to FOIA request Hocoids i-s App F complololy withhold (rot 
FOIA Exemption 5) 

OniMStEY.DH Uiicsion ot Rules A Records (Post 870413) 88/04/13 

HQUHAuS.C J Hoittiaus. C J 3pp. 451 56 308 45 156 311 


-8804190255 Forwards excerpted version ol M Carr remaiks from committeo on safol 
of nuclear installations conference In Orlando.FL on Apr 22.INPO would tike to publus 
remarks in Jul issue ol Nuclear Protessionat 

CONWAY.W.F. Insiilule ot Nuclear Power Operations 87/06/03. CARH.K.M. Commis 
SionetS. Ip. 46l66:078-45 168:078. 

-8804190260 Nolilies that 1987 CEO Conlerence will be held In Allama.GA on 871 tot 
06 under theme "Evaluating Progress *' Registration malts will be sent In Sept 
PATB,2.T. Insllluto of Nuclear Power Operatlona. 87/06/16. ROBEHTS.T.M Commi; 
sioners ip. 45166 079 45166:079. 

-8804190263 Notifies that 1967 CEO Conferervce wilt be held In Atlanla.GA on 67110' 
06,under theme "Evaluation Progress." Registration malls will be sent In SopI 
PATE.Z T Institute ol Nuclear Power Operations 87/06/15 CARR.K M. Commiss'or 
era Ip 45186.080-45166.080 


8804190039 FOIA reqoesl lor documents on NRC/IDCOR meeting on 870910 re Indi- 
vidual plant evaluation liPE) program & all records m NRC poissossion re lP£s 
SHOILY.SC. MHB Technical Associates 87/10/15 GRlMSLEY.DH Division ol 
Rules a Records (Post 870413) 2pp 45158 3i2-45t56 313 

8884190040 FOIA roquosi lor contract between Northeast Uiii 8 Bums Inti Socunly 
from Doc 1984 lo present W/any rovs or mods 

BATTELSDORFEh Aftiiiaiion Not Assigned B8/03/24 NHC - No DoiaHert AllikaVion 
G.von Ip 45158 263 45158 263 

8804190050 Final response to FOIA request for documents on NRC/IDCOR meeting on 
B/0910 re indiv>dual plant evaluation Forwards documents listed In App B.Apps A 8 B 
documents available in POR. App C documents lota'iy wilhheld (ref FOIA Exemption 
•'>) 

GRlMSLEY.DH. Division Ol Rules & Records (Post 870413). 88/04/13. SHOLlY.SC 
MttB Tnchrilcal Associates tipp 45156 314 45166 262 

-8609190081 Forwards preliminary review of IDCOR 860502 draft, "Individual Plant 
Exam Metliods (IPEM).^' IPEM lias potential lo be ellcciivo allornatlve for individual 
plant oxems Areas needing addi into ot mods listed. 

SPEIS.TP Division ol Saiety Review & Oversight (851125 670411). 86/09/09 
BUHL.A Industry Degraded Coro Rulemaking Program. 41pp. 45158 197-45158.237 

-8703310385 Forwards NRA posil'on paper re Issue ol direct coniammenl handling.per 
roso'uiion oi tOCOn/NRC lochn'cal Issues. Position paper re essential equipment pei- 
lormanco wit bo lorwardod when available. 

SPF.lS.TP Division of Saloiy Review & Oveisight (651125 870411). 87/03/1 1 .- 
0UHL.A International Technology Corp. 6pp 45158 236-45168 262. 

-8804190060 Forwards rosponso to NRC comments on individual plant evaluation 
melhodolr^.per 660009 request Revised version ol methodology will bo provid-ed by 
middle ol Dec. 

BUHL.A R Industry Oograded Core Rulemaking Piograrn. BUHL.AR International 
Technology Corp. 86/12/10. SPIFS.T.S. Division of Safely Review & Oversight 
(851125-670411) 48pp 46156.325 451 57:010 

“8804190069 Fonivnrde response to BNL comrnents on lOCOR model ol Mark I con- 
lainmonl response to direct contact w/molten core debris. 

DUtlL.AR. Industry Degraded Core Rulemaking Program. BUHL,A.R International 
Technology Corp 87/0//09. 9ECKJOHD.E S Office of Nuclear Regulatory Research. 
Director (Post 860720). 8pp. 45167 01 1-45157 018. 

-8804190077 Forwards revs to lOCOR Individual plant evaluation PWR sys 
methodology PWR sys mathodoiogy considered to be Unal w/ iniegraiion of revs. 
BUHL.AR industry Degraded Core Rulemaking Program BUHL.A R International 
Tectinology Corp. 87/03/09. SPEIS.T.P. Division of Safely Review & Oversight 
(861125-870411) 496pp 45157 019-45158:198 

SB041900S3 Final response to- FOIA request No documents responsive to request locat- 
ed 

GRIMSLEY.D.H. Division ot Rules & Records (Post 870413) 88/04/13. RATTFLS- 
DORFER Aitilialion Not Assigned Ip 45156 264-45158 264 

8804100084 Appea's denial ol FOIA requesi for documents. Meaimg w/Oiv ol Rules and 
Records and Otc of General Oiunsel requested 

CONNOR.L Ooc Search Associates 88/02/11. GRIMSLEY.D.H. NRC - No Detailed 
Alfi'laiion Gtven, Ip 45165:274-45165:274. 


8004190078 Responds lo appeal re denial ol FOIA request lor documents Forwards 
partially wilhhe'd Documents C-3 & C-7 (ref FOIA Exemption 5).Other documents with- 
held (ref FOIA Exemption 5). 

CHILK.S J. Ollice of the Secretary ol the Commission. 83/04/13 CONNOR.L- Ooc- 
Searctl Associates. 2pp. 45165'275 45165 288 


-860419011S Partially wilhheld agenda lor 680130 senior manager team meeting to dis- 
cuss Intimidatton and harassment Issues 8 Ofc ol Inspector A Auditor llr 
foliowupPartially withheld revised agenda for TVA senior mqt team meeting also ancl. 
• NRC • No Doiailad Afitliolion Given. 80/01/30. NRC - No Detailed Affiliation Given 
2pp 45165:277-45165:286. 

8804190191 Final response to FOIA request for documenis.including ZT Pale 870319 llr 
lo L Zech.F-orwards documents listed in App C.App C documents being placed to 
POR App 0 documonis wilhheld (rel FOIA Exemption 5). 

GRIMSLEY.O.H. Orvisfon of Rules 8 Records (Post B 704 13). 88/04/14. J0R0AN,B. 
Inside NRC. (McGraw-Hill Publicalion). 4pp. 45l66:069.45l&8;0e9. 


—8804190276 Forwards registration malls lor 1087 CEO conlerence In Atlanla.GA o 
871 105 OS.undor theme 'Evaluating Progress " Preliminary agenda also oncl- 
PATE.Z.t. Insiilulo ol Nuclear Power Operations. 87/09/18 CARR.K. Comrnlssloner! 
3pp. 45166 061-45166 083. 

-8804190283 Forwards proceedings from 871104 06 1987 CEO Conlerence. "Evalua 
ina Progress ** h\ Atlanla.GA. 

PATE.^T. Institute ol Nuclear Power Operallons. 88/01/08. ROBERTS.T.M. Commi! 
sioners. ip. 4516S;084-45166:089. 

8804190231 FOIA request lor documents ro ACRS subcommiltea meetings on 7602lf 
10 re plant 

STEWART.M.E. Pacilic Gas & Electrlo Co 88/02/22. NRC ■ No Detailed AlhHatio 
Grvon 2pp. 45165:151-45165:216. 

8804190240 Final response lo 860211 appeal re denial ot FOIA requesi K 
dOcumants.Oalermines that Document B-2 should be released Oocumer 
end. Document 8-1 remeins withhold In entirety (rel FOIA Exemption 7). 

CHILK.S.J. Ofiico of tho Secretary ol the Commission. 86/04/13. CONNOR.L Dor 
Search Associates. Ip. 45166:062-46166.086. 

-8804190256 Forwards request tor investigalion by Ofc ot Investigations per 66100 
commitment to inform Commission ol referrals lor invesligallon of senior level ui 
mgt.W/o end. 

STELLO.V. Ofc of the Executive Director lor Operations 87/01/14. ZECH. ROBERT; 
ASSELSTINE Commissioners. Ip. 46166.063-45168:060 

8804190242 Responds lo FOIA request lor documents re ACRS meolinq o 
ptant Forwards tjJ Skovholt 750324 memo to F Schroeder concerning plant pre-ACR 
SER suppIs.Charges for search, review & reproduction provided. 

GRIMSLEY.D.H. Division ol Rules & Records (Post 870413) 88/04/1- 

STEWART,M e. Pactlic Gas & Eteclric Co Ip. 45165:217-45165 230. 

-8804200153 Forwards list ol plant open items resulting from ACRS subcommittc 
750218 & 19 meetings & list oi actions requested from review branches lor used 
preparing SER suppl prior to next ACRS meeting 

SKOVHOLT.OJ Division ol Reactor Licensing (NRR-1975 only). 76/03/2 
SCHROEDEfl.F Division of Technical Review (NBR-1975 only) I3pp 45165:211 
46186:230. 

8804200473 Partial response to FOIA request re lire proteclion Forwards App 
documents App D & E documents available In FOR App F document completely will 
hold (rel FOIA Exemption 6). 

GRIMSLEY.D.H Oivbion of Rules & Records (Post 870413). 68/04/14 JONES.C I 
AlllliaOon Not Assigned. Spp. 46206:037-45207:042. 

—8411130333 Forwards rovs lo App R questions & answers posed by Industry & drs 
memo re comparison of lire proteclion roquiremenis (or operating reactors & nee 
term OLs. 

ROSA.F. Fire Protection Review Group 84/10/30 VOLLMER.R.H. Fire Prolectk 
Review Group. 67pp. 45206:087-46206:153. 

-8805140262 Forwards Generic Llr 86-10 re Implemeniaiion ol lire proiectK 
requiremenis.to clarify & assist w/final resolutions of issue3.NRR divs responsiblo 1- 
le-raview ot scheduling & Identification of problems 

ElSENHUT.O O Office ol Nuclear Reactor Regulation, Director (851125-8704111. G 
86- to 86/04/25 OtBce of Nuclear (factor Regulation. Director (651 126-87041 1 ). t 
4520B:183-46208-239 

-8804200401 Forwards IE enlorcemeni guidance memo providing guidance on enforc 
meni action for violations of tire prolection requirements. 

MLfflLEY.T.E. Region 1. Ole of fhe Oireclor. EOM-86-04. 86/08/26. Region 1. Otc 
the Director. 3lpp. 45206:247-45207:042. 

-8804200497 Forwards outline of topics discussed during NRC Fire Protection Poll 
Steering Committee 841002 meeting re fire protection licensing & insp Issues 
MILLEff.W.H.. MADDEN,P.M., WISEMAN.Q.R, Region 2. Olo of the Director. B4/li 
18. Region 2, Olo of lha Director. 9pp. 46206:078-45206:086. 

—8804200528 Summarizes ditterences whl^ .ekial between lire protection requiremer 
apollad lo noar-lerrn OL S operating roaetforq. Wr NUREQ-0B00,SRP 9.6.1. 
CONLONJ.E. Fire Proteotfon Re^aW 84/11/07. P08A,F. Fire Proiectii 

Review Group. 16pp. 45206:1 54-48206:1 Wr 
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~8B04200567 Forwards cortimenls or> nov 2 lo Temporary Insiruclion 2515/62 fa ;f»sp 
ot sale shuidown.emetgericy I ghiinn 8 oil coMechon at a'l rxucioar power p'ants 
OLSHINSKI.J A Heg-on 2. Ole ol ino Director 85/01/ to GHACE.J N Oiv o1 Coa'ity 
Assurance.Salcguards & Inspoct-on Programs.lE (030103 850212). 4op 45206 170 
45208 173 

~880420057S Provides status ol Hoylon II sale sltutdowrr insp program. 

GflACE J.N Rog on 2. Ofc ol the Dirocior 85/05/ 13 TAYlOR.J M Ole ol Inspect-on 
& Entorcomonl. D rector (820201 0704 13) 2pp 45206 174 45208 175 

-8804200579 Adv.3ds that Fire ProioctiOn S!ncr.r.g Committee has rccomit'ended that 
each reg.on mako one lOCFflSO.App H-type insp lo* each tacJiiy to assess status of 
comp'iance w/ tOCFRSO 48 Program listed 

CONLON.T E Roglor* 2. Olc ol the Director. 84/1 1/06 ilfc'BOT.An Regioa 2. Ole ol 
tho Oifcclor 3pp 45206 1 76'45206 t 7fl 

—8004200581 Forwards revised enloicomerti guidance re t re protoclion roqu romenls 
iQf comment by 860421. 

VOLtMEK.nn Olc Ol fnspoction & Enlorcoment. 0.recioi (82020 t-8704t3) GI.-65- 
01 86/04/17 MURLEY.T E Region 1. Olc ol the Director GRACE.J M Regon 2. Olc 
ol Iho Director KEPPLER.J M Region 3. Olc ol iho Oirodor. 4pp 45206 170 
4520C 182. 

-8804200569 Forwards comments on Insp Procoduro 64100 re post-sa<o stiutdown 
■nsp procedore.por 861001 rogues! Enel commenta shoolcl be Incorporaied nto lrr»0l 
procoduro 

GlOSON A F Rogon 2. Olc ol Ifto Oireclor 88/10/29. PARTlOW.JG. Div ol Itrspec- 
tionPtograms.lE (850212 670413), 7pp. 45206 240-45206 240 

8804210020 FOlA request lor documonts did or received alter 060630 that 
comprise. rater or relaie lo any bWs cr proposals lor provtsron cl reporh-ig svcs marSo 
liy or on behalf of.ot contracts torwardnd to Acme or Vtontago Reposing 
8lR0.ee Peppof. Ham iton & StieoU 07/00/06 NRC • No Oeiarled All I ahon Gvon 
2pp 45109 227-45199 228 

8804210025 Pertiat response lo FOlA request lor documents Forwards App 0 
docvmonls App 0 Or>cur7)onis also available ir> POR App C dofoments wilhheY) (rot 
FOlA Exomphon 4) 

GRiMSLEy.Dh Division ol Ru'es & Records (Post 870413) 88/84/04. BlRO.CC 
Pepper. Xamilion & Sheoiz. 6pp. 4S189:229-45200:2?6 

-8804210031 Hoquosi lor Procurement Action ASB-67 342."ASLOO Stenographic Re- 
porting Svcs ■■ Supporting documonlation onci 

COrTEn.O P. Atomic Safely and Licensing Board Panel. FIN Q 0184 87/03/1? 32pp 
45199 235 45199 266 

-86042 1006S Forwards minutes for Son>or Contract Review Board Mealing 120 on 
870519 re approval ol FIN 0-8183. ' Stenographic Reporting Coniraci " Supporllng 
documontailon end 

TAYLOR.J M NRC - No Oota.led Allilial'On Given FIN 0 8183 87/05/26 
MCOONALD.W.G. Olheo ol Administration & nosotirces Managoment. D rector (Post 
870413) JOROAN.E Ollico for Analyses & Evaluation ot Operational Data. Oireclor 
NOHRY.PG Deputy Director for Admlnisireilon (Post 070413) 26pp 45109 267- 
45199:292. 

-8804210076 Forwards paper describing slonographic rcport.ng svcs lor NRC head 
quarter olcs .except Commissioners ofcs.iot Chairman Zoch approval W/o 
end Handwritten note end. 

MCOONALD.W G Oflico Ql Admin'si ration & Rosourcos Managomonl, Director (Post 
870413) 87/06/00 STELLO.V Ofc of tho Exocutivo Oireclor for Oporaiions 2pp 
45199:203-45109:294 

—6804210089 Forwards OAO decisions ro Soiicitaiion RS-ASB 87-342 re noniosponsi- 
venoss of bfd m whfch borid expfres short of required acceptance period 
KENRY.R K Oickstein. Shapiro & Morin 07/07/(6 FLEENOR.C Divis'on of Con- 
tracts (Post 870413) 33pp, 45 (00 295-45 1 93 327. 

-8804210091 Protests decrglon to rnehe award lo Ann R.loy S Associates. Ltd or Hem 
age Reporting Corp.Hiloy bid nonresponslve becauso ol reliance upon dofeciwe bid 
bond wnicb expiree short of mandatory bW acceptance period Reiatod fn?o enci 
HENRY.R.K, OicKstoln. Shapiro & Morin. B7/07/20. HAGAN.T. O.vision o1 Contracts 
(Posl 070413) 4pp, 45109 320 45199 331 

-8804210124 Roouosts Aoe Federal 070716 Or i corresponding ocvmonigiion.niley 
bid guanranieo & any other correspondence ro protest o< subsequent rosponsns to 
protest Supporting documoniailon A 070724 & 27 FAXs end, 

BENSON.T.A, Heritage Reporting Corp. 67/07/22 HAGAN.T. Division ot Coniracis 
(Post 0704)3) 10pp. 45)99 332-45)99 349. 

—8804210143 Forwards Heritage bid submiilod in response to NRC Solicitation RS- 
ASB-87.342 inadvertooily omitted Irom 870724 info loiworded w/prolosl from ACE 
Federal Roporleis Relalod info encl.W/o bid 

FLEENOR.C NRC - No Detailed Attiliallon Given 87/07/27 ROSE.S NRC - No Oe- 
lailod AlliHatlon Given 3RP. 4S199 350 45199:352. 

-8804210155 Forwards Memorandum of Law addressing protest against Ann Riley & 
Assoc, Ltd. Protest w/o merit. Handwritten notes end. 

GALLO.J Isham. Lincoln & Beale 87/07/30 HAGAN.T. Division ol Contracts (Post 
8/0413) 82pp 46199 353-45200.073 

-8804210169 Noiilies that bid ‘Soli citation RS-AS8-B7-342.NRC Headquarters Steno- 
graphic Reporting Svcs (Excluding In-Town Requirements of Commissioner Olcs)" 
(bund to be nonresponslve due lo oefectivo bid guaraniee. 

HAGAN.T F. Division ot Contracts (Post 870413). 87/08/10 RILEY.A Ann Riley & As- 
sociates Ip 45200.074-45200 074 

-6804210164 Notilies that on 67a8t0.NRC found bid submitted by Ann flifoy 8 
Assoc, Ltd to be nonresponslve due to delecllve bid quaiantoe.Sub) protest moot. 
HAGAN.T.F. Oivistoo Of Coptracts (Post 070413). 87/08/10. BENSON.T.A Kenlage 
Reporting Corp. Ip. 45200.075-45200.076. 

-6804210204 Nohlies thai Contract NRC-21-8S-40I expires on 670814, Pending protest 
under SohciCatron RS-ASB-07-342 company offers to extend performance under 
present coniraci through 87t004.neialed info end. 

MEHOLICK.J J. Aca-FedSf&i Reportare. Inc. NflC-2 1 -85-401. 87/08/10. FtEeNOR.C. 
Division 01 Contracts (Post 870413). 24pp. 46200.076 45200 099. 


-6S04210234 Inlorms !r.ai m eve.'ii that GSBCA rules to suspend periormanco under 
ccniract NRC<2l-07-342 on 070021. Heritage Report no Ccrp p:opa-od to cont-njo 
parlQrn>ar.ce under soio source ccniract or purchase oroer.Work orders onci 
BENSON.TA H e Mage Roporting Corp NRC-2t-87-342 87/06/18 FLEENOR.C Divi- 
sion ol Coniracis (Post 6704 1 3) t4pp. 45200.100-45201) 1 13 

-8604210244 ProlustS any ccnsiCcrolion ol Ace-Federal Reporters bid re solCita'iQn ol 
award of Contract NRC 21b7-342. Suppcrtirm documantalion end 
BENSON.TA Heritage Rep ortir.g Corp NRCTat -87-342 87/00/20 HAGAN.T F. Oivi 
Sion ol Ccnlracts (Post 870413) 1 13pp 45200 1 1 4 45200 226 

8004210030 FOiA loquosl frir docurronls re criT.lnal records Ol reactor opciatcrs 8 
scnicr Toacior opo'aiors currently employed ai each 8 every corrrrorcial nucloar 
□owe.' genaraiing lac'iiiy. 

BOlEi^K Pub'.c Ciwen’s Critical Mass Energy Prolect. 87/l2rn. GfllMSLtY.D 0 v.- 
3'onot Rules 8 Reco ds (Post 870413) 2pp 45102 2t t-45i92 2i2 

8804210351 Final response lo FOlA leguosi lor documents to plant Fo-wards App D 
documonis Appe 8 D documenis nval'eble m PDR 

GHIMSLEY.O D.vis>on ol Bu'os A Records (Post 870413) 88/04/ IB. CONNCR.L 
Doc-Soa'Ch Assoc laios 4pp 45192 204.45192 209 

—6804210355 Page Irom dialt repi on plant SAFETEAM activity 8 Olc ol Invest gatons 
review. 

* NRC - No Onla.led Alhlietion G.von 80/04/10 tp 45192 206 45102 209 

8804220149 Partial response to FOlA requosl for documents Addi docome.nis subj lo 
request processed iiiider pre-viously li'ed requasl.POlA-80-l07 W/o rot most recent 
partial response to request under FOiA 80-107. 

GRiMSLEY.O Division ol Rules & Records (Post 670413) 89/04/19 CONDiT.R 
Govorninonl Accouniab-lity Pro,ect Ip. 45200 280 45200 202 

B80422O16S FOlA request for ouislanding items list lo' restart ol Pigiim Nucioar Power 
Slat on In Plyrr-oulh.MA 

GOlOEN.W B Massachusetts. Commonwealth oJ 88/02/1 1 flogiun i. Otc ot tho U. 
rccior Ip 45201:160-45201 160 

8604220169 F nal rosponso 10 FQiA request tor oj islanding items list ol open NRC Insp 
■toms for restart ot P-lgrim nuc'oar power Slot on Forwards App A Uocumoni App A 
document also available in PDR. 

GRiMSLEY.O. O.vis.onol Ruies & Rncords (Post 870413) 60/04/19 GOLOEN.WB 
Massachusetts. Commonwoailh ot 2pp. 45201.161 45201.169. 

—6604250069 "Outsianding tiems List " 

* NRC - No Oolailed Alt I at.on Given 80/03/02 7pp -'.6201,163 45201 169 

8 8 04250088 Rospoeds lo FOlA request tor mfo re scores of reactor otioralors 8 sen or 
reactor opoiaiors Forwards toqua'ilicaiion exam summary so-jrca sheets Istod in end 
app w/personal privacy mfo deleted. 

GRIMSLEY.DH D.vision ol Ro'os 8 Records (Post 8704 13) 88/04/19 BOlEY.K 
Public Citizen's Crii.cal Mass Energy Pro|ocl ?pp. 452 1 3 093-45213 095. 

-8804260167 Package of NRC adrrioisteied roqoaHicat.on exam resells summary 

* NHC No Detailed Aflitlatlon Owen 87/07/20 SOpp 45213 007-45213 095 

6604250313 FOlA request lor documents ro dumping ol chore cal wastes & other toxic 
mall In dumping areas on or abutting property owned by Boston Ed son in towns ol 
Plymouth A KIngs'on.MA. 

NICKERSON.J M Alfiliabon Not Assigned 88/02/04 ROBiNSON.L L NRC ■ No Oo 
lailod AHi'-lalion G:ven 1p 45213:163 452l3: 188 

6804250340 Roquosts 10 toscopa FOlA Request 60-84 re mail Hmilod diiocHy lo p'ani. 
NICKERSON.J Afli'iaten No! Ass gnod 60/02/29 ROBINSON.L 1. NHC - No Oo- 
laiioil AliiKatlon G'von tp 45210:169 45213 169 

6804250359 Final responso to FOlA request for records re Boston Edison App A docu- 
ments located m PDR. 

GRIMSLEY.DH CiviSlon of Ru'.es & Records (Post 070413) 80/04/10 

NICKERSON.J. AfliliatiOn Not Assigned 2pp. 452l3:f00-452f3 191 

8804260011 Pait:ai rosponso to FO!A request for documonts Forwords App O 8 £ 
documonts Apf) 0 & E documents also evoi'abto In PDR App F documents wilhne'd 
(rot FOlA Exemption 5). 

GRIMSLEY.DH Division ot Rules 8 Records (Post 870413) 66/04/18 DAY.B 
Austin. TX 9pp 45232 276-45a33;049 

-8804260037 Rosponds lo 670011 Ur lequosling NRC to make avai'ab'e for deposition 
V Slel'o.n Marth.O Hayos 8 S Connolly ro anloicnmonl ol 6 Gante subpoena Reiecis 
request & informs of 370814 US petition to anforco subpoena Peailan end. 
PARLER.WC Olf ce of ihe General Counsel. 07/08/19 CONDIT.R E GovornmenI 
Accountoblf.fy P/oioct. 44 pp. 46232 287-45233 043 

—8604260120 Clarifies Stalarnenis made lo J Pierobon re GAP e'tegaflona m tfouston 
Chronicle ropi on safely Issues about faclily. M-sundersianding cou'd have been 
avoided if Garde had returned 871214 caff 

INGBA)y1.F Public Allairs 67/12/14 Public Aflaira 2pp 45233:044-46233 047. 

•-8604260I25 Discusses nolico ol appeal filed on behalf of NRC r^n 871224 ro Garde 
subpoena informs iliat GAP staff 4 attogers invotved skopLcal of NRC moirves ^ 
goals but hope NRC poiltlcs wn'il not affect thorough review ol aTogailons 
KENNEOV.J. Govemmont Accouniabflify ProjScf 88/01/12 SRiGQS.lV.H. SoWOf. 
2pp 45233 048 45233 049. 

8S04260069 Final response to FOlA request lor documcnis App Y documents end & 
avaifebfe tn PDR & LPOR-Apo Z docu.'nonis jpartiaBy withhold (rel FOlA Exrsmplions 6 
& 7). App AA documents totally withheld (rel FOlA Exemptiens 7). 

GRtMSfey.O. Otvisfon of notes & Records (PosI 870413) 80704/19 QAROE.O P. 
Governmoni Accoun lability Prolact. 5pp 46232: l35'46232:t 72. 

-6804260108 Partially deleted momo re 840120 ailogahon of drug use at planiWrilor 
rscofved Iclephono call siali/»g (haf two f/tdii/iduals bragged about shooting op w/hero- 
ino In “Blue Room" at piant 

SHACKLETON.O C. Regfort 5. Ofo ol ihe Ofrocfor. 0470 1/20. Region 6. Olc ol Ifte 
OirectOf. 3pp. 46232:142-46232:144. 


“880 4 2 so 133 Pan a ly cloiB’ed flopi o1 lnqu ty 05-83 Oi 8 to al cgalion oi lais ' cat on oi 
weld fig Oiiams by ifonwcrhcts fiCP* Ftosno Or.on Furlt'Ct itivostgaiiD i 
unwafrat>ied.bascd on (a lute lo ccnliim mat aiar.d-irt weldot tcok tests Ro'alcd it>lo 
pnci 

POWfREJ SHACK LETON.OC Reqion 5. Ole cl |ne OfCCtOt 83/12/15 26pp 
45232 145-45232 172 

8804260188 Appeals denial ol FOIA request lot docuT.onls in App O 'nio wilhhe'd con- 
ss!s ol niciagcncy 8 iniinagcncy recotds that ate eot avaiiah'o ibrojgh oiscovoiy 
djfhg .•i* ca'iun 

ElAL’MAlfl , Governtneni AccOJOlabsMy Piojcct 88/01/05. STEtLO.V Ofc ol the E«- 
eculive Orecio' io' Opetalicns. Ip. 45232 I01-45232 181 

8804260224 Responds to appeal re denal ol FO'A request lor documents ro SEfl 
(NJHEG 0675).Soppl 21 concern nq opera! on ol p'ant Forwards Docutaeois I.3.4.5 
S 6 ol erkcl app Docotfrenl 2 withheld |rol FO'A Enornphon 7) 

STELIO.V. Ole cl tf-o tKoculive Oi'eciot lo* Operat.ons 60/04/19 DAUMAN.I Gew 
etrment Ac-couniatJity Project 2pp 45232.1 62- 45232:260 

-880426041? Lisl cl predecisional or sensitive aiiegoho'is. ncluorg passng 
cofitrsUand.a'iti nuclear den’onsIraiion.OA/GC arcgatiO''s.guard qual l.cahon.OA in- 
spector concerns S weldor qua'ilicaiien 

• NFIC • No Detailed Allliation G;ven 88/04/19 ip 45232 184 45232 260 

8804230143 FO'A request tor documents re OA insp acirv ! es & any suppo'ting cianli- 
cation & docunionlai.cn ol rankings ftenn 1902 lo pieso.st.ho placed n POn. 

CONNOR L Ooc-Seaxh Associates 67/12/23 Division ol Rjles 8 Records (Post 
870413) ip 45266 083 45266:063 

8804280153 Parl ai rosponso lo FOIA roquosi lo' docutnonts Records rotated lo reqjest 
idGnlTied in div response lo tec.peni for FOiA 87 666 & FOIA 88 042 6 avai'ob'e lot 
review n PDR 

GRIMSLCY.D OiviS'On ol Rules & Records (Post 070413) 68/04/21 CONNOR.L 
Doc- Search Associates Ip 46266064 45266064. 

8804260154 Final rosporso lo FOIA request Compuio: prntcul Itom 766 sys i© nen- 
compAance cilcd ;n reac’or insp lOpls issued in CY67 ciicl W/o cr.cl. 

CniMSLEV.DH OviSion ol Rjles A Records (Post 870413) 06/04/25 GRABER.L 
NUSCorp. Ip 45276 213 45276 214 

0804280169 FOIA request lo.' Iis'.ng ol noncomp'ianco cited m reactor msp repts Issued 
in CY87.Somple prntool enci 

GRASEH L NUS Corp. CO-LlS-80-247 60/03/24 Olv.sion Ol Rules & Records (Post 
870413) 200 45276:21 2-45276:21? 

8004280167 FOIA tequesi for dociimonls ro stated Ke/r McGee propeity 
YQuHG.PW Hurd.*,!. Bowles. Radnus & Bubony, Lid 83/04/12 NHC No Oeta iod 
All.lialion Given Ip 45322 184.45322 164 

0804280179 Responds lo FCIA request for docorne^ls ro slaled Kerr McGee 
properry.Voriiminoiis f.lool related mlo avaiab'o m PDR. 

GnfMSlEY.OH Dw.s.onol Rules 8 Records |Post 870413) 88/04/19 YOUNG.PW 
Burdin. Rowlos. fladnus & Roberry. Ltd 2pp. 45322 185 45322 186 

8884280203 FOIA lequesi lor .nfo re deairi ol ^ Arohad al laciMy. 

LYKINS.ro Bryan. Lykins. Hcjlmaoek & Wulr. 83/01/25 GRiMSLEY.O Oiv.sonol 
Rules & Records (Post 870413) 2pp. 45276 245 45276 246. 

66042&020B First pa'ial rosponso lo FOIA request lor documenls re laci'ity Forwards 
App 0 documeriiApp A & 6 docuTionis a'so ava table in POR. 

GR-MSIEY.OH Divis'on ol Rules & Reco'ds (Post 870413) 88/03/30 LYKINS.fl U 
Bryan. Lykins. HO|!inane'K & Wulz 3pp 45276:247.45276:251. 

-8S04280216 ‘ Evoni Fol’owup RopI 87-150 " 

FIELOS.N NRC • No Oeiailed All.iia* on Given B7/i 1/1 1 2pp 45276 250 45276 251 

8604280240 Final FOIA response lo request lor documonis te HFP HS RES 83 025 For- 
wards App A nonproprieiary document 

GRIMSLEY.O OiwSion oJ Rules & Records {Post 8704 13) 88/04/21 LENZ.B Wash 
iwjlon Management Group. Iro. 2pp 45275:1 17-45276'275. 

-8804280248 Nonpropriolary ’'Siruciutal Integrity ol LWR Bojndary Compononis il." 
technical proposal Into delaied. 

* Maionals Engiaaenng Assoc-atos. inc. RS-RES 83-'025 83/09/30. I7bpp 

45275; 119-452/5 275 

8604280278 FOIA roquesi lor dacuinonis re hstod licenses. 

AtBR£CHT.K Food Irradiation Response 87/01/2/ ROOINSON.L L Division ol 
Rules a Records (Pre 870413) Ip. 45265091 45265 091 

6804280287 Final responso to FOIA reriuosi lor documcnis. Forwards App A 
documents Documeni partially vviihheld (rot FOIA EKomption 6) App A documents 
svaiinb's in POR. 

GRIMSLEY.O K Oivis on of Ru'os & Records (PosI 870413) 63/04/20 ALBRECHT.K 
Food Irradiation Rosponso. 2pp 45265:092.45265:095 

“6108260077 Uiscussos lE insp ol license 46 C6377 01 on 810722 & lo/wards not es 
□I violation 

BOOK.H.E. Rad-o'ogicat Salety Or.Oiv Ol Tcchi’ical Inspociion.HS 81/08/21 
SPINELILJ Commorco. OepI ol, National Ocean c A Atmospheric Admimslrat-on 
2pp. 45265096-45265 099. 

-8108280083 Notice ol violation Itom insp on 840722 Moncompiiance noted, tequued 
documents nolpos’ed a wrong caulon sionposlod. 

PANG,JF. Radioloy cat Salely Br.Onr of Technical Inspoci on.n5. 81/08/21 2pp. 
45265:093-45265 099 

-8109180254 Ack receipt ol 810903 Ur Inloiminq NRC ol steps taken to cortecl viola- 
tions noted in IE insp ol Lrconso 46-06377.01. 

BOOK.H F. Radiolog cal Ssluty Br.Oiv ol Technical Inspeciion.Rb. 01/09/14 
SPINELLI.J Commerce. Oept ol ip 45265.100-45265 ICO. 

-8804280299 Ack receipt ol 720428 Ur re release ol C-14 incidental lo use of mall in 
uCi amounls lor primary produciivity sludiss at sea FR pubFcaiion amending IOCFn20 
encf.W/o end. 

BRINKMAN.R E. Atomic Energy Commiss on, Oitecioraie ol Licensing. 72/05/30. 
LAf)RANCe,J Commerce. DepI ol. Ip 45266 004-45265 094. 


-auUs/UOJIS hcrwarus JU oay lupi »o llll•u■■l anutiruu ujr 

Dept ol Corrmerce u'.doi Licotise /-f, 06377 0\ Bepi raises genetic 
quest ons. ncluding buildup oi in; i.m m 'abs \V/o lepi 

BOOK ME Region 5. Olc ol the D'-'cetor 76/01/22 ROY.GW Olt ol Inspcciion & 
Ento'cemcni. Ole ol it'o Ouccloi ip 45265 095-45265 095 

8804260347 FOiA tuquesi that listed dccurrionis le picpostd luie lo bo issued w/lmai 
pol Cy siaicn cnt on license renewa' te placed m PCR 

DAYP NUS Corp CO LIS 89 263 08/04/0/ Oiv.s on ol Rules S Records (Post 
870413) ip 45324 03 7 45324 037 

8604280356 Final response lo I C.’A roquosi lor docutrenis ro prcposal on icense 
lenewal FerwanJs App A document No ilocuments tcut\d on toquest ltoa\ 2 
GHi'WSLEy.D D.vision ol Rules & Records (Post 870413) 88/04/ 1U GRABER.L 
N JS Cerp 2pp 45324 038 45324 043 

-6801390130 Proposes rov lo sclieriulo (or deve'opmenl ol ruc'oar power p'ant license 
renewal pole/ lo prepa'o p.'cposed polcy siaiemoni & p'oposnd rule by onii ol CY03 
GiLLESPiE.F P Program Managemonl. Po'iCy Dovolopmenl & Analysis Stall (Pos! 
87041 1) 88/01/25 BECKJORO.G S Olhce of Nuclear Regu'atory Research. D.teciO' 
IPost 860720) Ip 45324 040-45334 040 

88042B039S F ral response lo FCIA request lot dOCumenls No addi records subj lo ro 
cuost located 

GHiMSlLY.O o.vison ol Rules A Records (Posi 870413) 88/04/21 HIATT.S Oho 
Cili/ens lo.' Responsible Energy, ip 4 5269 343 4 5269 345 

8804280412 Fina' responso lo FOIA roquosi lor documents Fo'wa'ds App C 
documenis Documents partial y wiihho’d (ro! FOIA E<cmptons 7.6 A 3) 

GRIMSLEY.O D.vision ol Ru'es A Records (Post 870413) 88/04/21 MAXWELL.U 
Cosmos Broadcast tig Corp 3pp 45269 346-45270 036 

-8804280437 Partially with*-old Insp Rejii 67010 rG9ponsoDeliCie.nc.es ro socuray dopt 
A valvD lampo-'inq discussed Relalod info onci 

• Consumets Power Co 87ft0/08 t2pp 45269 351-45270 0C6 

8804280460 FOIA (cquest lo- technical proposal A stotemoni ol wo.'K ro NRC03 07- 
086 

STEGER.W A Consad Resoa'Ch Corp NRC 03-87-086 87/06/16 O.v.sron ol Con- 
tracts (Post 8704 13) ip 4527 1 022 45271 022 

8804280468 Fral responso lo FOIA loqucsl for p.'Cposal under RS OnM-0/ 223 App A 
records ovai'ab'o rn PDR 

GRIMSLEY.O H Drvis on ol Rules A Rocetds (Post 070413) NRC 04-87 086 08/04/ 
25 ST EGER.W Cctisad Research Corp 3pp 45271 023 40271 025 

8804280499 FOIA reqJSSt lor documents re stated CO.'iU.ict A So'rcrtal'On RS-ORM 07. 
223. "Cost Ana'ysrs of Pioposod Changes rn NRC Roquiromonls Hawrng Econo-m-c 
Impaci ” 

MARGARiTiSP J. United Eng roots S Constructors. Inc (sulis ol flayihcon Co) 
NRC 04 87-086 87/05/18 THOMPSON.R D D.vrsion ol Comracis (Posi 8704 13) Ip 
45271 067.45271:067. 

6804280604 Frnal response to FCIA request loi nonpropfrolafy Proposal RS ORM-e?- 
223 Fonrvaids App A docum.enl3 Documenis ave fable i.n POR 

GRIMSLEY.O H D.vrsion oJ Ruros A Records (Post 870413) 88/04/25 

MARGARITISP J umiori Engineers A Constructors, loc (subs ol Rayll'ocn Co ) 2pp 
45271 068 45271:135. 

"8804280509 "Cosl Analysis ol Proposed Changes m NHC Requimmeiils Having Eco- 
nomic Irrpacl." propossl Info dololod. 

• Sclortce A Encineeiing Associates, inc RS ()RM87-223 86/12/23 5?pp 
45271 070 45271.121. 

■•8004260511 Forwards discuss'on on tochn-ca) proposal addressing points raised ai 
670216 moolingCosi proposal presented separately Into deleted 
W(30DS.G n. SC'Once A Engi.ncering Assoc'alos. Inc 87/02/26 HAWKINS.D Divi- 
sion ol Conlracls <Pie 870413) 14pp 4527 M22 45271 135 

0804280627 FOIA request lor documents ro H Myftfs coriospondonco from 1984-1987 
CONNOR.L Doc-Searcli Associatos 87/10/23 GRIMSLEY.Oli Division of Rules 8 
Recofds (Post 8704 13) Ip 45279 138-45279 130 

8804280630 Supplomorilal FOIA roquost lor documonis re H Myers corrospondaiicc 
from 1964-1987. 

COiNNOn.L. Dec-Search Assoc atos. 87/12/07. GRIMSLEY.Oli. Division of Rules 8 
Records (Post 870413). ip 45279 137-45279:137 

Q8Q4280636 Partial rosponso to FOIA request lor docurnonts Forwards App G 
documenis Documents also avaJab’e m PDR 

GHIMSLEY.O.H Div.Sion of Rules A Reco/dS (Posi 870413) 88/04/22 CONNOR.L 
Ooc-Search Associales 2pp 45279.139-45279 196 

—8804280639 Forwards commnnts io bo served in lacibly resiar 
proceeding Subcommittee on Energy A Ertvlron requests documonis be prov.ded If 
Commission. 

KAMMERER.C Ollice ol Congressional Allairs (pre 870413) 84/03/01 PALLADINO 
GILINSKV. ROBERlS Commssionors Ip 45279:141-45279 141 

"8604280650 Responds to Commission request (or comments on list ol TMI mlegnii 
issues.! ncluding Keaton repl A Hartman allogabons. 

MYERS.H NRC • No Detailed AtMialion Given. 84/02/21 KAMMERER.C NRC ■ Nc 
Oelailod Alliliation G-ven. 5pp. 45279 142-4 5278 146 

—8804280657 Forwards inlo lor record ol 810625 meeting ol TMM subcommitloo or 
Abbolt memo concerning facility accident lAE conclusion is open lo inlerpreiaiion lha 
into inlonliona'Iy vuilhholn 

UOAlL.MK House oi Rep. Inienor A Insular Altars 81/07/06 MOELLER.DW 
ACns - Advisory Commilloe on Reactor Safeguards 7pp 45279:147-45279 169 

—6804280661 Discusses suU ol info inlenbonally or willfully withheld duung iaolit’ 
acddenl. Record shows NRC slalomonts logically inconsistent w/ono another 
MYERS.H NRC - No Detailed Afliliation Gwen B2/03/08 OIRCKS.H., HALIER.N 
NRC - No Detailed AHiSaiion Given. 4pp 45279 169-45279:191 


NONOOCKETED ITEMS 231 


-0004200664 <:omtr.onis on stiilomunts mnilo ni fln?2l Cotniriftsiun tnotlinQ to into 
iit»w (liinruj toCi'ily .icorlunl lricc»si$iurif: os t'lqtiligtiied 

MYrttS.H Nnc Nu (tolatr.-tt Artihnlion Civnn 03/01 / 11 OiRCKS.O . IIALLCR N 
No DoIQi'ocI Allilialion Given Spp 452?*) 102-452/0 106 


M(K; 


-6004360639 t-orwnids ebtnmonis lo Oo sotvud n tac.liiy resiarl 
[iiotf'Ailing SuDcoinnvIloo On Knoigy 6 Fnviion lequosis documents bo oiovi lnd in 
i;,jmnws5«»n 


KAMMgCtEin.C OtfiCO ot Cong'ossional Alla-ts (pto 670413) 84/03/01 
CilLlNSKY. MOUtfnTS ConiniissiOnciS. ip 452/0 141-45270 141. 


PALLAOINO. 


•6804200350 Hosponds to Commiss oii luqiiosl lor comrnonis on !isl Ol TMI in'cantv 
issues, i/ic flit) ny Ktvjlori rt-pl S Hartman aMcqations 

MYI-HSU MHC • No DoiaiUuI Attilialion Given 04/02/2) KAMMEOFnC NRG - No 
OelHifod AltjiialiOii Givnn 5()p 45279 142 45279 146 


••8804290271 Pa'I III ol ' Tcchncal Ass-sta-co m Sun--n t r* 
Achv.lit's. - lochnicalp/cpcsal '• sup.o.t c 

• Scierico App'ijaiigns Ir.'.eir.a'o'iai Co’n iimn-/..-,. c. . 
NRR 86 051 06/10/30 I31pp 45264 217 452^ 34 ' 


';a:; Peittgi ii;. (■< 

Apf.’ :a'vf If-: 1 NS 


GEN TEC IS GENEBfC TECHNICAL ISSUES 


lofs dscussetJ n uti 87n20 iTfTi/’'‘wi i're!"n'^-ta.^'toi^^^ 
va'vcs under lesolal cn o! USi A 4f> 

ANORFWS.HL Omaha Pubic Power D;sir.ct L'C6/B54 
Project Direciorate IV ?pp 4500 1 0.10 45031 031 


cc 3 *.- j «/at ascc-'’--* ) 
a<:/ ir-ji'C-l a ' OP-.I jl*. 4 

67 ru /25 CAI.VOJA 


8004280657 Fonvaids nilo lor lor.ord ol II1U625 motjiuig ol TMI I sutcommttee on 
AblKill nuimi) com froton IncAIy OCenJnnl )SE ccncloSron rs open lo mlerprolaton Ifral 
inlo inioirtional'.y witlihold 

UOA1 l.M K liouso ol Mop. Iniotioi fl Insular Allars. 01/07/06 MOFLIEHOW 
ACnS Advisory Commitleo on flcarhir Salcgua'ds 7pp 45279.147.45279 iho ' 


^<. • .lif % rS 


auflary Iccdwaier re'iab.'.iy uni w .i pic.idc assuiancc ;n3i a-i-c; 
ina Ida ned 5 pleased ihai r.goiojs iieatmcm ol sa'ctr -s aTf rs -i * 

Co'P (subs ol Ftoiula Fiogicss'^Um I 22 E?. 

S iw'*'"'"""' <O 0 C. nen< (kr,,l, app 4 ^',” 1 »4 


-G0042GOC6 1 Uiscussos suIm ol into inlonlionnliy or w.lllu'ly wiDibeld dor.rg lacifrty 
OCf idoni Rocottl shows NflC slatomonis log'cal.y -.nconsisionl w/one anolher 
MYFfIS.H. NHC • No DoUdod Alliiolion Given 62/03/08. DinCKS.O . MALI Efl N 
NOC; • No UaKt-knl Alt.lmt:ori Given 4pp. 15279 169 45279 131 

-800428060*1 Commenis on atOtomGiUS mado at 61122) Commiss on ireonng lo into 
lluw iliiriity laCi'ity acciilont Incons-sicncios h-nh'igli1od 

MYl'ns.H NMC ■ No iloliuloiJ Aflilial-on Given 82/01/1). DIRGKS 13 HALIER N 
NRC No DoMrlcO AfWalron Grvon Spp 45279 102-452/9 196 

6804200070 Pathol louponso to FOIA toqudSI loi dociimiinis App 0 documenis avail- 
altio in POJ1 Rocofds roq-josled idcnMioil m losponso to FOiA 07 866 
CilUMSI.EV.O Division ol RtilOS A Recoids (Post 670413). 68/04/21 CONNOR L 
Ooir Soorch Assocmlos 2()p 45pr)3 034 45263 052 

-85070307 03 rufvira'ils piogiam asbossmoni ol rcq.onal insp aclivii.os ovoi past 
yi AKsossmoni oliompis lo rnosii holh qunniitalivo & subiechvo into nbq-..-esls feed- 
back ri) Imptovomunl ol pioccss 

PARTLOW.JG Div ol Inspoct-on Progiams.lE (050212 870413) 85/06/26 

KinSCI 1.0 r Rugion 5. Ole ol Itio Oirocloi 3pp 45263 037-45263 039 

—0507 W00S4 I'oiwanls p/ogram assossmuni ol tog onal insp aci-vikos over past 
yf Assessniunl aiiompis to tii-ng logoiher both quBniiiaiivo & subjective 

inlo Siiggostions on improvomonis icqiicstnd. 

PARTLOW.JG Olc Ol Insjiuciion & rnloicomoiil. Oircclor (820201-670413) 85/06/ 
20 NOfTELIUS.CE Roij'on 3. Olc ol Iho niieclot 4pp 45263 044-45203 047. 

-0507)00084 I'onivaids iiiogfom assossmoni ol togonoi msp aciiviMos over past 
yr Assossrnont aitempls 10 bring logoihci both quanhiaiivo & sublochve 

inlo SuoQOshoiis on improvomcnis romicstcd 

PARTLOW.JG Olc ol Inspect on A Lnloicomoni Oirirctot (820201-870413) 05/06/ 
26 WALRCn.n. OEMIS.K. SIOHR.JP neijion 2. Olc ol Ihe Oiiociot 4pp 
45263 040 45203 043 

--8507100091 Forwaids (nogram assossmitni ol regional insp activities over past 
yr AssoBOincnl allompis lo bring logotlior both quaniitaiive & sub;eciivt> 

inlu Sugooslions on Improvo/nonis ronuosiod. 

PAMTLOW.J.Q, Olc ol Inspochon & Eiiloicomonl, Daoctor 102O2O1-67O4)3) 06/06/ 
20 SI AnoSIECKI.R Region 1. Olc ot mo Daoctor 5pp 45263 048 45263 052 

8804260039 Partial lusponso to FOlA coijuosi ro cosi analysis lor medical sves 
issiio.cosi lionolil analysis & bachgroiinil mlo lor CRGR roviow ol USI A-4g hnal 
losbiution App P documonis in POR App O docunionis in PDR & lorwaidod 
GRIMSLEY.O Division ol Ro'its & Recoids (Posl 670413) 88/04/21 WFiSS.E H 
Hatinott Sl Wolss 3pp 450?? 209 45322 .343 

-■8804290 100 Forwards proposed IE Dulleiin 80 002. "Unrol able Dehav.or ol Sialic O- 
Ring OilTcronlial Piossuro Swilchos" & supporting into lor CRGR roviow Saloiy signili- 
conco of subj warrants ospodilod loviow achon Hocommends mcoiing. 

TAVLOTT.J.M Ofc ol lospocho/) & Enloicomcnl, Vneclor (020201 870413) IEB-66 
002. 06/07/00 SUIE2EK.J.H. Commilloo to Review Conoric Roquromenls bOpp 
46322 204-45322 343. 

BB04290121 FOIA roquosi lor winning Proposals NRC-26 07-418 A NnC-2C 87-419 sub- 
milled Sonalysis Inc A Roy r Woslon Inc. respoclivcly 

IIENZLEH.P.W Resouico Technical Sorvicos. Inc 87/11/03 HOBINSON.L. NRC - 
No Dolailod Allilialion Given Ip 15324 048 45324 048 

6804200 1 37 Final riisponso lo FOIA roquosi lor contract Proposals NnC-26-67-418 A 
NRC-26 87-410 aubmlUod by Sooolysis.inc A Roy F Woslon.inc respectively Forwaids 
nonproprlotary App A documoni Oociimoni also ava/abto m POR 
GRIMSIF.Y.O Division ol Rolos A Records (Posl 870413) B8/04/2). MENZLER.P W 
nosontco Toclmlcol Services. Inc. Opp 45,324 049 45324. 174. 

-8804290145 Nonproprioiary Part 1 lochnical A mgl proposal. “Specialized Tcchncal 
Training in Spocializod Equipmont.Sya.TrainIng Insp Tocliniquos A Prachcal Enginoei- 
Ing Applications at Nucloar Power Plants '' 

• Sonalysls. Inc. HS OIE-07-126 07/03/19, 123pp 45324 052 46324 1 74. 

8804290220 FOIA rcqoosl for buslnoss A mgl A lochmcal portions ol Science App'ica- 
lions inil Corp successful proposal in response to Soliciiahon RS-NRR OA-OSI. “Tecti- 
mcal Aasisianco in Suppod of NRC Roaclor Licensing Aclivitios." 

GROCHOWSKIJ. UN(; Engineering Sorvicos. Inc 87/06/22 ROBINSON.L Division 
ol RiilOS A Rocofds (Post 870413). Ip 45284 062 45284 062 

8804290240 Final rosponso to FOIA /oquesi re proposal unde/ RFP HS NRn-06- 
051. Forwards documonls lisleil In App A Documents also available in PDR. 
GRIMSLEY.O.H. Division of Rules A Records (Posl 870413) 08/04/25 

GROCHOWSKI.T. UNC Eoginoorlng Services. Inc 2pp 4 5284 063-4 5284 347 

-8804290267 Sohciiation otter A ewarr) ot "Technical Ass'sianca In Supporl ol NHC 
Reactor Licensing Activillos" to Scionco Applications Inil Coip ... 

LKVICK.M.L. Science Apptcaiions Inlornational Corp (lormeiiy Science Appiicalions. 
Inc.). ’ Conlraci Adminisirahon Branch- 86/10/30- iS5pp 
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88/03/23 iopp 45634655 45034004 


8604070176 Forwards lunher progress re US< A 46Gene'.c lit 87 02 * cJ 

Sos/nc Aaeauacy of fAecf^ancat Ccuprrcnt in CptMi r.g RcJCic-rs Ri s./»s o? 
specilic value/impact analyses m hand A meet wi'i to schcduvd 
CiONWAY.W F FIciida Power A Lishl Co GL 874)2 88/03/31 Dccc rcr.i < o*'’i.-; 
Blanch (Document Coritiol Desk) )p 45024 355 45024 355 


6804110100 Responds fo Geneiic lit 88 03 fo lescJ'j'cn hi Gtr.occ Sjlrry issue 9'J 
“Sloam Binding ol Auvl-ary Feedwatci Pemps ' U'l mar’a-ns pioctd.rcs Is* recog 
n'Z.ng steam bind ng A rcstdrinq Iccdwaier sys to opciat’c siatus 
TIEHNAN.JA Ballmore Gas A EleciriC Co Gl-88 03 69/03/31 Doc-jnci'l Co.-'*;ol 
Blanch (Documcnl Conliol Desk) ?pp 45064 360 45064 361 

0804120113 Transcript ol 880331 pub'ic meeting in Wast.'tgion.OC fo Liie’ca cn p'u 
posed hnal rule cn station blackcul Pp 1-73 SuppnrLng iJocL-i>c-.c>ai;on rm' 
•Commissioners 88/03/31 85pp 45069 080 45069 175 


0804130212 Parlial response lo FOlA ic-qucsl loi documents Foiwards App N dnea- 
moms re CRGR meaimgs App N documents ava/ali’o n POR App O dccumcr.ts w 't. 
held in enivciy (rol FOIA Exempt cn 5) 

GHII/SLEY.OH O.vision cl Ho'es A Records (Pest 870413) 66/04/C5 V.EiSS F R 
Harmon A Weiss 4pp 45102 102 4510? 125 

-8602100002 LiSls concerns on GOC 4 package lor disinbcVO'i lo CRGR membeis 
dur-ng CRGR Moelieg 04 DBA canlahmcm le-rp A presst-ro as Itrcl-on ot t'eak sec 
should bo reviewed J Scmlo commenis lo J Sniozek end 

nOSS.DF Oll-ce ol Nuclear Hegulalory flescaicn. Diiccior (F-re 6607201 86/01/27 
SCHWIHK.kV. Gommileo (O Rev.cw Gcnenc Roquremenis 54pp 45102 283 
45102 337 


8804140381 Summary ol CRGR Meel.ng 130 on 6B03C9 ro pioposed d an itso'ut on ol 
USI A-40. "Seism-c Dosign" A proposed genonc in ihai wou'd a'low ic»-nse€s to 
remove organizaton charts from plan Tech specs W/o ends 
JORDAN.E L. Commatee lo Review Generic Requiiemems 08/03/23 STEiLO.V Olc 
of the Execulrvo O.iector lor Oporalions. 2pp 45118 060-45118 061 


8804100463 Summary ol 880406 moe'nq w/NUMAHCubs Science 
Appkcat'Ons.Inc.EPRl.Sandia.Tridhnl Er.gneenng A Crevonrue n flock-yiie.MO ic 
emergency diesel generator tcliab'l.ly programs 

SFRKIZ.AW RpBcior A Piani Saieiy Issues Otanch 6B/04/12 kHiEL k Reactor A 
Plant Safely Issues Branch 165pp. 45150074-45)50 230 


8804220204 Discusses 336th meeting of ACHS on 860407-03 ro proposed resofctio-n cf 
USI A-4/, "Salety implications ol Control Sys " D.sawecs Ihai NRC recommendavcns 
co/J9Wt/te ri’SOlulion of USi A-47 as nnginaliy detined 

KERR.W ACHS • Advisory Commiliee on Reactor Saleguards 68/04/1? ZECM.l w 
CommiSSioneis 3pp. 45266 34 1 -45266 343 


8004220252 Responds lo uhl 860323 111 reall fining torrmameni lo check aux-'afy Iced 
ivatcv pipinfl temp once per shill pcr Generic Lit 88 03 Conmilmems 
accopiable Generic Issue 93 consdeied losoNed 

WAGNER DH Pfo oci Direciorate 1113 Gl 8B 03 88/04/12 FA/.CW Wiscor.Sih 
Elocliic Power Co 2pp 45200 331-45200 332 


S8042S0I06 foAvards repi re BWR ovari/’i events Ihai have resulted msioaryii-ies 
Hooding. in constdofbhon resolving US' A-47. ’ Satoty implications ot Conlrol S>s 

ROSENTHAl .JE Rcaclor Operations Analysis Siaocfi 60/04/15 SZUrfiEIV-CZ.A J 
Enginecfing Issues Branch 2pp 45213 096- 45? 13097 


)04250388 Fuiwards /epi ro BWR overfill ovenis lesunng in sleam l-ne IKwJmg iqr 
considerahon in USI A 47. Salety Impl-cahons ol Co'’"'®’ Sys “ ,,c 

KAUFFMAN.JV Hoaclor Operations Analysis Bianch AEOT/EWt 68/04-15 
arkQrKiTuAi IP Hodrinr HncrAtions AndIvSiS B/aocb 7pp 452t3 19J 4521 j 199 


04270261 Nohfics Ihai BWR Owners Group 'Guidelines for Pem^reni BWH HydfO 
gen Water Chemistry (HWC) insia'Iations- 1987 Bey. 

^Sioiaao a Use ol Large Ouanlmes “ A ecccpiabfe for ref in HAV msia-ianon 
ABELS^ON.H Project Dueciorale l ? ®8/04/ie BRONS.JC New Y«k P^er Aut^^^ 
rly (forme/fy Powef Avtnonly ol Hie Stale ol New YorkJ 3pp 45243 001*45243003 
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6604270304 Withdraws portion o( 870916 Tach SpGC change raquest 40 detetion of 
MSIV laaksqo conitol sys & roquesls aga-n portion ol change request ihal allows 100 
scih tola I MSIV leaSiagojtor NRC 68031 1 rejociicn Ur 

KAPLAN.A. Cleveland Elecliic Llumnai ng Co PY-CEI/NHR 0329 88/04/18 Oocu- 
merit Control Branch (Oocumeni Control DoskJ 2pp. 45244-2t5'452<i4 216 

8804260386 NUnEG/CH-5tl78 V01 A RELIADILITY PROGRAM FOR EMERGEKCV 
DIESEL GENERATORS AT NUCLEAR POWER PLANTS Program Struciore. 
LOFGREN.E V . DEMOSS.GM, FRAGOLA.JR Sandia Nalicnal Laboralones FIN A- 
1B06. SAND87-7I76 68/04/30 Division ot Roacior 8 Ftani Systems IPosi 870413) 
175pp. 45271 304 45272 098. 

6804290066 Part ai response to FOiA roqjesl re cost analysis tor mod-cat svcs 
issue.cost tjenotii analysis & background into lor CRGR review ol USI A.49 final 
loso'otion App P dociimenis -n FDR O docuT.ents in POR & forwarded 
GRiMSLEY.D D.v.sion ol Rules S fiocoids (Post 870413) 8B/04/2I WElSS.E R 
Harmon & Weiss. 3pp 45322:289 45322:343 


lAE INSPECTION AND ENFORCEMENT 


8803210090 SuppI 1 to NRC Inlo Notice 87 044. TWT.b'o Tube Thmn-ng in WCsting- 
tiouse Reactors. '* Sve list end 

ROSSi.CE Division ol Oporaiional Events Assessmoni (Post 8704 ti) 89/03/2B 
Consolidated Edison Co. of Now York. Inc. 12ipp 44995 126-44995 246. 

9803220296 NRC Inlo Notice 88 OlO. ‘ Mails Licensees lack ol Mgt Conlrols Over li- 
censed Programs.*' Sve lisi end 

CUNNiNGFIaM.R E Oiv-sion of indasinai & Modical Nuclear Safety (Post 8707291. 88/ 
83/28. Consot'daiod Edison Co ol New York. Inc lOSpp 44995 247-44995:353 

6803290137 PNO-IV-SB 0?2ort B803f4.State ot TX noliVed region ol radiography 
camera tailing oil back ol truck. jammed under following cai.dregged tor sorr-o d.s- 
tance & lesuHod in source being eiocled from camera No s-gniflcanl exposures nolod. 
OODA.fl J Reg on 4. Ole ol Iho Director 88/03/22 ip 44921:199-44921:199. 

6803290205 PNO l'68-035:on 670324.TroxIor Model 34I1D moisture density gauge 
damaged ip I ro licensee has made coniaci w/Troxler lo oblam another shipping con- 
tame i to tac-iiiate letum ot device to rre'g Gauge has been ptacod In drum (ot storage. 
MIILER.J. WHiTE.J Region 1. Ole ol the Director. 08/03/24 2pp 44916248- 
44916249. 

6803290351 PNO V- 8 8-023 on 860323.undervolt8ge attachment of CRD breaker laited 
lo oporaln.lPlotlorertce ot undorvollago auachn'eni trip lever w/oxterior label 
platc,note<l Inveslig^atron continuing 

MllLER.L O ANGELO.T. Region 5. Ofc ol tho Director 83/03/24, Ip 44952235- 
44952 235 

eB<!3290354 PNO-V-88 022 on 88031 6,icactot shuWovmCaused by incteased steam 
eneratof tube leak lo 200 gallons per day Outage sbculd lako 3-4 wks Lfml should be 
ock on line epptox mid Apr 1968 

JOHNSON.P H . TATUM.jT Reg.on 5. Ole ot iho 0-toclor. 88/03/16 ip 44920 023 
44020 023 

BS03299359 PNO -111-8 6 020 on 8B0310.sample results Irom Unit 1 s-unip indicalod small 
amount ol reactor coolant leakage showing moasuremenis ol less than 0 I gpm Visual 
insp revealed misting m reactor Read Region III monitoring situation. 

FARBER.M. JACKIW.N Region 3. Ofc of the Director 88/03/ II Ip 44916 250- 
44816:250 

6803300028 PNO 111-68 025A SlBle ol lA informed Region III that J Oeero Co had only 
14 Itii.um-liilad exit signs.noi 20 lo 30 as previously reported Ono sign recovered by 
Stale of lA inspector dispalched io scene. 

ADAM.WJ. WALLF.TT.B Regon 3. Ole ol iho Ditecior 88/03/24 ip 44920048- 

44920 048. 

830330003S PNO-ill-68-025:EPA in Kansas City inlormcd Region III that 20 to 30 luml- 
nesceni exit signs contain ng 25 Ci tadioacbve triiium gas crushed durmg raring ol 
bldg In Oubuque.lA. 

ADAM.WJ, MALLETT.B Region 3. Ole ol Ihe Director 86/03/23 Ip 44921:253- 

44921 253 

8803310033 EN’65-026:on 860320,noUco ot violation & proposed Imposition of civil pen- 
ally in amount ol $50,000 will bo issued Action based on soverai examples ol iailuro 
lo sal-sly lira protection loquiromenls. 

WONG.H.. LIFBERMAN.J Ole of enforcement (Post 870413) EA88 044. B8/03/24 
ip. 44053:242-44953.243. 

8803310045 EN 86 024'.on 8B032©,nolica ol violation & proposed tmpos.tion ol civil pw- 
ally In amouoi ol $500 will bo Issued Action based on Improper disposal of radwasle 
malls & ihtee examplos ol failure lo perlorm surveys. 

JOHANSEM.J . LIEBERMAN.J. Ole of Enlorcemeni (Posl 870113) EA 87-241. 88/03/ 
24 tp 44653 241-44953.241. 

8803310110 PNO IV-C8 023 on 8B0324. licensee nol-fied region of two sources contain- 
ing Cs-I37 being thrown from vchlclo that ran oil road in Basin.WY.Causod by inloxi- 
catod driver.Conle'inor tound.No conlamlnalion doiocled 
WILBORN.L Peg-on 4. Ole ol ihe Director 86/03/24 ip 44983:007-44083 007 

8804010243 PNO-lll-68-026;on 880323. licensee began orderly shutdown oi Unit 1 dua 
to Idenlified deficiencies in lubricant used in motor-operated Limitorque 
valvos Ooliclenclos apply to 263 safotyrclaled valves in both Units i & 2. 

HIN0S.J. FORNEY.W. Region 3. Ofc of Ihe Director 88/03/24 ip 45028.041- 
45028041 

&S04Q102S6 NRC Info Notice 88 01 1, "Polanllal Loss ol Motor Control Cir A/or Switch- 
board Function Oira lo Faulty Tie Soils." Sve list end. 

ROSSI.C.E. Division ol Operational Events Assessment (Posl 870411). 88/04/07. 
Consolidated Edison Co ol New York. Inc. 124pp 45406:292 -45407:051 . 

8804040201 PNO-lll-flB-01flB on 8803 16, augmented Insp team dispatched to sUe to 
review evonte re 660309 dual recirculation pump trip lofiowed by loss ot leedwaier 
heating rosultng In feaclor scram unii restarted on 680318 w/o further problems 
RINQ.M . FOBNEY.W- Reg-on 3. Ole ol the Director. 88/03/25. 2pp 45079:105- 
45079:106 


6804040240 PNO-IV-flB 024 on 880330,ieactot trip & safety Inloction occurred duo lo 
loss of offs (e power Caused by troubleshooting work on main generator control cir- 
cuits to delerm-ne cause of mainqonorator ouipul breaker trip. 
constable GL Region 4. CJIc ol the Director 88/03/31. 2pp 45075 306 
45075:307 

8604050363 PNO 1-86-036 on 660222 & 032 1 .discovered that licensee conduct & docu- 
rreniaLon ol l.consod operator quaiif leal ion italn-ng did not mool roquiremenls ol 
lOCFRSS 59 & approved iraining procedures.Conlumalory action Ur wiH be issued. 
LANGE.O Region 1. Die ol the DiioclOf 88/03/28 Ip. 45034:046-45034:048. 

8B0406008D PNO | 86 037 on 880330.licensee reported theft of portabie nuclear gauge 
conia-nng 7 3 mCr Cs-i37 & 40 mCi Am 24 1 /Bo Irom secured trailer In 
Sweetwaier.TN that occurred on 880329.Local law enlorcemeni agendas notiriod 
PEICHAT.J, WHITE.J. MILLER.M Region 1. Ole of tho Direclor. 08/03/30 Ip 
46072 106-45072 108 

6804060242 PNO- 111-88-02 7:on 8eO330.FEMA informed NRC that ofisilo radiological 
emergency plan macloquato FEMA review revealed that areas of Cedar Rapids & 
Mariort.lA beyond identilied 10- mile EPZ not included in ollsilo emergency planning 
ellort. 

SNELL.W. SHAFER.W Region 3. Ofc ol ihe Director 08/04/01 ip 45034: 101- 
45034:101 

8804060301 PNO-Il B8-020.on 880327.lo8s ol power lo vital bus Ml 

experienced. Operator manually tripped loaclor then tripped reactor coolant pump.Unil 
Idler oxpertencerl automatic safely injeclron Unit stabilized in hoi shutdown 
CANTRELL.F F Reg on 2. 0!c of iho D.roctor 88/03/29 2pp. 45034:1B3-46034:1B4. 

8804060325 PNO-lt 88-0150 on 880229.liconsoo inlormod NRC Ihal 1 MWI pool roacior 
had bean shutdown duo to primary coolant loak oulsido containmeni.Two leaks 
identified Ulil plans lo isolate leak & losi further lo assuro Ihal leak is in liner. 
FREDRICKSON.P Region 2. Ole ol Ihe Diioctor 88/03/24. 2pp. 45071:360- 
45071 361. 

8804060334 EN'6B.026:on 680405.nottce ol violation & proposed imposition of civil pen- 
allies in amount ol S2.500 will bo Issued to licensee Action based on several viola- 
tions. Includ.ng cumulallve radlallon exposure. 

FLACK.E . HEBERMAN.J Ole ol Enloicoment (Posl 870413) EA-88-054 8S/03/3V 
Ip 45071:359-45071:359 

6804060337 EN-67-075C:on 660405.no(ice Ol violation & proposed Imposition ol civil 
ponelties m amount of $4,200 will be issued to licensee Action based on sevoral viola- 
I ons, including la>lure lo administer periodic training. 

FLACK.E, LIEBERMAN.J. Ole of Enlorcemanl (Post 870413). F.A-87-128 88/04/05 
ip 45072,045-45072:045 

8804060370 NRC Inlo Notice 88-01?, "Ovorgieasing ol Electric Motor Soarings." Sve 
li&l end 

ROSSI.CE. Division ol Operational Events Assessment (Post 670411). 88/04/12. 
Cooso'idated £d-son Co ol Now York. Inc I23pp 46165:028 45165:160. 

8804(160447 PNO-lll-88-026 on BB033l.licensoo reported Ihal Industrial love) gauge con- 
(alning sealed radiation source conlaln'ng 60 mCi Cs-137 not located Gauge discov- 
ofod missing on 680330. Licensee continuing soarch State oi Oil noiified. 
WlEOEMAffD., MALLETT.B. Region 3. Ole of the Direclor. 88/04/01. ip. 45072,073- 
45072:073 

BS04070246 PNO-I-BS 038 on 880330.roacior manually tripped tollowlng loss ot turbine 
generator hydraulic control oil pumps Util will remain shutdown tor 2 wks lo repair 
stoam genorator lube teakaqe.Slale of NJ nolilled. 

BORCHARDT.W., SWETLAno.P Region i. Ole ol tho Director. 68/03/31. Ip 
45072.242-45072 242. 

8804070248 PNO-l-SS 039:on 860329,uninlorrupiabie power supply (UPS) B declared 
out oi SVC due to blown fuse A lailod c-'rcml cards.On 880331, valve CS-1 (8 declared 
Inoperable A reaclor shutdown initialed.Repairs A post-maint ol UPS B completed 
OBANT.Q. HAVERKAMP.O. Be^on 1. Ole ol the Difoctot. 88/04/01. 2pp. 
45072:240-45072:241 

8804070338 PNO-V-88.024.ulil received final authorization Irom NRR lo restart lacilily 
on 680330 Enhanced operational readiness insp loam A resideni Insp staff observing 
reaclor startup which will require 6-10 h to complete. 

MILIER.L Region 5, Ole ol the Director 88/03/30. tp. 46021:254-46021:264. 

8804080017 PNO-lll-88 029.on e80402.shutdown begun to repair steam generator tube 
leak Leakage talo Irom RCS into secondary sys calculated to be 330 gallons per 
day. Other maint A testing work planned In addition to invesllgation A repair. 

HINDS, J . FORNEY.W Region 3. Ole of iha Director. 88/04/04. Ip. 46092:109- 
45092.199. 

88040B0174 NUflEQ-1310 NATURALLY OCCURRING AND ACCELERATOR-PRO- 
DUCED RADIOACTIVE MATERIALS 1087 Review 

AUSTIN. J.H Office ol Nuclear Material Safely A Safeguards.Oirector. 88/03/31. 74pp. 
45201:180 45206:038. 

-8604140363 PNO-Ul-67-t23 on 870909 .Region III notified by Stale of MO ihat scrap 
dsslor in Sikeston.MO deieclod radioactive conlaminalion In two rail car loads of alu- 
minum mall received from United Techriology.lnc Related info end. 

WIEDEMAN.O. MALLETT.B. Region 3. Ole of the Diroclor. 87/09/11. 21pp. 
45203 006-45203 026. 

6804080211 PNO-lll-88-030:on 680404.3upervisor discovered two pieces ol foam mall 
Inside bearing housing on turbine-driven auxiliary feedwater pump.FBI notified of 
tampering Region III plans to Issue confirmatory action Ur. 

CREED. X, MALLETTB.. BURGESS.B. Region 3. Ole ol the Director. CAL. 88/04/06. 
tp. 45098:182-45098,182. 

8804110001 EN-87-089A:on 880407.order Imposing civil penalty iti amouni ol S7 5<X) 
Issued to Ilcensea.Action based on radiological overexposure to radiographer A aatn- 
onstrated need for tmprovemeni In mgt control over personnel exposures. 

FLACK.E., LIEBERMAN.J, Ofc ol EnTorcemenl (Post 870413). EA-87-148. 88/04/07. 
ip. 45142.064-45142:064. 
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8804110265 PNO-IV-8B-035'on B80404, following manual reaclof scram, unplanned re- 
lease ol noble gas occurred when reliel valve opened lo relieve pressure In vent line 
between the core support floor 8 waste gas sys 

WESTEflMAN.T.F. Region 4, Ole of the Director. 88/04/05. Ip. 45128.128- 
45128 128. 

8804130125 Partial response to FOIA request lor documents re Info Assessment Team 
nolificabon 8 allegen vatve tampering App A documents available in PDR.Fon/ards 
App B documents. App B documerrie also available In POR 

GRIMSLEY.O.H Division of Rules & Records (Post 670413) 88/04/04 MAXWELl.B 
Cosmos Broadcasting Corp 3pp. 45 102. 031-45102.040. 

•^804130151 RNO-lll-87-IOl:otr 870726,licensee received bomb threat from caller 
angry because place ol residence lost power during storm.Secunty personnel notified 
A search procedures implomenlorlNo bomb discovered. 

CHEEO.J., AXELSON.W. Region 3. Ofc of the Director 07/07/27. Ip 45102 036- 
45102.036 

8604130187 PNS-l-80 OOt:on 860406, handgun detected during routine x ray machine 
search at protected area entrance point.WorKer access badge temporarily withdrawn 
pending Invosllgatton. Licensee believes Incident unmieniionaT. 

BA/l.£y,fl., KaMIG,R. Region 1. Ole ol the Diraefor. 88/04/06 ip 45»54;070- 
45154:070. 

8604130193 PNO-IIIBB-O33:on 86033l,low level conlamlrtallon found on 
ovens.floors.hoods A waits & one employee found w/extetnal coniamlnalion.Individual 
successfully decontaminated. Deconiemlnation of throe areas began on BB0401. 
AOAM.W. MALLETT.B Region 3, Ofc of the Director. 88/04/07. ip. 45154 072- 
45164.072 

8804130197 PNO lll-88 034:oti 880406,up to 68 workers received minor exposures to 
airborne radioactivity principally 1-13 1. during steam generator tube plugging 
activities Cause under Investigation Respirators required to enter containment. 
QHEGER.R. SHAFER,W. Region 3. Ofc of the Director 08/04/07. 2pp 45131004- 
45131:005 

8804130268 EN-6B-030:on 860411 Order continuing suspension ol license & order lo 
show cause why license should not be revoked & notice of violation Issued. 

CANT.Q. Ofc of Enlorcemertf (Post 870413). LIE8ERMAN,J. Ofc of Special Projects. 
EA-68-089. 88/04/11. Ip. 45164:165-45154:155. 

8804140038 PNO I1l-S8-032:oh 880406,lwo patients received less than prescribed radi- 
ation doses in radiaiion therapy.Caus^ by error in applying formufa used (o calculaie 
exposure period. Treatment records ol other patients belrtg reviewed. 

WIEDEMAN.O.. MALLETT.B, Region 3, Olc ol the Director. 88/04/06 ip. 45162:145- 
45152.145 

8804140041 PNO 111-68 031:on e80405,grand jury Indicted licensee & corporation radi- 
ation safety officer .Count t ol Indictment alleges that In t9B5 Irwin & licensee crested 
exposure record for employee.faisoiy backdalTng record (o 840912 
MARABITO.R . WIEDEMAN.D. Region 3. Olc ol the Director 88/04/06. Ip 
48162:146-45162:148 

8804140043 PNO-IV-68-028.on BB0407,unplanned release of 157 mCi noble gas 
occurred Caused by failure of flexible joint In circulaiing water pump (CWP) pump pit 
resultirrg in flooding of CWP & motors.uooldown Initiated. 

WESTCTMAN.T.F Region 4. Ofc ol the Director 88/04/07. 2pp 45147:319- 
45147:320 

8604140370 PNO-I- 88-040 00 680408. during piaoned maneuver lo corroci unldantlfiad 
primary sys leakage.coniroi rods CEA-44 & CEA-4 dropped into core.Conialnmenl 
opened on 880400 to Identify leakage Facility shut down in excess of 48 h 
RAYMOND.W.. MCCABE.E.. BETTENHAUSEN.l Region 1. Ofc of the Oiroctor. 88/ 
04/11. 2pp. 46158:325-45158:326. 

8604190010 EN-88-029:on 660413,nollco ol proposed Imposition ol civil penally in 
amount ol $100,000 will be Issued lo licensee, based on violation ol requirements re 
Improper engineering & review & lailure lo follow procedures. 

LUEHMAN.^. L1EBERMAN.J. Ofc ol Enlorcomenl (Post 670413). EN 88-082. 88/04/ 
08. Ip. 45199 075-45199076 

8804190035 EN 86 026:on 8804l3,nolice of Violation A proposed Imposition ol civil pen- 
alty In amount of $2,600 will be Issued to licensee bas^ on licensee nol having au- 
tborwed physiclen lo use A eupervlae use of licensed mell. 

JOHANSEN.J.. LIE8ERMAN.J. Olc ol Enforcement (Post 870413). EA-87-126 88/04/ 
08. Ip. 45206:206-45208:206. 

8804180094 PNO-ii-88-022.otr 88040S.iow levels of radioactive matt detected In demin- 
eratlzer beds for plant makeup water.Caused by concentrating etfeot of 
radionuclidea.licensee currently storing spent demineratber beds onsite until NRC ap- 
prove/. 

KAHLE.J, Region 2. Ofo of the Director. 88/04/08. tp 45209:173.46209:173. 

8804190097 PNO- 11-08-02 1:on 88O4O4,iiC0n8ee commenced controlled 

shutdown-Caused by unldenUfled reactor coolant leakage approaching Tech Spec limit 
ol S gailona/minute over 24 h. Licensee plans 7-day outage to correct situation. 
PATTERSON.C. Region 2. Ofc of the Director. 88/04/05. Ip, 46209:169-46206:169. 

8804190103 PNO-ll-86-01 7A:on 880409.Stale of AL Issued press release on stolen 
Troxier gauge.DevIce recovered.lsak tested A returned to sve 
WOODRUFF.R.L , TROJANOWSKlH. Region 2, Ofo ol the Director. 86/04/11. tp. 
46208:163-45208:163. 

8804190248 EN-e8-027:on 880412, notice of proposed Imposition ol cMI penalty In 
amouni ol $60,000 will be Issued based on faHure of cold overpressure prolecfion sys 
lo be operable prior lo A during preaaure transleni when sya could have aotuaied. 
LUEHMAN.J,, L1EBERMAN.J. Ofc of Enforcement (Post 870413). EA-88-081. 56/04/ 
07. tp. 46206:054-46208:064. 

BB04200386 PNO'l-88-041;on 8804i4,un1dentifled leak exceeded 6 gpm limltteak iden- 
tified from PORV block valve packing leakotf line.Manual valve in leakoff line shut 
ott.Checks tor leaks A bigfi (emp fnvesffgafton contint/irTg. 

RAYMOND.W., MCCABE,e,, BETTENHAUSEN.l,. Region 1. Olc ol the Kreclor. 88/ 
04/16. Ip. 45221:166-45221:155. 

8804210184 PNO-lll-88-036:of» 880303,Unlv of Toledo notified NRC that extertslve 
radium contamination found In crawl space which had been locked & posted News 
media carried repta ot NRO Insp findings-lnclepenclent evaluation suggests. 
Wf6DEMAN,D., MAU,E-TT.B. Regfon 3, OfO of the Dfreolor. 88/04/11. 2pp. 
46216:176-45216:176. 


8804210202 PNO-IIJ-88.037.on 6&04l?,approx 1.000 gai'ons Of ter^clrve water 
drained from HHR sys p'ping into equ pmant room.SpiTl occurred when RHR valves 
relumed lo normal positions alter leak rale testing Cleanup ol rooms A equipmenl ini- 
tiated 

GREG6R.R. SHAFER.W Reg-on 3. Olc of the Director. 68/04/13. tp 45231169. 
45231.169 

6804210207 PNO I\I-6B-O36on 0e0209.contaminafod devices S work areas found af 
food processing piantConveyor bell contaminated w/ Po.2IO removed & packaged 
for ahipmenl to 3M lor disposal Region III to assist Slate ot IL w/anaiysis of samplos 
AOAM.W, WIEOEMAN.D.. MALLETT.B Region 3. Olc Of Ihe Director 88/04/15. ip 
45254 331 -45254:331 

8804210211 PNO-OSP-89-004A:on e8040e.calculaled unldenl.lied leak rate ol 1 09 gpm 
obtained, 6xceed.ng Tech Spec lim-l oi 1 gpm. Oilferenlial pressure iransmilier reactor 
coolant seal return line Isolated Plant currently in Mode 5 lor lepaiis 
RICHARDSON.S. Olc ol Special Projects. 88/04/12. 4pp. 45231:165-45231:180, 

8804260222 Discusses review of responses lo NRC Bulletin 88-003. "Inadequate Latch 
Engagement In HFA Typo Lalching Relays Mtg by GE." Project managers should 
review l-ceriBeo responses lo assure that appropriate confirmation received Bu'ie tin 
encl. 

RIVEN8ARK.G Project Directorate 1-2. IEB'BB.003. 80/04/20. NRC - No Detailed At- 
hliallon Given 2pp. 45263 016-45263 026 


MtSC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8804120201 Fonvards liflh "Aniruel Rept ol ASLBP for FY86 " 

COTTER.Q.P. Atomic Safoty and Licensing Board Panel 86/03/31. ZECH Commis- 
sioners ROBERTS. ASSEISTINE NRC - No OelaJed Af/i»at-on Given Ip 45091 307- 
45001:351. 

8604140362 Summary ol 8801 19 mooting w/Nuclear Assurance Corp In Rockville.MD re 
design ol new legal weight truck cask. 

ODEGAARDEN.r H, Division ol Safeguards A Transportation (Post 670413) 88/03/ 
30. Division of Safeguards & Transportation (Post 870413). 4pp. 45116.056- 
45118-059. 

8804180309 Forwards NRC onlorcomeni piogram,per QB0322 meoiing lo discuss on 
forcemenl programs of DOT S NRC.(^yil penally actions processed In 1866 A 1987 by 
US Coast Quard Involving radioactive mall requested. 

LIEBERMAN.J. Olc ol Enforcement (Post 670413) 88/04/04 HUOHES.S V US 
Coast Guard. Tiansportalion, Dept of. Ip. 46148 36() 45148 360 

8804200517 Summaiy of 880322 meeting w/Nucteer Assurance Corp In Rockville.MD re 
design ot now legal weight truck cask, 

ODbQAARDEN.R.H. Tranaporlafion Branch 66/03/30. Transportation Branch. 2pp. 
45192,088 45192 093, 

6804200628 Summary of 67ii20 meeting w/Nuciear Assurance Co>p In Silver 
Spring.MO re design of now legal weight truck cask. 

ODEuAAROEN.RtI. Transponalion Branch. 88/03/30. Transpotiat-on Branch. 2pp. 
45191.358 45191:361. 

8BD4210177 Summary ol B71026 meeting w/Vitginia Power Co.GNS & GNSI/ CNSl in 
Silver Sprirrg.MO re feasibility of obtaining certificate of coinp'lance lor Iranspotlailon 
of sponf foal In casks made from nodular cast kon. 

LEE.H.W. Transportation Branch. 88/04/04. Transportation Branch 3pp. 45i9t:|77- 
45191:179. 

8804280648 Ack receipt ol 680303 memo suggesting several inliiaiivos lo improve nrail 
licensing & insp program Agrees that Region IV could initiate pilot programs & rept 
conclusions in early 1969. 

THOMPSON.H.L. Office of Nuclear Material Safety A Safeguards.Oireclor 68/04/ 13. 
MAHTIN.R D. Region 4. Olc of the Director. 4pp 45269.171-45269:174. 

8804280855 Provides backgroutrd values tor Po-310 in urine, per request info has bean 
synthesized from discussions w/N Cohen ol New York Uriiv.J Muller ol Controls lor 
Environ Pollution & data reported by Atomic Energy Control Board.Canada 
COOL.D.A. Operations Branch. 88/04/OS. WHITEIj. Rogion 1. Otc ol the Director, tp. 
45269:176-45269:176, 


Nunea nureg reports and reuteo correspondence 


8803080019 Forwards salaiy evaluation approving capability ol primary sya safely & 
relief valves A associated block vafves.per TMi Acfton Item (1,0 1 Conckistona predcaf- 
od upon successful completion ol valve lest program. 

JAFFE.D.H. Project Grectorate 1-4. TAC 44694 88/03/01. MROC2KA.E.J, Northeast 
Nuclear Energy Co. (subs, of Northeast Ulilltjea). 30pp. 44633. 193-44633 222. 

8803100025 Forwards request for addi info re 870908 request lor exception lo one of 
lour criteria lor radlolodfna A particulate sampfng requirements ol NUREQ.0737.liem 
1I.F.1 concerning design basis shielding envelope. 

HOOO.D.S. Project Directorate 11-3. TAC 66B97. 88/03/07. TUCKER.H B. Duke Power 
Co. 3pp. 44861:358 44661:960 

8803260166 Forwards draft Rev B lo IE insp Procedure 82412, "Emergency Response 
Facilities Appraisal." ERF appraisal will be conducted using team approach per rec- 
ommended Insp assignment matrices in procedure. 

COLLINS.O.M. Region 2. Ofo ol the Director. 88/03/ 16. 8TEWART.W.L Virginia 
Power (Virginia Eleclrio A Power Co.) 39pp. 44914:228-44914:266 

8803280063 Forwards Director's Decision 00-8B-03,denying GAP 880126 request.per 
10CPR2.200,|o delay Commission Jicensing actions on plant W/o FR notica of deci- 
sion . 

MUHLEY.T.E. Office ol Nudeaf Reaoior ReMlalion, Dkeclot (Post 870411). #388 
5687. 2.206. 88/03/18. OAROE.B.E., CONOIT,R.E. Government Accouniabilily 
Project. 4pp. 45216.007-45216:173. 

-6604290297 Notice Of issuance ol Director's Decision OO-BS-OS, denying GAP requests 
to delay licensing actions on unlt.NUREG t306, "NRC Safety SignilTcance Assess- 
ment Team Repi on Aiiegaitons ro South Texas Pro|ecl, Units 1 & 2. encl. 
MURLEY,T.E. Office of nuclear fioaefor Reguiafion. Director (Post 870411). 00-88- 
03. 88/03/18. 100pp. 45216:024-46216-173. 



B803290097 Forwards / to olJ 8304 1-» tespoaso to Stpp( 1 )o NUHEG 0737..ticli;d 
■ng solu^ D'is to human erig neenng discreparc-cs. 

TUCKER H Q UuVe Power Co 88/03/ IS Occumont Cuntrol Branch (Oocumonl (<on. 
ItclOcsiti tSpp 44946 237 •14945 249 

B80330D01S Forwards prop'ieiary fJEDC-3»7M P. 'Feeilwaiet N027I0 FtacMro Muchan 
■cs Ai’alySiS 10 Shew Conip‘'aice w/ rJUBEG OSlO.' & (laser plion of proposed nsp 
pregrarn tor feedwater r.072tcs 8 discussion ot progiarn {uSli>icaiior> 

BRONS,JC. New York Powor Authority (formerly Power Authority 0! the Stale o' New 
Vork) JPN GO 010 65/03/25 Oocuipeni Ccr.lfo! B-anch (Ooccmodl Coniro! Desk) 
9pp 44502 C 65 44962 07? 

8003300375 ResporiJs to 660222 rtr lO ’Ow level raJwasio clSpOCJl prajlicos Info pro- 
viled nc’udcs esl mated porosity ol 26% (oported i-i Tab'o 2 t ot NUREQ/CH- 
47‘S.f.vo <t.f1crcnl typos ot ce-munis 8 waste so idd cation processes 
GREEVfiS.JT Urt-iSion ol low LevOl Wasli: S/aregemcnl & Occomrn ssiormg (Post 
870413 ) 89/03/11 HU EV.JL All liation Not Ass stiod. I5pp 44945 301) 44945 315 

8803300434 Megjnsis NRC concu'rence w/utii posh on that a*l i/idJCt-on lieatng stress 
mptrwcmenl ireaied wrJds at plant cao bo placed -n Category B class-iical-cn 01 
NbnEG-03l3.flcv 2 & Gerr.r.c Lit 69 01 

LEONARD.J D Long ls'ar.d Lighing Co GL-88 01 89/03/28 DOcnmor.i Conlrol 
Drarch {Cocumorn Contnil Desk) 2p,'> 44967 24G 44967 247 

6803310035 Discusses irilgacvo achcns.wc’d overlay upgrades 8 I3SCC insps pet- 
ic'/revJ djnrg Reload 7 oolago Updale J class f.caio/i cJ svc sensiiwo wcldroenis into 
7 cuiego'ies per NUHEG 031 3.Rev 2 also included 

LOI LIN.L I Ca'Oira Power & t qM Co NLS-e0-O/3 08/03/25 Oocumonl Conitol 
B arch (Dccumer.l Control Desk) 20,-tp 4498? 207-44992 324 

8803310166 CemirenI opposmg Rev I.SuppI I to NUHEG-C054/FEMA-nEP 1. RoQJifo 
menl sho j'd bo stated lor licensee 10 ido.nt ly duties that will be done by pooplo not 
participatirg -ii plar.n r.g or di-Hs 

H0ICHKIS8.W AMi-ation Not Assigned 52fR45066 00033 69/03/16 MbVER.O 
NRC - No Oen led All. iahon Given ?pp 44062 130 41962 131 

88040(0063 Forwa'ds Irsp Rept 50 416/07-32 on 671214-16 & r.ct<co ol viOtalicn. 
IILRDT.A R Heg’oti 2. Ole ot the 0:'ectOf. 88/03/25 K'NGSLEY.O 0 System Energy 
Resources, li.c 2pp 45026:140 45023 170 

—8804010067 Insp Repi 50 416/87-32 on 37 l?t4> 16 Violations natcil Maw areas 
inspected environ (;ua'it.caton of olectncei equ.prr.e-*iiiirp'cmenlaii'jrt ol I0CFRS0 49 
requ tomenis & eteclncal eQuipmcnt w.tltn scope ol 10G(-H50 49 
RLiFf.A . CONLO.M.TE Region 2. Olc Ol rhe O:ieclor 88/03/24 20pp 4502B 151- 
45028 170 

8804010081 D.scusses soisiriic qua'ilicaiion ir.'o (or vatves associated w/air asceuinula' 
tors discussed in ulil 671 120 llr Uhl w.ll seism cally eva'uolo any required a r operatud 
vaVos un-dcr resotuiion of USt A-46 

ANDflev/S.Hl Omaha Pubic Powor 0 Sind GL B7-02 67/1 1/?5 CALVO.J A 
Pro.ect Oiroclo'ato IV 2pp. 45001 030 45001 03l 

8804010092 NUREG/CH.504 1 VO? RECOMMENDATIONS TO THE NRC FOR REVIEW 
CRIIEfllA FOR ALTERNATIVE METHODS OF LOW-LEVEL RADIOACIIVE WARTF 
O'SPOSAL Task 2b Earth Mounded Concrolo Bunkers. 

DENSON.R H,. BEN.^ETT.n 13. WAVSLtY.R M Army, Depl ol. Army Engneor Wa 
tenvays Expenmcni S'atiorr FIN 0-1071. 80/01/31 Division ol Low Level Waste Mari- 
agemont 8 Decom.Ti3Sion ng (Post 870113) 1 16pp 44950 2 19 44950 336 

6804010116 NUBeG/CR-5065 liME- AND VOLUME-AVEHAGfcO CONSERVATION 
EQUATIONS fOR MULTIPHASE FLOW USNG MASSWEIGHTEO VF.LOC1IY AND 
INTERNAL ENERGY 

SHA W.T . CHAO.B T , SOO.SL Argonne National laboratory FIN A 2255 ANL-87- 
51 68/01/31 D.vision ol Reactor Accident Ana’yS'S (Post 870413) a4po 44950 125 
44950 ?0/. 

6804010162 Forwards SSSR 14 to NilREG-0797 re operation ot p'ani SuppI presents 
saloty evaluation on mailers re corrective aciion program associated w/design ot 
largo & sn'all bore pipng & p.po supports Corrective action program accepiab'o W/o 
encl 

CRIMES Cl Ofc ot Special Pio.ecis 80/03/09 COUNSIL.WG TU Electric (lormorly 
Tonas U:. lies Generating Co) ip 44949 021-44949 021 

6804010163 I'oiwards request for addi in'o re uhl responses 10 Generic l.lr 86 05 on 
'.mpletronlaiion ot NUHEG 0737.ltcm 11 K 3.5 conornmg reactor c(>olanl pump 
Inp Response requested w.lhm 60 days. 

SILVEH.H Project Directoiaie ll 2 TAC .19666 68/03/20 WiLGUS.WS Flo/ida 
Power Cotp (subs ol Florida Progress Corp ). 6pp illUsD 022 4 4949 027 

8004010215 NIIREO/Cfl 4785 REVIEW AND EVALUATION OF DESIGN ANALYSIS 
METHODS FOR CALCULATING FLCXiGiLlTV OF NOZ2LCS AND BRANCH CON 
NECTtOMS 

MOORE .S-E , ROOABAUGH.E.C , M.OKHTARIAN.K Oak Ridno Naiionoi Laboratory. 
FIN 80474 OHNL-6339 67/12/31 O.vision ot Engin.eennQ (Post 670413) lOBpp 
44974 004 44974 111. 

8804010223 NUHEG/CR 6618 URANIUM OKIDF-IRON OXIDE MIXED AEROSOL EX- 
PERIMENTS IN SIE AM-AIR ATMOSPHERES NSPP Tests 611. 612.6 13 And 631 Data 
Record Repo'l. 

TOOtAS.M L . ADAMS.RE Oak Rrdge Natrona! laboratory. FIN 0 Ol2t ORNL/TM- 
10568 88/01/31 Division ol Reactor Accident Analysis (Post 870413) 63pp 
449/4 192 44874 256. 

8804010249 Estobi shes guidelines between NRR & RES for technical review ol sld 
plan! designs.namoly.Wesilnghouse RESAH SP/90, GE advanced OWR.C-E Sys 80 & 
EPRI advanced IWR lequiremcnls documeni Four cnicria lor new des-gn lisleJ 
MURLEY.T F. Oihee ol Nucloat Reactor Regulation. Oireclor (Post 870411) 
9ECKJOHD.E S. Ollico ol Nuclear Regulatory Research, Director (Post 860720) 88/ 
03/14. STEILO.V. Ole 0/ the Fxoculiva Diroctor Ici Oporaltons 4pp. 44949.160- 


■8804010264 Documcnis Kanstor ot respons bihty lor siandardr/aiion 4 advanced reac- 
tor pe?i^ issues Iroin NRR to RES.consisient w/NUREG 0325 
BECKJOHO.e S OHice of Nuclear Regulatory Research. Dreclot (Post 360720). 8// 
05/22 MURLEY.T. E Ollco ol Nuclear Reactor Heouiation. Director iPosl 8704111 
5pp 44949- t5<t 44949 t58 


8804010275 N'JREG/CR 4868 PREGSURIZEO-THEHMAL SHOCK TEST OF 6 INC, 
THICK PRESSURE VESSEtS PTSF-2 li'.vosngalion Ol low Toar.iig Hos'Slnnco Ai 
Warm Presiressmy 

8RYAN.HH. BASSBR. BOLl.SE Oak Hdgo Naicnal Laboratory FIN U0I1 
OHNL-6377 87/12/31 0.v.SOh of Ergineorirq (Post 870-113) 30(ip|> 44949 17 
44950 12-1. 


6604010277 Forwards re()unsl lor addI into (o coniro' room habitabilily sys ova'ualto 
SILVER.H. Proiect Ditcclotaio 112 TAC 64805 88/03/29 WILGUS.WS Ftorir 
Power Cotp (subs, ol Florida Progress (jotp) Upp. 44940 259 449-10 207 

8804040037 Forwa'ds "ECC'S Oulago Dole lot I9B/," pur Ghapler IS.ScclK 
13 5 1 I N ol plant FSAH & NUDEG 0737.Uem 11 K-3 17 

GUCWAL-T Georuia Power Co SL.442D. 8ft/<)3/20 DocumniU Conirol Btatich (Oo 
uti’ent Conitol Desk) Ip 44970 054-44070 058 

8B040400G3 Prov.de s addi nlo to d'ali supp'omeni ol FES lo re cleccmmissiot'iriij 
Ra'c Earths fociMy Rcpl by Senes ConsJianis I imiiod to NRG osi mnl(*s or dosti 
gotre.-al pjb'ic during uhl achon period cr'ci 

MESEHVE.RA. Kerr McGee Chemcal Corp (subs ol Kori-McGuo Cofp 
MESERVE.RA Covi-ngion A Oudintj 29155 60/03/23 SWtFI.JJ. Fuel Cycio Sato 
Branch 6pp 44972 202 449/? 209 

8804040067 Responds to NHC 6/10?0 tequesi lot addi into 10 NUHEG O/a?. lie 
(lO I. ■■Peffcrmanco Tosling ol Rulul & Salely Valves" Submiltal of rosponso fi 
Homs 6 9 rescheduled lot ttOOGOt 

SMEDLEY.R W Consumers Power Co 80/03/29 Oocu-ment Conitol Branch (fJoci 
men! Control Desk) 5pp 45020 309-45020 313 

8804040104 Forwards Rev 5 I 0 ollsilo dOSO calCulohon manuol.por 071123 rcquosl Ri 
addresses ati but Ihreu rl scropdncios roied 1.1 lochn cal ovalu.ihOrt rcpl Discro/Moc i 
not addressed, resiaicd.lcrowud by uhl rosponso 

GALLAGMEH.JW Phi ndciph a E’ecir c Co 80/03/30 CIAHK.H J Prc|ucl Urccloral 
12 3pp 44970 096 449/0 229 

8804040202 Forwards discuss on ol posl-accidoni boron onalysis.per NUREG 073/.llci 
II R 3.Uti eipenence indicalos lhal manciiol Kitration method suponor to lluoroborni 
allctnalivO because ol s:rnp'icity & rehab I ly 

THOMAS.G S Pub'ic Service Co ol Now Hampshi'u. NYN-00037 08/03/30. Doci 
men! Control Brarch (Document Control Desk) 3 pj) 45076 1 1 2-450/C. 1 M 

BB04O6O16O NdHEG/CR 5050 PRA APPLICATIONS PROGRAM FOR INSPECTION A 
ARKANSAS NUCLEAR O.NE UNIT I Docket No 50-3 13. (Arkansas Power And I iQl 
Company) 

VO.T.V . HAnniS.M S . GOHE.C F BailcMo Memorial InshUiio. Pacihc NofihwosI Lai 
oratorios FIN U 2602 PNl 6394 00/03/31. Region 1. Olc ol Iho Director 74p| 
44972 032 4-107? 106 


8004060264 NUHEG/Cn.5060 ANNOTAIED OlOLIOGRAPHY OF RCLIA01LIIY AN 
RISK DATA SOUrtCFS 

HESTER.OV. BROWN.Sn, GENIILLON.C D F.G8G Idaho. Inc (s-jbs ot EG&t 
Inc) FIN A 623/ EGG HEO-7827 80/03/31 Division ol Satoly Progiunis {Poi 
870413) 195pp 45009 050 45009 244 

8804050313 Forwards second rovised preliminary SF.R ro plonl perlormanc 
p’an.addnn new or mod.lird scchoris concerning design ccMitrol.crvrl & olecirical calri 
lahons & App R.pur 880121 & 0217 lirs Final evaluahon will lie issuod as NUHEC 
1?3?. 

EBNEICn SD. Olc ol SpOCial PiC|CCtS. 08/03/25 WHITE.SA Tunnesseo Valloy A» 
Ihonty 3&lpp 44998 001-44996 361 

8004060112 NUREG04a0 VOO N01 LICENSED FUEL FACILITY STATU 
REPORT Invento'y Ditforence Daia January- Juno 1987. (Gray Book il) 

' Ollico oi Nue'ear Maicnai Saloty & Saloguards.Dirucioi. 08/03/31. I /pi 
45029 197 45020 212 

8804060246 Afmhcat-on lor amends to licenses NPF -1 S NPF-7.cl»anQ ng Tech Spe 
Tables 3 3-10 & 43 7 lo include mcoro Ihormocoupios in acridont monitonn 
rnsirumonldlion.per NL(HEG-0737.llom IIF2A Generic Llr 03-3/ Fco paid 
STEWART.WL Virgm.a Power (V.rgin-a Eloclnc S Power (io) GL-03-37 06/03/3( 
Document Conircl Branch (Documoni Conirol Desk) 3pp 45034 060 45034 090 

8504060455 Forwards Saloty Insp Ropt 60 461/00 05 on 800224. 2CNo violalion 
noted 

SHAFFfl.WD Region 3. Ofc ol Iho O/oefor 88/04/01 GCRSTNERWC lllina 
Power Co ?pp 450/2 017-45072 029 

—8804060462 Saloty Insp Rcpl 50 461/88 05 On IJ60??4 26 No v.olalions or duviolior 
noted Major areas inspected solid radwaslo program includmg.orqaniaahon & mr 
con|rols.qua‘ilicai>ons S irain.no solid radwasle & iransportalion acliviiios 
SI AWINSKI.W J.. GHEGER.LR. Rogon 3, Olc ol Iho Oirociut 80/03/31 t Irii 
45072 018 45072 029. 

B8040605I5 Inlotms ol uhl Inieni to remove lubo wbralion instrumeniahon installed 1 
stoam gc.neralors as pan ol vibration tost program described in ubl 84031 
It* Approval ro()udstod lor oLminabon ol vibration moiiitonng program 
COUNSfL.W.G . BCCK.J W TL) Elociric (lormorly Texas Uhhlies Gonorating Co } TX) 
00341 60/03/20 Document Conirol Branch (Documoni Control Oosk) 2pi 
45007.105 45007 106 • 


8004070051 Forwards magnetic data tapo containing aveJaWo vaiidolod motooiologici 
data hum onsiio instrumonlahon lor Apr 1979 - Dec 1983 & Oci 1906 • Jun 
1987. Tape toimal developed pot NUREG OSOO.Seclion 2 3 3.App A 
THOMAS.G Public Sofvica Co ol Now Hampshife. NYN 0804 ( RD/Q4/0I. Oocooior 
Conirol B/anch (Document Conirol Desk) 6pp 45022 132 45022 (37 

8604070170 Informs ol soinctlon ol Wostinghouse sieam generator low lovol ATW 
miligahon sys design lor tnsialiahon at lacilily during 1989 tolool.ng outage NRC ai 
proval by 880603 requested Addi into encl.W/sevon ovorsi/o drawings 
HiNTZ.nc Wisconsin Public Service Corp GL-OS-oe 88/03/31 Documoni Contn 
Branch (Document Contiof Desk). 27pp 46044 061-45044 1 07 


M ‘H.i j 'tsbocioio ifir rio;t’ri& ii'cai u/unii) £epp n^uaav^i- 

451)99 1)2 

8604000005 nusjJOfdi) 10 CM Co'lins Hfl02l9 lit to FbMA analysis ol picnip; a let I A 
n?MicalCt‘ sys (o; (aci ity Ooiails of iili fcivaw o' FfiMA (it & q.iGStio'.S fc TFMA 
survey ut ci 

M;,DONAi. 0 .n P Al.ibfttra PowO' Co NT (J0 016J 0(i/09/3l Oocun’em Control 
Uranrh (Ojcurnoi't Control Oesli} 2ci(:() 45090 2 79 '45090 304 

88040B0I21 NunFG/CR 5032 MOOCi IMG 7IML TO RECOVCnv AND INITIATING 
FVLNI FMLOJtACV FOH LOSS OF OFFStTC POWER IMCIOENTS AT f.DCJEAH 
nOivm I'l ANTS 

IMAN.H I . ••CHA.SC Snntlia Hat on;,! LohstatOi es FIN A. 1 393 SAN08/-2428 00/ 
01/3) D.y stjti ol Reacior Aret.'e?.'M AmaVS'S (PosI 8/0413} 6lpp 4503® 035- 
4503Q 155 

8804060125 NUHEG 0020 VIS M02 LICENSED OPERAIING REACTORS STATUS 
SUMMARY nEI-iCni Uaia As Ol Janjaty 31.1900 (Gray Oooh 1} 

SCHWAMT2 I D visiCn ol Cotrpiitcr & Tcli;cort'riijii callous Bont COS {Posl 8704 1'J) 
BO/03/31 49900 45030 189 45039 327 

6804000131 NllHCCi/CH 3950 VO 4 FUF.I PEREOHMANCE ANNUAL REPT FOR 1906 
UAIl EY.vV.J Oailc o Men-.otial Insliluie. Pacitc No-ihwatil Laboralor>es WU.S NRC • 
Na DclaiX'J A'liialon G.von FIN 0-2997 PNL-52)0. 00/03/31 CiviSon ol Engi cot 
iny X Sysicms Tcct-nclcgy (Post 07041 1 ) lOJpp 45034 199-45035 021 

6804000134 NUnEGrCR 4667 V04 ENVIRO.WCNTAlt V ASSISTED CRACKING IN 
IKiMl V/AIER REATITOnS Som at-nja'. Hopl.Or.toboi 19B6 • March 1087 
SHACK WJ. KASSNER.I f . fMIYA.PS Ai(jor.nc Manor*, i' Labotalo.'y FIN A-2212 
AML Br-4t 'iH/02/>'9 Dvisiao ol fiignccr-nq (Post 0704 13} ,'’/pp 45339 3?B- 
45040 04 ) 

6004000136 Proposes slanda/Oi^o® lost F'Ccoti-jiO lot compiossio" Wiling ol b.lumon 
so'i'J'ieJ low ‘ovel raOwaslO Molliods ol mlotpiolalion as oul'ined .n MUREG/C^H 3029 
ti.sCiiSSRtl Tcsl Pio.'.uduros D 1074 O'J & O 695-05 t;r.cl 

SJMPSON.SI Assooeioi) TfCbro’oaios. inc 0)171-034 00/03/21 TOKAR.M 
Icchncai Utanch 22pp 45073 316 -45073 337 

0004080170 NUnEG/C:H-1Q60 ROI FLAW DENSITY EXAMINATIONS OF A Cl AO 
BOiLiMG WATER REACTOR PRESSURE VESSEL SEGMENT 
CCOK.K V . M.I.CLUMo.R W O.lV R.dyo Nolional Labcralory FIN B 01 19 ORNL/TM. 
1036-1 09/02/29 D.vision ol Engt-eotma (Post 070413 ) 34pp 46030; 156-45038 109 

8804000171 NURCG O701 S05 SAFETY EVAI UATIOM REPORT REEATED TO THE 
QFERAliCN or SOUTH TEXAS PROJECT. UNITS 1 AND 2 Cockot Nos 50 498 Anil 
51, 499 IHccSIon I'flhiinii And Powc-t Coirpany) 

* 0*vs-nt> ol Hoaciot Pib'ccis - m.iv.v & Spocial Pto;ocls (Posi 070411). 00/03/31 
ri3pp 45040 044 45040 136 

8804080172 F-otwatds SSER MllHEG 1231 »e O&VV Owners Group plani toassoss'h'jtit 
ptegtant Overall o/aluai'oti remans lavomb'e Addi improvomoei in siea of intcgialod 
toiilfol sys/ non nuclear insliunionlal-o-n sys toviow poss.b’o W/o enci 
CHUTCFti iLl DO D.vison of Roaclor Pfo;ocis • Hl.iV.V & Spocal Ptoiccts (Post 
0/041 1} 06/03/31 WII GUS.W S Oabcock 8 Wicox Opo'at.ng Plants Owners Gioup 
/pp 45076 I«r 4 5076 107 

BB04080174 t-:unEG-131() NATUHAILY OCCURRING AND ACCELERATOR PRO 
OUCEO RADIOACTIVE MATERIALS 1997 Rov-ow 

AUSTIN J H On CO ol Nocioar Matonai Saloly & Salegua'ds.D.reciot. 68/03/31. 74pp 
45201 100 45206 036 

••8804140067 Advises that enci tJocunaonis tol in NUREG-1310 should bo tnado avail 
sb'e to biiclie u PDR 

AUSIIM JH Ollice Ol N-jcloof Maiotial Saloly & Salcguards.Oi'ectoi. 00/03/16 Doc 
5110111 ConI'Ol Utanch (Documonl Conitol Desk) 2pp 45201:234-45201 235. 

—8804140075 NolifOS of Alotnc Energy Control Board into that I censes iSSuod 10 an 
Iho'i/e ovpo'ts ol Co 57,Ga-65.ln-1 1 1 , 1- 133 & Tl-20l.p0t NRC roq-JOSI Into on wliolhot 
& in whai ainounis isotcpes expoiiod unavalablo Related inin onci 
MCGEE. TD Cooacia Govt ol 07/i?/29 AUSTIN.JH NRC • No Deia*tod AIM anon 
Given 12piJ 45201 236 45301 24fl 

••8804140096 Forwards I si ol cycJolrons itisuallod w/cJalcs Of commissioning Otowlli ol 
CyClOlrons wilt bO expanding during noxi 5-iO yrs as posifron en'.iss.on lomography bo 
romes mcro vvidcsproaif diagnostic modality neiotcd into onci 

HALLIOAY.KQ CTI GfOop, Inc 07/11/10 AUSTIN.J NRC - Mo Dota-'od Aldal-on 
Given 3.Tpn 45201 249 -15301 201 

-8804140108 PNL-5948 ’ llsl o( DOE nad-o'sotopo Cuslomots w/Summary ot Rodioi- 
sotepo Shipnionls.FY05 *' 

baker. DA (iailciie Memorial instiiuto. PaciLc Northwest Laboraiorms UC 23 86/ 
00/31 53pp 45201 302-45201 334 

-8804140121 rtesponds lo 871104 lit ro transfer of radio solopcs from Swiizertand io 
US Slated SvvibS rosoarch faciliiios produco radioisotopes through acceleralor/cycto- 
Ircn cn tcpular basis O.ianlily of H-3 S C-14 oxported staled 

HERRG.HP Swiuerland. Govl 0 l 07/11/19 AUSTIN.J H Ollico Ol Nuclear Material 
Safely & SaloguardS.Oiroclor 2pp 45201 335 45201 336 

-880-1140130 Forwards loxi of response roceivod Irorn Ottawa re roquosi lot mfo O') 
Canadian experts ol radloisolopoa per 071214 letcon 

MCGEE T 0 Canada Govi of 87/12/14 AUSTIN.JH NRC • Mo OetaJed Afliiai.on 
Given 2pp 45201 337-45201 338 

-8804 140141 3 "Natural Radoactiviiy Coniemmaiion Problems" 

STANTON.JR ConTcretico Of Radialion Conlrof Program Orreciors, lec 
BOHLiMGEB.I. H Lov-isiana, Stale ol. HENOHiCKS.O W. Environmental Proiochon 
Agency 01/00/31 t33pp 45201 339 45202 1 lO 

-8804140149 Discusses two Incidents poinkog lo valuo of radiation munitonng ol trucks 
entoring or loavmg scrap meial processing facility Appreciation for iwo pioccssors 
lakiPQ app'ppnaio prerputionary rnoasures expressed. 

MILLEH.VL Medical Academic 8 Commercial Use Safety Branch -87/00/12 
CUTLER.1t Inst.luio ol Scrap Iron 8 Steel, inc 2pp 45202; 1 1 1-45202 1 12 


—6604140186 MORP 66-7 "nev.cw A Ana ys •> ol nji:ii.iTi Inc denis " 

RODINSON.FW. ViIeFORTh.J C.. VrOLD.G.I lloaHh & Human Setvees. Dept ol. 
US Public Hoailh Set V.co 68/09/30 l9pp 45202 131 -‘.5202.149 

—8804140204 Speech t‘iilillL*;l " D.ag-osis 8 Trcaimcn; ol Moiasiatic Tumo‘S W/R&o.o- 
lauo.'cti Monoclonal Atiibcd es ExpornnvO w/ Lymphoma. M-e'^rcri'a 8 Colon 
Cancor " 

LARSON.S M lloallh & Hon aii Sf'vicrs Dept cl. U S Pi.Llc HoaHh Servico 06/12/ 
31 lOOpp 45202 150 45203 250 

-8804140276 Forwards c'oscnpiionK ol naluta'ly-occu'r nj 8 accccr,)lct ptcili.ccd rado- 
Bcuvo mall mcidcnls di.rtig |<cist 5 yrs. rc-co.vod Iro'n slam tadahan ccnito' 
p oj'ares.pcr reguosr. Abstraois also cnci Adc' ropis to b-.' sen: as tece.vod 
HAROIN.C M Cculetonco ol RaCiai.oi Coiiltcl Prcqr.Ym Ditecirts. ire 07/11/25 
AUSF'MJK OfliCO Di N.,cloai Material Saloly S 5ale;o3fiis D rcrttoi 3lpp 

45202 3/0-45202 299 

-8004140351 "nadu'n lnc(ie.-;i Hepi.Fcb-,Junf) 1956” 

HO0INSON.E VV Upolto S Hitva’t Serv-ocs. Oijpt cl. IIS Pub'c f'Cft'rh Sxvvr.Cf td/ 
06/30 lOpp 45202:300 45202 309 

-8804140353 ‘ Ra-'J-uai IcrirJenl Repl for Dec 1966 Jr.) 196’ ■ 

HGRlNSCN.E W Hcoiih 8 Human Sc>'v;ccs Copi c'. US Pib-c Ilf-uJIi Si-v.tf 67/ 
07/31 2Upp 45202 310 -15202 328 

-8804140355 " Rariijm tncidoni Rept lor Aug Dec 1067. * 

ROBINSON E VV. Moalih 8 ttuman Services. Dr'pl or. US Put:ic Healiii Seivce 6// 
12/31 6pp 45202 329 .‘.5202 334 

"8804140350 Hacijn* Inc-rlenl Rcpt.Jan J.irio IGC-O" 

ROBINSON EW Hoallh 8 H,;maii Scrv.cos Oopt ol, U S PuUc tlevillh SoiviCO 6'J/ 
Cb/"J0 Opp 45202 335 45202 343 

-6804140363 Harfijm '‘crlenl Hnpi.Jul 1960 • Dec 1069 ' Rolaicd doccnreniahon 
enC 

CONLON.F B iloa-ih 8 H.j'nan Eorvice-s. Dopi o1. U S. Puire tlen'fi Ser"v.co 69/12/ 
31 23pp 45202 344 45203 005 

-8004140303 PNO 111-87 123 on Q70909.Re;;icn Ml routed liy Statu o' MO dial suap 
doalor -n Sl^csHJn.MO dotectod tad'-jaci-vf^ conlair.riai cn m I'wo rni cai loads cr ai.i- 
mioum mall tocnr/oil item Unted Tocbr'.O'cgy.lr.C.Ho'aied into eoc'l 
VViF.OEMAM.O. MM. LETT Q Region 3. Ole ol Iho Oituciar 07/0'j/ii 21pp 

45203 CP6 15203 026 

"88 04140410 Commiuiis on end dnio fu <Jagi.cstc n.-s8d'niisirai-a‘'s rivq'.vir g accot- 
catci produced isoiopus repertod W MRC for Jan 1901 - Doc lOOSArnuoi crtoi laio 
lor d agnosi-c m-sarfm nrsdanons sialoj. 

PEniJoilN.S. -Ollico lor Araiysis & Ewa'uaiiqn ol Opeiatopn' Daia, O.iecto' AECU' 
C5'J5 07/12/22 AUSTIN.J Ctlico nl Nuc'oar Material S.iloly & Salegjards.OiocK;! 
?pp -15203037 45203 038 

-0004140439 Subm ;s IcIIOaup oI FDA 0/121-1 mo-oling ro adverse loaclior'.S ropcitod 
:'i assccHlion w/paiieni exposure to tadoplivn-s p-'OCoct’d fc/ 
cyclolions spec.LcoFy ga''ium. In-I l I.I-IL'3 & iha'luih Rc4alc'U nioonc’ 
ARROVVSMITH.J B Food 8 D-’.ig Admrisitalcn 87/12/15 AUSTiN.JH Oil.co ol N..- 
clonr Klalciifi'. Sefuty 8 Saic-goa'On.OifOcicr Mipp 4,5203 039-45203 I7<j 

-8604 15001 1 F.xpiosses apprecaimn Inr cppcrij'-iiy to mout w/NRC 8 d.scuss acl.vi 
I vs ot Ccnic'epco O'^.wUvos ol Co'tlcrcnco a wsk Io-coh ad.vu Ouing p:isi yr Isifd 
& (isi ol spoc.l c wofksr.op-. ccnJi.ciod ai 'asi annual mooiisg encUV/o er.c' 
liARCiN.cM Conloicnct! ol RaU-aton Ccniiol Prcgiani Dicctom Inc 75/U5/20 
KENNEDV.R T NFK; - no rote lpd AfllalionG.vou 2rP 45203 100 452U3 181 

-8004150045 NIOS1I Technical Into. "Evnlualion ol Occup.i1;cn3l Haze'd-r Fiom Indus 
Inal Railmlion Su'voy ol Selected Slaic-s' 

COHRN.se . KINSMAN.S . MACCABEE.il O Hea‘lh & Huina'i Scrvcos, Oopl ol. US 
P.iblic Heailh Service /6/12/31 90pp 45203:102-45203 267 

-8804150064 Rcquosls Skill pro-paraho-i of p-oposed If to staled loc p enis ro ralii'>il- 
!y-OCcutrirg 8 accoloralo* produced raciOBClivo mall.app'ovod by Con'irissionscti lo 
mods .nd caied cn orcis.ici chairman s gnaturo 

CHILK.SJ Otfico ol Iho Socrotary Ol Ibo Cuinnriss on 70/07/1? GOSS'CK.L V O'c 
ol Iho Exocut.vo Diicctof let Cpoialions Opp. 4 5203 268 45203:276 

-8804150099 Fo-waids SECY-7S 21 1. ‘F nal Rocommen Jalions ct Task Ft;fCO on Reg 
ulabon of Naluia. y Occu'i ng 8 Acc€‘oralci Produced Radoadivo Malls (NaRM) "' 
Clia'tman lienddo & Commissioner Kcnnotly non-co-cunod m rccommc-i'daiions ol 
slafi ... ^ 

CHIEK.S.J Ollico ol tho Societary -c! |ho Coiim.ssoi 70/06/30 GOSS'CK.L V Ole 
ot tho ExecoUvO Ci'cclot lor Oporalions 2pp 45203 277-45204 0-14 

-8004150227 "Compi-anco by Slates w/C-oniun'cr Paboni Radial on HoaHh & Saioiy 
Art ol 1901 Ann-jal Ropt to* 1986" 

' Hoaiili & iTuman Scivicos. OepI ol. U S Pi.b.-c Hoaiin Scrv-co 06/(/-J/lO 3pp 

45204 045 45204 047 

-8604160271 "Ropl on Idcnlil, cation ol Federal net.'iahon ls?oOS " 

' Contpntieo on loio.'agor.cy fladiaiion Hoso.itch & Poicy Coordi‘'ai.on 88/03/31 

Hpp 45204 046 45204 lit 

”8804160287 RPC-CO 001 " Pfogioss Rept 8 Picl.'T'ioary 1981-03 A<)0nda ' 

• Piosideni ol U S & Exocuiive Olliccs. 80/03/30 6ip? 45204 li 2 45204 170 

"88(14150322 Maiked up ‘ InclaSion ol Noluraliy Occurring 8 Accoleraicr Prod'jced Ra- 
dioaclive M.alis m EPA Low Level Radwaslo Std " Ro'atod documontation one', 
BANDHO'WSKI.-M S . GFIUHLKE.JM EnuJO-i-nenla) ProlOCIion Agency 86'09722 
46pp 4520-1 179 4 5204:224. 

"8804150337 Forwards lisimp Ol radicpha'ms olLciji in USP X5<l 8 s-.ippis 
JOHNSON.F.N Unted Stoiea Phatmaccpoai Convontion, In;. Tho 07/12/03 
AUSTIN.J H NRC • Mo Doialcd AHi'ialion Given 2pp 452C4 225-45204 226 


-6804l50ass Foiwards summary msp rapis ol heallh svss 1P.da5try.SlJ Industt-ol Ciassi 
hcarorr Code 8& lor FYe2-66 & ropi tor FVs of insps where loninng ftadiation 
Std. 1910 096 Cited.pet lelcon 8/0827 request rtc 

KATALINASJA Labor. Oept ol. Occupai cnoi Saleiy & Hoalth Adtnn. 87/10/05 
AUSTIN,J. NOC • No Detailed Afliliaiion Givo.'» 33pp 45204 227.45204:243. 

-8804150369 Forwaids two I stings Ol insps w/ 1910 096 cited .consisting of Sid Indusirl 
at Class lication (SiC) 7000 8989 from Oci 1984 • Juno 1857 & all SiCs from Oct 1981 
- SepI 1886 pot 871013 A 28 telcon foquesls Reiatod documentation end. 
KATAIINAS J.A. labor. Dept ol. Occupational Salety & Health Adm.n. 87/1 1/04. 
AUSTIN,/ NRC • No Detailed Afliliaiion Gr/en 73pp 45204 244 45204:263 


-8804150383 Advises ol agreomeni w/staled locommandalions noted In drefl Commis- 
sion paper submitted w/i7l23t nie.mo 10 natuialV occurring & accofeialor produced 
rad-oaclive mat's Resource estimates A recommendations reasonablo Ro'ated into 

IOACM.RE Program Analys.8 Branch 88/01/21 AUSTIM.J H OHice ol Nuclear Ma- 
terial Satnly A Salogjards. Director. 2dpp 45204.264-45204 292. 


-8804150390 Agreoment Stale Program Slate PerspecWo 
8HOWN.H. National Governors' Association. 63/01/31. i60pp 45204 293 45205 092 


-8804150403 Advises that B Oornsite ol Commonweaith ol PA radaton control agency 
to send mfo on fad.um A other naturaTy occurring A accoterator produced radoactivo 
malts problems A rolalod into Reiaiod oocumontalion end 

DEVI.NCJ Ccnteienco ol Radaiion Control Program Directors. Inc 87/09/01 
AUSTIN,JH Otiica of Nuctcar Mataoai Safety A Saleguatds.Direcloi lOOpp 
45205 093-45205 193 


8604080232 NunEG/CR-2000 V07 M2 LICENSEE EVENT REPORT (LE 
COMPiLATlON.Por Month Ol February 1986 „ „ 

• Oak B dge National labo/atciy. FIN A-9135 onNL/NStC-200 86/03/31. Otlice 1 
Analysis A Evaluation of Oporallonal Data. Diractoi lS2pp. 45041 079-46041.230 

8804080236 NUREG/CR-4740 NUCLEAR PlANT-AGING RESEARCH ON REACTC 
PROTECTION SYSTEMS. . 

MEYER.LC. EGAG Idatio, Inc (subs ot EGAG, Inc) MEYER.L C Idaho National E 
ginconng Laboratory. FIN A-63B8 E6G-2467 60/01/31 Division ol Eng.noofing (Pc 
870413) I31pp 45040 300 45041078 

6804080267 NUflGG/Cn.4999 ESflMAnON OF RISK FtEOUCTlON FROM IMPnovi 
PORV HELIA8IUTY IN PWRS Final Report 

HSUC. PERKINS K, YOUNGBLOOD.R Brooktiavon National Laboratory FIN 
3807. 0NL-NUREG.521O1 86/03/31 Divis-on ot Roactor Accidonl Analyss (Pc 
670413) 82pp 45066 344 45067 064 


8804080272 NURCG/Cn-49ie V02 CONTROL OF WATER INFILTRATION INTO NE/ 
SURFACE ILW DISPOSAL UNITS Task Report • A Discussion 
SCHULZ.HK Calilornia. Univ. of, Setke'ey. CA RIOKY.R W Maryland. Univ ol. C 
lego Park. MD O DONNF.Ll.,E. NRC - No Detailed All liadon Given FIN 0 0050 8 
03/31. Division 0) Engineonng (Post 870413) 33pp 45066 31 1-45066 343. 

8B04080274 NUREG/CH-5029 MELT PROGRESSION IN SEVERELY DAMAGED R 
ACTOR CORES 

DOSANJH.S S Sondia Nailonal Laboratories FIN A.t342 SAND87.2364 87/12/.: 
Division ol Reactor Accident Analysis (Post 670413). 82pp 45066.220 45066:310. 


-8804100119 Noiifiosol posnion ol Conference ol Radiation PrMram O-reciors on nal 
orally occurring A acceleraior produced radioactive mail (NARM) NARM radioactive 
mail not adequatoly or uniformly rocuiaied in US. 

STflONG.T fl Conleience ol Rarfation Conircl Program Directors. Inc 67/06/26. 
0 F.NTON.hr. Ollice ol Governmonial A Peb'ic Altars (Post 070413) 23pp 
45205,194-45205 216 

-8804100136 Comments on rept. ‘ ReQulalion ol Nelura'ly Occutnng A Accelerator Pro- 
duced Radoaclive Matts -Task Foice Review " Inclostonol all radioact.va mall under 
aulhonly ol one agency appears logical Related into artel 

HllE.J P Food a Drug Adminialiation 42FR37458 00015, 77/09/22 Docket ng A 
Services Branch 1 16pp. 45205 21 7 45206 036. 

-8804190166 Paper summarising results of EPA siud.os underway to ovaluate nalurelly 
occurring organic mall in air err.iss'on8 from m noral oxtractiott indostrlos. probably pto- 
senlod at 6^52 1 conference meeting. 

HENDRICKS D.W Don Hendricks A Associates, Inc 67/05/21 8pp 45202 251- 
45292268 

-8804190170 Paper entitled "Malu/aiy Occurring Radioactive Mall.*' presented at I0lh 
anrtual Nall (ktniorence on Radiallan Ccntrol on 860520 in Charlaston.WV. 
BAILEY.EO Texas. Stale ot. 88/05/20 8pp 45202 259-45202 266 


0804080202 NUnEG/CP 0092 PROCEEDINGS OF THE SEMINAR ON LEAK-OEFOfl 
BREAK. Progress In Regulatofy Policies And Supporllng Rosaarch 
KASHIMA.IC Central Resoaich Inslilulo of Eloclric Power Indosliy WILKOWSKI.6 
Botlefla Memorial Inaiilute. Columbus Laboratories. FIN D-165B 80/03/31. Division 
Engineering (Post 870413). 538pp 45065 050-45006 220 

8804110030 Response of NRC Staff to Board 680317 ofder.ioquosilng clarifying Infc 
R J Clark afl.davii onswering fivo questions In ASIO 8603 1 7 order oncL 
WEISMAN.R M Assislanl General Counsel lor Enlorcemeni ^288 6018 OLA 80/0 
04 Ip. 45040 258-45040:278. 

-8804110036 Alfidavil of RJ Clark In response to ASLB 800317 questions ’ Provid 
NRfl answers lo lirsl five questions in ASLB BB03I7 ordor .Question 6 left lor licons 
to answor W/Cofiilicale ol Svc. 

CLARK.R.J. Olfico of Nuclear Roactor Regulation. Oiraclor (Post 070411) B7-550-C 
IJ\. B8/04/04. tapp. 45049:269-45049 276. 

6604110156 Summary of 680210 A If rneol.-rjas vf/ubi re l.censlng acitone. incM- 
status ol completion of license condilions.Rev 2 lo updated FSAn A Implemenial 
dales lor Safety Issues M.gt Sys Altondance lisi.sganda.handout A data enci 
KINTER.LL. ProjecI Oiioclorale II- 1 IEIN B6 081 88/03/30 Projoct Dliociorato It 
57pp 45078:184-45078:250. 


-8804190173 Speech enlilled "Naturally Occurring Radioactive Mall • EPA Pont of 
View." probabw presented at 870521 conference meeting 

GALPrN.F l.. WINDHAM, S.T. Envronmanial Protection Agency. 87/05/21. I2pp. 
45202 267-45202 278 

-6804210569 Forwards lira pioviding addi into to nature lly-occurring A acce’eralor pro- 
duced racftoactive matt Incidonte.iiiciud-ng State of M5.0epl 0/ Kealth 671 l23.5ta(eof 
OH.OepS ol Health 871 120 A Sislo of Montana 871123 lira. 

HAROIN.C Conlorenco ol Rad ation Control Prog'em Di/eciots. Inc 87/12/07 
AUSTIN NRC No Daiared Aftlmlion Given. 7pp 45203:027-45203 033 

-8804210512 Forwards State ol New York.Dept ot Health 871118 A Stale ol WA.DepI 
ol Social A Health Sves 67 1 125 lirs re naturally occurring A accelerator produced ra- 
dbaclive matt Incidents. 

HAROIN.C, Conlerenco ol RadiaVon Control Program OireclorG, Inc. 87/12/07 NRC - 
No Detailed Atfil ai orr Owen. Spp 45203 034-46203:036 

8604000179 NUfleG-0304 VI 2 N04 REGULATORY AND TECHNICAL REPORTS (AB- 
STRACT INDEX JOURNAL) Anriuai Cornpilatiory For 1987. 

' Division of Publications Services 86/03/31. I7lpp 45040:137-45040:307. 

8604060191 NUREG 1303 INCIDENT INVESTIGATION MANUAL. 

• Office lor Analysis A Evaluation ol Operational Data. Drector. 69/02/29 235pp 
45037:220 45038 094 

8804080200 NUREG-1309 THE US NUCLEAR REGULATORY COMMISSION PRO- 
GRAM WITH STATE AND LOCAL GOVERNMENTS AND INDIAN TRIBES 
OROOOITIS.S.C Slate, Local A Indian Tribo Programs. 68/03/31. 50pp 45037:170- 
45037:219 


0804110195 NUREG-0750 V27 N01 NUCLEAR REGULATORY COMMISSION I 
SUANCES FOR JANUARY 1900 Pages 1-39 

* Division ol Publications Services. 06/03/31. 46pp. 45071:246-45071:201. 

0804110197 NUREG-0760 V26 N06 NUCLEAR REGULATORY COMMISSION 
SUANCES FOR DECEMBER 1907. Pages 449-530. 

* Division ol Publicaiions Services 88/03/31. 89pp. 45071:156 46071:246. 

0804110204 NUREG-0040 V06 N04 ENFORCEMENT ACTlONS;SIGNIFICANT 8 
TIONS RESOLVED Ouarierly Progress Report.October-Oocember 1987. 

* Olcol Enforcemenl (Post 870413) 88/02/29, I25pp. 45070 160-4507 1:043, 

B8041 10207 Forwards safoly ovaluaiion supportino util rosponses to NUREG-0737.lli 
ll.O 1. "Performanco Testing of Relief A Saloly Valves. " Approval based on uiil co 
mitmeni lo provide results ol In-plani tesis ol block valvos. 

WANG.AB. Projocl Directorate 1-4 IEB-85-003 80/03/30 MROCZKA.E J Connei 
cut Yankee Alomlo Power Co. 27pp. 46071:314-45071:340. 

8894 1 10281 Forwards safety evaluation accepting third veni path ol containment aimi 
pheric dilution ays to satisfy requ ramenis of NUREG-0737.itom II.E.4.1. 

ZECH.G G Ole ol Special Protects. TAC R00002. 88/03/31 WHITE.S A. Tonnass 
Valley Authority. Spp. 45079:001-45079 005 

6804110297 Rewards Rov 0 lo response lo Suppt 1 lo NUREG-0737. including revis 
writers guide lor emergency & abnormal procedures lor lacilily.App 2, "Abnormal P 
cedura Outline, *' not included A will be updated A provided in subaoquonl rev. 
TUCKER.H 6 Duke Power Co. 88/04/05 Document Control Branch (Oocumeni Ci 
trol Desk) 2pp. 45 135: 109-45135:222 


8804000208 NUHEG-1305 TECHNICAL SPECIFICATIONS FOR SOUTH TEXAS 
PROJECT,UNIT 1. Docket No. 60-498 (Houston Lighting And Power Company) 

* Division ol Henclof Projocis • III.IV.V A Special Projecls (Post 07041 1 ). 88/03/31. 
446pp. 46035:3te-45037 043, 

8804080214 NUflEO-123) SOI SAFETY EVALUATION REPT REUTEO TO BABCOCK 
And WILCOX OWNERS GROUP PUNT REASSESSMENT PROGRAM. 

SIEGEL.0.L, Office ol Nuclear Roactor Regulatior», Oiroctor (Post 870411), 88/03/31 
126pp 46O37.O44-4SO37;160 

8804080218 NUREG/CR-5107 HYOHOOEOLOQlC CHARACTERIZATION OF 
BASALTS The Nonhern Bm Ol The Colombia Plateau Physiographic P/ovince Anri Of 
The Creslon Study Area.Eastern Washingtort. 

STEELE.T.D., PASCHIS.J A . KOENIG.R.A ln-84u. Inc. FIN D 1163. 88/03/31. Divi- 
sion of Engineering (Post 670413). 242pp. 45042:104-45042.345 

8804080227 NUREG-1249 V01 NRC MODEL SIMULATIONS IN SUPPORT OF THE HY- 
DROLOGIC CODE INTERCOM PARlSON (HYDflIXOIN) STUDY Level 1 • Code Verill- 
caiion 

• Division ol Engineering (Post B70413) 88/03/31. ie4pp. 45042:346-45043:169. 

8804080230 NUREG-1288 SOI SAFETY EVALUATION REPORT REUTEO TO THE 
RESTART OF RANCHO SECO NUCLEAR GENERATING STATION.UNIT 1. FOLLOW- 
IMG THE EVENT OF DECEMBER 26, 1 985. Docket No. 60-312 (Sacramanlo Municipal 
Utility District) 

' Divlalon ol Reactor Protocts - III.IV.V S Special Projects (Post 070411). 88/03/31. 
233pp. 45041:231-45042:103 


-8804110300 Rov 8 to 'Wfiiers Guido lor Emergency & Abnormal Procoduros " 

* Duke Power Ckx 88/03/09. 1 12pp 46135:111-45135:222. 

8B04120271 Requests deletion ol Chapters 3.4.5 & 10 from final version ol rev 
NUREG/CR-3934, "Techniqtios for Estimating Probabilities ol Events & Processos 
feeling Performanco of Geologic Repositories Literature Review." 

GALSON.DA Operations Branch. FIN A-1165 68/03/24. CRANWELL.R.M. San 
National Laboratories. 2pp. 45060 079-45080.060. 

8804120459 Discusses roouifoments of NUREG-0737.ltem II. K 3.17 re rept of EC 
outagea.R^orling of ECCS equipment failures provide NRC w/bcller reporting syt 
obviates FSAR EuCS outage S-yr reporting commitmani. 

CONWAY.WF. Florida Power & LIghi Co L-88-161. 80/04/08. Document Con 
Branch ((^cumont (Control Dosk), 2pp. 45090:161-46090:162 

8804130981 Advises that HEO M-1 0018 should bo canceled due lo lis 
reasons Rearrangomant ol annunciator & status light sys windows conslllutes gret 
olantlal for oporaior error. Util will implemeni only Items I & 3 ol annunciator mo 
UCKEB.H.B. Ouko Power Co. 88/04/05. Oocumeni Control Branch (Oocumeni C 
trol Desk) 4pp. 45100:029-45100 032. 

8804130212 Partial response to FOIA request for documenIs.Forwards App N do 
ments re CRGR mee{rngs.App N Oocumsnls available In PDR.App O documenta w 
held In entirety (re I FOIA Exornption 5). 

ORIMSLEY.O N. Division ol Rules & Records (Post 0704 13). 88/04/05. WE1SS.E 
Harmon 1 Weiss. 4pp. 45102:102-46102:125. 
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CO''"''uo CRGn foviow ot NUnEG.0313. Rev 2 ro 
nwn pipo crackinfj & long*lorm rosolution Roouidlofy OrtolySiS ot ivocosQ^ ioioiiitfvt/ 
mpioomnlrthon sr>oul<J bo avoilabto for roview by conimHeoW Oi/c^s 840712 memo 

«T/n^ hPMTnM®i*?R°* .? Gonofic Roquftomonts. EDO (Pre 8/04 13) 86/ 

n/04M) 1p^ 451^02 IPO D roclor (851125. 

»!:8‘ Nl'REQ Oaoi. -EvBloaton Crilcna lot Dota.iort Cenfro) 
Mooin Oosiun fiovlows. will bo Issued in l\na\ form, incorporating pubi-c commonis 8 
conalstofU w/f«qulfOmonl ol NUHEG 0737.Suppl 1. ^ 

NuCloar Roactor Rogo/ation. Oiroctor (pro D5l 125) 84/04/25 
I/IIK^KS.W J. Ole of iho Exoculivo Director for Operations 2pp 45102:129 45102 135 

NUf^EG 0801. ' Evaluot-or* Cnteria lot Deiaiod 
Design novlowd. should bo issued as app io Chapter 10 to SHPm 
ranrifc'SL’^^ Ol not using NUREG lopis lo pfomulgato toou'aioiY g Jdance 
DIIU.KS.WJ Ole of Iho Exocuhvo Oitoclor lor (Jpoiations 04/07/12 DENTON H R 
^102 2/ fiooctor Rogu'ation, Direclor (pre 851 125). ip 45102 127- 


-8609180240 I orwofds summaiv to proposed gor>etic llr to BWR icenseos iransmit r-p 
lochmcQl litidinn^ lolotod lo MSlV loakago & MSlV loakago comto! svs Review re res 
ofutlon of Gonoric fssuo C O schodulod for CRGR Mooting 96 on 860917 
TAYLOn.M A Rogional Oporallons & Gonoric Requirements. EDO (Pre 670413) 86/ 
0!>/l2 OERNEIlo.H M. Office of Nuefoar ffoactor Rogufaiion Oroclor (8Sii25. 
670411) 16|)p 45102 140-45102 176 


—0405100276 Advises dial NUREGooot. "Evaluation Criteria lor Deia/ed Conlrol 
Room DiiBlgn Hoviov/a." will be Issued In tmal form, incorporaling public commo.'ds & 
consiaioni w/iogulromoni ol NUREG 0737.Suppl 1 

OENTON.ll R Olhco ol Nuclooi Roacior Roguletlon. Oirocior (pie 851125) 64/04/25 
WRCKS.W.J. Ofc 0/ (ho Exoculivo Oirocloi for OpOfBlions. 2pp. 45102 (29-45102:135. 

“0408000308 Advisos that nroposod NUREG 0601. "Evaluoiion Oiiena 10/ Deiarlod 
Conlrol Room Design Roviows," should bo Issued os app to Chaplor 18 lo SRP.'n 
conlifioinq w/pohey ol not using NUREG lopts lopromulgato regulatory guidance 
(JIRCkS.wJ. OIc ol Iho Executive Oiroctor lor (Jpoial-ons 04/07/12. DENTON HR 
Olllco ol Nuclear Roactor Rngulalion Director (pris85ll25) to 45102 127. 
45102 127. 


-B6031203B7 Commoiils on publlcefcon of NUREG 0601. •Evafuafon Criteria lor 
DCRDR." pof end recipient 040425 momo Mooting Should bo held to discuss NUREG 
& rolatlonsliip to Industry Nuclear Uhl Task Action Commilloe docunienls. 

OIRCKS.IA/ J Ofc of tlio Executive Oiroctor for Operations 84/05/07. OENfON.llR 
Ollico ol Nucioor Roactor Regulation. Oiroctor (pro 851 125) ip 45102 128- 
45102 126. 


-8009100240 Forwards sunimory ro proposod gonoric lir lo 8Wn I.cen6608 liansm iiing 
luclinicnl findings lolalod to MSlV loakago & MSlV lookage control sys. Review re res- 
olution of Gonoric Issuo C O schodulod lor CRGR Moohng 96 on 860917 
TAYI.on.M.A. Rogional Oporallons & Gonoric Roqu-remenls. EDO (Pro 870413) 86/ 
09/12, OERNEnO.R.M. Olllco ot Nudoar Roactor negulaiion. Oiiecior (851125- 
070411) IBpp 45102 140 45(02 I ?a 

8804130400 Suinmad/loa NUREG- 1150 Poor Review Commilloe 680210-19 meol-ngs 
CArrON.l. ACnS • Advisory Commiiloo on Roactor Saleguards. B8/03/09 
IIOU3TON.O. ACRS - Advisory Commiiloo on Roacior Saloguaros 2pp 45117 398- 
45117:200 


8804 1400)6 rorwards Insp Hopi 50 462/67-24 on 87 (01 9-23 S notice of vto.'at.cn Insp 
Included lovlews of Irnniomonlalion ol oquipmonl quatiUcat on coireci-on aci-on com- 
miimunls Idontiflod In SER (NUREG 0881) 

CAIUVN.L J Rogion 4. OIc ol Iho Dnoclor. 66/04/00 WiTHERS.O 0. Wolf Crook N-j- 
door Operating Corp. 3pp 45161:316 46151 356 

-8804140030 NoUco of vlolahon trom Insp on 871010 23 Viotafon noted ul-.l did not 
Adequately si/p(>orl qualificallon of Raychem instelfod splice conllguralion or osiabish 
similarity boiwoan tested & inslallod sp'icos.por NUREG 0588 
• Rogion 4. OIc ol Iho OiroclOr. 80/04/00 3pp 45151 321-45151 323 

-8004140033 Insp Ropt 50-482/87-24 on 671019-23 Violations noted Maloi areas 
(nspoclod Impfomentaiion of oquipmonl qualiflcahon commitinents (rfeniihed m SER 
(NUREG 0801) a Suppis 4 8 5 

JOUNSON.An . inELAND.n e, Region 4. OIc ol Iho Dueclor 86/04/05 33pp 
45151:324-45l01-35e, 


®vaijahon s-jppon..ia ut i 840229 a 870707 itis re natural 
0^1 tests peilo-mod at p’ani UlT domons'ratos tor'o-mance w/Tech 

»«r 5 . » ’ • 9® ReO J-'etr enla ol RHR Sys " 

C/ectoraiO (V TAC6t525 66/04/03 OcIVEASEJG Lou- 
isiana Povver a Light (Jo 4pp 45149 Qg?. 45149 1 16 

-8804180171 scporl.-'g natural ci'cu'afcon coo'riown tests pedormed 

at plani.por ulil 840229 & 870707 Itrs.pei Suppi 1 lo fJUREG 0?87. 

45149% °U*i49lo3 Director (Post 870411) 80/04/68 3pp 


-6804080231 ‘ Techn.cal Eva'uat-on RepI Icr Natural O'Cu'at cn.Borcn M <i'.g a Coot- 
down at Warerle/d Uni 3 " 

H . PERK'nS.K R Qiookhaven Nahonsl Lahoraton. FIN A 3043 80/83/31 
Cffico ol Nuclear Readoi Regu'ation, Director tPosi 870411) 2lpp 45149 iC4. 

45I49.1 16. 


8804180463 Summary or 880406 meeiino w/NU.MARC.cMs Sc ence 
App.ic3l-.cns.ln;.tPRl.Sa'’.da,Tiident Engneenng a Oavonrue in RocivIcMD le 
em&oency diesel generator re’iaSi'ity programs 

SERkiZ.AW Reactor 8 Plant Saleiy Issues Branch 88/04/12 KNiEl K Reac’or 8 
Plant Safety Issues Branch i65pp 45150 074.45150 230 

8804190050 Final response lo FQIA lequest tor documents on NRC/IOCCR meet-ng on 
870910 re individual plant cvatuation Fciwerds documents i-sted m App B Apps A a B 
documents ava table n PER App c documents tolal-y wnhnetd (ret FOtA Exempt cn 

GHIMSLEY.OH O-visiofi ot Rules a Records (Post 870413) 68/04/13 SHOLLYSC 
MHB Technical Associates I ipp 46156 314 45158 262 

”8804190077 Fonwaids revs to lOCOR indiv.duai piaol evaoa'on PWR sys 
methodology PWR sys methodology considered to bo l.nat w/ imeQ.'a> on ol revs 
0UHL.AR Industry Degiedco Ckwe Rulemaking Program Buhl A R Intcmauonat 
Technology Corp 87/03/09 SPElS.TP O.vison ot Safety Review 8 Grorsicht 
(851125-070411) 496pp 45157 019 45158 196 


8804190126 Forwards requosl lor addi into re imptciner.taL'on ol reader coo'ant pump 
trip critoria.per TMI Arhon Item II K 3 5 

I1;CKMAn.OE Proieci D.iector0lo V TAC 49691 88/04/12 BASKtN.KP Southern 
(^al tornia Edison Co C0T70N.G0 San Diego Gai 8 EtecLnc Co 4pp 45164 304- 

45164 307 

6804190203 Forwarqs portion of offic-at (/anscr:pl from 660324 pub-ic mcetng re s-tng 
ol low level radwasle facility .per Suppi t 10 NunEQ-0004 into confirms that sub| a'tei- 
naiivo IS net evarlabte from o.lher legal or practical perspective 
MESEHVE.R A Covington 8 Burlmg 29203 88/04/08 SWIF f .J J Fuel Cyde Safety 
Blench 7pp 45104 352-45164 358 

6604190230 Forwards safety evaluations accepting ut-i t-nat low pressure Itrbne disc 
Insp repts.per ui.l 860620 8 870323 itrs License Oiiidnons 2C(i5) 8 2C(i3) 
complete Uhl comm-imeni to implement mfg insp recommondaions acceptable 
HICKMAN.DE Protect D-rectorete V TAC 51655 88/04/12 SASKf.VKP Soufhern 
California Ed.son Co COTTQN.QO San Diego Gas 8 Electric Co 3pp 45t55 274- 
45155 287 

-8804198246 Safety evaluation accepting uni insp 01 low pressure luibme rotors Based 
on inlo provided in uhl 660620 lir.NnC concludes that Liceitse (Condition 2 C(15) cem- 
pleto 

■ Office of Nuclear Reacioi Regjfahon, Orcclor (Post 870411) 86/04/12. 5pp. 
45155 277-45155 281 

-8804190249 Safety evaluation accepting uni insp ol low pressure turbine rotors Resells 
of exam show no evidence ol stress corrosion craclung in disc bore region and dowel 
holes NRC concludes ihal Liconse Condition 2 C(t3) compiote 
• Ollice ol Nuclear Reactor Regi,iation. Director (Post 870411) 88/04/12 6pp 
45155 282-45155 287 

8804190254 Forwards SER 8 Suppi t 10 NUREG- 1231 on 8&W Owners Group plar« 
assessment program contained in BAW-l9)9.Rev 5. "Baw Owners Group Safety 8 
Performance improvemenl P/ogram (SPIP) " W/o ends. 

RUBCN5TEIN.L.S Sianderdi/ahon 8 Non Power Reactor Pioiecl Drectorato 88/04/ 
13 MA2UHOW Washington Public Power Supply System 4pp 45165 231- 

45165 234 


BB04140524 Forwards SER 8 contractor lochnical evaluation tepi ro uhl 841130 8 
881216 auhmitiais of DCRDR program plan 8 OCRDR summary 
ropl.tosiioclivoly.Submilials accopfebie 

hAll J.R Proioct OiroctoiBlo 111-3 TAC 66120 38/04/08 LIU.L Iowa Elecinc Light 8 
Power Co 2pp 45)30 106 45)39204 

-8804140526 SER accopling ulil 861216 submittal ot OCROR summary rapt 
• Itumari Factors Assesemortt Branch. 08/04/08. 2pp 45I30.168-45130 (69. 

8604160093 Advisos (hat emergency planning zone roducl oe requoais shaa remain on 
plant ocllvo dockol tilo.bul no lurlher roview otiorts until notice given lo NRC lo roacli 
VO to ID view. 

VARGA.S A Division ol Reactor Pro)ocis - I/ll (Post 670411) TAC 60176 88/04/11. 
TIERNAN.J A. BoHImoro Gas 8 Eloctnc Co. 3pp 45134 020-45134 022. 

8804150212 Forwards Sunpl 5 lo NUREG-0701. ‘ SER fo Operation ol South Texas 

Proioci.Unffa f 8 2." for Wo & use. „ p 

CALVOJ.A. Project Oirectoreto IV, 08/04/08. GOLOBEHG.J.H. Houslon Lighting 8 
Power Co 97pp. 45140:122-46140:216 


6604200053 Town of Newbury contentions re applicant plan for Commonwaaith of MA 
communities ' Plan for commonwealth does not meet requ'temenis that must be tea- 
sonabie means of evacuahon 8 reiocaionnor Rev 1 to NUREG 0654 
WHILTON.H S Newbury. MA WHILTON.B S lagouhs. Clark. Hill V/h-Uon 8 McGuuo 
#288 6084 Ol 88/04/13 Atomic Safety and Ucensing Board Panot 37pp 

45162 349 45163 025 

8804200073 Contentions of town of West Newbury re Seabiook plan for Com-tionweaifh 
ol MA communities * Plan tails to meet planning sids.pet lOcFRSO 47(b) 8 NUREG- 
0654 FEMA REP- (.Rev 1. Suppi 1 

Ml2NEn.J H Wosi Newboty, MA #288 6085 OL-I 88/04/13 Atoiric Saleiy and Li 
cens'Og Board Panel. I7pp 45162 332-45162.348 

8804200106 Ally Gonerai JM Shannon contentions submiiiod In lesponso 10 Seabrook 
plan lot Commonwealth ol MA communities.' Plan lai'-s lo meet piannng sidspet 
10CFR50 47{bil1) 8 NUREG 0654 II A 3 W/Cortilicaie ol Sve 
rRAFfCONTEJ Massachusetts, Commonwealth of. #288 6080 OL 88/04/13 
SMITH I.W., liNENBERGER.G Atomic Safety and licensing Board Panel 2t5pp 

45163 030-45163 243 


6804160328 Informs ol fov lo shllt technical advisor (STA) training program onglna'ly 
ptovidod to NRC in ulil 810130 llr Rev duo fo complotlon of STA lasit list for eccreoil- 

^SC^I^.D.^f^fftofn Slates Power Co SS/04/09 Oocoment Conlrol Branch (Docu- 
monl Control Dosk). Ip, 45130 204-46138 204. 


8804200473 Pailial response to FOIA request to fire protection Forwards App E 
documents App D 8 E documents avaKable in PDR App F document compiaieiy with- 
held (ref FOIA Exemption 5). 

GniMSt EY.OH Orv&on 0/ Rules & Records (Post 870413) 88/04/14 JONES.CH 
Altihahon Not Assigned 5pp 452C6.037-45206 043 


6804150362 Inloims of rev to stnll lochnicel advisor (STA) iiaiping program originally 
provided 10 NRC In util 810130 Itr.Rov due to completion ol STA task list for accredit- 

MUSOL^O^Nmihern States Power Co. 80/04/08. Docomant Control Branch (Oocu- 
mont ConVoI Desk), tp. 45138 205-45(38205 


-8804200526 Summatiias differences which exist between Tiro protection requitemenis 
applied lo noar-leim OL 8 oparatmg reactors, per NUREG 0800.SRP 9 5 l 
OONlON.T-E. Fire Prelection Review Group 84/11/07 BOSA.F Fite Protection 
Reviow Group l6pp 45206 154-45208.169. 
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8604200539 FofVvaftfs addi inlo ro sina'I h'eak lOM Wode^ NULAPSS.OOr 8803 12 
lu'cdnhio lion NtnEG'0065.irilo re rospooso ol clad swol & lupiure modo: ii> anely. 
g :9 & in‘o rcqjosicd in 880317 conlerorce ca'I ^nci 

MHOCi'KA.E J.. SGARS.CF Conroclicul Vankce Alon'C Power Co. MROC2KA E J. 
Uortl'ea'Si Ullrfos. 812882. 88/04/16 (JocLn cni ConVoi Branch (Oocuirenl Coiiro' 
Desk) 15pp 45239 095 45239 109 

8684210033 C SCuSSOS NUflEG 0737.ltorn II. E 1 2. "AulOiraiiC 8us TransfO' Fealiire ol 
Auxiliary Foedwa;<jr Sys Festng o| Mo'dcd Case C^ircuit Droakers ’ Uti! contnuoa !o 
have roscrvatlors lo irpaci ol ins*enlar.aoi.s ii p losi ng on c-rci. I OreaKer. 
HCF'EY.RB CBiol -na Power & iighi Co. NlS-8fl 0ee 88/04/11. Oocuirenl Ccnircl 
8iaoc>1 lOocument Control Oosk) 2pp 45l94 165 45194 168 

6804210061 Forwards proprioiary NE DC 3684 4 A. “BWH Owners G'oup Rosponse 10 
NRC Gono.ic Lii 63 28.Hcni 4 5 3" & NEDC-30851 P A. 'Tech Spec lirprowo-nent 
Ana.'ysas tot OWR Hoac'c' P/oiccion Sys " AtiJav t er:c'nepls tvi'liheld <rof 
10CFR2 790), 

KLAPPHOTH.J F General EiCcInc Co. OG9 294/320/001 83/04/04 OoCutnonl 
ConI'Ol Branch (Doccirerl Control Desk) 4pp. <i5t94.l6t 45194 |64 

6804210376 Forwa'lls Tfchr co* Evaljat.cn Reel EGG lMTA-7863, "rMI Action 
NCREG0737 (10 1} Rc'iel 8 Sale^ ValvO Tnstng. Waleticrd S'oam F.lectnc 
S*ation.Un 1 3 '* Ui l response acceptab'o based on resu.ts ol teingw 
WiGG MIOIJOL Pfoiocl Oircclora'e IV, tag 61865 89/C4/05 OEWEASE J G Lou- 
isiana Power 8 i giii Co 4pp. 45191 294 45191 317 

-6710148348 EGG UTA-7e63 • fWI Aden NURCG 07'J7 ( ID 1) ReticI & Satoty Valvo 
Tcsi-rg Waierlo.'il Sloan* Electric Stal onirn.t 3." technical evaluation ropt 
PACENE . FINEMAH CP ECac idaMo. Ire (sobs ol EGiG. lnc| PACE.ME Idaho 
Navcnal Engincohng laboratory. fiN A 6492 87/09/30 NRC • No Octa'ed Alir-ation 
Gheri 20pp. 45181:258 45 191 3l 7 

8804210398 Fonva'ds rcr;uOSl lor add! inlo ro loyew ol fospcnso lo Generic LIr 86 08 
ccnctrning reactor coo'ani purrp trip nosponso tequasled with n 60 days ol l|r re- 
copl 

WAMBAC'l.l V Projecl Oi cctoralo lll-l TAG 10700. 88/04/16. OEHHY.KW Con- 
SiJirciS Power Co. 4pp 45I92:I&9'45162 162. 

8804220042 Commcnl suppotimQ dralt NURF.G 1293 re QA gj dance lor lew level rad- 
waslo disposal rno! ly Proposed nuREG wll hsvo irinwnal irrpact on u'rl programs uii' 
in general ag'oomeni w/ NuREG. 

GlllOLEV.R Fennossco Val'oy AulMonly. &2Fn4739B 00001 88/02/25 Oocu/nonl 
Conlioi Branch (Oecuni-e.nl Control Ooskj <ipp 45220:132-45220:134. 

8804220083 Advsos that amend lo Tech Spec 4 5 2. "ECCS Subsysle.ms-Tavg Greater 
Fnan or Equal lo 350 F ' necessary .Charges consisting ol asterisk staiament to 
valves on onci oxamp'e should be sjbmillod. 

KOPKINS.JB Picteci 0-ectoraie 113 TAC 66461 68/04/15 HEAD.GF. Gcoigia 
Powci Co. 4pp 45*01;001-4520l:004. 

8804220133 Requests lhal uiil ramil Ice (or 880226 applicaion tor approval ol aliornaio 
malhod ol satisfying NUREG 0737. lien* MBS ro Criterion 4 by removal ol dssolved 

8 as rronl/onna porlon of pesi-accdenl samp'irg sys 
IGGSBM ['cense Feo Manag9nior.l Branch 88/04/16. MUSOLF.DM Ncithom 
States Poiver Co ip 46201 022-45201 022. 

8804220167 AdVises Vial review ol B71224 4 880204 Itrs re issue ol whottiar or not 
lico.nso amen-d icqjired tot spent luol Iransshipmont Iron* plant contpiGterl two crilona 
of lOCFDEO 59 let unov.owod sately question mel. 

WIHAGLIA F j. Associate Orecior lot Pro,ecis (Post 870411) lAC 0C869 68/04/14 
GASKINI.KP Sou(hornCa'fo-'n.a EdiscnCo 3pp 45201 1 16 4530M 18 

6804220204 Discusses 336th ineoting ol ACRS on 660407 09 ro pioposed lesolui o.n ol 
USI A-47. ■ Beloty lir plications ol Conhcl Sys." Oisagrocs thai NRC; recommcndai ons 
ccnsi-tuio resolution ol USI A 47 as orig nnlly delired 

XERR.W. ACHS • Advisory Co-mir.ilee cn Fteactoi Salcguards 86/04/12 ZECM.l.W 
Comm ssiereis 3pp 45266 341-45266 343 

8804268100 Ack leceipt ol 880130 lir re dissahstoction w/NRC review ol allegations re 
sa'ely ol plsril ffRC unanimously tound lhal sutlioor.l levcw ol CAP o'legalions coh- 
duclod botoro autho-'i/uie luilpowor bee rso.NURCO- 1306 encIW/o rapt 
MURIEY.T.E Olhco ol Nuclear Roacter Reguiaiion, Director |Posl 870411), 86/04/ 
15 MALONE.R All liai on Nol Assigned 8pp 4523? 173 45232 1 60 

8804260310 Inlorms lhal it til condustng toviaw ol vonOot supplied In'o to 67073} re- 
quosi let add! m'o cn. NUnEG.0737.lteni liO.l. ■Perlotmancri Tosiing ol Rebel 4 
Safoly Valvos " 

TUCKEn.HB. Duke Pewor Co 68/04/15 Oocumant Cenirol Branch (Oocurreni Con- 
trol Oosk) tp 45263 0a3-45263 063 

8604278218 Forvratds commenls & clatilicahon re review ol Ocl 1987 Scppi 7 lo 
NUREG 0896. SEK ro Cpeiaticn o! Soahrook Staitons Unns 1 & 2" Items bomg 
completed or roqu ring corroction should be Incorporated inlo next suppl 
THOMAS G S Pub ic Seivco Co ol Now Hantpshiro NYN-0eO56. 80/04/21 Docu- 
moni Coniro' Branch (Oocumonl Ccntiol Oosk) 6pp. 45244 2 55' 4 5244 260. 

6004270272 Forwards NUREQ-1308. "NBC Saloty S (jr.i'icance Assassmort Team Rept 
on Al ogai or.s ro South Texas Pro|oc1.Un Is I & 2," lor into A use 
CALVO.J A, Piojoct Oiieclorate IV 88/04/18. GOLDBERG.JH Houston Lighting £ 
PoworCo 6PP.4S243 06 7 45243 226 

6804270303 Responds io 880321 Hr lo Zech expressing concems ro SMUD ability to 
cpo/alo laciily w/o adversely altecling hoaiih & sately ol general public In v.ew of 
fGlererduins schodulod lo apppeai on 880607 ballot to: SMtlD ratepayers 
MURlEY.T E Olfico ol Nuclear Roacior Ftegulaticn, Oiroclor (Post 870411) 66/04/ 
16. CCNNELLY.L G. Cal forma, Stale ol. epp 45266 161-45266 170 

6604270304 Wiihtlraws portion ol 870918 Tech Spec change requosi re dolotion of 
MSlV leakage control Sys & requosls again portion ol change request lhal a'lows 100 
sell* iclal MSIV loakauouior NRC 66031 1 rejeciion lit. 

KAPLAN. A Cleveland eiacinc iiiummairg Co py-CEI/NRR 0e29. 88/04/18 Oocu- 
monl Conlrcl Branch (Oocumot*! Conitoi Desk) 2pp. 45244 215 45244 216 

6884280072 Provdes list of augmented insps conducted ai tac4iiy & d’seusses conform- 
ance w/appilcabi8 regulatory gudance. 

BlRD.R-G. Boston Ed son Co. 8ECO 88-071 86/04/15 Document Control Branch 
(Oocumenl Control Desk) 2pp, 45261:324-4 5261:325 


8804260308 NUREG OOqO V10 N03 F-IEPORT TO CONGRESS ON ABNORMAL 
OCCURRENCE S Jo' y-Se pi e mb er 1 987. 

* Office ter Anaiys s & Eva'uation of Operational Data. O.recior 88/03/31 45pp 
45270 244-452/0 287. 

8804200329 NUREG-0C90 VIO N04 REPORT TO CONGRESS ON ABNORMAL 
OCCURRENCES Ociober-Oecembof 1987. 

• Olfico tor Aralysis S Evalualion of Operai.onn' Data. O.roctor 88/03/31 34pp 
45270;213-45270 243. 


8804280346 NUREG 0683 S03 ORPT PROGRAMMAIlC ENVIRO.NMENTAL IMPACT 
STATEMENT RELATED TO DECONTAMINATION AND DISPOSAL Of RADIOAC- 
TIVE WASTES RESULTING FROM MARCH 26. 1979 ACCIOENT.THREE MllE 
ISU1NO NUCLEAR STATION.UNII 2 OocKoI No 50 320 [GPU Nucloaf.lncoiperated) 
* Oil CO ol Nuclear Roacior Reg-.i'al-on. Oi'ocior fPosI 8704 ni 88/04/30 lOO.np. 
45270 009 46270 212 


0804280386 NUREG/CR 50/6 V01 A RELIASiliTY PROGRAM FOB EMERGENCY 
OfESEL GENERATORS AT NUCLEAR POWER PLANTS Program Slrucluro 
l OFGnCN.E V. OEMOSS.G M. FHAGOLA.J H Sard a Natibnni Laboratories F.N A- 
1606 SAf4D87.7l7G 88/04/30 D v.S cn ol Rooclor & Plant Systoms (Post 070413). 
175po 45271304 45272 098 

0804230390 NURGG 07I3 V07 OCCUPATIONAL RADIATION EXPOSURE AT NUCLE 
Afl POWER REACTORS AND OTHER EACH IRES 1905 Eightconih Annual Report 
BHOOKS.B O VIS on ol Regulatory Applications (Post 670413) 88/04/30 I72pp 
45271 136 45271 303 

8804290442 Forwards SCR & SSER l (NUREG 123 IJ on O&W Onrters Croup p'-ont rc 
assess iron I program conlaneJ m OAW-I9l9.nov 5. "B&W Owners Group Salcty & 
Petlorrnance iinptovemenl Ptegram (SPIP)." Overuii ovaluaiion lavoraUlo W/o oncI 
KN GHTON.G W. Projecl D roclO-atO V 88/04/19. ANDOGNINI.G C Sacramento Mu 
r.icpa< Ulil ly OiSlr ct 3pp 45264 081 45264:063 

8684280444 NUHGG/CR-50G/ EARLY AND CONTINUING EFFECTS CF COM.O;nED 
ALPHA AND BETA inRADiAT/O.'il OF THE LUNG Phase II Report 
SCOTI.BR. HAHN.F F.. SNIPES.M L) Lovelace Bomod & Environ.-nomal Htiseaich 
Inst lulo FIN A- 1 203. LMF-tig 88/03/31. DwiSicn ol Regulatory Appl'calions (Post 
870413) 4lpp 45269 001 4 5269.042i 

88042BD454 Approves request lo' except on lo location roqiiitomnni for technical s-jp- 
poll center (ISC) & inliachori Ol comm.tmoni io provide atlctnaio TSC near conirci 
room Staled emergency preparednoss msp ropi also ruvletvod 
TAM.P S Pfoieci Di'octoreio 1-4 lAC 62877 86/04/20. SIEBER JD Duquesno tighl 
Co 2pp 45263 032-45263 033. 

S 8042804 66 Informs lhal date ol listed SIMS generic ite.ms tor impiomoniaiicn corr-ploio 
oatlior than im position complete due to NUREG 0737 post mpiomeniation lev.ow 
TRAMMELL.C.M. Projecl D.iecio:oto V 66/04/21 Piojoct Diroclocalo V. ?pp 
45204,104-45264 105 

8604280505 NUREG/CR-4071 RESULTS OF SEMISCALE MOD.2C FEEDWAIER AND 
STEAM LINE BREAK (S-FS) EXPERIMENT SERIES Mam Steam Line Bieak Accidei’l 
Measure.'nenlH. 

BOUCIIGR.T J EG&G Idaho. Inc (subs ol EG8G. Inc) FIN A C038 EGO 2516, 68/ 
03/31 Ollice ol N'jcloar Rcgu'alory Ro-soaich. Oiicctor (Post 800720) H3pp 
45274 302-45275053 

8804260516 Advises lhal anaiys s ol PfS conleincd in Amend 25 lo FSAD. sutimlied 
gv/B609IO ili.ineois requiremL-nts Ol 10CFB50 6I. ' Fracture Toughness Dcqunomenls 
tor Protociion Aga nsi PTS Events ' 

HOPKINS.J.B, Pio)OCt Oitcclorale 113 TAC 67047 8 8/04/21 HEAD.GF Gcotoia 
Power Co Ip 45265:040-45265040 

6804280527 NUREG IOOS NRC SAFETY StGNIFiCANCE ASSESSMENT TEAM 
RLPOBT ON ALLEGATIONS REIATEO TO THE SOUTH TEXAS PROJECT.UNITS I 

a 2 

• Oivis an ol Reactor Projocis - lll.lV.V & Special Projects (Post 870411). 88/03/31. 
152pp 45274 151-45274 301. 

8304280580 NUREG/CR 4763 SAFETY-BELATED EQUIPMENT SURVfVAL IN HY- 
DRCGGN BURNS IN LARGE DRY PWR CONTAiNMEMf BUILDINGS 
KING.OB, NtCOLETTE.V F . OANDINI.V J Sandia National Leboraloiios FIN A.1270 
SAND86-2280 68/03/31 Division ol Engmeonno (Post 870413) 299pp 45272009- 
45273 037 


9804280623 NUnEG-0540 VIO N02 MILE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE February 1-29.1986 

• Divls onof Poblicaltons Services 80/04/30 350pp 45273 030 45274 023 

8604280633 NUREC/CR-5019 NEUTRON EXPOSURE PARAMETERS FOR THE ME! • 
ALLUHGICAl TEST SPECIMENS IN 1HE FIFTH HEAVY-SECIION STEEL TECH 
NOIOGY IRRADIATION SERIES CAPSULES 

M'lLER.LF.. palOWIN.C.A.. STAILMANN.F W Oak Ridge Naiior*al Laboratory FIN 
8-OtlS ORNL/TM I05S2. 86/03/31. DMrsfcin of Enginoonng (Posi 6704 13) tOSpi* 
45274 024 45274-150. 

8604290064 Requests addi inlo ro SPDS 1o ensure compliance w/ NUREG-0737.Suppl 
l.inctudng discuss.on ol SPUS rosponse limes.descripl-on ol SPUS keyboard In ac- 
cessing d splays S into ro location ol SPDS terminals it* control room 
LONG.W.O. Pro.ecl U.recioraio IV TAC 51232 88/04/22. TREVORS.G A. Nebraska 
Public Power OistncL tOpp 45268;30r-46268359 

8604290166 NURGG-0837 V97 N04 NRC TlD DIRECT RADIATION MONITORING 
NETWORK. Progress Report, Oclober-Docember 1987 

STRUCKMEYER.R Region i. Ole ol Iho Dirocioi. 86/04/30. 323pp. 45283 099 
45284:061. 

8804290204 NURGG 0750 V26 101 INDEXES TO NUCLEAR REGULATORY COMMIS- 
SION ISSUANCES July-Soplember 1987. 

* Division ol Publ-calions Snrv.cos. 88/03/31. SOpp 46324:282 46324 325. 
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0(10 COIinESr>OND£NCE WITH OTHEfl ORGANIZATIONS 


'f'ctlaco w/Commissionof-i olcs ncigd no no 
mI irii r'v r o(cs A comntufi.'Caf on (O naval & reqaesi fo( info 

liy /Vii ■' \ 5?*''"^ ®’ NuC'OBf Hooctoi no<juiat.oii. Citocior (Post 870411) 88/03/ 
14 or >13 * Roaciof nood'oticn. t/rcclo? (Posi 870411) 4^p 44663 l?8- 


0003100(00 Porwards Coinmission b.weokly noiico oi applicat.ons A amends io OLs -n- 
volv HI) NSltC,sj;UilStiO(l in I D on 000?10.(ct .nio W /0 onci 

^ OHico ol NuCloai floacloi ni>gu'<Vion. Oiioctor (Pest 870411) 88/03/ 
4M AUX J.B Sonato. Envifornnonl & Pobl-c Works UDAIL.M K House o1 Rep 

liiliirjiit d itiMiloi Allans SIIADP.PR Hojsu oI Rep. tdJCalion & Labor 3 di* 
1 1ll 4401)2 1 17 


8003210090 .Sirf.'pt ( to nRC (iKo Nolico 07 044. ’ Thmblo Tube Tn nn no in wesl.-.a- 
l•.ous^) Ho.icicus ” Svc iibl onci 

IIOSSI.CI; D.viS:i)n o( OpefAtonal Evwiis Assossmont (Pos( 8704) j). (iS/03/28 
Cniisnl ■Kitnd Eituon Co Ot Now York. Inc IPIpp 44906 120 44095 246 

0003220200 NnC Into Noiicu OO-OIO. ' Malls Licensees Lack ol Mot Conucis Over Li- 
r iinsoil Pfoiir.ims ' Svc list onci 

I'.UNNIKCtllAM.n^ Oivrs.'ori Of IndoSKrat & Medical Nocloaf Safely (Posi 87(l7Z9i 88/ 
0:i/2n OoiiHcjl dated Gdiscn Co oi Now York, lor lOOpp 44995 247 44995 353 

0004010249 E stolMishos gj-ltolinus between NBR & RbS lor techneal review Ol sid 
pMrtI (Iris'oiis.nnrnoly.WoslingUOdSO RESAR SP/90. GE advanced BV/R.C-E Sys 80 A 
rPHI a'lviir'i;o(t I w(l lequ-ronionis documoni Four cniona Iqr navy design 'isted 
MUULtY.T E. Olkco ol Niiclnar Reactor Rogu'aiion. O.rottoi (Post 070411) 
DLtiKJOflO.E s. Ott-co ol Nocloflf Regolatory Rosoa/cfi. Oirocfor (Post 860720) 88 / 
03/14. STELLO.V OIc ol Iho Exociitivi) O-ioctor lor Cperalions 4rp. 44949 150 
44!M0 1/4 


'3 ncx.o-a-.da-n of a uc 

INPO & NRC $ apps to lhai agrcerr.cnt AnackTr-i i r ‘ 


1 ''3’'33 Plan lo- Incident in.osi la- ji, a--'. -’. V ,• r' 1 - 

rfl.MiVA^U r insiiiu'o cf Met ea- Power Optra! cr.s 87-07/23 Ta». CR i >.< 


comvA 

ww.- .... - VO- i-urttyi idptra: cr-S d/'07/23 

the Exoiiulive Caecior let Opc-rai.ers iBpp 45102 C75 450 ? > 3 t 


■BB04130I46 Ir'orrrs cl process ot develop eg qu-b i- 
0?era'3-s Corip cte set lii qJi.: " 
bo conicience Cornirenis requesieJ b/ 871012 
pate Z.T Inslilute ol Ncc'ea- Power Opera- sns 67/C9-'34 
ecutvo Drccicv tw Ope-alions lOpp 4 5102054 45f02 3.^3 


}• CO-?-.' r' c.- 
W t'v C 

STFllO v (/ 


I 'r *■ , 

r .• ) :• 


’8B04130156 Ack lece-pl ol 6709C4 !;r le devecficf nl c* CC-d- i 4 t 
principles to.' nuc'oai pcwer p'ani ope-aitis Co'cep: ti cpcta-si u . 
eish p 01 an/ code ol e'-h cs endcised 

STEf lO.V' C'c cl tna Cxecu'.ve C ccior for Cptrato-^s ‘^ 7 / 13 -or 

lute Ot Nuclear Power Cpciabor.s ip 45102 054 45102 C 61 


' cs .4 f.'.- 

. .;r >6 

PATt J T 


■f 


•30161 Forwards drall paper to; dscussion re use oi pe Cin an- o 1- I • >• is 
PATE. 2. Insttulo ol Nue’ear Power Optra' ons 97/6410/ SILLlO v 1." ' ■ f.' ' 
lafed Affi.ialian G.ven 3pp 45102 065 45102 05/ 


•8804130167 Forwards App 5 lo CQcidratan p.an fer ASC. i'-FQ .-sw C " i- 1 . 
ind cators.pei 870413 d scuss on ' 

PATE.2 T Ins' lute Ol Nucleai Power CpGtalons 67rC4ri4 STELlOv 
ecUrve 0.rector loi Opera! ons 4pp 45102 069-45102 07i 


-8804(30(73 Forwa'ds 671230 "r lu 'flPO rnembcrs .'-.'c'mrg c* act c 1' ;n v- ' ■ • 
on chock valves lectnil/ dOve'oped by EPRl Gu Je'c es reecn x. -..u-i 1; a 
SObR 86 3, Chec'x Vaiv© Fa .'jre cr Oeg-sdai-on ■■ 

COHWAY.WF (r.st.iuio o( NuClea' Powe- Cpeiat ans 87/12.-39 SfFlvC) * ' ;i 
the Executive D iCCIOr Icr Opc-rat ers Opp 45102 072 45102 074 


•0004010264 (Documents transler ol responsibi'ity lor standard /alien & advanced reac- 
foi iioFcy l•.'■,uL'9 (rom NRR to RES.consisionl wrNUHEG-0325 
()l;CK.;'L)lll).E.S Ollico ol Nuclear Regulalory Resoaich. Oaocior (Post 960720) 87/ 
0!i/i>2 72liMLEY.lb' OWrro ol Noci&ar Reactor nogslaiion. Puecio' (Pon B70411) 
6)ip 44'.)49 154-441)49: 158 


8604130371 Fetwards NRC response lo daia fequfonntr;j ccr.i.i-ta -t Afp 1 r: CV5 
Circular A-130 S responses to qjes'orjs from ree p cri 87C51 1 .’■cxo p-c.- ; ; t-, ,j 
cy Act gu dance 

l.tCDONALO.I'/ G Ol'ce cl Adn'.-.islfat.on & Htsouicos Manigtnt'.i C -v." .1 (-’■ : 
870413) 87/C6r26 GRAM(4.V7 L OII.ce cl Marag.--Ti?nt & Padcv’ 45117 ;,!♦ 
45117015 


•0004010261 I'nrwaids fovisod Sid Plant Hovicw Program Plan Four siandardi/abon 
|ii();ur.K K rixpoctod Wnstingliouso iidvancod passive p'ant design 1 sled Issuance cl 
iijvisiiii proijraiii plan ronsaiulos compioiicn of Task Assignmunf 3 per 87( 1 16 memo 
CMll rciiFlELU.lj O.vision ol Rcnclor Pio;octs • iH.lV.v & Special Piojecis (Post 
070411) 0f>/'i>l/25 MURlEY.T.E OOrco ol Nue'ea/ Roaclor Rogu'al.on. ID»octof 
(Post H7041 1) ?pp 44040:159 44940 174 

•0904010207 "Sid Plani Roviow Program Plan " 

' Suinilnrili/nllon & Non-Povvei IToactor Pro|oct Diiccioraie 69/01/31. i4pp 
-H'MII 161-449-10 174 


OD040I0256 NRC )r»lo Notico 08-0I I. ■Potonllal loss ol Motor Ca-ilro! Cir &/Oi Sw.tch- 
boiiril runinioii Due to Faully Tio 13o!ls " Svc isi onci 

MOSSl.Cli. Division ol Onoroilonal Evorils Assossmonl (Posi 870411) 86/04/07 
CiiiysolKlatod Ed.son Co 01 Now York. Inc 124pp 454C6 292 45407.001 


S004040022 Forwards lis( of 1087 LERs S proposed forwarding memo for FVWic 
(ali2i:n Coryimiis to lorwardmo revised l>el by Juno 1909 & advises ol address-ng lulure 
f,iip)lni •r;i)i)CSlij lo NRC FOlA Channols 

ROSf-NfHAL.J E Rcacloi Oporaiions Analys.s Branch 8a/03r22 INGRAM.F Ollico 
Ol Goviiinmoniol & Public Allairs (Post 870413) 45pp 44972.154-44972 20I. 

-0904040026 rervrards K Ooloy 800205 Ilf to J FouChaid icquosing I stng ol ail LERs 
(Of tiVO/ (cf ininiial nircloar powc/ saloly roiil 

INGRAM.F OII1C0 Ol Govoinmcintol S Public Allans (Post 870413) 86/02/09 
nOHU (‘ Oil CO (or Analysis & Evaiuakon o( Opciabonai Data. Direcioi ip 
44()/2 200 44072 200 


•0004040031 Hcquosis l-SI ol LERs lor 1087 & corresponding sovenly ral-ogs for 
annual nutioiir power snioly fcpl lo be issued in summer. 

nOLEY.K Pt/ttic Oi'/co's Cfitxal Mass Eno/gy Pr£);cti 88/02/C5 FOuCiiARD.j 
OlfiCu ol GovQinmcnIal & Public Alla'is (Posi 970413) ip 44972 201-44972 20l 


Q004050267 Surnmary ol Oporaimo Roacior Events Mooting 88 012 on 860322 List ol 
nllortdnes.discussion ol ovunts & lept-lo daio ol long term (ol'owiip assignments 8 

summary roacior scrams one! w, 

I.ANNINQ.W. Events Assossmont Branch. OREM 00 0i2. 88/03/29 ROSSlGE^Dwu 
Slijn ot Opo/aliona) Evools Assossmcnl (Post 670411) 13pp 45017 292-4-01 7.304 


6804050272 NoMicatlon ol dalo 8 room change from 860405 to 880407 lor •A^t-ng w/ 
own Owners Group In Rockvitlo.MO to discuss diveisily roquiremanis for Arws rufo 

U$fc \n°3tmmTnKr8°Con(m Sysfoms Sronch 88/03/29 NEWBERHY.S InsWu- 
moriiniion & Control Systems Branch 2pp 45029 161-45029 162 


8304060370 NRC ln|o Notice 68 012. • Ovorgroas.ng of Eieclnc Motor Bearings " Svc 

nOSaC.E. Division of Operol'onal Evonis Assossmonl (fo*/ 08/04M2 
Cohaolitloiod EdiSon Co 01 New York, Inc I23pp 45165 028 45165150. 


6QD4070027 Updates status ol oHsile radiological emorgoncy planning 8 preparedness 
for nioni 8 summan/os 860306 mooting re discussion ol all unresolved p!ann.ng mao- 
oqunclos ootod 10 date JD Ovorstrael 680307 lU lo G Poierson 

PETERSON.GC Federal Emoigencv Management Agency 08/03/30 bibLLCi.v 
OIc of tho Gxoculive Dirocloi for Operations. 22pp 45234. 355-45235i/»h. 

-80041(0026 "WtOfifn Evaluation ol U/in Coonfy Radiolcgical Emergency Plans lor 

^"^Fodoiartmorgoiic^y Maoagomanl Agency 86/03/07 98pp 45072 132 45072 229 

6804130119 Part'Bl response to FOIA request for documents 
In App A Documents also avadaWo in POR App fl documoni wilhboM (re F 

Gni*MSei^.D1t- Division ol Rules & Records (Fost B70413) 88/04/05 JOROAN.B. 
losilluio ol Nudoat Power Opafations 4pp 45t02.050-45l03:l0l. 


8804140241 Fo'wardS "1978 Ar.-ual Reel ol NRC on A-j-^ r. sna' cn ul Fn.i'. “1 c' 
1974- 

FELTON.JM Di/iscn ol Ru’es 8 Records (Fie 670413) 79i05.C-i visaSJ V.' v‘r 
Oflice o( f/anageirent 8 Budget 7pp 45116 1 76 45116 164 

8804140537 Advises ol mlenl to ;SSuo rev.sed Manual Cbap't-i 0514 f.rtC'. '-.j 

Mgi ol Plant Specitic Sack'rirjg c( Nuc'eat Power Panis 3-‘-:> '--a *'3 , 
atfopled Manjdl end 

STELLO.V etc 0! the Execu-.ve Director lor Ope'a-ons e7rii,'i3 jr_PC'A*rE l 
O ltiCh (or AnatysS 8 Eva-uabon C< Opcianonal Oala. O-cctcr 2-3;p 45':-7i’2 
45139 240 


8304150039 Forwards comp’eted data terms re NRC adir -i s-'a- cr-- Cl F: ,0:, 
Acl.-ncl-dinp r'a con-;ernng h:RC s/s ol leccids 4 process ng cl P'.j..r A:; -s' 
quests in 1981,'n response 10 820216 iremo 

FELTON JM Oivis-on 0! Ru'es 8 Records (Fro 8704131 62rC3'76 IC27 C-; :e 
Ol Management 8 Budget tSpp 45130 105 45159 1(9 

8S04IS0261 Suinmafy c' 660317 roptMir-g w/(;tjMA«C EPRl & ISPC re -.-l..s-i, s-.j- ,s 
Ol eiosion/corros on List ot attendees 8 v owgraphs e'cl 

MCCRACKEN.CE Chemcal F.rgietri-g 9ianch 55/04'06 RiCHAPtOSCr. J E As 
s-stanl Director lor Eng neeiir.g 15pp 45139 067 45139 C61 

6604180145 Tnp repl ol 880105 INPO/NRC mgt wce'r.g to e>c73nge ir'o is* p-; ;'a"S 
tor rev cw.eva'uation 8 d sso-n naliO'r ol opotat rig even's re'aled t'o to 1 ct-'ic-'s 
listed INPO requesis under ccns detai on to .ncicase coorJ na' cn ^ 
BEHLINGEH.CH Gonctic Ccm-n,:n cal.cr-S Branch 88.03r39 MAH it. T T As:?: 
ate 0:rocloi lor inspect on 8 Techn-cal Assessment (Post 970411) 2pp 45’ J) j-2- 
45149 353 


8804)80265 Discusses prOiOcted compu’er requiemenrs ol PDSNPpc' C5"f -.tc-J h'a - 
ys-s idenlifying tasks tci ilcvG'opmenl ol SLRs lor ne«t gencrat-cn cl p anis 8 (’>:■ 
essmg ol c’ass ' ed port eg rev.owS tor Navy Sugges’ed conl-guiai ens e'c' . , . , 
HUBENSTE.N.L S Slandaia:/a',o.n ^ Non Power Re setur FiOjecr Dree’ ra-^ r- ;uJ 
20 CRUTCHFlElD.D 0.v.s>on ol Reactor Pio.ects • 11 IV.V 8 Spec ai P-r -.c s i-ssi 
6704)1) 3pp 45149 359-45149 361 

8804160312 Forwards NRC enlorcemeot program per 693322 ircc'.rgNr'- tjs 
ed DOT transoortalion legu iements 8 coc.sidenng levsng c- o-cexeri p'.v^ra 

MbS^N7otcrE«^^^^ 88101/04 HCBO/..TZA Fcl-.ral 

Aviation Adm 11 stration Ip 4 5 1 50 00 1 45 1 50 00 1 

8804180374 Sumn-aiy Ol Operating Reactors Events Uee'.ng 8d-l3 c*i 0ei,)^/L st Ot 
a«en(leQs.discussion of evenis 8 o'/pa-ip' fins*-! C E Or.- 

LANNINGW Events Assessment Brancfi OREM 88 015 88 3J'3i HOb-. c t u ._ 
ton Of Operational Events Assessment (Post 870411) I8pp 45149 2C: 45143 2x4 

8804180457 Sum-maTi/es 880322 meelng v 

oiOoiamsNRC has adopted (DOT transportation requ-iemenis 8 ^ 

Sniorcemoni programs (or transponat-on k T^ir^ 

LIEBERMAN.J 6IC ol En'orcemer.l (Posi 3 1 

poftatiorj. Dept of. Federal Highway Admx’.sirai on ip 45150 231 5 5,) 

8804180459 Requesis civil penalty actions processed .n 

^ i.vo mail NRC adopted DOT uansportai'on rer^uemei'ts 4 cons-dccng r.s- -3 
(ofcemeni program lor transportation violations W/o staled enc Rw 1 

UL-8EBMAN.j Ofc of Enforcement (Post 8704 13) Be/04r04 CHAbfc M Fed.. alHai 
road Admin-suaiion Ip 45149 293 45149 293 

mefce. Dapi of. Naicnal Bureau ol Standards 6pp 45166 013 45166 06i 
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-8S04<9WI7 Crp^ess^s cofwMtn ro rcconl tcvs <0 IOCFH55 on WSt & fe»iaicti foac* 
lors & manr.or >n w>i:ch reg:3ns intend lo apply lov to nonpower icaciors Addi cciri' 
mcnts end. 

RABY.T.M. Commterce, Oopi of. Natonal Ouioau of Standards 87/10/12. STELLO.V 
Ole of the Enocutivo Director lot Operations 3pp 45166 OIQ 45166 061 

—8804190222 "Discussion of Picb’ems w/No'm 10CfR55 as App^iod to Nonpower Rp. 
actors 4 Jwsi fication lor Bei-ef '* 

WHITTEMORE.W I GA Tochnologos. Inc /Gonoral Atomic Co 87/10/12 40pp 
45166 021-45166 061 

8604210334 Su-umdrY of Oporalmg Headers Ewenls Weeing 08- 15 on 630412.1151 of 
attendeos 4 viewqraphs end. 

LANNING.W Oiwsiori of Operational Events Assossmont |Posl 670411). OREM-BO- 
015 68/04/15 nOSSI.CE. Division of Oporaiional Events Assessment jPost 
870411) 20pp, 45192 139 45192 153 

8804250010 Forwards proposed notco amend-ng i0CfRi4O9l to trako csilals 
changes I/) NEllA pol n Proposed thio lias JO-day cowrr.oni petted 
THOwAS.CO. Po'icy OevelopnieAi 4 Technical Supporl Branch tPosi 870411). 68/ 
04/14 MEYEH.OL Ru’es 4 Procedures Branch 2pp 45232 267-48232 275 

-06042500(6 Advises (hat amends lo iOCFfTl40 re changes to NEUIA policy approved 
by all Commissioners. 

CHILK.S J Oltice of ihe Secretary ol Iho Commussioti 08/04/07 STF.ILO.V Ole ol 
Iho Exocul.ve D<>ecior Ic Opsralions. 7pp. 45232 269-45232 275 

OBO42S0IO6 Fo.'wards ropi re 8WR ovcrtil ovenis lhal have resulted is steam lines 
llooding.in coasidcrat-on ol resolving USI A 4 7. ''Satoly Implications ol Conitol Sys ■ 
W/o repi 

HOSENTHAL.J E Reactor Operations Analysis fJranch. 88704/16 SZUKIEWICZ,A J 
Engineering Issues Branch. 2pp. 45213 096-45213.097. 

8804250117 Forwards ropt of BWR overfi'l ovonts lhal havO rosullcd in flooding ol 
sleam Imca Study found that little actual damage erpcnenced.per event Rcg onal per- 
sonnel ahould monitor licenseo acborts prior to rcslari following evonis. 

NOVAK. I.M. Drvrsion ol Sa/oiy Prog'ams jposl 870413) 66/04/ 15 KANE.WF 
Rogon I. Ole ol Iho Director HEYES.l Region 2. Ole ol iho Difoclor. NORELIUSC 
Rog'on 3, Ole ol iho Director Ip 452i3 103-45210 103. 

3804250358 Forwards real re Srt'fl overfi.f events rosulting in sloam I no floot/ing.for 
consideratdn in USI A-n7. "Safely Implications of Oiniiol Sys " 

KAUFFMAN.JV Reactor Operations Analysis Branch AEOQ/E80I 88/04/16 
ROSEN THAI. J E. Reactor Opeiahons Analysis Branch 7pp 45213 193 452i3 199 

8604260137 Foiwards AEOD engineering evaluation repl on RWH overli-l ovenis rosuU- 
ing in lloodngs ol steam Imoslitllo damage eKporionced as result ol floed.ng 
owerrts NDC should iroelter licensee actions prior to planl testert Wo staled end 
ROSEMTHAL.J E. Otiico lot Analysis & Evaijabon of Operational Data. Diio-cior 
AEOO/E801 88/04/15 ROSSi.Ct. Division ol Oporat-onai Evenis Assessment (Post 
870411) 2pp 45232 265 45232 266 

B60427084Q Forwards Regu’latory History AC 12 1 re proposed rulo 10CFH34. "Safoiy 
Requiiemenls lof Indusirial Baoiographlc Eqj pmern,*" 

NELLIS.OO Radiation Prelection 8 Hoallh EUecis Branch. 53Fn046O 06/04/13 
EX'.'M.P Oocumcni Control Branch lOocument Control Desk) 1500 45356 353- 
45357:011. 

•■6804260632 Forwards suggested approach lo raducing incidenco of ovoroxposuro of 
induetnsl tadiogiaphors (o enccurago conlmualion of NRC otioits lo doieimino means 
lor reducing overoxposuro occunencos 

MILL8.W A Environmonial Protect on Agency. AC 12-1 40 77/09/07 MINOGUE H B 
Office ol Standards Development. Direclor 3pp. 45357 1 19-45357:121 

-689428C665 Ack receipt of 770907 Itr lislirig suggosllons lo reduce trequoncy ol radi- 
abon overexposures among inditstrlal rodiogiapneis NRC presenily workrrtg n several 
areas io improve radiography saloiy 

MINOGUE.R 8 OHico of Standards Oevoiopmoni. Duoctor AC12-1 54 78702/14 
MILIS.W A Enviionmonlal Proleciion Agency 3pp. 45357:141-45357.143. 

8604270113 Forwards 871103 cesponso lo request lor assislanco in reviewing peMion 
f.led vndor 10CFR2.208 by concerned citizorss lot lisiod countles.Rocommends that 
emergency preparedness info handbook not bo Immsdiaiel/ revised 
KRIMM.R.W. Fedetel Emeracncy Management Agency. 2 206. 83/02/26. 

CONGEl.F.J, Division of Radlaiion Protection & Emorgoncy Preparedness (Post 
670411). 22pp 4624 6 263-45246 276. 

0604280302 Ack receipt ol 880226 comments ro 871203 OOE pos tion paper ro dispos- 
et ol s'igtitly conlaminaled bldg & equipment dobns at U miM tellings rornedisl achon 
Srtes oOE eccepis approach of ovaluai on on silo-by site basis. 

AflrHUR.W.j. Energy, Depi. of, 88/03/27. LOHAUS.PH, Opotellons Branch ip 
46205113-45265 113 

6804280425 Requosis branch enginoor lo serve on new working group lo develop now 
ANSI/ANS- 15.20 criteria lor reacioi control & salety sys of research reactors sid 
flUBENSTEiM.t.S. Sia ndardi/alion & Non-Power Reactor Prolect Directorate. 88/04/ 
l9. NEWBERRY.S instrumantat on & Conlrol Systems Bronch. 2pp 45270 007- 
45270008 

8604280482 Forwards Commission biwookly nohee ol appFcations & amends to OLs In 
volving no slgnilicsnl hazards cons‘deral'on3 published in FR on 880308 for Info W/o 
stated end. 

MURlEY.T.E. OHIco of Nuclear Reactor Regulalion. D.iector (Post 870411). 88/03/ 
24, 8REAUX.J B. Senate, Environment & Pubic Works UDAIL.MK House ol Rep 
Interior & tnaular Affairs LUJAN,U House of Rep 2pp. 45264 OS 45284:062. 

8804280S62 Forwards momo from Q LaRoucho requesting NRC to aubm I roquYemenis 
re mepp.ng.digilal cartographic dala.aorial photography & KpaC'el products lor geolOQi 
cal Survey annual soficilaiiOn. 

HICKEY.J.W.N C^aralions Branch 88/04/01. jOYNER.JH. Region 1. Ole ol the Di- 
rector. CLINE.W t Region 2, Ole of the Director. MAULETT.B S. Region 3, Ofc of the 
Director Ip. 45263 001-45263 010. 

—8804280138 Noiilies ol USGS annual sollcitaiion ol federal agency requlremenla lor 
mapping 8 digilal calogiaphc for OMB Orculat A-16 coordlnaiion 
/esMnsibi'rftas Insituctioos lot making needs known on staius maps end 
^ROCHE.Q. fuel Cycle Safely Branch. B8/04/0I. KEARNEY.M. Regulatory Branch. 
YOuNGBLOOO.B Operations Branch. BLAHA,J. planning. Program & Manegemont 
Support Branch (Post 870411). 9pp. 45263 002-45263 010. 


3804200001 Forwards 860328 memo re prOiectod computer lequ romonis.per 880330 
mquesl fo micro-corn pui&rs. 

RlIBCNSTEIN.L.S. Standardization 6 Non-Power Reacior Piojnci Diroctorato 08/04/ 
05 CRUTCHFiELD.D O.v.sion of Reactor Projects • lll.iv.V & Spooai Protects (Post 
8704 1 1) 2pp 46322 275 45322:279 

38Q42S0003 Submits biweekly status ol acco'oroied omorgency operating procedures 
insp praoram for period ending 880401 

REGAN.WH Human Factors Assossmont Branch 88/04/05. ROE J V/. O.vis'on of Li- 
censee Perfo'manco & Quality Evaluation (Post 870411) 6pp 45324: 177-45324 182. 


PR PROPOSED RULE 


8803310195 Comment supporting proposed rule i0CFR50.App J re mass pont method 
ol data analysis. Recommends lest duration cntona in ANSl/ANS 5eQ.i987,Section 

5 4 be accepted in revised rogulations. 

FAY.CW Wisconsin Elocfric Power Co 53FRS985 OOOOfl 88/03/16 CHILK.S Office 
ol Ihe Secroiary ol the Comm-sslon. 2pp. 44964.061-44064 062 

8603310201 Comment Supporting proposed rule lOCFHSO.App j re alle/nalive molhod 
lor fOBkage rale testing Change would remove ut>l ol burden of seeking oxompilon to 
Ap^p J In Older to employ mo-ro slaie-ol-iho-ari slohslical analyses. 

EOWAROS.O W Yankee Alom'c Eloctiic Co 53FR5085 00005 80/03/23 Dockofing 
8 Services Branch. Ip 44982 330 44982 360 

8803310306 Comment on proposed rule l0CFR5O.App J to primary reactor containmenl 
leakago losiing for waier-cooled powor roactors. Ubl endorses add4ion ol mass point 
molhodology to accoplabie leakage rate calculational rnolhods 
CONWAY.WF Florida Powor & light Co 53Fn59B5 00004 86/03/25 Docketng & 
Services Branch, ip. 44964:074-44964:074 

8803310210 Comment opposing proposed rule lOCFRso le mass point 
analysis Proposed lule contrary lo ANSl/ANS 50 8-1987 & gonoral rev of App J speci- 
fying 24 h min losi duration when using mass po m analysis may p/ompi neorfless 
oxompllons 

CONNOLLY.J W Public Service Co ol Now Hampshire 63FR6985 00003 88/03/23 
Dockolmg & Sorvices Oranch Ip 44908 081 -44996 081. 

8803310234 Comment on proposed rulo tOCFR34 re salety roquiroments foi Industrial 
radiographic equipment Review ol mail ol const & design for source assembly 
r.oeded 

WONG.KS California. Slate ol. 53FR8460 00001. 86/03/17, Docketing & Services 
Branch 2pp 44967:262-44a87;263 

680331023$ Comments on proposed rtjio TGCFRSO re alienalive method for foakago 
rate tesllny.OCnE supports proposed rule & rocommondn prompt approval in interosi 
ol nubl.c safely. 

HIaTT.S L, Oh'O Citizons for Rosponsible Energy 53Fnfi9B6 00002 B8/03/I6, Dock- 
eling S Seivices Oranch Ip 44083 254.44983 254 

8804070138 Comment on proposed rule lOCFRsO.App J re allornaliva molhod lor loak- 
age rate (oshng. Requiring min lest duration of 24 h whon using mass point analys's 
lechn que appears to be w/o basis 

THOMAS.G S. Public Service Co. ol Now Hampshire. 53FR5985 00008. 88/03/20. 
Dockot ng & Services Branch, ip 45044 159-45044 159 

6804070291 Comments supporting proposed rule tOCPRSO ro loahage testing of con- 
tainment lo permit use of mass poini method as allernahve method lor calculating 
confalnment leakago rales. Mass point molhod more accurate for calculating rates. 
MnOCZKA.E J (3onnocticui Yankoo Atomic Powor Co. MHOCZKA.E J. Norlhoasi Nu- 
clear Enorgy Co. (subs, of Northeast Utilities). MROCZKA.E J. Notiheast Uiilil-os. 
53FR5985 OOOOB. 88/03/31 CHILK,S J OlMce ol Ihe Secreiary ol Ihe Commission 
3pp. 45021:184 46021:186 

8804070329 Comment suppoctirtg proposed rule 10CFF150 ro use of rnass point molhod 
whon coupled w/iost ubration of ai foasi 24 h. Ulif rocommonds lhal proposed rule 
endorse losl llmo duration & number ol data points required per rol std. 

TUCKER.H.B. Duke Power Co 53FR5985 00007. 68/03/22. Oockeimg & Services 
Branch 2pp 45021 24 1-45021. -242. 

8804080062 Reouesls that rocipionls of proposed rule I0CFR62 (S2FR47S78) re cninria 

6 procedures lor emergency accoss lo nonfodoral & regional low level waste dsposal 
faciliries disregard Comments 22.23 & 24 Comments do not apply (o rule 

* Docketing a Servicos Biarvch. 68/04/01. Affiliation Not Assigned. Ip. 46044.250- 
45044250. 

8604060174 NUREG-1310 NATURALLY OCCURRING AND ACCELERATOR PRO- 
DUCED RADIOACTIVE MATERIALS. 1967 Review 

AUS1 IN.J.H Ollice of Nuclear Maienal Safety 8i Sateguards.Oirecior. 88/03/31. 74pp. 
45201.180-45206:036 

“8804180136 Comments on ropl. "Regulation of Naturally Occurring & Accelerator Pro- 
duced Radioaclivo Maris- Task Force Review.” Inclu^on of all radioactive mall under 
authority of onu agency appears logical Related into onci 

HILE.J.H. Food 8 Drug Administration. 42FR37458 00015. 77/09/22. Docketing 8 
Sofvices Braniih 1 16pp 46205 217-45206 036. 

8804110086 Comrnonis on proposed rule lOCFR73.Sugge9ls that licensees arrange lor 
NRC to observe one quarterly shilt exorcise on annual basis & lhal rides be located at 
slraiogic locations ihroeghput facility rather than carried by security. 

80YD.e e Babcock 8 Wilcox Co 52FR494I0 00002 88/03/26 Docketing & Serv- 
ices Branch 2pp. 45073.255-45073:256 

8804110092 Commeni on proposed rule 10CFR73 re upgrading safeguards requirement 
ai (aciliiies possessing formula quaniilles ol strategic SNM Fieauency ol tactical re- 
sponse exercise should be once every 4 months rather than quarterly. 
ASMUSSEN.K.E. GA Tochnologles, Inc /General Atomic Co. 62FR494I8 00003 86/ 
03/29. Docketing S Services Branch. 5pp. 46073:257-45073.261 

8804270040 Forwards Regulatory History ACi2-t re proposed rule IOCFR34. •‘Salely 
Requ-remenis for (ndustriaf Raoiographic Equipment.'' 

NEl-US.D.O. Radiation Protection 8 Health EHecls Branch. AC 1 2-1. 88/04/13 
EXUM.P. Oocumant Control Branch (Document Conlrol Desk). 15pp. 45356:353- 
45357:171 



NONDOCKETED ITEMS 241 


-8003 130 J73 Discusses coicoin lo indusuial radiogiaphic onposu'o dov.ces a toq^osis 
ass'slarco iri ulentifyinn addi safety des gn areas to heip rcouco onposuio to tad o 
graphors 

JONF.S.H J Ass.5lant O reciot tor Materials Safety Standards ACi2 t 56 00/02/06 
MUSSBAUMEO.D A Assistant Director tor Material Salety 8 Liccns-rp PURPLE R 
Assistant D.ft>ctor lor Radiol Health & Salogjards Standa-ds SME2EK.J h Div o1 
Fuel Focillies. Materials & Salegua'dS.lE (Pro B30t03) ?pp 46357 146 45357 147 

“B009190791 SECY-00'334 D.SCussos ne^ir program to improve rap at on salety in in- 
dustrial radiography operations 

OlHCKS.W J. Oft CO ol Nuclear Malarial Safety & SafegjaidS.O-rectcr AC12-1 63 00/ 
07/09 6pp 45357 135-45357 140 

-0101210084 Forwards Ipi ifviow 8 fomn’oni p-rposed amends to 10CFR34. •■Radiog- 
raphy flouj'alion Safely Features tor Radicgraph c Ecuipment " Response due 
010106 W/o Olid 

JONES.RJ Assistant Director tor Mate.nals Satoty Standards AC12-1 44 60/12/24 
CUNNfNGHAM.R F Div-Sion ol Fuel Cycio 8 Material Safety (Pro 0704 13 ) 
SNIEZEk.jh O.v Of Foot Fiiciiiy & Materials Sa/ety. 1C CDNNiA'GHAM.G H RegJa 
lions 0.viSon 2pp 45367 109 45357 1 to 

—0104020605 RcQuOSIS assistance in roviowing enci P'Cposed amends lo t0CFR34 o.n 
rJosign ol radiographic OKposoro dov.co3 W/o enci 

SMlfll.RG Oil CO Ol Standards Oovelopmont. Ciroctor AC12-1 41 01/03/00 
DAVIS.JG Otfico Ol Nuclear Material Satoty 8 SafeQuaids.0.rocto-' STELLO.V Ofc ol 
lns(>oct.o.n 8 Enlorcomonl. Droctoi {020201 •870413) SHAPAR.H K Othco ot Ihe Ex 
ocutivo Legal Director (Pro 660/01) 2pp 45357 103-45357 104 


-0004270071 Forwards pubic en-nojneerrent 8 picposed ru'e amend -g 
lOCf R34 Pfcposod amends wou'd establish new iogu!aiory tequ remenis for mdusinal 
radiographic eq-.ipmeni 0 requre rad ographufs io wear alarm dos T-eters lor added 
proiechon 

BECKJOnO.E S Office ol Nucloat RogJalcty Research Oi'ecicr (Post ££07201 
ACl2 f 03 86/03/11 IrOALL.MK Houso ol fleo. In'etior 8 Insular Alta-rs 
SHARP.P R House Cl Rep . Energy 8 Commerce BREAUX. J 0 House ot Rep Envi 
ro.-ment 8 Pub! C Works Ip 45357 010 45357 010 


■0004270076 Advises that Comm ss on appro'/ed cubi cation ol piCposed amends to 
I0CFH34. Safely Rcqij.rcm.cnl$ (cr industrial Raciograph c Fqu pmeni ’ Enci edilonal 
coned cn should be made W/o ericl 

CHILK.SJ OKce ot the Secreia-y ol Ihe Commssion ACI2-t 04 83/02/22 
STELI O.V Ofc of the Executive Di'ccior for Operal-ons )p 45357 Ol 1-45357 Ol ) 

•0004270081 Fcfwards.for signaturo.Comm sscn paper rccommerdng am-end 10 
10CFR34 10 specify addi safety reqjirements iq' i-'dusinal radograpi-ic equpment 8 
requ romcnl ter mdusinal radiographers to wear alarm dOsi.meiers 
OECKJOnO.E S Office of Niic'eai Regulalcry Research. O.icctor (Post 660720) 
ACt2-1 06. 07/12/30 SfELLO.V Ofc of the Executive 0 rector 10i Opcrat-cns 2p0 
45357 017 45357 018 


-8804270093 Concurs W/Q7IC02 pioposaO nj'o package re rev lo tOCFn34 re safety 
requirements lo.' i''dusirial rad oeraphy exposure dav cas 

CuNNiNGHam.R E D.vision of Ind-jstnai 8 Medical Nuc'eai Sa'eiy (Post 870729) 
AC12 1 0/ 07/12/23 MORRIS OM Diws .cn of Roa'jiaicry App'icalions (Post 
670413) ip 45357 019 4535/019 


■830502004 1 Siimmariyos 0304 1 ? meotinq re status of pfcgra'h lo .rnprovo salety ol 
radog'ophy oporotions Withdrawal ol rulemaking on radcgraphy design 
rocommor.ded Orall Comm ss-on paper will tie prepared 

SOlBEHG.O Transportaiion 8 Materials Risk Branch ACi2 l 43 83/04/20 
ERNST.M.. OUCf fOINOCn.Q . SMlFII.O Office of Nuclear Rogu'alory Research 0 rec- 
tor (Pro CG0720) 2pp 45357 107.45357 108 


•6604270100 Comments on proposed radiography ru'e re salety requ remenis for mdus 
trial rad.ograchic expos-jre d6v.ces.per 671202 rcquesl.Locat>on ot environ assess 
mom shcu'dbe included under "addresses ' capt.on ol p'eamble ol FH not ce 
SMITH.RM OHiCO ot Ihe General Counsel ACl2 t Ce 07/12/07 nELLISO RaOi 
anon Protect on 8 Health EHcctS Branch 2pp 45357 020 45357 021 


—6401200070 Subm-ls kov points ro rood lor rad.ography cqupmoni design 
rulemaking Of'E ■nintosjorJ duo lo froqttorit appearance of red ography incidents in 
rents to Congress 

SOLBEHG.de Roactot Risk Branch AC12-1 39 84/0t/ll UEHNtRO.RM Acc.- 
dent Source Term Program Ottico. 5pp. 67126 156 67126 150. 

-0503 1601 6 1 Roquosls com.monls on iniiiat.on ol now ru'emak c.g action re t0CFR34. 
"Saloiy Roquiremonis tor Industrial Radiograph c Exposuru Dev-ces." included as Er.cl 
C In task conhol form packago.W/o onci 

GOLLER.K n. O-vision ol Raduit on Programs 8 Eorih Sc or.cos (040429 860720) 
ACI2 I 34 05/03/00 KEHH.QW Olfico ol Siato Programs. Duecior (Pro 870413) 
2pp 45357 U03 45357 084 


-8603280124 Requusls concurroiico w/draft tocommcndaltons lfo.m director of RES to 
EDO concorning m'liaiion ol now rufomaking actb-n by RES ro 10CFR34 concorneg 
snfoly recijirumonfs for miAistnat roi/lograpfilc oxposi.ro devices 
GOLLER.k.n Oivis.on ol Rodiahcn ProGrams 8 Earth Scioncos (840429-060720) 
AC12.I 37 05/03/08 CUNNINGMAM.R E Otiico of Nucloor Material Saloiy 8 
Salogimrda.D rocloi 2p() 46357 067-45357 000 

-8701070460 Agroos w/issuanco ol amend lo 10CFB34, •Satoty Heqjiromonts lor In- 
dusldel nedlographlc Exposuru Oov.cos." lo.' commanl w/l.sled 
focommuhdalion Proposed ruto does nol address uso of quesiicn bank by tadiog'aphy 
personnel 

SJOOl OM.G SafuQrrards 8 Maianats Progra/n Br.Div ol Inspecfian Pyograms.lE 
(050212.870413) ACia t 25,86/12/30 ALEXANDER.R E Saloiy Research App’ica- 
lion Branch 2pp. 45357 055 45357.056. 

-0702050160 Comments on rogulatOfy analysis ol proposed amend lo lOCFn34 ro 
anleiy fot)uiumonls tor industrial radiograph c exposure dovicos Bonotil ol avoid ng 
ovoroxposoros ovorstatod 

SPEIS.T P Division of Saloiy Roviow 8 Ovorsight (851120 07041!) AC12-1 67 87/ 
01/20 GOLLED.K R. Division of Rogulalory Appheations (860720-070413). 2pp 
45357 140 45357 1.19 


—8710200311 Forwards AEOD comments on review oa amend ol I0CFR34. "Satoty 
Roquiromonts lor Individual Radiograplvc Exposure Dovicos." Concurrence sub| lo rev 
ol number ol incldorii ropis received annually from licensees 
NOVAK.Tm Division of Safety Programs (Post 070413) ACl2-t 50 87/10/20 
MOnniS.BM O.viSlon ol Ronulotory AppI cations (Posi 070413) 2pp 45357:150 
45357:151 


-0711030480 Adv/sos Ural AIRF) has no ob/uciion lo rocipion) proceed ng w/amond lo 
l0CFn34, ••Saloiy Roquiromonts lor Industrial Radiographic Exposure Dov.ces " Ro- 
qulromoni tor both pockol 8 alarm dos motors accopiab'o. 

MURLCY.T.E Ollico ol Nuclear Roocloi Rogulat-on. Diroclor (Post 870411) AC12-1 
50 87/10/30 MORRIS.G M D,vls:on Ol Regulatory App'icot ons (Post 8704)3) 3pp 
4635/: I52..I5357 171 


•8002170349 SECY-OO-OIO Roquosls Comm.sslon approval tor publ calion ol proposed 
amonds to lOCI=n34. • Saloiy Roquiromonts lor Induslilal Radographic Equipment ’ 
Amend will loquiro soleijr porlotmonco sids for rad ographic equipmonl. 

STELLO.V Ole of llio ExocuUvo Oiroctor lor Operations AC12.1 05 80/01/13, 5pp 
45357 012 45357 010 


-8804270002 Roquosls Implomenlallon of listed Commission acilon re enci 
documonts.pcr proposed rofo on safoiy loqulromenls lot indusirtal radiograiJfiy 
oquipmonl.Maikod-up FR notice showing Commiss’on requeslod changes oncI for Otc 
ol Socroiory. 

MORRIS.B.M. Oivls on ol Regulatory Applications (Post 870413). AC12-1 01. 88/03/ 
03. MEYER.O L Rulos 8 Procedures Branch. Ip. 45357.000 45357:008. 


.•8804270066 Proas roloaso discoss ng NRC proposal to establish naw requlaiory le- 

Qulfomohts lor industnal radiographic exposure equ'pmant. 

• Office ol Governmonlal 8 Public Affairs (Post 870413) ACi2-l 02. OS/03/16 ip. 
45357000 45357.000. 


'8804270103 Adv.ses thal J Lubenau leti message on 871020 ihat S’aie. Local & 
Ind an Tribe Programs concurs in ladography rule package w/ro comments 
NELLIS.D NRC • Mo Oola lod Affr-aticn (j ven AC12 1 09 87/11/04 NRC • No Da- 
ta4ed Allil at on Given Ip 45357 022-45357 022 


-8804270111 Forwards specilic comments on proposed rule 10CFn34 ro salety re- 
qjiremenis Ici industr.ai radog-aphy exposure dev-ces Revs neePed below ruiemay- 
ic.g w.il bo lecommerded lor release lor public commenl 

CUHNINGham.R.E. Divis:on ol Induslnal 8 Medical Nuclear Sa'ety (Post 870729) 
AC12.1 10 87/10/33 MORRIS.8 M Dr/ision of Rcgulaiory App'.cal ons (Pest 
870413) Ip 45357 023 45357 023 


-8804270119 Forwa'ds marked-up package of comments concun.ng w/proposed ru'e 
that woJd ame-nd t0CFR34 re salety requrtements for radiograph c exposure dev ees 
MCOONALD.WG. Ollico of Admirislrat .00 8 Resources Manageiriem. Director (Post 
B70413) ACta-t 11 87/10/20 MORRlS.8 M Division ol Regulatory AppLcahons 
(Post 070413) 2pp 45357 024 45357 025 


-8804270129 Commenls on proposed amend ol 10CFR34 re safety requ-temants lor 
industrial >edog>aph c exposure dev.cesRel to lOCfR34 43(8) sbou’d be changed to 
lOCFfl34 43(b) in Iasi paragraph at Page 0 ot End A 

TREBY.S A Assistant General CounsoT lor Rulemaking 8 Fuel Cycle ACt2-1 12 87/ 
10/20 MORRIS.B M Division ol Regulalcry Appf canons (Post 8/0413). 2pp 
45357 026-45357 027 

-8804270137 Concurs w/proposed amend lo tOCFR34 re salety requirements lor in 
dustrial rad ographic exposure dev.ces Pocket dosimeters should be worn a’ong w/ 
a'arm dosimeter A'arming dostmeiet not to be substituted lor pocket dosimeter 
M.ONTGOMEHY.J L Ollice of Nuclear Material Satoty 8 Salegoards.O'recior AC121 
l3 87/10/20 ALEXANOER.R E Rad'abon Protection 8 Health Cllecis Branch ip 
45357 028 45357 028 


“8804270144 Concurs w/proposed Changes to 10CFH34 8 Oilers comments Radio- 
graphors Should bo roquited to uso pocket 8 alaim dosimeters uni i Region has had 
more iield experience w/ e'armina dos meter. 

FISHER.WL Region 4. Otc ol Iho D.fector AC12-1 14 87/10/26 ALEXANOER.RE 
Radiation Protection 8 Health Ellecis Branch ip 45357 029.45357,029. 

-6804270168 Offois no recommendations for changes lo 671002 document propos ng 
amend to t0CFR34 re salety requiromanis for industrial radiographic exposure 
devices Supports proposed amend vmich would icqu ie addi salety requirements 
MAILETTBS Region 3. Ofc of the Director ACi2l 15 87/10/19 

ALEXANDER.RE Rad-ation Protection & Hoa'in Effects Branch ip 45357 030 
45357 030 

-8604270170 Comments on proposed amend to 10CFR34 issue ol requiting pocket S 
elarm dosimeters needs lurthor specificity in rule. New licensees should not bo re- 
quired to purchase pocket dosimeters s-nce aVrm dosimeier could replace pocket 

CL^NE.W.E Region 2, Ole of the Director. AC12-1 16 07/11/05 ALEXANOER.RE 
Radiation Protection 8 Hoallh Effects Branch Ip 45357.031-45357 031. 

-8804270192 Concurs w/ameod to 10CFH34 re safely toqu-remenia lot Industrial ladK)- 
graphic exposure devicos.Hegon does nol believe thal prrmosed l(rcFR34 33 
achieves purpose staled in background ot End A & lecommends that t0CFR33 be 

fleoion ). Ofc of Ihe Director ACI2-1 17, 87/11/06 ALEXANOER.RE 
Hadiabon ProloclTon & Hea'ih Ellecis Branch 2pp 45357 032-45357 033. 


8804270206 Requests review ol enci documents fe proposed amend to 10CFR34 to 
safely roqulromenis for industrial radiographic exposure devices 8 requirement for ta- 
diographots lo wear alarm dosimeters Compfetion requested by 871020. 
morris, 8-M Dfv.slon ol Regulatory Applications (Post 370413) AC12 1 18 87/10/ 
02 PARLER W C Office of Ihe General Counsel DENTON.H R. Office ol Goveinmon- 
tal S Public Affairs (Posl 870413). MCOONALD.WG- Office ol Administration & Re- 
sources Management. Oirecior (Post 870413). 4pp 45357.034 45357 037. 
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-8004270213 Re-quosls (Gv ow of eaci docunonls to proposed aitiend lo 10CFn34 re 
salary rcquro.'urtr.’s lor i'‘(|jsirial radiograpfi c oitposkte (jovisos '& tecu romoriis Icr ra- 
dtog’sptiats tov^oar alarm ciositnelorsComclGt o'l rcquosit'd by 67)020 
ALEXANDEfl.n C Radifilion Ptolor.hon 8 Mirallh EMociS Ofoncln. AC 12-1 19 07/10/ 
02 rAVLOn J M, Ole of Iho Exocutive Oitecici lo- OporatiDis JOY^EH.JH RogGri 
1. Ole of irio Ditoctof. KLINE .W E Region 2, Ole Oi Iho 0.rtcici 3p? 4&357.038- 
4&3S7 040 

-8804270218 Concurs in proposed relomak'ng lo' sa'Giy potto -mance sltJs lot radio- 
g-apl'lc onposuro dov.cos & roquirrime.'M of wearing pockot a' atm 
dos iT'.oieis Atjioomenl Slaio commenis one* 

NUSSBAUMEnDA Assislarri Dreciot lor State Agtoements Progia'ns AC)2-1 20 
67/03/11 NELLiS.OO. Saloty Rosoarch Appicalion Branch 2pp 46357 041- 
.15357041 

-6804270240 Hocomniierds adoption o1 Aliornalivo 3 ro proposed chances to lOCFnsa 
re industrial railiogtaphy saleiy requirements. Ole ihhcilalioarledly eritforses proposed 
changos as boroliciol lo Industry 

TOFPAM.WC Warno. State ol ACI2.) 21 87/02/10 Dockolirg & Sorv.cos Branch 
ip 45357;050-4535/ 050 

-B80427O284 Forv^ards marked up package ol cornionis ro amend lo proposod ruio 
f0CfN34 to add aafoty peiio'wanoo requi'cme.'Jfs lor racicgraf>hic e*posi,ie do^^cos 
8 to roquito radiographors to werar alo'tri dosiroio'S W/o enci 
GltMSLEY.OH Divisors ol Ru'OS 8 Records (Pro 670413) ACI2-I 22 8//01/14 
AIEXanDFH.R E. Solely Rosoarch Appical-on Branch 2pp 45357 051-45357.052. 

-0804270209 Comments on amond lo 10CFH34 ro safety tcq.;i'emortts for irrdustnal ra- 
diograph c oxpijhu'o dcv.cos Rocuirmonds fhoi let'uies ol oqo pmcnl rrool perform 
anco stds in lieW bo fopoiled lo NRC 

HGLTEMES.CJ Olticu loi AnaiySs & Evaluation ol Oporatonal Data. Oirocler A(/12- 
I 23 87/01/30 AIEXANDER.RE Ssfoly Hosoa.'ch Appvcaiton Branch ip 

45357;053-45357;063 

-6894270278 Co.-nihonts on proposed amend lo 10CFR34 ro saloty toqt/irements lor 
indtislnnl radiographic oxposuro dovices.pe/ 881219 request Regulaiory analys'iS does 
nol ailonuaic.y si-ppoil proposed rulcmak-ng 

MILLER.VL Maietials Licensing Branch ACI2-1 24 87/01/16 ALEXANOER.R E. 
Safely Research Application Branch ip, 45357 054-45357.054 

-0804270313 Requests essisianco m loviovumg end documortts re proposed amend to 
10CFn34 (o saloty toquiremenfs for industrial radiographic e<posu '0 
tiovICosCoritolDlion rcquqslod by 870120. 

ALEXANOER.n E Saloty Rosoarch App'ication Branch. ACI2-1 26. 86/12/19, 
CUNtJiNGHAM.R G 0.vision ol Fuel Cyclo & Material Saloty (Pro 870413} SPEIS.T P 
Ctvrston of Safofy Hoviovv S Oversight |flSl f2S S7<M|i) PAHTLOW.J.G. Ofc of ^/^ 
spodon & Entorcomont. O.icclor (020201 870413). ?pp 46357 057-45357.058. 

-3S04260130 Roquosls socliort bo added fo I0CPR34 lo requim radiography licensoos 
lo ropi into ro equip moni.woi king conditions, vrorkor bain.ng & worker ohsorvanco ol 
operoi-ng piocoduros. per 861007 discus siori, 

CARRlCO.8 Materials Licensing Oiench AC12-1 27 66/10/17 NELLIS.D NRC - No 
Ootallod Alfil a*'on G.von 2pp. 46357:059-45357;060. 

-8904280139 SCCY-flO-lO? Pfov.dos Conwls.s-on w/in'o rc status of efforts lo improve 
saloly In Industrial radiography opcialions 

STELLO.V. Ofc ol Iho L^reculive Oifoctor for Operntons. ACI2-1 20 66/07/02 6pp 
45357 OBI -46357 066 

-8604280163 Summary of Radiography Stconnu Commilfea rreotng on 660 i 15- 1 6 in 
Auslin.lX ro Slalus ol initiaiivoa lo Innprovo saleiy lequ-roments lor induslnal radiogra- 
phy oporalions described in SECY-85- 354 

CHAPELL.D R Division of Fuel Cycto 8 Material Saloty (Pro 070413) ACt2-l 29 86/ 
06/03 METZGER, J R Ofc ol Inspection & Enlotcomoni. Director (020201-070413} 
NELLIS.0.0. Oltico ol Nuclear Regulatory Rosecich, Director (Pro 060/20) 
THOMASSON.N W. OIIICQ ol Policy Evaluations. 6pp 45357 007-45357 071 

-6604260249 Recommends that NRC beg n now RES-sponsored rulemaking based cn 
review of proposed rtrlomakiog eoMfed. 'Safely Reauiroments for Industrial Ha</o- 
grapltic Exposuro Dovicos" Costs as result of ru'emaVing wiM probably be sma'i. 
MINOGUE.RB. Olfico ol Nuclear Hcgu'alory Research. Oirccior iPio 660720) AC12-1 
31 85/11/12 OIRCKSWJ Ole ol iho Enecutivo Director tor Opeieiions 3pp 
45357.074-45357 076 

-8604280279 Summary ol Radiography Slooi.ng Committee mooting on 850008 in 
Silver Spring.MD ro Woaiorn Stress radiography incidoni in State ot wV. 

CHAPELL.D n Slooting Comm4ioo on Had ography Safely^ AC12-1 32 85/00/11 
NRC • No Dolarted AlWiabon Oivon. Opp 4.5357.077-45357.079. 

-6604200352 Oiscussos Europoan design 8 porfoimanco requlromonts for industrial ra- 
diography oquipmoni Europeans adopt ISO 3999 apparatus for gamma radiography 
Spec as (loslgn ronu romonts 

CUNNIN6HAM.R E. O.v,8.on of Fust Cyclo 8 Material Solely (Pro 8704 13f ACl2-t 
33. 85/05/07. CHAPELL.D R. D.v.sion ol Fuel Cycle A Material Saloly (P»e 870413) 
3pp 45357 080-45357:082 

—8804280423 Comments on now ruiemaMrio action for Induslrlal radiography exposure 
devices Oosu' 16 ol program cculd onhanco rogiilatory basis lor proposed rulemaking 
on subi o< radial ion saleiy pOflormanco sids for radiographic equipment. 

KEflR.GW Ollico Ol SlBlo Programs. Director (Pro 870413) AC12-I 35. 85/03/20 
OOLlER.Kfl Oiviaion ol Radiai-on Programs 8 Earth Sciences (040429 860720) 
45357;005- 45357:086 

-8804260467 Summaiy of Rad ogiaphy Sloenng Ccmmiliao mooting on 850123-24 in 
Galon Rougo.LA re usq ol large sources ol rad-a1ion.naltire of work & overexposure 
bislory.per industrial rad ography. 

CHAPn^L.D H. Division of Fuel Cycle A Material Saloty (Pro 870413). AC12-1 38 85/ 
02/22. PARTLOW.J G 0!c ol Inspect on A Enlorcomanl. Director (020201-870413) 
THOMASSON.N W.. GOlOSMIIH.R. Olfice ol Policy Eva’uaiions. 7pp 45357.009- 
45357.095 

-8604280617 Provides comments on draft Commsslon paper on industrial 
radiograptiy Commission membors signillcani dlloronces in views re drall warrants 
discussion.Moalir.g ol steering commiltee suggested lor early Jan 1984. 

KERR.Q W. on ce ol Slate Programs, Director (Pro 870413). ACI2-1 40. 83/11/25. 
CUNNINGHAM.R.E- OiviS'on of Fuel Cycle A Ma(oi.al Safely (Pre 6/041.3). 2pp 
46357:101-45357:102. 


—8604260563 Requests ordo'so.'noni lo' .sS'.rance ot rog i^uide Icr dos:gn stds tor rad'- 
ography eqLiprroni Reg gurio woutd he ossoni-ally samo as pfcposorl amend to 
I0CFR34.HEG wi‘! proceed w/BCprop'iaiO task inilishon it commiltoo agrees 
MALARO.JC CII.CO ol Nuclear Req^iaiory Research, Diiecioi (Pro 1160720) ACi2 l 
•12 01/10/19 CARTER.) F Steering Ccmmtieo on Hadography Safety 2pp 
45357 105-45357; 106. 

-6004260599 Rnquosis loview A co.-nirem of end proposed amends lo 10CFH34 re 
rIes'Di /adiooraph c exposure dewcos 

JONES RJ Otice ot Standards Devo'opmeni. Cuoctor ACi2.| 45 80/12/24 
CUNNtNGHAM.n.E DiviSion ol Fuel Cyc’a 8 Malo.'ial Safety tl>r« 070*. 13) 
SNIEZEKJH Ole ol !nspoct:ori A EntO'cemenl. D.rocioi (820201.070413) 
CUNNINGHAM.G H Hequlatians D.vison 3pp 45357 111 4535/113 

—6804260500 SuOmiarY of 803304 mecl-ng re mlorofc piCQiam lo reduce oxpasu'e 10 
radiographers 

CARIER.T F. 0 vision ol f uel Cycle A Maienal Saleiy (Pro 0704)3) AC12-1 46 80/ 
03/14 ARIOTTO G A. Division ot Eng neer.ng Standards CUNNINGHAM.G H Regu 
lations Divisicn. GOLLEH.K R. Divis-on of S.inq. Hoaiih 8 Safeguards Standards 4pp 
45357 114 45367 117 

-8804290626 Agrees w/approach to task re plans to' dovoiopmoni ol sids A specs for 
radiog'aphy devices Spoci' c items tor cons-derai-on f sled 

SN'.CZEK.JII Ole ol Inspect-on A Enioicement. O.rectoi (820201 870413) AC 12-1 
47, 60/02/29 JONES.H J Assistant Director lor Malena's Saloly Standards ip 
45357 118 4535/ 118 

-6804260632 Fcrwarris suggested approach lo reducing i-icidonce ot ovoiexpos-,iie ol 
■ndustr-al ladiogiaphois to cncou'ago conimuai-o.'i ot NRC ctfons to di:lermne means 
tor reducing ovorexposu'e occurrences 

MILLS.W A Environmental Protection Agency AC)2-1 40 77/09/07 -MINOGUE.RB 
Office of Standards Dovciapmenf. Ureclor Opp 45357 1 10-45357 (2I 

-8604280637 Advises that amends to 10CFB32 A 34 uncocessary A not roconimonc'od 
in SECy- 77-34. "Aclion Plan to Hoduro Radiography Ovoiexposuies “ 

MINOGUE.R.B. Oil ce ol Standards Devoiopmcnt. Di-ccto'. ACl2 t 49. 77/03/16 
ROWCEN. GILIMSKY. KENNEDY Co.mmiSS oners 2pp 4535/ 122-45357 123 

-.8604280645 SECY.'/7-034 Responds to Ctiarman request lor stall to prepare coordi 
naled NRC action plan lor remedying problom ol radiography ovorexposurus 
MINOguE.R B Office of Standards Dovo'opT-e/ti. Dirocio' AC 12 - 1 50 77/01/25 Ip 
45357 124-4535/ 124 

—6804260649 SECY-76-146 Responds lo Cha'iman rcqacsl lO' rov.ow ot curronl lOvOl 
of protection associaiod w/poiablo radiography units per porsoma; 
overoxposures Forwards appropriate rocommandat:ons lor changes in NRC rogula- 
lons. 

MINOGUE.R.B Otlice ol Standards Oevetopment. Oiioclor ACt2-i 6i 76/03/15 
2pp 45357 127.46357 128 

“8604280656 Informational Hr to all iad-og'8phy hcensocs re rad alien locidonis in indi 
ography <»oraiions.Lisl ul incidents that occurred during licensed radiography onci 
PRICE E.H Atomic Energy Connrn.ssion AC12.1 52. 65/06/14 AtlilatiOn Not As 
sgned 6pp 45357; 129-45357 1 34 

“8B0428066S Ack receipt ol 770907 Mr listi'.g suggestions to rorijco lioquency of radi- 
ation overexposuros among industrial radiographers NRC p.'esently working m sovoral 
areas to improvo radiography safely. 

WlNOGUE.HB. Offiro of Slanda'ds Uevolopiceni. Oitecior ACI2-I 54. 78/02/14. 
MILLS.W A Erivitonmenlai Protection Agency. 3pp 45357 i4t .45357. 143 

-6604260668 Advises that present schedule caMs lor publ cation ol advance notice ol 
rulemaking on dosigrs requremonis m Feb 1976 A publcation ol proposed amends in 
Aug 1976 

SMilll.OA Transportation A Product Standards Branch ACl2-i 55. 78/02/09 
Transportation A Product Standards Branch 2pp 45357 144.45357 146 

--8 805030070 Offers no luriher comments on proposed changos to I0CKR34 re indus- 
trial lad'Ography safety ioQui;emenls Concurs w/ inclusion ol saloly requromenis lor 
rad-ograpnic oxposuro devices A lor radiographers to wear alarm dos'melors 
SHEALY.H.G South Caro'iria. State ot AC)2-1 60 87/02/02 NUSSBAUMER.D A 
Assistant Director lor Slate Agreornonts Programs ip 45367 042-45357 042. 

-6805030121 Concurs w/proposed amends lo 10CFR34 lo loctudo safety porformanco 
requirements tor radiographic exposure devices A to requ.io radiograptiors lo wear 
dos-rneiers. Experiences w/ use of Zolox Model 504 dig.|al a'arm dosimeters listed 
HILL.T.E Geoiga. State of AC12-1 61 87/02/13. NUSSBAUMER.D A Assistani Oi- 
rector lor Stale 'Agreements Programs ip 45357,043.45357.043. 

—8605030126 Concurs w/proposed add iions to 10CFH34 to require saleiy portormance 
sids lor lediogiaphic exposure devices S radographeis to wear pocket alarm dosi- 
molars. 

EURF.J A Iowa. Stale ol AC12-1 62 87/02/24 NUSSBAUMER.D A Ollice of Slate 
Programs, Oirecior (Pre 870413) )p 45357:044-45357 044 

-880S030139 Concurs w/proposod changes to tOCFR34 re induslnal radiography 
safely regu remenls 

BLANTON.R L Arizona. State of AC12-1 63 0//O3/O3. NUSSBAUMER.D A Assist- 
ant Director lor Stale Agreements Programs ip 45357 045.4535/ 045 

“8806030151 RoMonds lo NRC 870115 Mr 10 all Agreement Slates re proposed 
changas to lOCf^34 »o saloty regu remenis tor radioactive exposure devices A ro- 
guiremenl for rediog'aphcrs to wear alarm dosimoicrs 

FRAZEE.T C Washington. Stale ol ACI2-1 64 87/02/2/. NUSSBAUMER.D A As- 
sistant Ofoclor lof Stalo Agreements Programs, ip 45357 046.45367 046. 

-6605030161 Cominenis on proposed amends lo tOCFR34 Amends will contribute to 
greater degree ol ealety. 

MOUNT.u!k North Dakota. Stated AC12-1 65. 87/03/03 NUSSBAUMER.D A. As- 
S'slanl Dirodoi lor State Agreements Programs )p. 45357 047-45357.047, 

"8805030170 Offers no comments re proposed changes lo 10CFR34 re Industrial radi- 
ography saloty roquiromenls In response to NRC 870115 ilr Changos should he 
adopted A implemonted as written 

OORCHERT.H.R. Nebraska. State of ACI2 I 68. 87/03/06 NI/SSSAUMER.D A As- 
sistant Diroctoi lor Stale Agreements Programs Ip. 46357048-45357.049. 
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POM PETITION FOR RULEMAKING 


Q603310185 CoTitroni opposmn poiilon lot fi,lomal>ing. PRM 50 40 to dn'riuon ol <o 
aoatcn co^rror (yrgos potiliori uu dunicd or trod ‘Oil lo inclui/o te3S0''db'0 Dawer level 
j*** *01 crtissiiicaiion as lositiij laoHy 

HIATT bL Ohio Ct.^ons lot Hcsponsiblu Lno/uy 53f RBI 59 0000 1 60/0.1/15 NflC • 
rJo Ooliii ltd All.halion Given ip 44901 as/ 44903 ?5? 


0803310243 C-ommoni support ng poMion lot rulomaK tig FRM 50 48 to application ol 
if>si<<ircli teaclo.' legu'aiions Action wlI assist rosoarcti toaciut sids & otiiri-naio co.i'u 
«ion w/powct toaciot rcg.iiot-ons 

lliniAniJS.VV J Aiuotican Nuclojr Sociely i.IfnsTSa OOC02 88/03/21 DocVotno& 
but VICOS ntfliich 1 p 4 5020 on t 4 5020 OO I 


6003310250 i;oniir.O)iis soppotlmg pol-ton lot rulutnnkng PnM-31 4 to ;nclus cn ol H-32 
on 111 v.lto notiftal licoiisos g-antod undot 10CrH31 1 1 (a| 

lASM.TR ll!no.3, Siato ol 53Fn?e53 00001 08/03/21 Oockolmg & Seiv.COs 
Uidtirh ?pp 44903 283 44003 284 


0804070046 Cotiinfnj on poff on tor futemafcing POM 3 1 -1 to FR noliCO on petition let 
Ml Vitro gnnof.il icotiso Goootal licenses slioi/d Uo Ue'oted Itotn icgjlatons 
IIA21E.AJ ColotQUo. State ol 52f HPG53 00004 88/03/08 NUSSDAUMERDA As- 
r.'sionl Ococlot lot Siaio. Local & Indian flolaiions ip 45022 1 31 45022 I3i 

8004070098 Ccmmotil sii|ipotling Univ ol MiSSou'i poiilion tot tuletnak-ng PHM 50 
4H Uo Alt Fotuo lias intetost m esiabiishi’ig dost distincbon boiwcon toims "roseatcii 
fOiicloi" & fusiifg roaclot." 

H«;uA/ID.S'.VV J Air Fo/co. (Top! ol 53Fn6 1 59 00303 80/03/21 Oockoti-g & Sent 
iCDS (Jtfiticn Ip 45021 255 45021 255 


8Q04060173 Polilioti (ot tu!eniak.ng PRM 31-4 lO addilicn ol ICO tnCi P-32 to in vilto 
Dviiotal liconsti spi.rilioil in lOCFn3l.li P 32 shou'U r.ol bo added lo flanetai license 
ijiin to licinil leasuns 

NASH.JU F !o! Ida. Slain ol 5 OFR 2853 00005 00/03/10 NUSS0AUMEROA Stato 
Local fii mill, in Tt.lx* I’tog’anis 4pjj 45063 140 45063 151 


0004130401 Forwards SER on L^ad waste Itoalmcnt sysOpcrabcn ol i-gud wasio 
ifeain'.0"l Sys as desci.Ued n SAR wii ptescni no siqmlicani i.sK lo pjb'i: heain & 
sa'oty 

HURT.OO Fuel Cycle Safety fitaach 88/04/05 OIXBY.WW Energy Oept ol. Idana 
Cpcf aliens Olhce 2p? 45104 049 45104 096 

••6604130403 SEfl on West Va'iey Oanionsitati.,n Pto.ect Lgjd Waste TreatiT.cni 
SyS 

Oflico Ol Nuclear Material Sa'ety & Saieqea'ds 0 teciot 88/04/30 aBcp 
45104 051-45104 056 

8804 140 15 1 Advtses i/iai pape.'s p/ese-iieJ on beiia'f of ptoieci at Wasto Mgi 88 m 
Tucson n early Mat wii be received & ictwatds lepis trai have been pouished m 
open literal u-'o w-iti n Iasi yt 

O'XBY.WW Energy. Dept ol 2QI96 88/03/23 HURT HO NHC No Data led Al."i 
aiion Gven 2pp 45119 001 45120217 

“8804140187 Speech eti' Hed "SttLCiLta' Theftr.odyndtr.ic Model let Uttabity & V-scos- 
ily ol Nuc-eat Waste G'assos.” presented ai 871 130.1205 tjieetirg m Pcsion.MA 
FENG.X, BARKATT.A Celhdc Vriy of Amonca. Washnglon. DC 29(98 87/11/30 
t5pp 451 19 002 45110 016 

"8804140177 mf.uence Ol Wasia Vanabi.ty on Ptcpetties & Phaso SiabHy ol West 
Val'oy Hot Glass." ptogtess top: lot 651001-860930 

MCPHERSON.O. JOStPlI.I . MATMUfl.A West Valley NWeat Sent ccs Co Inc 87/ 
09/30 284pp 45119017 45119301 

-8604140185 "Rol Vat 'canon Process & Eqjpmeni Desrup'lon »/ Resuiis Item 
Checitoul Tostng " 

BARNES.S M . Pb IKUS L L . MUHAWSKl.T F Wosl Va'iOy N-jc'eat Sent ces Co Ire 
06/11/24, 23pp 45119 302 45119 324 

“8804140192 ••PieliTi''3tv Results of Dttabiily Testi->g w/BotOs ’icaie G'ass Composi 
lior.3" 

ADEL-mAOACI.M , ADI3A.R., OARKATT.A. Wosi Veley Nttcleet Services Co Inc 67/ 
01/28 ISIpp 45119 325 45120 115 


PROJ PROJECTS - PREOOCKET LICENSING 


0003250246 liiloims ol NRC lolocot on lo slatiid addiossMa/mg sddtoss unchanged A 
Adiinis pro.ucl manoijur & TS Mictiacis back up ptojccl manager. 

HUHENSICIN.L S Slandard-zatiOh & Non Power Roacto? Ptoloct Oi-'oclorale 80/03/ 
10 Alh iatioii Not AsSKj ifd 3p(i 44059 060 44859 062 

0004010107 f-Dtwnxls snioty ova'uaiio.n ol tiicotumonded mod lo Reg Gudo 176. 

• Dosign Rns.s Tornado lot Noctoat Powot Plants ” NRC iniof.m pos-.t on const-lulos 
consotvAiivo reduction ol iloslpn basis winds lor uso by EPRI until lev ava fable. 
HUOENSTEIN.L S Standard- /alion 8, No-n Puwor Roacio/ Project Oirccioraio 88/03/ 
25. KINTNER.C E ALWR Unl-ly Slouting CommiHoo 2pp 44949 003-44949 009. 

••0004010102 Saloly ovalualon to recommondod mod lo Reg Gudo 1.76. "Tornado 
(Jusfgti Clns's for Ativaricoil Ltglil Waior Roaclot." lornado ilesign criteria in Tab’o 2 
accetilablo on inigrim basis lor advanced LWRs uniil log qu do revised 

• Oflico ol Nuclear Heoclof Rog-.ilailon. Oaociot (Post 8704111 00/03/25 5pp 
44040 005-44041) Oflll 

0&04010203 lloguriHls lliol new repl dOCKolod under PrnjOCI M 40 bo redes gnaled as 
NU11002 

MCCOMAGIIY.WJ Nutcc. Inc OUK03 0/5 08/03/10 ROBERTS J Fuoi Cycle 
fiaftily ffraiicfi 2rii>, 44019 .150 44019 300 

0004050266 Roguosis wrillon tusponso to commonls & iiuosiions conlaicod in 080309 
li/.per un03l7 & 10 rnrieinigs on fuel Issues & Issues ot grophto liro.aiigmonlaiion ol 
Arnorid 0 rosponsos & ruaclor vessel poi lor mane o.rospuc lively. 

MOlirilS.UM Oitfision Ol nogulaiory Appicat-ons (Post 070413) 00/03/29 

NULTON.O rnorgy. OopI 0l 0pp. 44097 ICO 44997 171 

0804060431 forwards silfely ovniuniion of Mucloot Assutonco Corp lopt. Hov 2. "Topi 
cal SAIl (or Nucloar Assurnneo Corp Siorago/ Transpotl Cask lot Use at ISFSI " 
Cask muola niguirumeniB ol IOCFn72. 

non(;UTS..IP ruol Cycio smoty Oranctv 00 / 03/20 ViEOnOCK.J.M Nucloar Assur 
nncoC;otp. 6pp 45000-245 45009 333 

-•0804060433 Tq|>ical repl ovaluailon ol Rov 2 lo "Topical SAFI lor Nuemar Assu/anco 
Corp SlotAQO/Tf.iospoii f^ask " lloiit ncccpioblo. 

‘ Ollico of (Vucloar Material Safely & Safeguiirds.Oitccror. 83/0.3/31. 03pp 
45000 251-45009 333 


-880414019? Dratt "Wesi Valley Sirategy tor Ptodecnen ol Ouallied Wasie Form " 
bISLNSTATT.L.n.. ROUTT.KR West Val'ey Nuclear Setvees Co 'nc 80/03/23 
lOpp. 45120 116 45120:125 

-8804140200 ' Thieo Yr Progress Of West Valley ncmcns'ralon Pro.eci V.lfi'ca'. on 
Sys ■■ 

OARNES.Sm. POPE JM West Va'iey Nuclear Scn/icus Co. Inc CHAPMAN.CC 
Oalfel'o Uemo'ial Institulo. Pacdic Notlhwoil Laberafonos 88/03/23 I4pp 
45120 12G 45120 139 

"8804140206 "Ovorv.ow ol Waste Mgt Sys At West Vailoy Damo.nstta'.on Ptojccl " 
MCINTOSH.TW. BIXBY.WW Energy. Dept Ol KRAUSSJE West Val'ey Nuclear 
Services Co . Ire 88/03/23 ICpp 45120 140 45120149 

—8804140210 "Wcsl Valley Glass Product Oua'il cation Ourabi' ty Stud-os E Heels ot 
CempcsrifOn.RedOk Siato.tieal rreaime.nl & G/ourdwate/ " 

REIMUS.M A , PIEPEL.G F . MELLIMGEH.G B. Baltel'o Momctial Instilule. Pacikc 
Nodi 1*631 I aboralcrios 88/03/23 21pp 45120 150 45120 170. 

-8804140214 ■ Crysia'i/at on Behavior ol FuGy Smu’ated Weal Vailoy Boros iicato 
Glass ■' 

JOSEPH.I. MATHURA. CAPQZZI.C Allred Univ. Allred. NY 68/03/23 lOpp 
45120 171. 45120 180 

"8804140218 -Ptoccss Model lo.’ West Valley Was'e Vilnlicalion ” 

PEGG.I L . FBEEBOHN.WP. MACEDO.P 0 Catho'ic Unv ol Afr.enca. Washnglon. 
DC 00/03/23 I3pp 45120 181-45120 193 

-8804140224 "Composit on Modois for Viscosity & Chemical Ourablity ol West Vai'cy 
Rolaiod Nuclear wasio-" 

FENG.X . SAAO.b E , FREEBORN.W P Catholc Ur.iv ol Amer.ca. Washington. DC, 
88/03/23 9pp 45120 194 45120 202 

-BS04 140226 "Development ol OC S Prediciivo Leach Tests (or West Valley G’asses 
OARKATT.A. AOIGAR, ADCL-HADAOI.M Catholc Un.v ol America. Washuvglon. 
00,88/03/23 t5pp 40120 203-45120 217 

8804140422 Forwards requost Icr addi mlo to Chapter S.advanced LWR roqutements 
docu-'nont. Response to enci questions & answers leguested by 660-129 
LEtCH.P.lH Standardization & Non Powet Heacior Project Oireciotaie. 88/04/04 
KIMTNER.ee Genera' Pub’ic Uti'iUes Corp - GPU Serveo Corp lOpp 45118 073- 
45110 082. 


8304060146 forwards jitoptiolnty Amend 0 to HTGR-06O24. "Proliminary Safety Inlo 
Docuiuunl lot StrJ MHfOR." nddtossing cicbon licms & clanlicalions Horn NRC/OOE 
800317 & 10 mooiings on suloctori arons iiJonlifiod m onci lo Mortis 860320 memo. 
WALKER LI' GnsCoolod Ronclor Assooaios 80/04/01 MCKNIGUT.J. 
WILLIAMS.P NRC • No Doto'lod Alhiialion Given EL-ZERAWY.MM. ACRS - Adviso- 
ry Commiltoo on Roactor Safeguards 8pp 45021 070-45021.063. 

8004080106 Foiwcwtla droll ' ('100069 Control Plan For IDeconlommatcd Supornatani 
Comoni SoHdilicatlon." Rowow o( end roguosioU so as to lie able to prepare imai 
version well In advanco ol railionctivo opofolion acliodulod lof Juno 1969. 

OIXOYWW Gnoiijy. Dept ol 29250 1)0/03/28 KNAPI'.M NRC - No Oola-lod Alh'i- 
OlionOivor* 2p 45136 337-46 139 060 

-8a040801(!0 WV(Jf'-fl67 ORF f Orolj "Procoss Conirpl Plan For Dccontanvnataa So- 
pornniani Comont SolitJiliCOl'On." 

• Energy. Oopl 01 80/04/30 OIpp 45130 339 45130 060 


8804160037 Informs lhal author onabm lo continue as mfimbor ol operanona! fead.ness 
ro'/iow board duo lo other comniiimcrts 

WALTER HF Energy OepI ol 29106 88/04/05 Energy. Oept ol 2pp 45134 013 
45134:014. 

8804160(45 Provides miiial responsa (o 880127 gjesaons on CPni edvartced LWR to- 
cuiro.'nanis document re implementation ol public safety cnlcr-a PRA ivcy assumptions 
& aioundrutos will bo submitied in Sept 1988 lo provide mere deia-i 
KINTNER.ee General Public Uukiies Corp ■ GPU Service Corp 88/04/06 
HUBEM.STEIN.L S Standardize lion & NonPower Roaclor Piojecl Diroclorate 4pp 
45131:18545131:188 

6604150231 Requosis comments on 860325 meeting ro SAFR PRA & bounding evenis 
by 8805 IS Attendoe hst S meeting so-nma/y end. 

MORRIS.BM Division ot Heguiatory Applications (Post 8/0413) 88/04/11 

NULTON.O Energy. Oopt Ol 9pp 45149 012-45149 020 


8604110323 forwaida fosponsos lo Ouoslions 36 & 40 in resolution ol NRC commonls 
10 advancod LWR low tomp ovoiptoasuro proioclion tonuiromonts 
KINTNER.E E Gonoral Public UWiHos Corp. ■ Gf'U Service Corp, 86/03/28 
nunCNSTEIN.L S. Siondordizallon 8 Non-Powor Ronclor Projocl Uiiecloralo. 5pp 
45077 334-45077.338 


8804(80335 Forwards roviow status repl ol advanced reactof severe accideni program 
topic papers Flow chan showing proposed method ol handling topic papers enci 
RUDEMbTElN L S Standardization k Non Power Reactor Project Diroclorate 88/04/ 
12. MAUCKj’ S1EWAHT.J. flOSA.F NRC - No Detailed Alfriistion G-ven. 9pp, 
45ISO2S3 4Sr50P6J 


0804110332 Summanzos Rogion I Monllonng Team ropl on pteoporalional assessment 
ol Woal Valley Domonsiroliofi (’ro)eci.conduclod dunng wk ol 860104. 
CUNNlNQllAM.ne. 0.vl8ion ol Indus! liai & Mod cal Nucloar Saloly (Posi 870729) 
08/04/04. CONQEL.F.J. ncQlOO I. Olc ol Uio Dlrocloi. Ip. 45077.360 45077:360 


8804190354 NoUes o( NRC 860503-04 visil 10 pfani lo roview aciiviiies underway ra 
low level liqu d wasie ireaimoni Provisional agenda encl. 

QIXBY.W.W. Energy. Dept, ol 29245 88/04^4 KNAPP.M. NHC • No Detailed Alti i- 
ason diven. 3pp 45324 041-45324 043 
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a&a42000€3 Piovi«8S suppiemeri’al re^poasa tn NRC S7tO09 & BBO204 iir!i ro supetna 
(ani iroaiinen* s»s Matnx .'isitig issoas pose<( la assure JfiaJ qjes! o«s wso'ved or re- 
quinno addi into deall w/acccrdingiy onci 

BIXBYWW Fneroy. Ocpi ot. Idaho Opetsi ons Ollico. 29i92 8a/03/28 HURT.RO 
NnC • No Dele led Afh‘.al>Oh Given 33pp 4St9l 0S6 451Q1 0B8. 

8904210448 Fomvefda icquesl fof addi Into ro Amend 12.Chap1cf i of Sys B0»- 
CESSAR OC traosirJlied by 8709M Itf flequesls mlo wilhio go days of Itr dafo 
VISSING.G S. Standafclitat'On & Non Power Rcaclot Pfojocl Oirecioralo 88/04/13. 
SCHEREfl.A E. Combuslion Engneenng. Inc 5pp, 45200 235 45200 239 

8B042S0139 Forward* con'JOMed Rev 10 lo Sa'oguards S SeCurily Plan WVOP OOSAcK 
ol lece pi requested by 860330 on 0 t>cl lormW/o enci 

BONENSLROEfl.D Wcsl VaMay Nuclear Services Co. Inc. 29217 68/03/17 West 
Valoy Nuclear Seyv-ces Co. Inc 2pp. 4 5278 2 1 0-4 5276 2 1 1 

8804240275 Forwards comments on vendor 8601 19 8> 0302 3Ubm.lta'S re CESSAR DC 
Sys 80 * design Response roquesfed wihin 46 days ol lir date 
RUBENSTEiN.L S Slandarduefion S Non-Power Reactor Ptojocl Direslofsto 88/04/ 
14. SCHEREfl.A.E Combustion EngneeCng. Ino 8pp. 46264 049-46264 056. 

8804280454 Forwards ropt prepared In response to reqj-rement m House Root 97- 
I77.sumtrari7ing status. progress & expend lures of West Vo'ioy Oernonstraiion Project 
for quarlor end rg 6? I?3t. 

BUNCH.OF Energy. Oepi Ol 29246 88/04/05 ROE.R A House of Rop., Science, 
Space 6 Techno'ogy (lortnerly Science & Technology) Bpp. 45270 342-45270.346. 

8804290491 Reqjesls de'olton of Bel • & Bel 4 on Pages 5-24 ot SER before public 
ceicaso.hased on l.censee hm led proprietary review 

AGARWALBK FW Energy Applicalions. Inc 24243. 88/04/18 nOflERTS.J P. Funl 
Cycle Safety Branch 2pp 45263 01 1-45263 01? 

8804290568 Discusses West Va'iey demonstration project low lovol cement wasio 
form West Va'icy N-jclear Sve 8B041 1 support ng position that consent can be used as 
waste binder (o produce acceptable waste form end 

BlXBY.W-W Energy. Oepl ol 24247. 68/04/12. KNAPP.M NRC • No Detailed AlliB 
afion Given. tOpp 45263 078-45263 087. 

8904290594 Commends DOE 8 consultants lor highly Informalive well organized brief- 
ing piesented on 680324 la Oiv of low Level Mgi 8 Decomm ssion ng lor West Va’iey 
wasie cement solid.lcation prowa/n. 

KNAPP.M R. Division ol Low level Waste Managemeni & Decommissioning (Post 
870413) 29244 09/04/13 8IXBY.W.W Energy. Oepl of. Idaho Operations Office 
3pp 45263;070-45263;07a 

99Q42806S6 Summary of 680414 meeting w/GE ol Uniiod Kingdom A FW Energy 
Apptications.inc in RociivtUe.MO ro siie-specilic impicahons ©I FW Energy 
Applicalons.lnc modular vau'l dry store dos'dn topical repi.Attendanco l.si end. 
ROBEnTS.J P Fool Cycle Safety Branch. 88/04/19 ROUSE.L C Fuel Cycle Selety 
Brancn 3pp. 452a3097-452d3’099 


PT21 NONCOMPLIAHCE REPORTS AND RELATED CORRESPONDENCE 

9603250326 Part 2t rept ro worm gear component ol Type H3BC valve 
actuators Initially reported on 8B03I7.AII safely related worm gear components will be 
Sub) to documenten Insp vorifying absence of cast ng porosity. 

MCOUILLAN.P.G. LLiiilorque Corp PT2I 86 016-000. 86/03/16 Ole Ol Inspection & 
Enlorcemenl. Director (820201 670413) 6pp. 44961 199 44961 204. 

8803290224 LER 67-070-03 on 87 1 02 l,d SCO voted vo'-lage reoulelot problem on omer- 
goncy diesel generator fO/Q) 2A-ACausod by re'sys Tn O/G output breaker closing 

R erm ss vo circuit Defectivo regulator repaved Also ropoitable per Part 2f .W/860322 
r. 

LONG.JL. Tennossee Valley Authonly 88/03/22. 5pp. 44921:144-44921:148. 

6604060055 Part 2 1 repl le farlod Roseinoant capacrfive-type ffow trartsmUlots dating 
lirsi cycle ol operation Iniiially coported on 880324 Caused by loss ol oil In sensor 
modu'e. Affected transmitters replacod. 

MROCZKa.E J Northeasi Nuclear Energy Co. (subs of Northoasf Utilities) 
MflOC2KA.E J Northeast Utilrlies PT21 88 020-000 86/03/26 RUSSELL.W.T. 
Region 1. Ole ol Ibo Director. 3pp. 45034.186-45034:190. 

B604D60420 Pari 21 ropi re brohen/crackod springs In ptanl pressure vatves-Magnei'c 
panicle exam ol springs from 16 valves on Unit 2 performed In Jan 1933 & spring 
from valve 0S 02693 rejecied for linear indication. Insp compleied 
BRIINS0N.8 G. Dresser Induelrles. inc 68/03/30 CILlMBERG.fl L. NBC - No Oa- 
laled Alliiialion Gwen, ip 45077.254 45077 254. 

6804670054 Discusses 8803)4 telcon dariiying InJerpreislioA of appficabi% of 
t0CFR2l. licensee products & sendees not unique lo nuclear industry & may be ex- 
cluded tfom scope of Pari 21 suppl-ers Part 2i can be sallsticd upon foquesi. 
tEMQRUaER.E.. HUNTINQ.K Team. Inc. 68/03/22. STONE.J Vendor Inspection 
Branch 2pp 4507$ 246-45075:249. 

690408022S Pari 21 ropt re incans stencios in Gould.inc cartiflcate oi compliance re- 
ceWad w/Ctass lE iuses procured from Planned Maini Sys due lo fuses not being 
quatifisd for certain specs.lniiiaily reported on 860320 Fuses remain on ho-id. 
mrH£RS.e.D. Wolf creek Nuclear Operefng Corp WM 88-0086. 88/04/01. 
MARTIN.R.O. Region 4, Ole of the Director. 2pp. 45098 197 45098; 108 

9904080343 Supplemenfs 871016 Ur re W-2 cell switch failure Recommends thaf switch 
operabl'ily be determined by continuity check of spare sal of coniecis whenever 
breakei Is removed from connected posiilon. 

JOHNSON.WJ Weslinghause Electric Corp. NS-NRC-8B-E300 88/03/23. 
TAYLOR.J.M. NRC - No Oeiailed Affi'lallon Given, tp. 45064:231-45064:231. 

8904110193 Part 21 repl re environ qualitication ol torque switches designed by Lfmltor- 
que Corp. Initially reported on £90330 Design not qualilicairon tested lor nudear 
salety-teiaied svc.Untesled torque swiiches wtT be replaced 
ALEXlCH,M.P. Indiana Michigan Power Co. (formerly Indiana & M.chlgan Elecbfc Cp.) 
AEP:NRC<397fC. Sfl/04/04, MURLET.T.E. Oocumenl Control Branch (Oocumeni Con- 
trol Desk). 4pp 45135 106 45135:108 

8804120445 Forwards mailing list used for dislnbutlon ol NRO generic 
communicalion.por licensee 8B0318 request. 

STON6.J.C. Vendor Inspection Branch. 88/04/07. MCOUILLAN.P.G. Umilorque Corp. 
6pp. 45091:026-45091:030. 


8604210136 LER 88 002-00 on B80323.irip breaker leilod lo open when reactor proicc- 
tion sys Cnannof O i/«jpe<f Caused by aimalwo buiron rmproporly rnounled due to mig 
delect supplied by GE.Meini procerlure lor trip breaker revised W/680407 Ur. 

RUTTER S. ANDOGNINI.GC Sacramento Municipal Utility Oistrlcl GCA 88 223 08/ 
04/07 4pp 45231 178-45231:181 

9804210277 Part 21 & deficiency rept ro damage lo emergency diesel generator jackol 
water HX during f lushing. iniiiaMy reported on 860917 HX repaired & installed in Uni 
2.Thormosiatic valves being medifod. 

RICG.P O Georgia Povror Co GN-H39 80/04/14 Document Control Branch (Oocu 
men! Ctonttol Desk) 3pp. 45235:257-45235 259 

6804250147 Pad 21 & doliclency rapt ro edge o<sianco testing of Hiltl kwik boH Initially 
reported on 8803l4.T-e3ls losu'is of Hilli rtopi WFNT-57'87-E Indicates that design 
calculations based on EAMI recommended guldoSnes may be unconsorvafive. 
POPARAO.CJ Hilh pasioning Systems PT21 86 017-000 88/03/16 MARTIN.R D 
Region 4. Ole ol the Oiroclor 6pp 45231:332-45232:004 

-ee042SOl5l WENT 57-97 E "Edge Distance Testing of Hilli Kwih-Bolt " 

• H-lli Fastening Systems 88/03/18 26pp 45231:338-45232 004 

8804270024 NotificaUon of 880412 meelmg w/Hiltl in Rockvilln.MO lo discuss H-lb 
fOCFRPi 990319 nolihcaPon re posshle non-consorvaiive assumpfrons In EAMI roc- 
ommondod odg-e distanco guidelirtes. 

DERLINGER.C H. Gonetic CommunICBiions Branch. 88/04/05. HOSSI.C.E. Division ol 
Operationel Events Assessment {Post 8704 h) ip. 45243.243-45243 243. 


OA999 QUALITY ASSURANCE INSPECTIONS 


6604040934 Ack roccipf Ol 880315 Ur Uilormirtg NRC ol steps taken lo correct viotalians 
noted in Insp Rapl 99901075/86 01 on 860222. 

STONE.J.C. Vendor Inspection Branch. 88/03/29. HOOPER.M. Ofcleville Metal 
Woiks. 3pp 44970 051-44970 053 

6904060134 Forwards Insp Rept 9S900399/8B-01 on 880224-25 No violations noted 
STONE.J.C Vendor Inspection Branch. 88/04/01. GALKIN.IS. Amoiican Insuiatod 
Wire Corp. 2pp 45017.163-45017:160 

-8804050142 Insp Repl 99000390/88-01 on 880224-25.No violations or nonconfor- 
mancos noted Malor aroas inspected mlg.lesi 8 OA records lo verify Imptomentalion 
ol proper control auring phases ot mfg ofsilicone rubber Insuiatod caolos 
MOIST.R.N.. POTAPOVS, U Vertdor Inspoction Branch 88/03/31. 5pp 45017 185- 
45017:189. 

8804060049 Ack rece’pl of NRC 880317 llr.Rasponse will be soni within 30 days 
RUDIS.M A. Rockwell Engineering Co . Inc 88/03/24. STONE.J C. Vendor fnspoclion 
Branch, ip 43073:341-45073:341 

8604060167 Summary ol 860329 meeting w/B&W to discuss B&W OA topical 
rapt Drgani7aiion chan oncl. 

SI^AUl.J.G. Qualify Assurance Branch. 88/03/31. ROE.J W. Oivisfon of Licensee 
Ferformanco & Quality Evaluation (Post 8704f 1). 5pp. 45019.258-45019:263. 

8804060362 Confirms 880326 telcon re Insp 99900100/89 01 scheduled lor 880502-08 
at l.ynchburg.VA planl.Usted engirteering issues <wH be discassea.lnchxhng environ 
Qualilicalion lesiing of current configuration ol Pootiess motors 
STONE.JC Vendor Inspoclion Branch. 09/04/04, OENHAM.F.K. LImitorquo Corp. 
3pp 45074: 148-45074: 148. 

8804120445 Forwards mal-ng list used lor dislribuHon ol NRC generic 
communication.per Mconsee 88031B request 

STONE.J.C, Vendor Inspection Brooch 98/04/07 MCQUILUN.P,G Limilorque Corp. 
5pp 45001:026- 45001:030 

£804140323 Requests that Circteville Molal Works Ur responding to Heme ol nonconlor- 
manco noted during insp ol labricalion of LHRL-120 spent fuel transportation cask 8 
NRC response Ur bo forwarded to Australian Dept ol Transportation. 

STONE.J.C. Vendor Inspection Branch 88/04/04. REESE.D. Australia, Govt, of. 3pp 
45116:039-45118 045 

—8804140348 Forwards CIrclovillo Melal Works III (o NRC describing corrective actions 
taken in response lo cloms of nonconformance idontified dbrlng insp of (abricaflon ot 
LHRL-120 spent fuel liansportatlon cask. 

STONE.J.C. Vendor Inspection Branch 88/04/04. CHAPMAN.J Australia, GovI ol. 
tp. 45118:042-45116:044 

—860-4140356 Ack roceipt of 880315 Ur informing NRC of slops taken lo correct non- 
contormances noied in Insp 99901075/88 01. 

STONE.J.C. Vendor Inspection Branch. 88/03/29. HOOPER.M. Circle Seal Controls. 
Ip. 451 18:045-451 18 045. 

8804190024 Forwards Insp Repl 99900736/88 01 on 880307-11 & notice ol 
nonconformance.Lack ol control over nonconforming mall & Improper upgrading ol 
mall Indicates OA breakdown in listed ereas 

ST0NE.J.C. Vendor Inspection Branch. 88/04/15. GOIN.T.A Southern Boll & Faeten 
Bi Ckwp 4pp 46208:0 55-45208 069. 

-8804160027 Notice ol nonconformance from Insp on 880307-11. Nonconlormanco 
noted:mait being upgraded lor Wesli^house purchase orders lacked required number 
at iensde tests neod^ lo meet ASMt Boiler & Pressure Vessel (tode. 

* Vendor Inspoclion Branch. 86/04/15. 3pp. 45208.059-45208:061, 

— 8804f9(K)34 Insp Rept 99900735/88-01 on 880307- If, Noncompiiatwo noted Mefor 
areas inapecied.QA program 5 Impiementationjncluding procurement progrem.canbr 
sy8,NDE progrQm.heai treating ptogram.upgrading ol ASMG mall 5 nonconloimfng 
item conirot. 

ABBATE.C M , eAKER.E.T. Vendor inspecltorr Branch 88/04/16 8pp. 45208 082- 
45208.069. 

8804200242 Questions vendor survey necessity to Support validity of certificate of con- 
formance reqiiifed of vendors of aid commercial products under nueJear OA program. 
LAMBERT, W.H. Coopoi Bessemer Corp {XG-4577. 68/03/31. PRESCOTT.P. NRC - 
No Detailed Affiliation Given, ip. 45171: 181 -45! 71:161. 
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a00«2014a O.SCUSSOS revmi 0 I 880 n 5 «f re WCFtlZi & appIcabiMy fo lierr.s pji- 
chased lot USD (n nonsaloly relaled er,upmont iinposl"n App B of lOCFOSO (cf pw- 
°Q“'ph>eh> tot uso In nonsa'oty rolatoil sys would noi impose 10CFH2I 
SIONE.J C Vondoi InspecilDn Branch 88/04/ 14 MABSh.B N floiHla Ppww S I o‘^l 

Co tp 45109 211.45199 211 

0804270330 Ack recoipl ot 870327.0602 & 880414 Itrs inlofm.r.g NBC ol achons laken 
1 ? ’/ o'atlons & nonconformancos noied in insp Repi 99901070/86-01 

STONE.JC Vondof Inspeclioti Ctanch 88/04/21 l^nOBEBTSWA LadshCo 1 d 
46241 H3.45241 143 


REQOO REQULATORV GUIDES 

8004010187 Forwards salety eva'-uatisn ol rocommamJad mod lo Hcfi Guide 1 76 

• Dosion D 0 S .5 Tornado Icf Nucloar Powor Planis." NRC mienm position consnules 
conservative toducnon of dosifin basis wif’.ds (or oso by EPRi until rev available 
nuRbNSTElN.L S Slandar«i78lion a Non-Powor Roedor Pro;ect Oiteclorate 88/03/ 
25 KINTNEiH.C E. Al.wR UliLty Slecrinp Commillue 2pp 44049 003 44949.009 

-8804010192 Saloty evaluation to rocommended mod to Rog Guido 1 76. Toinado 
Uosgn Oasis tor Advanced liglii Water Roaclor ' Tornado oes-gn critona m Table 2 
ocreptnbii) or> iniwim b.asJs for advaeccrJ IVVOa sriM tog QirOo leviseO- 
' Otiico ol Nucloar Reactor nogulotiOrt. O-teclOf (Post 8704H) 80/03/25 5pp 
44040 005 44949 000 

8804040062 Piovidos |ustilicaton lor doJotion ol loss ol ollsilo povvo.* |lOP) tost as 
siippl to 070831 submitlel 10 mod ol inMni test program. Reasons that LOP lest riot 
conducUid at groatcr than 10 % power staled 

VAN onuNT.E-E An/ona Nucloar Powor Projoct (lormorly Anzona Pubic Sonr-ce 
Co). 161.00007-EEVO/ 08/03/17 Documoni Control Dranch (Oocumonl Control 
Desk) 33pp 44909 037-44969 069 

0804050331 Forwards NEDO 31558. "PosiKon ol NRC Rog Cu.do 1.97.Rov 3 Requiie- 
ntunis tor Posl-Acc’dont Neutron Monitoring Sys '■ 

JANtCEK.HF own Owwws Group OWROQ 88 1 7/BlVfl I 88/0.1/81, MURLEV.T E, 
Otiice ol Nucloar Roactor Rug-jiallon. Oroctor (Post 870411) 2pp 45028 103- 
45020:24 1 . 

••8804050342 NEOO 31550 "Position ol NDC Rog Gu.d 0 t.07.Rov 3 Roqu roriionls (Or 
Posi" Accidenl Noutron Monitoring ^s." 

• own Owners Group 08/03/ H s/pp 45020:105.45028:241 

0004070202 Forwards responses lo concerns ra sod ^ EGG.NTA-7277. "Contormanco 
lo Hog Guido 1.07." tochn col ovaiuailon ropl. per NRC 870904 tequosi 
riEOLF.n.P 0. Genoral PuliFc Ulilitios Corp. • GPU Service Corp 60/O3/3O. Oocumeni 
Conlrol Rranclt (Document Control Dosk) i2p(> 45074:267.45674 270 

8804070266 Forwards saloly evaluation accepting uil 840 131.05051 0.0 705 & 0802 sub- 
milial 10 conlormarico to post accident monitoring instrumonlaiion Quidolinos ol Ron 
Guido 1.07 

ENGtE.tP PfOjocI 0.fOC(oiatO «.2 TAC 51110 SG/03/3T STEWART.W L. Virgin a 
Power (Virginia Etociric & Power Co ) ip 45043 260 45043 263 

~880407028S Saloty ovaiuailon suriporifng uM sL-trm.lipis ro conlorinanco to post-acci 
dent monitoring Instrumonioiion ou dolinos ol Reg Ou-do t 07 

• Pro)ocl Oifoclorato 11-2 GL-02-33 86/03/31 3pp 45043 261-45043 263 

-8605300370 EGG-EA-OBOO "Conlormonco to Reg Gii do t 97.NorWi Anna Powor Sta- 
tion. Units 1 & 2 ■ 

UDY.AC EG&Q Idaho. Inc (subs ol EQSQ, Inc) FIN A 6483 TAC 6IU0 88/02/ 
20 NRC • No Ooiailod AliiiialionOivon iBpp 45043 284 45043 281 

8804080045 Forwards Rev 6 lo iilil posil-on on Reg Guklo 1.07 ro display ol Calogoty t 
votiablos on SPPS.ln rosponso lo Qonocic Lir 02.33.Chango3 Incorporated in posilfon 
rev basod on NUREG 0737 & NUnEG.l2BG docemonlolion 
ANOOGNINI.GC Sacramenio Municipal Ulihly Oistricl Gl.02-33 86/03/31 

MIRAGLIA.FJ. Aasoclalo Director tor PrtJfacis (Poal 870411). 22i)p 45099 091- 
45009: 1 1 2 

8804 120090 Forwarils aupfA to consuliarHs 000025 Hr w loviow ol dotel ooneraiors al 
plant. 

STEllO.V. OIc ol the Exocuhvo Oirecior (or Oporol ons 88/04/06. 2ECH. ROBERTS. 
OERNTHAL Commissionera ip 45101:004 45101 008 

-0604120 1 OS Forwards euppl lo 080326 lit ro plant d-osol gcneratois Suppi replaces 
llom 4, "Tests on Dtosol (ionoratois" & clanllos Hr concerning tests requrod by Rag 
Guido 1.100. 

KUSKO.A , PEEnAN.S.M. Failiiio Analysis Associates 66/03/20 MARINOS.A NRC • 
No Ooloilutl Afliliailon Given. 2pp 46101. 005-45101. 008. 


8804140136 Su nmary ol ACRS Subcommiiae os Metal Components mae’nq on 
690218 in Wash nqton.DC to renew ol Reg Gude 1 93. "Rada'cn Emb.stileiren! of 
Reactof Vosso! Mans*' & buef on low Iljx crrb'ilferncnl of r&acior support structures . 
• ACRS • Adv-sory Commiltea on Raacior Safoqjards 68/03/17 ACRS • Adv.so-v 
Comm.uao on Roactor Safeguards lepp 46120 238 45120 315 

8804(40215 Subm fs sun-mare of act-ons discussed al ACRS 33S1h mooting on 880310- 
12 in WaslM.tgton.DC .including ACRS repts/ recoir.ir'endaiiOns c'^or 
acliOns.agree.-nerts,assignmot's & req jests & lutjro sgenda 
KEBR.W ACRS • Adv.sory CoirrfJJ (tea on Reactor Safeguards 98/03/24 ^ECHLW 
Commiss-cncts 4pp 45118:172 45118 1/5 

8804190338 D-scussoa Rov 3 ro Rog Gu.de 1 97.wft(ch reccrmte.tds (hat Category 2 
instrumentation bo irsiallod Previous commitment amended 10 propose uso o( enisl- 
ing aitarnale mstrumentaiiQn to prov-da into on coir.poi'er.t cool-ng water now 
WHl'TTiEn.G D Ma ne Yankee Atomic Power Co GDw.BB 86 C8/04/C8 
WcSSMAN.R.H Prcjecl Directorate 1-3 4pp 45216 342 45216 345. 

8804190377 Ack lecemt ol B80404 Hr inform/tg NRC ol slaps laVe.s 10 correci viClalions 
noted in Insp Rept 60 326/88 Oi. Position re ca.ibr ol crrerge.tcy a:r sairpimg.ar tiew 
or V 0 I meienng devices slated m Paragraph C of Reg Gu do B 25 
WENSLAWSKl.F A. Reg on 5. OIc ol the Director 68/04/ it IILIYMANWJ Co'ifor- 
nia. Umv 01 . Irv.ne.CA. tp 45225 275-45225 230 

8004260014 Forwards Insp Repts 50 445/88 22 8 50 446/88 19 on 888302. 0405 No 
violations or dewaiions noted 

WARNICK.RF OIc ol Special Proiocts 88/04/20 COUNST.WG TU Elcclnc (lor- 
marly Texas Ui iiHes Goneratmg Co.V 4pp 45246 095 45248: 1 13 

-8604260016 Insp Repts 50.445/e8.22 & 50 446/08-19 on 860302 0405 No vio’aions 
noted Weaknesses m iraN.ig programs ideniiliod Ma,or areas inspected NRC bui et.r* 
(oTowim .monthly ma n! observadon.fucf receipt S storage & Reg Gu de 1 97 OA 
OITTEH.SO. BURRIS.S.R.. WIEBE.J S 0!c ol Special Pioocts 50 446/88-19 86/ 
04/20 15pp 45248 099 4 5248113 

8604280231 Advises that qualilicaiion ol replacement recorders & new ins'jumenlation 
& control room pane's by seismic cxperienco date al'owcd by IEEE 344.1987 8 diail 
Reg Guido f . TOO accopfsb.'a.sub) (o (rnai safety evafi/ahon 

DnOMEfl:CK.AW Pio|8Cl Dreclocale 14 88/04/20 FlEDlEHPO Genera' Pubic 
Uli'ilies cerp . GPU Service Corp 2pp 45266 316 45266 31 7 

8804280367 Forwards elfiuent m.or,iiot.ng ropl tor Q'j.vta M-ning Co Ambrosia Lake.HM 
null lor 670701 -1231. Rept includes moniicimg results lor gaseous.panicu’aie.CirecI ra- 
d Bllon, eoils.sedunent.vegelation 8 walo/.pe/ Reg Guide 4. 1 4. 

CLEVF.LAND.J.E Ouiviia Mmipg Co 88/02/24 GARCIA.P Uiamum Recovery Field 
OIC.R4, Ip 45269 238 46269 330 

8804290151 Forwards l-R noi-ce ack receipt ol 680324 petition & staling that peuion 
being treated per 10CFRS 206. 

EBNETER.SO Ofe ol Special Projecls 2 206 88/04/22, BATES.AK Bates. A K Ip. 
45322 197 45322 200. 

-0804290164 Notice ol receipt ol petition lor Direcio' s Decision under )0CFR2.206 lor 
Comm-sson order suspending lu'i power plant opetabon until remedial action 
laken.Requesl tor eme/uency tdiel den.ed Further action per tOCFR2.306 pervimg. 
EBNETER.SD Ole of Special Projects 2 208 60/04/22 3pp 45322 198 45322 200 


REVIEW QRP NRC RESEARCH REVIEW GROUPS 


8801270288 Forwards NRC response to 871110 iir re ftUMAHC Tech Specs wortura 
gtoup key Implemenialion issues lot tesiruciured Tech Specs Enel documents NRc 
re-jiow ol Industry position on each key implemeniatdn Issue 

MUBLEY.T.E Ollice of Nuclear Reactor Reguiaton. Ditecior (Post 870411). 68/01/ 
22. COLViNJ F. Nuclear Managemanl & Resources Council (NUMARC) (formeily Nu- 
clear Uliily Manage Ip 44974.112 44974 126 

-8801270301 "NRC Response lo NUMARC Tech Specs Working Group Key Impiemon- 
laiion Issues tor Restructured Tech Spocs." 

• NBC • No OelBiled Afiriation Given 68/01/31 I4pp 44974 113 44974 126 

8803100162 Noli'iCaiion ol 8B03tO meeting w/NUMARC & EEI In Rockv.l'e. MD to cl.3- 
cuss actniiiies re hot particles al nucloar power plants 8 need to accelerate issuanco 
of appcopriaia revised gu dance concerning topic 

CUNNINGHAM.L J. Radiation Proloctlon Branch. 88/03/01 STOHR.JP Omsion ol 
Rediaiion Protection & Emergency Preparedness (Post 870411). 2pp 44662 118- 
44662:119 


8804120213 Roquosis that Inimodiato omoiponcy action bo taken in lorm of order sus 
ponding (ull power oporoHon ol plant unin romodial action can be lakon.Oas'S for ro- 
quos( (9 fdifuro of ufii (0 moot roqu remonls of Reg G(i.tfa3 t.O & 1 103. 

OATES.AK NolufOl Rinhia Contor BATES.AK. flaws. AK 86/03/24. ZECH.L.W, 
Cotitmiasionors STELLO.V. 0(c ol Iho Executive Director for Operations. MURLEV.T. 
OII.CO ol NiKlont neaclOf nogulohon, IMcclot (Post 87041)) 2pp. 4509l-26r. 
45001:203. 


8804120384 Dosponds to requos] for spocillc conlirmeiory info to potrnil NRC to com- 
ploto rowiow ol opplicabon lor amond lo Toch Spocs ro ddsol gonoiaior loel oT eye in 
oidor 10 bring plant Inio conlotmanco w/Rog Guide 1.137. 

GALLAGHER .J.W Plillndolphla Etociric Co. TAC 47370. 68/03/30 BUTLEH.WB 
Project Dlroctoralo 1-2. &pp. 45O01tlB5-45OO1:l59 


6804 130322 Forwoids for Into nobco ol conelderalion of Issuance of amond to liconse 
NPF-21 & opportunity for hearing re 91\2Z0 to o'low continued operation until tourlh 
rofuoiinn outage w/o mooiing roqu'romonia ol Bov 2 to Rog Guide i.B7. 
SAMWORTH.no. Piojocl Oiroclorato V, TAC 66809. 60/03/29. 80BENS6N.G.C. 
Washington fh/bf.'c Power Supply Sysfom. dpp, 45103. 182-45 f03. 180. 

8804130422 Forwards drail comments as fotlowup to molal componenia subcommliteo 

meoiina on 8802 10.81/0/1011/ endoisaa Rov 2 to Bog Guido f .39- 

ODETrE.G R Catilotnia, Univ. ol. Sonia Barbara. CA. 88/03/10. SHEWMON.P. ACRS 
• Advisory Comm illoo on Roaclor Saloguards. I4pp. 45117:303-45117:316. 


8804010066 Noiilical-on ol 880331 meeting w/NUMARC.INPO & EPRI in 
Washington.DC to discuss status ol Indusliy program on motor opataled valve por- 
tormanco , _ 

ROSENTHAL.J E. Reactor Operations Analysis Branch 68/03/28 NOVAK.TM, (Otvi- 
sign ot Safety Programs (Post 8/0413). ip. 44950.337-44950333. 

6804010166 Noblication of CRQR Meeting 132 on 880330 Agenda (or meeting listed. 
JORDAN.EL Commltlea to Review Generic Requirements 88/03/24. 
BEBNEROFIM. Office of Nuclear Maletial Saloty A Salegoa/ds.Drfeclor. 
PAPERIELLOC j Region 3. Otc of the Director. ROSS.D F Olfice ol Nuclear Regula- 
tory Research. Orectof (Post 860720) 2pp 44948 256 44048 258, 

8804010187 Forwards solely evaluation ot recommendad mod lo Beg Guide 1.76. 
"Design Basis Totoado lor Nuclear Power Plants” NRG Inienm pasuion consbtutos 
consarvabyereducH-on of dasion basis winds lor use by EPRI until rev availablo, 
RUBBNSTEIN.L 8 Standardiiallon A Non-Power Heaclor Project Oireclorale 88/03/ 
26. KINTNF.B.E.E At WH UWity Steenng Committee 2pp 44949;003-44949 009. 

6804060161 NoWicalion of 880407 meeting w/NuMARC m Rockviile.MD to discuss do- 
tails ol ISAP II Aganda encl. „ 

MILLER.MA Policy Development A Technical Support Branch (Post 870411) B8/03/ 
29 THOMAS.CO- Policy Development & Technical Support Branch (Post 8/0411). 
2pp. 45029 066-45029 067. 



6804130212 Patial rasponso to FOlA rcqtA&l ter doci.me'n^sf'Crwartls App N docu 
ir.onia fo CRGH rrocvrigs App N documnnls awa table lo POR App O docomL'.iis w.th- 
he'tl Id eniiroly (rot FOIA ExM.'npdon 5) 

GniWSLEY.O.H O.vi^icn ol F^u'os 8 Records (Post 870413) OB/04/05 WElSS.E H 
Hatn'.cn 8 Woss 4pp 4&t02.l02-45l02:l25. 

—8602100062 Lisis concerns on GDC 4 package for dsiri'wtion to CRGR members 
dutirg CRCR Woei tig 84 DBA ennlainmcnl temp & pressure as I unci 04 o( break size 
shoj'd bo rovierved. J Sc tito ccnnrr.er.>s to J Sruezok orci 

aOSS.OF OK.co ol Nuclear Regu-alo-V ncsoerch. Oirocior (Pro 860720) 86/01/27 
SCHWINK.W Ccmmillce 1o ftevrow Generic Htqu tements- 54pp 4bl02;283- 
4510233/ 

-8609170458 Sjirarary ol CMGR Mcoiinq 91 on 680723 ro proposed lews to 
i0CrR50 46 (ECCS iu‘o).App K A /elated owU teg gw do Aliftideos list & suf/porfng 
docuxeriiatiofi enct 

SNiEZCK.J.H. Ceimr.llco to Rovwvw GenciiC neqjremenls B6/C9/C9 STEl.LO.V 
Ofc of tho Exoculive Onoctci to* Operat:cns 9Cpp 4510? 177'45102 282. 

-6609160240 Forwa'ds sunimary lo proposed generic It' to UWR i.consees liansm-il-ng 
lechricat t ridings rc'aiod to WStV loakago & WSIV loakago control sys Rov.ow le res- 
0'i.tion ol Generic Issue C-0 scheduled lor CRGR Wool ng 96 on 660917 
TAYLCR.NA A. Rocional Operations 8 Generic Hoquiements. EDO (Pro 870413), 86/ 
09/12 BERNERO.nw OUco ct A’uctoar Reactor Rogi/tatioo. Dreefor (351 125- 
070411) IGpp 45102 140 45102 176 

-0804130266 Forwards suTmory & issue idcniiVca! O'* for CRGR Meeing 98 on 
861010 ro proposed deterred p'anl policy. 

POLK.P.J Regional Ocoralions & Gonei-c Reguiromenis. GOO (Pro 870413) 66/10/ 
01 BERNE nO.R M u.w-sion ol Ool' ng Water Roaclor (OWR) Licens'na (651 IPS- 
870411) STAROSTECKI.R D.v cl Emergency Preparedness 8 Engineering 
Res ponsn.lf (6502 12 870413) CUIMNINGHAM.H E Division of Fuel Cycle & Malonai 
Safely (Pre 0704131 4pp 45102 I36-45T02 159 

6804(30389 NoSlication ol CRGR Moolmg 133 on 880413 lo rev Ow stalnrl 
Items. nc’iid-ng proposed Commission papaer on key po’icy issues reselling from NRC 
stall review oT OOt sponsorr'il advanced rencio' concopis Rev.ew packages end W/ 

0 ends 

JOHOAN.E.I. Commilcro to Review Generic Requiremonia 86/04/05 
BERNERO.R M Olkco ol Nue'ear Material Safety S Safoguards.0.iec1or 
PAPERIEULO.C J Region 3. Ole o! ihe D rocior. ROSS.OF Ollico ol Nuclear Regula- 
tory Rosoarch. Owecior (Post 000720). ?pp 45104:044-45104 046 

3804140381 Summary ol CRGR Meotng 130 on 080300 re proposed draft resolution ol 
USI A-40. "Scsrr-ic Design* 8 proposed oonenc lir Ihal would a'low licensees to 
/omovo organrraiion cherts (ro-rn plant Tech mocs W/o one's 

JOHOAN.E.L. Comm.iioa lo Rev.ovy Conor.c ReQuiremenls 88/03/23 STELLO.V Ofc 

01 iho Exeoulivo Director fo.' Operations ?pp 45i 10 060 45116:061. 

8304 140425 Forwards detailed plans lor Cherriobyl followup tasks lo bo rnanagod hy 
Div of (^oralional Events Assossme.nl in response to 071203 request 
HOSSl.Ci.E. Division of Oporalonal Events Assossmoni (Post 870411) 88/04/05. 
STOHR.jp Div-son of Nadiaiion Protection & Emergency Preparedness (Posi 
070411) 8pi> 45118 080 45116 095 

8804160035 Noiilicnlion of CRGR Meelir.g 134 on 880416 lo review proposed generic 
Ilf, ' Ind.viduol Plan! Exams lor Severe Accidoni Vulneiabi'ilios " W/o staled encis 
JOt'IOAN.E.I- Commilloo lo Review Gonenc Requiiomonls 88/04/05. 
BEBNER(D.R M OUice of Nuclear Materia) Saloty 8 SalegLiard9.Direclcir 
PAPERIEU.O.C J Region 3, Ole ol the O rocior. ROSS.D F Ollico ol Nuclear Regula- 
tory ftosaarch. Oirocloi (Post 0G0720), ?pp 45134 01 1-45134 012, 

8804160261 Summary ol 860317 meolmg w/NUMARC.EPRI S INPO «o Industry status 
of orosion/ccrosion.Llsi ol attendees 8 vlcwgraphs end 

MCCRACKEN.CE Chemical Engneering Uraneb. 86/04/06 niCHAHDSON.J E As 
SiSlanI Director lor Engmooring l5pp. 45139.067-45 139 001. 

$804 180429 Sumvary ol 880497 maeNng w/NUAIARC in Rockv.llo.MD re proposed 
ISAP ll.tisl of allendues oncl 

MILLEH.M A Po5cy Dovclopmonl & Techn cai Suppoil Branch (Post 87041 1) 88/04/ 
11. THOMAS.CO. Policy Dovolopmoni & Tecl-moai Support Branch (Post 870411). 
4pp 45165 270 45165 273 

8804160433 Forwards NAS fept eniiilod. •'H-uman factors Resoaich A Nuclear Salely.' 
lor comment RES in process of dovolopng human factors research program plan lhai 
dosenbos research NRC plans to cany out in area over next several yrs 
SECtCJORO.E S Office of Noc'oar Regulatory Rosearch. O recfor (Post 6607201 60/ 
03/29 lEE.O R Nuclear Management & Resources CouncJ (NUMAflC) (tormorly Nu- 
clear Ul-lity Manage, Ip 45140.225-45149 226, 

8604180463 Summary ol 880406 rneeling w/NUMARC.ut IS.Science 
App:icalicns.lnc.EPRl.Sandio,Tndonl Engineering 8 Devonrue in Hockvillo.MO to 
o.morgoncy diesel gonetalor roliab-l ty programs 

SERKiZ.AW Roacior A Plant Safely Issues Branch. 68/04/12 KNiEL.K Reactor 8 
Plant Saloty Issues Branch I65pp 45150 074-45160:230. 

68041900-50 Final rosponso (o FOIA touuosi lor documonis on NRC/IOCOR mooi-ng on 
870910 ro Individual pipnt ovalualioh Forwards documents listed in App H.Apps AAR 
documents ava lab’e In POR App C docurronis totally withhold (rol FOIA Exompi-on 
5) 

UfUMSLEY.OH Division ot Rules 8 Records (Post 870413) 88/04/13 SHOLLY.S.C 
MHO Technical Associates. 11pp. 45166.314 45I56'26? 

-86091900B1 Forvwards prol.minary review ol (OCOR 860502 draft. "Individual Plant 
Exam Methods (IPEM). IPEM has potential to be ellective alleinaiive lor individual 
p'anl exams Areas roed ng addi info or mods listed 

SPEIS.T.P. Division ol Safely Review 8 Overs ght (051125-870411). 86/09/03. 
BUHL.A. Industry Degraded Core Rulomahiag program 4lpp 45I5B. 197-45156:237. 

"8604190060 Forwards response to NRC commanis on Individual plant evaluation 
ineihodoic^y.per 860909 reguosl Revised vorsi-on ol methodology will be provided by 
middle ql Dec. 

BUHL.AR. Induslry Degrederl Coro Ru-lemafcioa Propram BUHL.A H Iriiernaiional 
Technology Corp. 86/12/10. SPIES,!. S, Division of Salely Review A Oversight 
(851125 870411). AOpp. 46156 325 45157 010. 


"0804190069 Forwards rosponsa to BNi. ccmmcois on IDC^CR mqael ol Mark I con 
iam.mont response to (Ji'eci coniacl w/meUen tore debris 

QUHL.AR Industry Dog'Bded Coro Rulomaking Prograrn QUHl .a R iniernaiio'ial 
Tech-ciqgy Corp 87/07/09 BECKJORO.E S Office Of Nucioat Regu'atory Rosoarcli. 
DirecfOf (Post 860720) 8pp 4b1570H 4‘j15/.t)f8 

••6604190077 Forwards revs lo 'UCOR md.vidual plant ovaiualon PWR SyS 
meihodb'ogy PWR sys methodology cons de.’ed io be Imai w/ mieuraiicn of revs 
OUHL.AR inJiislry Degraded Core Rtlemakipn program BUHL AH Intornal'Onal 
Technology Corp. 87/03/09 SPEIS.T P Division of Safely Heview 8 Owers-ghl 
(851125 870411) 4g6pp 45157.019 45)60 196 

8004190057 Submits ayoeda of CRGR Mceung t33 on 680413 w Morris w.ll present 
proposed Commssion papers on advanced leader designs E Hossi will pioscni p'o 
posed fupp's lo IE Bella fins 85 003 & 87-002 W/o ends 

JORDAN.E L Comir.itlee lo Review Generic Requi'emonlS. IE B 85 003 88/04/11 
BEHNERO.R M. Ofhee ol Nuclear Material Safety A Salegnards.Dircclnr 
PAPER IE LLO.C j Reg- on 3. Ole ol iho Droctor ROSS.tJ I- Office ol Nuclear Rcguia- 
lO'V Hesoa'Ch. Di-CClor (Post B60720) 2pp 45158 276 45158 270 

8604200473 Parl'al rusponse lo FOIA reqiiosl ro luo prolorl-on Forwards App E 
(Iccu.ments App D 8 E documents avai'aWe m PDH App F documoni comploiely wilh 
held (rol FOIA Excmplion 5). 

GBlMStEV.OH O.vtS'dn of Hitles & Records (Posf 070-113) 86/04/14 JONES.CR 
Air/ioton Not Assqned 5pp 45206 037-45206 043 

••8904200620 Summarizes differences mhch exist botween tuo proloclien requirements 
app'ied to noai-term CL 8 operating reactors, per NUfTEG 0600.SRP 9 5 i 
CONLCtl.T E F:iO Protect on Roview Group 84/11/07. HOSA.F Fire P»oteclion 
Rov.ow Group 16pp 45206 154-45200 169 

8604210462 Summary ol 880127 CRGR Meeting 126 re listed itoms.inc'udmg revinw ol 
proposed generic Hr lo inform licensees ol new NRG position on guKiciinos lor doier- 
mn;ng whether operating bas-s oarihquako I m is exceeded 

JORDArj.E L. Committee to Rov.ow Generc Requiroments 88/04/04 STEI I O.V. Olr 
cl the Executive Oroclot fo: Operations 2pp 45192. 199-45192 200 

6804270040 Forwards Regulatory History ACl2 t re proposed rg'o 10CFR34. "Saloty 
Roqu remonIS fer Industrial Racirographre Equpmr.nl " 

NElLIS.OO Radialion Protection 8 Health Effects Branch 53Ffl8460 8H/04/13 
EXUM.P Document Co.niroi Branch (Document Control Desk) I5pp 45356 353- 
45357 011 


-BB04260279 Summa'v of Rad-ography Stcerma Commiiteo meoling on 8&080B in 
S Iver Spririy.MO re Wosiern Siress rad ogiaphy Tncidoni in State o( WV. 
CHAPELl.d-.n. Stcoring Committee on Radiography Salely AC12-I 32 85/09/11. 
N'RC • No Doiailed Affil.ation Given 3pp 4535/ 077-45357 079 

■8804280583 Roquests ondorscimoni lor issuance o( reg guide lor design sids for ladi- 
og'ap-hy equip/nenl Reg guide wou'rl be osse-ntraCy same as proposed amend to 
10CFF134 RES W.II proceed w/appropnaic task miiation if commiiioo agrees 
MALARO.J.C Office -of Nuc'oar Regulatory Research. Direclor (Pro 860720). ACI2-1 
42 81/10/19 CARTER.TF. Steering Commillce on Radiography Safety 2pp 
4535/ 105-45357 106 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8602170361 SECY 88 043 Recommends Ihal final rulo amend-ng lOCFRO A 2.revising 
agency procedures governing ox perie comm-jn caiions 8 soparalion of luncuons.bo 
Issued 

PARLEH.W.C Office ol Ihc General Counsel 60/02/1 1 65pp 44974 127-44974 tOl 

6803190122 SECY-88-033 Hecommonds Ihal Commission opprove mod to enforcemcni 
poi'cy ro reopening ol clesod cniorcoment cases 8 publication of mod 
STELLO.V. Olc of Iho ExeculivO Direclor for Operations 88/01/29. 22pp 45043 269. 
45043:308 

6804110246 SF.{«Y-eB-075 Commiss-on paper providing annual summary ol 

oxam.iicensing 8 requaHicabon aciivitios lor reactor operators 8 sonior loacio/ 
operaiors.W/6B04a4 release memo 

STELLOV. Olc ol Iho Execulive Orecfor lor Operalions 88/03/tO Mpp 45078 341 
45078 354 

8604140222 Final rosponso lo FOIA roQuost Forwards App A document App Q 8 C doc- 
utroiifs partially A complofciy vvifhhefal.respcciivGiy (ref FOfA Fxomplion 5).App A A 
portions ol App 8 documents avai'ablo in POR Requestor will be billed slated amount 
GRIMSIEY.U.H Oivison ol Huies 8 Records (Post 870413) 88/04/06 

ASHDAUGH.C.E Nocloar Theory 8 Tochnologios 5pp. 45150 023-45150.069. 

"6804140243 Padially withhold Commission paper mtorming ol NRC plans to hail dislii- 
buiion of radioaclive goms from domosiic 8 foreign reactors to unlicensed persons m 
US Olc ol General Counsel has no legal objocilon 

STELLO.V. Olc of the Executive Oueclor lor Operations. 87/07/28. 0pp. 45150 031- 
45150 038 

"8B04150339 SECY-87- IBBA PartiaKy withhold paper rocommondmg position NRC 
sfiouid lake 10 disUibuhon of radioactive gems inadialod in reactors to unlicensed poi- 
sons 

STELLO.V. Ofc of the Executive Oiroclor lor Operations. 87/10/05 31pp 45150.039- 
45150 069 

6B04270040 Forwards Regulatory Hisiory AC 12-1 re proposed rule lOCFn34. "Saloty 
Requfomonls lor Industrial Radograph-c Equipment 

NELLIS.DO- Radalion P/otoclion 8 Health Effocis Branch. 53FRa460. 88/04/13, 
EXUM.P. Oocumoni Control Branch (Document Control Desk) tSpp. 45356 353- 
45357 011 

—6604260649 SECY-76- 146 Rosponds to Chairman request lor review ot current level 
ol piotecUon associated w/porlable radiography units per personnel 
ovcrexposuies. Forwards appro-pnalo recommendations for changos in NRC regula- 
tions 

MlNOGuE.R B Oflic© ol Standards Devolopmenl. Onoclor AC12-1 51. 76/03/15. 
2pp 45357 127-45357:128 
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'8B0428064S SECY /? 034 Hcsp3<‘i;5 lo C-iiai'nijn mqiiosi lo* suill to ptftnatP i.ooicl 
notCvl HOC dcton pla-> fot torrrtlyiivj p-tiO'cn' ni tadog-dphy cvcrenpjsu'ob 
MifJOGUE.n B Ollito cl S!atio<4'tJs Oevo'op'Hfnt Duor.lCf AC12-I 50 ?7?Ol?2b ip 
45357 124 45357 124 

•8009180791 SfcCY -80 324 D.scussbs no* ptoytati'. 10 iTpruwe taCiat'DO sa(o;y o H' 
(ijytnai ladrog-apii/ opo'aiuns 

O.HChSwj OH.CO «il Nurloat K'aiO'a' Salety S Sale:j..a'ds.Ui'ccioi ACt?-i 53 BO? 
0//0Q epp 45)57 135 45357 14(> 

■6604280139 SECY OB 197 Piovilos Ccm.Tir.won w/in(o <P Slates Ol olfods lo m3:0'JP 
solely Hi in.iasiiia< fodpg'ap.'iy opoiaiio'*? 

STELLOV Ole 0( thp Fxpci.livo Oioclo' * 0 ' OpPMiiotis ACI? 1 ?fl B670//02 6pp 
45357 001 4!.: 157 006 

0602170349 SECV-89 010 Hpq-esis Cofr.msiOn app'uvai )o» puLlcalicn ol piopcscd 
nmcnis lo IOCFn34. ' SalCly ncqu-iemo^ils Inr Ifijjsirijl Hat.'iOg'Bnf'ic Eqeipnonr' 
Amend *i' fCHuio sa'niy pLTfOJmjtnco f.ids loi loilioqiaph e ogup'riO’’! 

STFLLOv Qit Ol itic L-oc.iivu Oioeto' lof Opeiahcrs AC12 1 05 BBdM?13 5pp 
4535/01? 453571)16 


SFAfE PROG STATE PROGRAMS 

8803080496 Hfv.e*s Ihitil D.ia'ici 198/ repl 'a- Sp(;uoydti Fuels Cetp O Sa*>d In S lu 
Leaeo RAO pfriecl 

JCHNSCN.S Wyoinrq, Stato Ol 88/01/25 Wycming Slpto ol 15pp 44639 037- 
44639 061 

8803300431 Ack lorcipl ol 071203 tcsponso 'o NRC cpn iienls 8 ftcom/nondaliors 
lo'lowiiig 10117 it’v-ev» ol Siiilo of OA fiidial on cookoI preijram & Hi' 871217 it NOC 
ploascu w/ jiosit do .lelions Slaio •trploT.cntcd to NRC ccti'-tnfn1& 

KAME'KHEh.C Slttlc, lo.al 8 Irdan ftibo Pregtams 08/03/20 LED3ETTER.JG 
Gcctg a. State Ol 'O -1406/ 245 44067 245 

06033 10 1 20 Noiiiifs ol 0t!03i0 ii eniin.] ai/DCE in norkyi.ie.Mn to iiscoss DCC 
880120 rosponsOii lo NflC ttfr.oosi lot addi nto 0 ‘> DOE NVO 196 17 & NNWSI SOP- 
02 01 OA dociin'onis S lObjicnsos ‘0 8/1000 teq-osl let iii)o to los AlaTos Nall Lali 
OA p'aii 

YOUNE'tOLOOD.B 3 Cpotalions Otaoch 118/03/03 LOJX R M Nevada Stale C 2pp 
•'.4067 327 •1-I967 320 

8604040076 Nolilos ol ptopost'd uso ol soiiuni b-omdo in adddion lo solium hypo- 
Chlotno III F DCW Sys lo conliol Ijc'oiil ng Uso ol P'oinido iBducos loial tosidual Cli'O- 
tinti A (lids in corrpi-a'ica w/NI’DES p-uiniii 'nio on p'oducis being cor.s.()c.'Cd cnci 
onOOKS.n H Innnossi-iJ VniO/ AuiJ enty 0O/O3/,1O SINCLAIR RM Ton-^ossoo. 
Slalool OBpp 45031 321 45332 050 

8604060161 DosiiotiJs 10 icensoo DU9307 lit m dspas.ii ol wain/ Item wasiirg & do- 
coniammai-on ol p aid Lkln ol Co'l ns Dtaw No objociicn raised agamsi ii sposal of 
wash wetni into f.|il- cnnia.inioni sump p-.jT.p p-ov;(;cJ no dscl-aigo oi.ls-du pond, 
WAGNER.JF VVyosiiii) Staio Ol 8(1/03/17 AMO.G 0 t2ovciand-C3!ts lion Co Ip. 
451)19 257-45019 257. 

8004060448 Conliiins rocenl inlcons <0 NflC vimI lo pio rov.o<v SlilIC Ol OF) laUialon 
control ptoijtain lo: mnfs snhedoloii lot 801)502 03 10 assess st.iios ol pregram A ds- 
cuss lopes ol iniitu-]i cf.ncDin 

IIORNDJI.J W nt'vatio. Olt ol if-o Dri'ctpi 88/03/30 F>AH'.S,n 0 Oicgcn. Slolo of 
Ip 45010 216 45010 215 

8804070046 Conment on pelilion lot mlenialcng PRM 31 4 ro Ffl nalico on polilicn let 
in viltu gonoia' licensu General licensn-s Sl'.Oi,l:l lio dc’fitcd from lOyjlOlians 
I1A2LF.AJ Cotora-.lo. Slalo ol 52Fn2n53 0C004 86/03/00 NUSSBAUA'ER.D A As- 
SiSl.st'I Oxnciet lot Stale, loc.sl & Ind-an MoLiiions Ip 45032 )31-'.502? 131 

6004070145 noguiists llMl licunsc-o Jirtivido in^ A o'llO'Ceiront rnccids ro liyproducl 
mail Iconso p.'oViOusly issuod l.y Siaio Ol CO let wi tch JL Sagot was p'lscipaipoi 
Sanor 8(30120 applctii-cn lot NIK; 'iconse lo peilorm I'ldasinsl radqnmphy. 

CAlN.Cl. ncgion 4. Ole ol H'O D:tn(;toi 08/0.3/31. k/ATTSOM.C Clolciada. Slaio <jI 
Ip 45031 OP6-450.3I.0f8 

6604110324 fltMiuOSIs NflC suppo.'l m Oblfiin-ng FCC aulh-jt-rnlion to' OCJdl fa:I.O ltd- 
(luonciob lot two m 0 | 0 ' coniniusicniion iinpiuvoinonl pio;ocis Piojocis involve boili 
omorgoncy responso & noimai plnni opuiaiions 

WILLFaMS.R O PuIiI C Sofvico Co cl Coloiado P 00092 80/03/09 MARI IN.R D 
fleg/c/i 4. CIc of Ifio Oi'ecic/ 3pp 4612.') 354-45129 357 

-68041 10327 (Icqjtials lit suppoilmg rcquesi 10 FCC.sInling nocossily to conduct (ti- 
moUial dull as socn possh^o allot oqupmont msin'iaian A opamlcr iio.nmg Spocin'. 
lomporary auihon/alion iKifdoil unlii i consn is loceived 

OYHNE.IP Colofado bioto ol (18/03/01 MaRUN-R D Rcg-cn 4. O'c ol ihn Oeoc- 
IGt )p 45 ( 25) 35 7.45 (29 357 

8804120412 NoliLus ol r.lornui* visit sclinduled lor 880502 06 ig assess status ol Siaio 
of on tad alien iHaardm lor Agroonioni mails 

HORNOH J W Rog-on 5 Ole ol ti.o Dtocloi 03/03/24 PAHlS.R D Ciogon, State ol 
Ip -15090 352 46091)302 

8804130063 Ack icceipl ol U80202 Hr iransiriiling inpl oni.iied. "Concopiiial Considoi- 
alions ol Doalh VuHoy Giountiwatof Sys W/Specia' Emphasis on Adequacy ol Sys lo 
AccommoOalu High Lovul Nudeoi Woslu Depos-tory." by JZ S/yiranski.DOE 
KAMMCrinn.c; Slalo. Local & indan FfiUo Piograms 00/02/19 LOUX.nR Nevada. 
Slaiool Ip 45100 025 45100 020 

8804130303 Adv.&es lhai Slate ol ME has no ob.ociion to Proposed Cl-ango 137 ut 
Tech Spec 5 2 

SCHElL.HJ Maine. Siolo ol 80/04/07. Uocunicnl Cor.tiol R/onch (Dociimont Cqn- 
tiOlOosh). Ip 45154 071-45154 071 

880413035S Responds to 880212 Hi to sing rumber of concetns to p'ani Decision to 
pormii losiarl will noi bo madn unM Comnuss-on convinced that previous pioblerns 
coficciod & Ihoi opoiaLon of faci'ity in salo manner assured 
ZECti.LW Comrr.i3&lonof9 80/04/07. SCHAKFEn.wD Mofy'and. Stole of 5pp 
46412 351-454 12 355 

"880225009S Oiacussea issues suffoirnd-ng faciWySwie ol MO f»as no (cr/nai sla/rd.ng 
in review process NRC shou'd iilonlily spucilic roslail cniaiia 
SCHAEFER.W D. Maiylarid. Siolo ol G-04 08/02/12 ZECH.L.W. Commissionots 
3pp. 45412 356-45112 350 


8604140450 FOiA inqjust fo' ai ccncaiience sheois.diafis.revs ennaialed copes & 
nuui cccumocib ic- SFCY.02 414 as -wo!l as Cemtnssicn F-lequesi CCM/A-og-bcon- 
tai'.<-d III SECY 62-414 

WEISSMAN.S Ca'ilctna. Slate cl 88/02/09 GRIMSLEY.Oll Divsen ol Roles & 

( lec on! s (Posi 870413) ip 45130.149 45130 149 

8804160185 Atl/ises il-Hl inc'uscn cl Clr fot AtmospVcr.C Cbomsiry Siud.es m e.r.cr- 
gercy plas 'ni reactor iiniujcosso'y djo lo Wdq lyksp ou’siJo Cl tPZ bou'dary Satety 
u'valuaiion Su;oof1.''-g -itfiseo 871109 lospocsii end 

f/C-'AElS.T S Siar4Jarfji7a!.()n & ;4on Po^c■^ Reacic/ P/ 0 , PCI Oi-cftorale 80/04/11 
OIMEr.L:O.A F R’-txle Is'and. Slaio ol Bpp 45149 303 .15149 310 

6604180288 FO'A tpqLOSt Ini listed -tiocumonis including a'l corcuircnco siieois.-d.-atis A 
levs ol SECY Ol G :)6 SECV 81 G.1GA & H Donlon Bi1ii9ltr 

WEISSMAN.S Ca'iloin-a. Smio ol ()8/«2/C8 GRIWSLEY.DH Pivsen ol Rules & 
ffecords (Posi 0 704 1 .3) 2pp 45 1 4 9 354 45 1 49 ,3 55 

8604180207 Paniai response to FOia request App A documenis to'aliy wiihheid (re) 
I'OIA E *o.-r.pi-of I 6) D.iCi.monls Sub) 10 Calcgciy F ol request per 880408 tel;:on be- 
tweei N Uiewn & M-yinos 

GHIUSLFY.DH Division ol Ru'OS & Uncords (Post 870413) 68/04/12 

••VFibSMAN S Ca'ifcinia. Slate ol 3pp 45149 356 45149 368 

8604160304 NoliBes that author appo nied as ons to coonJ-natCi lo' stale lo ry-.iersL’n 
lomedial cloanup act wIics a1 Cctioi U nr 11 site located neat Canon Ciiy.CU 
STCFFEY P CclO'ano. Siam of 86/04/06 MARTiNB Rtgo.-i Ol;? ol Iho IJii'cU 
Ip 45217284.45217284 

6604190305 Ach roC6.pt Ol 880328 i'r requesl.ng l.me on 000422 to d-scuss NHC 1968 
invinw ol rad-aCon co'itrol pfog'pm 'o' agioomfini malls MocMg scL.edulnd on 
B60-:22. 

OERNSTE-N.n Texas. Sioto of B8/04/07 MARTIN RO Reg on 4 Ole oliho Croc 
lot Ip 45216 350-45216356 

8804190308 Responds lo noiico ol v.o'alo.'i ol Paiag'aph 3 3 cl Tech Specs at time ol 
ihsp.Co-ioctivo acl:ons losiiiciivo areas ol boih C'& O decks loporl cH & door (lom 
access trunk olli/nd w/fock.ci:an & sea' & vyarrurg .signs posted 
V/Al.OROP.CG Scuih Cam'ina, SialocI 66/04/13 Oucuiror.i Ccniiol Branch (Uocu 
muni Conliol Desk) 2pp 452l6 359 45216:360 

8804200134 Ccniiims 683129 dsciisf.ion ro review of Stale cl TN lauiaiion rontfol 
P'O^rani Co'nme.".ls 10 lochn col aspects ol piogrom expla^alon ol pD'icios & prac- 
1 CUB lot reccwnnq Agroomoni Stales program onci 

KAVMERER.C Slate. Local & indan Tnbo Prog'ams 88/04/ 15 WOHO.JE Icnnos- 
SOC. Slaio ol bpp. 4522Q 199 45226:195 

8804200192 Inloims that Slaio of ME has no- objections te util Piopesud Changq 138 lo 
Tech Spec 1.3 10 'ncioDso max non-mal tool en-icfiir.enl 10 3 7^.; 0 235 put 
tOCFH 50 91(b) 

SCHEIL.RJ. Maine, Slain ol 03/04/07 Documoni Control Biax-tn (Oocumeit Con 
tic I Desk) Ip 45177:194.45177 104 

8804210335 Roquosts coi'.cuiionce in subi desgn criloiia so as cci lo miorlcio w/opor- 
niion ol loador lac iiiy oxliacst slack 

D'MlGEIO af Rf-ciJo island. Slate ol 83/04/12 MICHAFLST 5 Siardaic'iMaon & 
Non Powc' Rooclo: Pro;ocl Diioctorale 2pp 45194:259 4 5194 260 

8604220155 FOIA lequOSl 'or ojlslanding ilitins l:sl for lestaM ol Plg-.m NuCloai Powoi 
Sial.on n Plyn-culh.MA 

CiOlCEN WB, Massach..sL*tls. Commonwo.illh cl 88/02/11 Rogo.n V Ole of iho Di 
lector Ip 45201 tCO -15201 (GO 

8804220169 Final losponso 10 FOIA roquosi lof oulsianding items i.sl cl open NRC msp 
iionis tor rosiait ol P/gnm n-jcieai powor Slaton Forwards App A documeni.App A 
docii-ncni oisa ava lab'o 1.1 PDR 

GRIMSLEY.O OiviMonol RulOS 8 Records (Post 070413) 88/04/19 GOLDEN.W.B 
MassacliusiiHs. Co'cteonriroa'ih ol 2pp. 45201:161-45201:169 

8804270040 Forwaids nogu'alo.'y Hsioty AC12-1 ro proposed lulo 10CFn34. ''Saioty 
Hequ romonis tor Industrial Had O0i(>p1iic Equ pmoni '' 

NELLiS.DO RodiaiOn Piolociion & lioaHh Elfecis Branch 53Fn046O. 08/04/ 13 
EXt'M P DdcoLT.pnl Control Rtanch (Oocmncrif Confro' Desk) tSpp 45356.953- 
45357 on 

-8805030139 Concurs w/ptepesed c1-angos lo iCCf-HOr. ro ndvsiiial ladograph-y 
Rafely rcqciioments 

BLANTCN-RL, Aiiaono. Sla'O ol AC 12- 1 63 8//t)3/03 NUSSSAUVER O.A Ass.sl- 
ani Oirecioi loi Slaio Agroomcnis Piogiams. tp •15357045-15357045. 

”8805030121 Coccu'S w/pioposed amends to 10CFn34 lomch-da safety pertoimanco 
ior|j.fomoni?i lor ladioijraphc exposure tiovices & lo loquro radographois lo wear 
(JoS'molois Experiences w/ uso ol Zolo* Modol 504 dig.tai alarm dos muiois tis'ed 
HILL TE Goorga. Slalool. AC12-1 61. 87/02/13 NUSSBAUMEfl.O A Assistani Di- 
locioi I 01 Stale Agroomonts Piogiams ip 43357.043 46357:043 

”0804270218 Concurs in proposed rulemakng tcf salely petlOfmonca stds lor radio 
g-apT.ic oxposuifl deuces & roquiomoni of woarng pochot a'a*m 
dosiineteis An-oomoni Siaio comments er.cl 

NL/SS0Al/ML-n.OA. AssisianI Dractor lor SlsIO l^eotvenls Programs ACI2 I 20 
87/03/11 NELLIS.DO Saloly Roseorch App'icahon Branch 2pp 45357:041- 
45357 041 

-8805030128 Co.ncufS w/proposed additions 10 10CFR34 lo lequio saioty peilormanco 
3 !<js I 01 latllog'flph'C exposuro devices S lacliogiaphors 10 wear pocket alarm dos - 
meters 

EURE.JA Iowa. Siaio ol AC12-1 6? 07/02/24. NUSSBAUWEB.O A Oll.ee ol Siaie 
Programs. D rector {Rro 8704 13) 1 p 45357.044.46367 044 

-8 B 04270248 Recomtr.end3 adopi-on ol AUotfiaiivo 3 re proposed changes to 10CFH34 
ro mdustna) rad'Porachy solely roquiiements Ole whoieheanodly endoisos proposed 
changes as benelicial lo mdusiry 

TOPPANWC Wans. Stale of ACI2-1 21. 87/08/10 Docltolir.g S Scnnces Branch 
Ip. 45357.050-45357 050. 
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-B80S030iai Cor.fitiont9 on pfoposod a'nonds lo 1 DCF H3n Amends w.ll cofiintjuia to 
atoaict door CO of safety 

KuCUNT.O K. Noftti Dakota. Slaio of ACl2-l 65 07/03/03 NUSSBAU.VER.O A. As 
sislani Oiresiot tct Stale A^tcomonls Pioofems. ip 45357;047.45357 047. 

“5805030170 Olfets no cotrmonis to proposed ctianocs lo lOCFnS'l »o indestrrel mdi- 
on'optiy safety toqj roments m fospo'iso to NRC 670115 Itr.Changos shoo’d bo 
ROOptOil & Implcmontau as wtillcn 

OOnCHERT.Hfl Nebraska. Slat 0 0 l AC 12- 1 66 87/03/06 NUSSDAUMER.O A As 
swlant O.foctor for Slaio Agroomonis ProgratiS tp 45357.048-45357 049 

“660S030070 Odors no lu'lhor corttments on proposed changes to 10CFF134 ro Indus- 
trial radoijreptiy satoty reguir omen ts Concurs vw/ irtclusron of safety roqj-romenis lor 
raU'OQraphlc oxposoro dev.cos & for ratfiographers to wear alarm dosimoters 
SHEAtY.ltO South Caro'ina. Sialo of AC12 i 60 0//02/O2 NUSSBAUMfc'R.D A 
Assisiard Oirodcr tor Slaio Agrcomonis Programs tp 45357 042-45357 042 

“5805030161 Responds to NRC 870116 Itr to ail Agroemonl Sintos ro proposed 
cbsngas lo lOCFn34 re satoly rcquiroeiteftis for redaacKvo onposura doyreos S re- 
euiromoni tor rad ograpliora lo wear alarm dosimeiors 

FRA^EE.TC Wasir ngrorr. Stole Ot AC12 1 64 87/02/2? fJUSSBAUMER.D A As 
S.3lanl Dircclor Icr Slato AgroemanIS Programs ip 4535 7 046 46357 046 

3804270303 Responds to 800321 Itr to Zech expross-ng concerns ro SMUO at>i!ity lo 
oporale tacitly w/o adversely alloclmu hca’tb & safely of ooneral ptiblic in view ol 
folorontj-jms schedu’od lo opppoar on Iteoeo? bo lot lor SMUD ratepayers 
MUrtLEY.T E Orileo Ol Nucloor Roader Regulation. D rector (Post 870411) aO/04/ 
10 CONNELL Y.i.G Cai.lorma. Stale ol 8pp. 45286 161-45260.1 70 

••8B0427030B flcguosi Itwi rosia/l of ieci'-ily be.'ore 880607 be ovalualod so'ely on 
public salclv consitloraiions by NRC 

CONNElLY.LG Ca'ilornla. Slato ol 88/03/21, 2ECH.L W NRC - No Dolaied Allili 
alien G.von 2pp 45266 169 45286 170 

86042603 10 Rcriuosts inclusion of Slato of NM env-ron iniptovonient d-v opinions in any 
actions portalnlng lo I cons ng changos.Noetf lor advice A consent prinno in d.v intorcsi 
of acliviLos In low lovol wastes ailocl-ea Slato ol CO 

JONES.K. New Mexico. Slato ol. 08/03/24 SMlTH.O Uranium Recovery Field Otc. 
n4 Ip 452G2 347-45202:347. 

66D43B0506 Forwards ha/ardous waste noht.csMn form 8 hma/dous waste stroani 
ropts for two waste streams general no rn xod waste as dol.nod by NRC/EPA 
gg <)otirios.ln response lo OS Halo 3B0307 itr to BE Kmglil 

rONQ..IA Nuclear Fuol Sorv.cos. Inc (subs ol Gaily 0.1 Co) 2tG B6 0032 86/04/ 
15. flALE.O. Tarrnossoe. State of 9pp 45271 045 45271 053 


TOPREP VENDOR REPORTS AND BELATED CORRESPONDENCE 

870-9300403 Responds lo roquosi for revlow S comments on wholher or not lectinicaKy 
accop labia Inert od containment sys could saiisly provisions of lOCF FI SO 44(g). NRC 
awaiting ptoni spocilic sabmillals on cornpVanco.per 870 120 niooTmg 
DORtAtJ.T F. Ass-slant Goneral Counsel for Rulemaking & Fuol Cycle. 67/08/31. 
JANECEK.R.F, BWH Ownors Group JANECEK.R.F. Commonwealih Edison Co. 2pp 
45'?2 365 45322 380 

“8604200168 Roquesls rov.ovr & corernoni ro scope ol Paragraph 50.44(g). whelhor 
technically accoplable inorled conlainmo-ii sys could satisfy provision ot Paragraph 
60 44(g) 

JANECEK.R.F. BWR Ownors Group JANECEK.fl F. Commonwealth Edison Co 
QWRGQ 8737 87/06/23 OORIAN.T Ollico of tho General Counsel 4pp 45322 357. 
45322 360 

8803290300 Forwards propnelaw 8 nonpropriotary Roy 0 lo VVCAP-8587. "Egolpmoni 
Ouolificallon Date Packago.ATWS Mtigalmg Sys Actuation Circuitry (Af^ACj In Sid 
Seismic Cabinet " AKidavit end Proprietary ropt withheld (rel t0CFR2 790). 
NAtfMAN.OA. South Carolina Efeciric & Gas Co. 88/03/24. Oocumenl Control 
OroftCit (Oocumoni Control Desk) 20pp. 44916493-44916236 

“6603290306 Reg-uosls Ural Propnotaty Rev 0 to WCAP-6687. "Qualification of ATWS 
Millgaling Sys Aciuaiion Circuitry In 5T0 Seism'C Cabinet'' bo withheld <rom public d.s. 
closure (rof ICCFR2 790) 

WIESEMANN.RA Wosinghouso Electric Corp. CAW-88'02t. 80/03/21. MURLEY.T. 
Ol/ico of Nuclear Raaclof Regulafon. DJrocIcr (Post 87041 IJ Bpp. 44916 213- 
44916221. 

••8603290306 WCAP-OSS/ ROO Nonproprietary Row 0 to WCAP-B507, ' Eoulpment Qual- 
KicatOfl Oafs Pachago.ATVVS Mibgafing Sys Aclualion Drculiry (AMSAC) in Sid Sei$- 
me Cabin at." 

RYGG.OC. Woslinghouse Electric Corp EQOP-ESE-68A. 88/02/29. t7pp. 
440ie-222-44016:23e, 

8804010123 Corroded transcript of 880224 BWR MARK I conlammsnt Info exchange 
worhsitop in Ballimcro.MD.Pp !•! 61 Supporting documentalion encl 
* NRC • No Oolailod AffrIlaflOrt Glwoo 86/02/24 429pp, 44O6I.154-44052 222 

8804010160 Notdical'on of 860329 meeting w/Wesl:nghouso In nockv.i;a.M0 lo discuss 
mods to Vantage 5 fuel. 

COLKNS.T.E. Reactor Systems Branch. 68/03/25. HODQES.M W- Reectoi Systems 
Branch 2pp. 44940018-44049020 

8804010186 Notification of 680406 meeting w/Wesimghouse in Rockville, MO lo dis- 
cuss Woslinohouso BWR code, "Bison." Agenda encl. 

KAT2E D Hoaclor Systems Branch. 88/03729. HODGES.M.W. Reactor Systarns 
Branch, 2pp. 44940 028-44049 029. 

8804010203 Roquosta that now rept docketed under Project M-49 be redesignated as 
NUH002 

MCCONAGHY.W J. Nulec. Inc. DUK-03-075. 88/03/18. ftOaERTS.J. Fuel Cycle 
Safely Srancfi 2pp 44918:359-449 tS 380. 

8804010234 Forwards list ol all ulil engineering calculationis assodalad w/TDI diesel 
generators dovsloped afior 880222. 

cnOLEY.BG. Sacramenio Wuoicfpal Utility Oisirfci AGM/FA 88-101. 88/03/24. 
MIRAQLIA,FJ. Associate Director for Proleds (Post 87041 1). 2pp- 45031; ISO- 
4S031;161. 


3604010251 Forwards Vo's l-lll of CEN’369(V), 'Reciprocating Charging Puirp Tost 
Ropt" & CEN-3701V), "Charging Pump Gas Bindng 8 Cracked 9'ock Evaluation 
Reel.'' pe.' Cond.Hon 3 a of License NPF-51 8 851129 commitmqnl 
VAN SHUNT.E.E. Afifena Nuclear ^wer ProlBCi (formerly Ar;/on« Pob'-c Snrv.ee 
Co.) 16100846-EEVB/. 88/03/02 Document Control Branch (Docomont Cont'ol 
Desk) 2pp 45015.191-45016 172 

••8804010257 CEN-370(V) "Chargijig Pump Gas Binding & Cracked Block Evaluation 
R^i 

• Combusiion Eng-noering. Inc 88/02/29 62pp 46015 193-45015 255. 

“8004010259 CEN-369(V) Vols I -III ol ''Hooprocaling Charghu Pump Tost Ropt " 

' Combustion EnglneOring. Inc B8/02/29. 27?pp 450t5'25B-450l6 172. 

0804040145 Forwards SuppI 2 lo AO0.ATOM Topical RepI TR UR 85-225 A. "ABO- 
ATO.M BWR Coniiol Biados lor US BWfls " for NRC approval & Rev t lo Rept UR 67. 
102. ' ASEA-ATOM Control Rods lof BWR 2/3/4/5/6 Svc " Foo pad 
TENERZ.E. AS6A Atom. Inc. B 08 008 88/03/18 MUHLEYJ Oflice of Nucioai Re- 
actor Regulation. Dreclor (Post 8704it) 2pp 44070 3t t.44370 340 

“6804040154 Suppi 2 to Top.ca1 RepI UR 85-225-A. "ASEA-ATOM Conuol Rods lot US 
SWRs.'’ to CR.85 control rods 

CHRISTIANSSON. LINDNF.R.J ASEA Atom. Inc 83/03/11 9pp 44970313 
44970 321 

-9804040163 Un 87-102 ROI Rev I lo "ASEA ATOM Control Rods tor OWR 273/4/5/ 
6 Svc Life Limit Recornmondaiions " 

LINDNF.R.J ASEAAiom. Inc B7/04/15 25pp 44070 322-44970 346 

6904040153 Corrected transcript of 660225 OVVR Mark 1 conlJinmonl porformanco info 
excharrge workshop in Ballimore.MO.Pp 2/t- 465b SupporFng documoniallon encl 

• Commissioners 08/02/25 209pp 44974 259 4497^10/ 

6604040244 Summary ol 880217 meeiing w/Transn-jciear.lnc in Rockvillo.MO te Model 
TN-RaM cask 

OOEGAAflOEN.R.ll, Transportation Branch 08/03/22 Tianspoiialion Branch tp 
44972 230 44972 231. 

6604050123 Forwards safety evaluation addressing mods made lo TOl diosol ang nos lo 
reduce vibrations & acceptability of resultanl vibrat on lovel Considers diesol v.bralion 
issues resolved. 

HOLAHAN.GM Division of Reactor Pro|ecls - III.IV.V & Special Proiecis (Post 
870411) 68/03/28 ANOOGNINi.GC Sacramento Mun'cipal Utility Oisirld 3pp 
44997 009-44997 017. 

-8804050128 Saloly ovaluailon suppodmg resolution ol TOi d-osel ong.no vibiat'on 
problems at facility 

* Office ol Nuclear Reactor Regulation. Director (Posi 870411) 88/03/26 6pp 
44997:012-44997 017 

6604060169 Responds 1o IE Buiteim 85-003. ' Motor-Operoied Valve Common Mode 
Fa'itrros During Plant Transtonts Duo lo Imp/opor Switch Saltings. " Valve dittoreniial 
pressures will be evaiuatod 

JANECEK.R F BWR Owners Group lEB-05 003 88/03/28 SNIE2EK.J.H OHico ol 
Nocioar Reactor Regulation. Director (Post 870411), 2pp 45021:069-45021 070 

8804050208 Authorizes lacHliy lastarl & conduct ol powor ascension lest 
program Cond-tions of 851226 conlirmatoiy action l|rs mot.based on submilials docu 
meni ng rosoluHon of omergoncy diesel generator Vibration probioms & 24 h survoil- 
ianco run. 

MURLEY.T. E. Olhce ol Nuclear Reactoi Regulation, Director (Post 870411) CAL. 86/ 
03/30. ANOOGNINI.G C. Sacramento Municipal Ulil'ly Oislncl 3pp. 45026.085- 
45029087 

8804050331 Forwards NEOO 31558, "Position ol NRC Reg Guido l.97.Rov 3 Require- 
ments lor Posl-Accldeni Noulron Monitoring Sys " 

JANECEK.R F BWR Owners Group aWROG-08T7/flWfl» 88/04/01 MURLEY.T E 
Oil CO of Nuclear Reactor Regulation, Oiroclor (Post 870411). 2pp. 45026 163- 
45028:241. 

-8804050342 NEOO 31558 ''Posflioq of NRC Rap Guide l.97.Rev 3 Roquiromonis lor 
Post- Accident Noulrori M.onitonng Sys." 

* BWR Ownors Group 88/03/14 67pp 45028:185 45028 241. 

8604050306 Corrected transcript of 8B0226 BWR Mark I containment performance mto 
exchange workshop In Battimore.MD. Pp 486-6 l6.Supportlng documentalion encl 

♦ Commissioners 88/02/26 65pp. 44997 234-44997:208 

8804060346 Forwards application lee lo initiate NRC review ol Amend 21 to NECE- 
2401 1-P-A 

CHABNLEY.J s General Eleclrlc Co. MFN.29 88. 83/03/28 MURLEY.T E Ollico ol 
Nuclear Reactor Regulation, Oireclor (PosI 87041 1) ip. 45047.099-45047.099. 

8804060523 Forwards revised 870306 responses lo requost lor addi info resulting from 
review of Sargent & Lundy Draff 8,pfOposed Rev 7 to lopical RepI St-TR- 1 A. 
TAYLOB.HS Sargent & Lundy, inc 88/03/31 Oocumoni Control Branch (Document 
Conltol Desk). 9pp 45008:346 4500B 354. 

8804070003 forwards application for amend ro Uconse OPR- fe.revisfog Tech Spec 
Section 3.10 lo support Cycle 12 reload. Proprietory NEOC-3I462P withheld (rel 
IOCFn2.790).Fe8 paid. 

WILSON.B.F. General Public Utilities Corp. - GPU Service Corp 88/03/30. Oocumani 
Control Branch (Document CoeiiroT Dosk), 2pp 45030; 105-45030:298, 

B804070029 Forwards prqptiolary "Composile Summary ol Evaluations of Programs lor 
Dispositionirig Salely & Porformance Improvement Program Recommondatlons" 
WILOUS.W & Babcock & Wilcox Operating Plants Owners Group OG-167. 88/03/28 
CRUTCHFIELO.D. Division of Reactor Projects • III.IV.V & Special Projects (Post 
870411). 2pp 45098:026-45098:027. 

8804070053 Discusses util completion of work required for TOI diosel gonorators in 
preparahon lor restart, per resfari conditions set forth at Commissioners 880322 
meeiing. TOI diesel generators declared operable per Tech Spec 3.7.1 
ANOOQNiNI.G.C. Sacramento Municipaf UWily Dislricf. GCA 88-199 88/03/28. 
MIRAGL1A.F.J. Associate Oireclor lor Projects (Post 870411). 3 pp 45022:142- 
45022.144. 



9804070070 Commons in soppofi oi proposed rulo lOCFnso.App J to aWornaiivo 
mothoif lor loakoge lala testing App j should be moditied to a'low lest duration mh ol 
0 li whoit util ;ing mass po nt mothod 

GniOLKY.n. Tonnessoo VaMOy Authority. 00/04/04 Oocumont Cont’Ol Qianch (Oocu- 
mont Control Oosh) ?pji 45040 270-45048 879 

3604070 IBB Apniociaios ilmo spont on 060323 discuss'ng status ol OA Top cai Ropi 
OAW* 1 0006A Rovisud (cpt w-ll bo Issued during SopI 1086 

MACKINNEY.ai Babcock a Witcox Co 00/04/04 SPfiAUL.JG NRC • No Ootallod 
AHihallon Given t|). 45076 043-45075 043 

08040B0271 Forwards Into on C-E Owners Group roots whch need NRC 
opprovpl.roq-josted at OOOt2Q mooling.Ropt on rosiructured Tech Spocs not Included 
on onct bocauso Industry intoHaco w/NRC on issue handled through NTJMAHC. 
GASPCn.J.K C-E Operating Plants Owners Group. CEOG 0BO92. 80/03/30. 
WIRAGLIA.F.J Associate Dirocior tor Pro|ocls (Post 070411) 7pp 45064 236- 
45064:242 


8004190362 Forwards Endorsements 120 & 51 to NELIA Policy NF-83 & MAELU Poky 
MF-84.ro spectively. 

SAMUELS.J L Marsh & McLennan. Inc 88/04/06 DINII2.I- Ollice Of Nuclear Reac- 
tor Rngutaiion. Oiroclor (Post 67041 1). 5pp 45164.156 45164 160 

8804190395 Forwards propneiary Rev 4 to ‘ Emergency Procedure Guidelines vs Hydro- 
gen Control On-rJOrs Group Scenarios" (rel (0CFfi2 ?90}.nov incorporcite-S changes 
resulting trom 661022 moe'jng w/NRC Aftidavit requesting withholding enci 
LANGlEY.JR. Hydrogen Control Owners Group HGN-129. 88/04/08 Ot/ice ol Nu- 
clear Reactor Regulation. Director (Post 370411). 5pp. 45162 356-45163 001. 

8604200280 Forwards propneiary responses to questions re 8AW-10159P, "BWCMV 
Correlation ol Critical Heal Flux in Mixing Vane Grid Fuel Asseiribtios " Responses 
withheld. 

TAVLOR.JH Babcock a Wilcox Co JHT/8a 078. 88/04/15 NOB8ERG.J.A Division 
ot Engmoenng & Systems Technology tPost 870411) ip 45225 314-45225 3i5. 


8604120068 NoMicollon ot 0804 14 moetng w/OaW Owners Group steana generator 
cominilloo in nockvillo.MO to discuss commiiieo accorrpl.shments S activities during 
1087 a plans tor 1088 & beyond Agenda also end. 

SIEQEL.B Pro(oct Oifccforaio IV 88/04/05 CHENG. C V MsWfials Engineering 
□ranch. 25pp 45342 074-45342 098 


8804210081 Forwards propneiary NEOC-30844A. ‘‘BWR Owners Group Response to 
NRC Generic Lir 83'26.llem 4.5 3" 6 NEOC-30851P A. "Tech Spec Improvement 
Analyses lor BWR Reactor Protection Sys" Atfidevil enciRepis withhofd (rel 
tOCFR2 790) 

KLAPPROTH.J F Genoral Electnc Co OG8-294/3PD/OGt 88/04/04 Document 
Control Branch (Document Control Desk). 4pp. 45l94!t6l 45194 i64. 


8 804120423 Forwards payment orr invofeo tor costs Incurred during NRC review of Rovs 
0 a 9 to Topical Root NU OA-t 

MROCZKA.E J.. SEARS.C.F Connochcul Yankoo Atom c Power Co. SEARS.C.F. 
Notllioosi Nucloar Energy Co (subs ol Northeast UiiiiUos) A070Q7. 88/04/08. Oocu- 
mont Control Branch (Dotumoni Control Oosk) 4pp 45091 OOt-45091 004 

8804140028 Noiilication of can collation ol 000413 mooting w/C-E.LASl, Rochcslor Gas 
& Electric Co & Wisconsin Public Sve Corp In Roakvil‘o.MD to discuss C E Topical 
Ropi CENPD 276 P. "CEUPR.C-E Upper Plenum ReMl/Hollood Code*' 

ItSII.Y. ftoncior Systems Branch. 00/04/05. HODGES.M.W. fteacto; Systems Branch. 
3pp 45110 350-45110:360 

0804140272 Forwoida comments & locommondatlons on background book tabulation ot 
Toe Spec Section 3/4 O.poi 000323 lolcon 

OlARDlNA.n.j. Tocltnlcal Spociticaiions Branch 8B/03/3t. TROSOVSKY.M. EG&G 
Idaho. Inc. (subs, ol EG&Q. Inc ). 2pp. 451 10 255 45)18 256. 

8604140514 Notillcation ol 080413 mooting w/C-E in Roc'«villo.MD to diSCuss C-E Topi- 
cal Ropt CENPO 270-P, ‘‘CEUPR.CE Upper Planum nelill/Roftood Code " 
ttSli.Y. Roaciof Sysfoms Branch. 66/04/05. ( tOOGGS.M W. noaclor Syetoms Branch. 
3pp 46130:103-45130 185. 

8804160012 Application lor omond to Liconso NPF-47.chang'ng Toch Specs to rovlso 
eoipolnta anrj limits ro toclrculallon loop oporaiions to al'ow srigta loop operation Foo 

&e 60ENS.J C Gull Slates Ulilitloa Co RBG-27657 08/04/06 Document Control 
Brandt (Documonl Control Cosk). 2lpp. 45 152 263-45152.352 

-8804160017 NEDO-3t44l "Slnglo-Loop Operation Analysis lor Rvvor Bend Stat;on.Unlt 

ORANOON.n J nOOARE.D J . CtlARNLEy.j S Gonoral Electric Co, 87/05/31 38pp 
45152 316 45152:352. 

8804150034 Fonvarda KWU UPC-06Ot-/V, ‘ Topical Ropl on Replocemont Staam Gen 
orators “ RocolcuioHons ol FSAR imnsienis S accidents unnocossery since dilfor- 
oncos In rolovonl pammeiora amall. 

FIGLHUOER D Ulllity Powoi Corp 00/03/23. WlCHMAN.K Olllco of Nuclear Roactoi 
Rogulation. Oiroclor (Post 07041 1) Ip. 45142 265 45143 351 

-8804160036 KWU-UPC-Q601-A ''Topical Ropl on Hopiacomonl StoamGenoralors " 

• UW.Iy Power Corp * Ktailwoik Union Akllengesollschalt 6O/03/23. 400pp. 
45142:260-45143351 


0804210277 Part 21 & deliciency ropl re damage to emergency diesel generator jacket 
water HX during Hushing Imtiatly reported on 860917 HX repaired & in&ialiod in Unit 
^.TTieimosiaiic valves being modihed. 

fllCE.P D Georgia Power Co GN-1439. 88/04/14. Document Control Brairch (Oocu- 
mont Control Desk) 3pp 45235:257-45236:259 

0804210325 Summary ol 880331 meeting w/util & Weslmghouso le Westmghousa test 
results supporting change In steam generator tube sleeving process described in Topi- 
cal Rent WCAP-1 1643 list ol attendees & agenda end 

GUTTER JO Project Brectorale 1113 88/04/00 Proieci Directorate 111-3 9pp. 
45192:113 45192:121 


0804210327 Forwards proprietary WCAP-11787 & nonproprietary WCAP-11768. "Pra-rie 
Island Units t & 2 Evaiuaifon lor Tube Vibration Induced Fatigue." m rosponso to 
NRC Compliance Bulletin 88-002 & 880325 Mpkaiion to withhold piopnotary mlo 
LARSON.C E. Northern Slates Power Co ifcB 88 002 88/04/12 Document Control 
Branch (Document Control Desk). 3pp. 45l64.00t-45l94.t60. 

-8804210364 Requests that proprietay WCAP- 1 1 787. '‘Prairie island Units 1 4 2 Eval- 
uation for Tube Vibration Induced Fatigue," be withheld trom public disclosure (rel 
10CFB2 760(b)(1)) ^ 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-88 025. 88/03/25 MUfllEY.T, 
Olfice ol Nuclear Reactor Rogulahon, Director (Post 8704 it) lOpp 45194:004- 
45194013 


-8804210382 WCAP-U788 "Prairie Island Units 1 S 2 Evaluation for Tube Vibration In- 
duced Fatigue." ^ 

CONNORS.H J. FRICK.T.M . HALLJM. Westmghouse Elocuk Corp SG-88-03 022 
06/03/31 210pp. 45194,014-45194:160 


8804210481 NoWicallon of 880428 meeting w/C-E in RockvUle.Md to discuss CENPD- 
278-P CEUPR CE upper plenum refill/rellood code 

HSIl.y. Reactor Systems Branch 88/04/13. HOOGES.M.W. Reactor Systems Brartch. 
2pp. 45200:244-45200 245, 


8804220177 Forwards supplemental response to NRC safety evaluation ol WCAP- 
10858, "ATWS Mikgallng Sys Actuation Circuitry Generic Design Package." ner re- 
quest during 871214 tolcon. AddI Info will be provided per commitment m 871030 ilr, 
BARR.RC. Portland General Electric Co. 88/04/13 Document Control Branch (Oocu- 
meni ^nbof OssM- lOpp. 45257. IS5-45257:I95. 


8804150049 Forwards pioprlolaiy 0AW-10166P. "BEACH Best Eslmeio Analysts Coro 
ItoaC Translor Compnlor Pfogrom for Roflood Heat Transter Duf-ng lOCA. ' Ropl do- 
scribos compulor code used To piodici Itoai translor coolliclonis. 

TAYIOR.J.H Bfibcock A Wilcox Co. JHT/68-72 08/04/11, NORDEHG.J.A Division 
ol Enginooting & Systems Tochnology (Post 87041 1), ip. 45183:123-45103,123 

8804160168 Forwards aurnmary ropt clarifying basis ol tmal hydrogen rotoase histories 
10 assist In dovolopmont of gcnoric SER for hydfooon control program Repl needed 
duo to complex ovokjllon ol accldont scenarios & BWR core heatup codo 
LANGLEY. Jn. tlydrogon Control (Dwnots Group. HGN-132. 89 Pil’d® of 
clear Roaclor nogulaton. Oiroclor (Post 87041 tj 14pp 45131 323-45131:336. 

$SQ4iSOI82 Forwards p/opnatary "Oiscussloo ol Survivability ol Pressure Transmitter in 
Low Flow.Hydronon Combustion Environs." iransmillor prodiclod to oxceod 
lomp. Ropl wimliold (rot 10CFR2. 700). ocunAtnc rvii/-., ..i ru.. 

LANQLEY.J.n, tlydrogon Control Owners Group HQN 131 Wlice ol No 

Cloat Roaclor Rogulation. Director (Post 87041 IT 6pp 45163:356-46153 360. 

8804190185 Fonvords clorillod A expanded paper addrossmg 
panote.por 80030? tolcon End Iniondod as roplacomant lot 870702 lit to A rnaaani 

AnTlGA^s!{?"cionorol Etoctrlc Co MFN 023-88. 88/03/25. THADANI.AC. Assistant Oi- 
roclor lor Syatoms 6pp 4S105.324.45105'332. 

8804160286 Forwards saloly evaluation to topical o’’ 

Molhods lor App'icallon to^Planl." pot 870327 summ ttalRept accopiable lor rel In li- 

GOTT^fljIS' fYdact Oiroctoraio III-3. TAG 65155. 60/04/11. HINTZ.&C. Washinglon 
Public Powor Supply System 2pp 45188:001-45166012. 

—6804190271 Topical ropl evaluation ro ‘‘Reload Saloly Evaluation Methods lor Applica- 
tion to Plant " ftopt accoplabla tor ret In ticonamg documents^ or. ,(,4/1 , ,odd 
• Olllco of Nucloar Roaclor Rogulation, Director (Post 870411) 88/04/11. lOpp. 
46)66.003-45166:012 

8604190276 Provides addi Into to rovlow ol AHogatlon 67-A-Ol 14 * SinEii? 

container survey program.por 880216 request. Returned luel bundle sh'ppmg contain 

wKWl POoX? CUNE.WE. E. Ole ol m O- 

rector. 3pp 46216 332-45216 334 


8804268208 Forwards proprietary "ANNA Advenced Neutron Noiso Analysis Sottwaro 
Sys '* Rept withheld (ret foCFR2 790) .1 . r-« i-.- 1 

COPELANO.RA, Advanced Nuclear Fuels Corp (formerly Ewon Nuclear W 1^ ) 
88/04/18. Document Control Branch (Document Control Desk). 4pp 45254:196- 
45264:201. 

8804270031 Nolilication ot 880421 meelinq w/BWR Owners Group in Rockville. MO. to 
exchange status ol topical ropl reviews a coordinate Mure aclivilies re Tech Specs 

^T^^E J Technical Specilications Branch. 89/®^/ ’0., f^OSSt.CE. Division ot 
Operational Events Assessment (Post 87041 1) tp 45243 232-45243 232. 

8604270182 Forwards Endorsements 1 8 2 lo MAELU Cerkkale MW-155 A Endorse- 
ments I & 2 to NELIA Certificate NW-75. O D.... 

HOLDER, L,8. Dow Chemical Co. 88/04/21. DINITZ.I. Oltice ol Nucloar Roaclor Regu- 
lation. Director (Post 87041 1), 21pp. 45245001-45245021. 

8804280039 Forwards Rev SO to CE-t-A. "QA Program for Nuclear Generating Sta- 
tions." Revs being made lo reltact orgsniialional changes. 

MORGAN WE &m/TJomvea)lh Edison Co 88/04/18 Document Control Branch 
(Document Control Desk), Ip. 45281.273-45281:299. 

-8804280069 CE-t-A R60 Rev 50 lo "QA Prograin tor Nuclear Oeneraling Stations" 
* Commonwealth Edison Co. 89/04/18. 17pp. 45261 274-45261:299. 

8804280531 Notification ol 880405 maellng w/BWR^<wf Ofwp m RKkville.MO to 
discuss diversify reouiremenia lor ATWS «^'«„I10CFPM62) implratatton^ 

Ll.H C, instfvmentalion & Conuol Systems Branch. 88/03/29 NEWBERHY.S. Instru 
mentation & Control Systems Branch. 2pp. 45269:043-45269 044. 

WASTE MQT NUCLEAR WASTE MANAGEMENT 

6902040318 “Technical Assistance fn fctenlificatton A Ev^atioa ot S^mr>- Tactic 
Issues re Repository Site Chafacierteailon Plans," Monthly Mgl itr Rept 17 tot Doc 

OUMMINGS.Q.E. Lawrence Livermore National 

BLACKFORO.M.E. Technical Review Branch. 4pp. 46234.344-46234.347. 
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8803090154 Forwards ODlce 0l upconog KRC/OOE lechrjcol/prograrniraiic irootrigs 
as coslII cf 8408?? FR notico Molico vkH I SI bcih tertalive 8 h’lnly cslab'ished •I'es: 

mgs boivveen fJRC S UOE a wi.fto updated week y 

VOUNGBIOODBJ Operatic ns Oranstt, fl6/02/39 NRC • No Doialled All. lalion 
G iron 2pp. 45069 0^2 45089 C83 

8803090166 Transnais revised schedule a associa'ed rrJestone deSmlicns (cr dovo'ep 
rr-eni o1 clr mat pianper IF Hagcn 871 118 Hr a JO Bunipng 871124 6 690120 
Ills Enel schedire md cates t nr r.i] tor dave’opn'onl oi mam body ol plan . . „ . ^ 
LATZ.JE Sojihwesi Resoa'cli 'cstiiito NRC 02 e6 00b 80/02/05 BUNUNG.JO 
Systoirs Enginet'Jrirg & Evalaohcn Oiamrh 1 tpp 45009. 074 -45009 004 


8803090196 Commcrls on Dec 198/ rnonlldy progress lepl. -Techn cal Ass Stance n 
Ceocherr.s^rv ' Progress to date saiisldt'oty Aci ons taken by Itr w.thn scope ol cur- 
ren; Ccrrtract FIN 0-0267. r,.. n. .non-i 

OROOK.S D J Dr/isren ct ti nb Level Wasto Vanagoment tPosI 0704131 FiN B-0287 
NRC-50 19 03 Ol. 8B/02/I9 KELMEnS.AD Oak R dgo National laboratory 3p? 
45089,085 -4 5C89 007 


8803090237 D cesses tev ew ot 1987 montniy p'ogress lept lor B 0290. • Lob EvaloOl-cn 
cf DOE nadionuc’ides Scluhlily Data S Selected Roletdalion 
Porarreters.EKper iT-erital Sirategrcs.Lab Tecbnigjos S Precedj'os Progress salis- 

unAOaUflY.J IV lectncal Revow B-anm TIN B-0290. 08/02/19 MEyER.R E Oak 
nidge Notional LaLiCratory 3pp 45089:071-45089,073. 

8809099345 Conmenis on 089208 monrhly piogrcss rept.dascnb ng slalus ol Wi I ams 
& Assoc lochnicai assistance under Co.niracl nRC 02-85 008 Progress rnado to date 
saislacio-'v 

POHLC.JA Teclr.icai floview Rrancli FiN D 1020 NRC- 02-85 -008. 68/02/24. 
'AILLIAMS.R.E Wi Sarr.s & Assecialos. 3pp 45009 254 45099'257. 


8803140040 Nollies d 060314 tT.eofinQ ir» ACantO Ci'.y.NJ to work on OA gj.del nes 
docun'oni S forwairts Orafl 0 to 'ASQC OA Gu del nes Oocufnett ' 

ROBERTS G W American Society to.- Qua' ly c;onltoi 88/03/01 Amcr-can Society lot 
Ooality Coiilrol. 15pp 44693 187-44693 242 

-8803149046 Dtalt 0 lo "ASOCOA Gupdolnes DocuTtnl ' 

• American Soc ety lor Ova'-ty Conliol. 87/04/27. 21pp 44093 204-44693 242 


8803310093 Adv-ses Ikal 000303 proposed ptan lo viSii USDS m e ther Menlo Patk.CA 
or Qo‘d0n.('.O 10 Ciratr.ne se-sn'iC rof.oct.on data wOu'd bo more benolicial alter liSGS 
contploios data Ma-kod up plan e/'.ci 

HOLONICH.J- eperatons Btar-Ch 66/03/16 JUSTUS.P Technrcal Review Brariih 
6 pp 44984 036-44064 040 

8003310100 Trip rept ol 870921-25 v.£ii to OCE/NRC geology werKshop & tiold cohlo' 
ence on slot g/aphy ol Co'umbia River basalt Group 4 EHOnSburg Fo-'matiO-n 
BEWBIAPJ Tcchnrcal Hewrow Branch 88/02/04 BROOKS.OJ Technical Hovic-w 
Branjh 4pp 44967 257-44967:261 

8803310111 Responds to 8B0202 III toiwaidng OOF. root ro Ooath valley gxundwaloi 
SyS Woikshop schodu'rrd lor wk ol 8604 1 1 lo oiscuss a'llernalivO ccnrepti-al 
ir.odela Surface -based S ur’deigiound losing wii be rertmrod lo reso'vo .ssuos 
STELLO.V Otc of Iho Gvocolive Oirec'oi lor Opera! o.ns 00/03/15 lOUk.R R 
Noveda. Slate Of 6pp 44964 138-44965 t08 

"0003310112 Forw.srds ' Concop'irai Consideianons ol Oealh Va'ioy G'Ojndwaie: Sys 
W/Spocai Errphasis on Adequacy ol Sys to Accemmodato H:qh Level Nuclear waste 
Repository ■■ S.'.o plan should i''-ciij(;o SzymansVi mccm'nr.r.dod invusiigai ons 
LOUX H FI, Novada. Sinlo ol 88/02/02 ZECtl.L W Gom-niss cneis 3pp 4-1964 144- 
44966:100 

-8803310113 “Coccepfual Cens dornlions ol Oeal'r Va'ioy Grcundwaior SvS W/SptcW' 
Emphasis on Adequacy ol Sys lo Arcommortalo High Lo-rol Nuclear vvasie Rcposi- 
lory.” 

SZYMANSKI.J S El orgy. Dept Cl R7/tl/30 235pp 44964 147-4-1965 108 

8803310121 Proposes NRC & DOE plan rroie locht icat mect.iigs djt.i'g wKs ol 690314 
8 21 to discuss silo cha radon /align plan ccnccrnsConsideraion ol aiierr'ai.vo cen 
ceplual mode's ol Yucca Moonla n see one concern thai requ ros d scussion 
VOUNGBLOODB J Oporahons Branch 68/02/12 STEiN.R Energy. Depi ol 2pp 
44967 325 449D7 326. 

8803310123 Forwards questions lor tpcoming sile vis I on DOE seismic mon toring pro 
Q-am at Vucca VOunia o it norary/agenda lor 880229 0303 rneolings also end 
YOUNGBLOOD BJ Opetat-ons Branch 88/02/19 GERTZ.CP Energy. Ocpi 0l 
7pp 44962 132 44062 13B. 


8803140356 Comments on progress rept for 800209 09 Provision ol assislance to NRC 
A Cit tor Nuclear Waste Rogoiaiory Analyses in iiansler so that emorgenev broadcast 
sys work can coniinuo w/o delay requesiod 

CMANG.KC Techn.cal Rov ew Branch FIN A 4165. 09/03/09 STEPI-fENS.K W Sic 
phens & Associates 4pp 45099 067 45060.070 


0603310125 Forvra'ds l.nal cornments on rov.ow of Imal EIS ro disposal ol Hanford <fo 
(ense wastes 

BAl.LARD.n L. Tochneal Rovrow Branch 08/03/01 KNAPP.M R CivSion ol Lew 
level Waste Management & Dccommiss on ng (Post 070413) 6pp 4496/329 
44967 334 


0003240290 Informs ol p'an to ho'd workshops du'icg w,k ol B0032I in Rockvi'le.MO ro 
consuitaiion drall s.te ckaractcr.zat os plan Approx schodj'e lot discussion of various 
technical areas end 

Si LIN R Enc-gy Ocpi ol 88/03/07 BROVVNiNG.B D vision ol High Level Waslo 
Management (ftosl 870413) 2pp 44976 239 44078 231. 

0803290414 Re.spofids 10 S?0iC6 lit to s'aius of NRC loch.iical pos.i on on waaie form 
stsbri ly Topical topis lor comort solidilical on mod a musi address oacli waste stream 
lo* which Nnc: rev.ow & approval requested 

TOKAR.V. Technical Branch 83/03/01 PHILLIPS.WS Stock Eqjpmeni Co 3pp 
44978 232 44978 235 

0803300001 Forwards • Toc-hr.ical Fwniuaiion Rept on 10CFH61 flequi'otnonts lor Topi 
cal Rept Eniii'cd. ENwiROSTO.SE Gypsum Cement. USG-eea-t ' Approval lor uso ol 
ENviROSTONE I milort to si pdations as contamed m rept 

TOKAH.M Toct-nica' Branch 08/03/03 LANGF..H, USG Corp Ip, 44045 203- 
-1404b 276 

"8603300004 Topical rent eva'uaton o! rept "Envirostono Gypsum Corneni USG 684- 
1.'' Rept acceptable w/sialod I miiatons 

■ Ollico cl Nucloar Melorial Satety & Saleguards.Oirectot. 88/03/03. 24pp. 
44945 253 44945 276 

8803300003 Cor.;,ims 8802 1 7 letcon is NRC evaluation rept on GE lopical rept. ‘Trans- 
poriatla Aztech f’.ani liconsrvg Top cal Rept" End comments apply onty lo wasto 
term jiafc ity aspect of top cal repi NRR shojtd be coniacted r® rev lo process plan. 
TOKAH.M Techn cal Branch 88/03/02 CABSON.M Nuclear Packag.-ng. Inc. 4pp 
44945:210-44945 213 

080330000S Forwards technical evaluation ropl on ENVIROSTONE gypsum cement top- 
ical topi by USG Corp.W/o ec-cl. 

SUHMF.IF.R.J J Technica' Blanch 80/03/11. NUSSBAUMER.D A Assistant Diredo/ 
lor Stale, t.ocal & Indian Relairons 3pp 44'9'45 284 44945 285. 

8803300020 Tnp rept ol 680224-25 vis-I to LN Techno’og-os (6 status &. luturo actons 
re company top-cat ropl review ot cemerit so'idilicflton product 
PEHSON.L S Technical Branch 08/03/07 SUHMEiEn.J J Technical Branch 4pp 
44945:215-44945:217. 

8803300260 Discusses imai version ol NEDE 30870-1, "Transportable A/lech Plant Li- 
censing Topical Repi." Status ol work required io ensure rept acceptabilty identified 
in Aiiactinieni I. 

BALLARD HL Technical Review Branch 06/02/04, SURMEIER.J J Technical 
Pianch. 6 fp 44963 006-44063 011 

0603300375 Responds to 860222 Hr lo low level radwaste disposal practices Inlo pro 
vided inc’udos estimated porosity ol 26% repotted in Table 2.1 ol NUHEG/CR- 
4756 .live ditlcrent types cl cements R waslo solidilicatien processes 
GREEVESJ.T O.vis on ol Low Level Waslo Managemoni & Decommissioning (Post 
670413). 88/03/11. RILEY.Jl Alliliauon Not Assigned ISpp. 44945 300 44945 315. 

0603300430 Forwards ' Heal Conduct on in Nuclear Waste Disposal Forms " A " Dole/- 
mination o! teachability ol Sgtids" Appreciate prompl aliention in approving lopical 

(f(§YCE.T.D Dow Chemical Co. 87/12/22. TOKAR.M, PETERSON.C NRC • No De- 
tailed All.. lakon Gven Ip 44961.030 4496t 057 

-SB03300435 P MM 0235 "Hoat Condecuen in Nuclear Wasto Disposal Forms •' 
KUMAR.A. Dow Chemical Co. 06/10/10. 21pp 44961 031 44961 051. 

-0803300438 ‘ Oaierm nation ol Lcachabi'ity of Solids " 

ANDERS.OU.. 8AHTGUJ-F. ALTSCHULER.S .1 Dow Chemical Co. 87/04/30. 6pp 
AI057. 


0003310126 Conliims onsilo visa re DOE/NNWSI seism c mon tonng program Visa 
p’0n.surT>mary pc nt paper & list of iloms NRC would expect lo Imd at 3cism.ic mofi.tor- 
rig data scqui suon node onci 

YOUNGOLOOD.Q J Operations Branch 80/02/12 GtRTZ.CP. Energy. Ocpi oL 
8pp 44967 339 44967:346 

0803310128 Mot'fios of 660318 m.eoftng w/00£ m FlockvilO.MD lo drscuss OOf 
600120 responses to NRC request lor addi tn'o on COE NVO 196 17 & NNWS' SOP- 
02-01 OA documonls & responses to 0/1009 roquest for mlo re Los Aiam.os Nall lab 
OA plan, ^ „ 

YOUNGBLOOO.D j Opof aliens Branch 80/03/03 LCDX.R R Nevada. Siam oi 2pp 
44967 327-44967 328 

8803310133 Forwards commenis dove'opod by Lve Techn cai Roviow Ofar.ch sect ons 
re DOE OA program SupplomontBl commenis also provided 

BAILAHD.RL Tt/chnical Review 8/ancb 86/03/02 YOUNGBLOOD. 8 J Oporalions 
Brarch. 1 1pp 4 4903:258-44963 266 

8B03310136 Oiscussas high level waste package aspects ol COE/E 15 01 13. "Disposal 
ol Hanford Oetonso High Level Transuranic A Tank Wastes" 

WICKE rochn.cal Otaneb 88/03/08 GLENN.C Roqulatory Branch 2pp 44996 096- 
44996 097 

8803310142 Forwards trip ropl re 871210 bnelmg cn BWIP stop work order/ 
rosiail Encourapos that BWIP improvnmenis on quality espocls bo roviowod & possi- 
bly considered Gy NNWSI quai.ty mgi from lesson learned perspective 
YOUNGBICOD.B J, Oporalions Brai'ch 80/01/20 STElN.H Energy. Dept ol 2pp 
44904 352-44984:357. 

--8003310144 Tr,p repi ot 871210 buelng on BWIP slop vyork order/ rostari Rrmlng do 
scr.bed specilic actions taken lo fully resend slop work order issued to Roc'-uwoil by 
DOE in 1966 List ol miondeos end 

8ELKE.W Operations Branch 08/01/26 YOUNGBLOOO.B J Oporatons BrancTi 
4pp 449B4 364 44984 357. 

8803310146 Forwards not CO ol upcoming rneolings ro NBC h gh lovol waslo mgt pro- 
gram per NRC 640827 FR notice Notice will list bom lomativc & lirmly established 
moot ngs between NRC & DOE & will be updated weekly 

YOUNGBLOOO.B J Operahons Branch 88/03/21 Oporalions Branch 2pp 
4496/ 335 44967-336 

8803310149 Responds to roquosl lor mlo re high level ropository m Hanlord.WA & rolo 
ot NRC in repository Hanlord silo no longer candidate lor hgh level waste 
reposriory.Two oocuOTonts eypianing NRC role one) W/o oncis. 

YOUNGDLOOOOJ Oocrations Branch 88/01/0/ AHiliaiion Not Assigned 3pp 
44984 358-44984:360. 

6803310154 Forwards notice ol upcoming meetings re NRC h-gh lovol waste rngt pro- 
gram 

YOUNGBLOOD BJ Operations Branch 88/03/0/ NRC - No Dolailod Allillation 
Gwen 2 fp 41S67 323-44967:324 

0803310167 Inqjiros as to wlieihor recipients wish to continue lo receive weekly nobco 
ol upcoming meaiings & a'l other sign’licant NRC hiqh level waste documents 
YOUNGBLOCD.Q J Operations Branch 68/03/04 Inlorior. Oepi ol. Bureau of Ind-en 
Allairs app. 44967:301-44967:308 

8803310-160 Forwards notice ol upcoming meetings re NRC high level waste mgt pro- 
ora m. 

YOUNGBLOOF) B,J. Operations Branch. 88/02/16 NBC • No Oateiied Alfikation 
Given. 2pp. 44962; 128-44962. 1 29 
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B80331017S iDlotms o) romoviil of rocpiuni iiatr.o ttotn pibt'.tjulion l.st lo' weekly noiice 
oi upconii Mj iiigli fovol wflsfo tr.t‘olings 0 sitibuhoi w.ll bo li'nte<) to Stale of NV S 
sMi tnvoivCit ffi repository p'orirfiTi 

VOUNGULOOD.U J Operations Uia<;< h 80/03/0<l LtCKUS.R Ffcqron 3. Cfc c? l^e 
nitociot SANBtjnN.G Moo on Cfc ot the Diteciot THOJANOWSKlri fiochtn 2 
Ole: o( lilt! Oircciot <Jpp <14902 35 t-l4'JH2 359 


8804060056 Hcqjosts NHC ccnciiiierc© to- eaily actn-iSiUon o« Gioen Mivct 
Silo At.; cipa'os start ol vic n.ty picpcriy lerroo ai actioi n Ap- & a-.io iMse £rci d'a*- 
inus :; ii-ca!a recoirrrenjaiio.is !ci area ol lard to be acqu red 
AfilHuM^j Energy. Dept ol 63/03^22. tOHAiiSP C'lice c' N.ceai Waienal 
Saloty & S3(eguafclS.DieClt;i 3cp 45047 C67 45047 069 


0003310)78 noquosts technical support lor Dl)sorvii'.<j listed DOE OA audis ol DOE 
coniiactci piogiaitis Names ol Matt assigned to task roq-jnsted by 6302t6P'3n to' 
observation oi OA audits ot matis oriel 

VOUNGHLOOO.D J Operations Branch 88/02/ lO BAilAHOfl lorhncai Hewew 
flranrh t4pp 44910 26!) 44903 202 

8803310163 Aijv.sos that Open Horn l(t) & Action llcm 20 ro dr li ng t istory & resu'ts ct 
rieotechiJcnl teshiwj liom |jiii.cpal lioicfoio USW G l at Yucca Mountain can to 
closed. 

t.tWHAIV.iJ. Operations Branch 88/02/06 GtUrzCP Cr.eroy Dopl ol 4 do 
44904 340 44984 34 7 ^ 

••8803310290 Porwards NMC ova'oninin of NNWSI projocl responso to Open Horn ((t) & 
Action Item 20 lo dfllmg history S jiaoiochmcol testing results Irorn pnncpal botcho'e 
USW G4 Open & action item tray to closed 

MA1.LAnO.Hl Techneal Rev.Ow Oinncli 87/12/23 YOUNGOLOOD B J Operalicns 
OiOiich 4pp 44084 344 44904 347 

0803310100 Trip rapt of 6fl0225-2(i visit 10 OOE tochn.cal protect officers ireoli'io ri 
Los veaos.Nv to NNWSi Key points d.scussod ’isiod 

I tOLONtCH.J J. Oporotons Urnneli. 88/03/16 LINEtlANJ Opera* ons U'an' h 3pp 
44096 0 78 44906 080 

0803310204 "Licotisinrj Molhodo'ogy Assislanco." tncnthly repi tor Feb 1988 
CriANWfcLL.n M Sandia Natonal Lnlioratcrids flN A 1165 88/03/15 GALSO.N 0 
O(it>(n1i0ris Mrtirich 46pp 44904 263 44984 30/ 


8804060074 Forwards Muv i ro Manua' Fr.r Use cl SFFIC figh (nteg-ty Ccr.laner 2C0 
1/4G0 1. 'Ol NRC rev oiiv & 30p.'o /a* Proposed methodo'ogy lot changes also ercl 
SUZUKI.O ChchLu Cement Co. Ltd 88/03/30 KNAPPMH Ov.scnol low '.eve: 
V/aslo Manasemeni & Dccorrmssion ng (Post 870413) 7pp 45074 068 45074.120 

- 8804060076 Rev 1 to Mtnuai loi Use ot SFPIC »1:gli Inlog'.ly CcritaT.er 200 1/400 
• Chichibu Come.nl Co . Ltd 68/03/31 2epp 450/4 095 45074 t20 

8804060108 Concurs w/p'oposed remedal action tor CoT.me'C al Vicinty Property Gj- 
05765 MR ri G'and A; ct cn.CQ whicn .rclvCes apo'canas cl supp* s'ds to v emny 
prepert cs based on lei^-ew ol 860128 rad o'cg cal & enqireeririg assessment 
SUITII.RO Uranism Recovery Field Otc. R4 88/03/24 VIRGO.NA J E Erie-cy Ceei 
ol Ip 45018 226 45010 226 

6804060133 Recommends that concurrence be cranted Icr arp'ical.an ol Supp'ementai 
SIdS on contaminated a-ea lor v.cinily Properly GJ-10426A*R po' 890126 legupsi 8. 
based on roviUM ot DOE t nal rad olcg cal & erg neering assessment 
HEYffl.H S . PtlTCNGlLL H J Utan um Recovery F e^d Otc Hi 88/01/24 Uraium 
Recovery Field Olc. R4 ?pp 45018 230-4501B 231 

B004060139 Reqtesls coT.n.on1s on enci re.iscd dia't Cic ol Civlian Radwasie Rev E 
lo "OA Requi/emcinis fer H-gh level t.uclear Waslo RcpoS'loy Program S Rev C to 
OA Piogiam Description lot Hcadgjarte.'s." by 860523 Checklist also e-'cl VV/o revs 
YOJNG8LOCD.B J Opoial ens Branch 89/03/02 BOJSE L C f eel Cvd'’ Sateiv 
B'anch 3pp 45073 353 45073 355 


9803310211 Ffwvfl/r/S d.'all "Movrow Plan 10/ NRC Stjlf Dcviow Ot OOE Study Pforis 8 
Procoduros " 

YOlINGULOOU.H J Oiiorolions Branch 88/01/ 15 KAIF. SU bna/uy Oept of lp 
44953 209 44053 222 

••80033 102fS Orall "Moviow t'lon let HHC Stoll Roviow ot DOE Sledy P'ans & Prece 
(lures '■ 

• n.visicn ol litjh Luvel Waste Managemont (Post 870413) 87/12/22 13pp 
44953 210 44053 222 

00033 102 IB Rosponds to 880308 roquost lor »ocom.‘nendal:ons lor addi COSCP tev.ew 
iKiCMlod 10 l-nali/u d'alt point papers & associated stall days esi males Work & osti 
maiorl linio in sla« days roquircd to comploio addi tasks enci 
RAilAUD.Rl Tochhical Roviow Brancli 89/03/11 YOUKGULOOD.BJ Operaicns 
M/aiiCtl 7pp 44096 009 44896 095 

0003310268 Forwards DOE BWlP rept. "Prolecl Choractonslics Sectooconcmic Meritor- 
irii) Mnpt." per local govi reqiiosis lor sociooconorn'c -rnpacl dais Icr downs'do p'an 
nitiq (dlorls Data COnifiilQd as pa*1 ol DWIP socioeconcmic m.or’ilo.nnn program 
ANlrONFH jU Eneruy. Dopi ot 80 BWI 21 08/03/24 UNFRAMJJ Opoialloes 
Mrnnrti. COOK.F R NRC • No Dotni'ed Atl.!ialion G.ven BRAY.L RicIVanu WA 9pp 
40008 156 45008 220 


8804060163 Fo.'wa'Us Pro.eci Intertaco Document 07 SO?per procedures oullr.ed in 
Hiverton.WY ro.mediai aciicn p'an Cnacgcs designated as Class i i chaeges sirce an y 
tcmporaiy fac I has allnctcd ROv 2 to Spec OISCO also crcl 

MANN.DE Encigy. Dept Ol 88/03/25 FL'EGEl .M IJRC No Detalcd Atti'ancn 
Given 22pp 4501/ 076 45047 C90 

6604060201 Hcccmmerds that corcuirenco bo granted lo' 690128 app!<caton ol sup- 
plemen'a' sids on ccntaminaied area to* Vitiiiiy Prcpeity GJ 05765 MR based on 
review ol radip'ogical & engineering assossment & associated his 
HEYER.RS. PETTFNGILL.HJ Uran urn Hecovc-'y Field OIc. R4 98/03/24 Uian^m 
Rocoveiy Fio'd Olc. R4 2pp 45019 318 45619 319 

8804060254 "Hg*! Level V.'asto Repository Pertotm.anco Assessment OevclopTcnt.” lo' 
pCKCO 0.90313-26 Voccfier for prof svrs enci W/o o.-cl 

MOLER.R B Systems Scppcn. Inc FiN A-4165 86/03/27 CHANG.KC f.'RC No 
Dole led AMi'iat on Given 2pp 45074 07-;.450/4 075 

8804080289 Forwards ptel m nary agenda ot schedu'cd 8604 1 1 - 1 4 teehn cal me oling w/ 
NRC Id groundwater sys at Yucca Mo-jniam 

STEIN.R Energy. Dept ot Bb/03/25 9HOWMNG.H Oivis cn ol High Level Waste 
Managomenl iPosl 870413) Spp 45048 097 45048 101 


-8003310272 Working (/raft of "Froioct Chatecictistics Sociocconcnic Momfcf<''g 
Ri)()l ■■ 

1 niEOLl.L A Bnllollo tli.niQn Allars Resoa'Ch Ccniors IIERBORN.DI. 
TOMI INSON.KM WosiimjliciiSu I lantord Co 88/03/31 6 tpp 45006 165 45038 228 

6Q04010I90 I'lovidos update to author 880217 Hr rn apjroval for VVC Patrick to servo 
on Lnwronco Uotkoioy lull ouiih sc-oncos div loview ccinm-ticoFuither into on chai- 
actor ot ( onimittoo hstod 

LATZ.JE Souihwosi Rosoatch Insiiiuio. 0t)/n3/22 OUNTING.J O SystomsEngineor- 
tog 8 Cvalualton O/anch 2pp •14945.94.3 44045 345. 

880404006S Submits agenda lor work y'oup on docutnonl control & records mat 10 bo 
fluid on 0804 lO in OrlanrIo.FL SuppInmcriUiry roquiroinonts tor OA iccokIh one' 
WINN.JA Amorican Socioly ot Mochomcnl Enginocis 66/03/10 Amcncan Soc.oiy ol 
Moctiamcnl Engineers 22pp 46020 2«7-45020 308 


8604060346 Comments on spec/acceptancc criteria tei Waste Sys tug neeri'-g & inie 
giat.on Mi'osto-.e 18 M les'cnp 18 intended lo demp<islidto into'im prototype ol pro 
'am atchiieciu.'e at cutre.'ii stago of deve'cpmc.M 

ATZ.JE Southwest Research Irst.tule 68/63/19 0UHTING.JO Systems Erg ?eer- 
ir.g 8 F.va'ualiD.n Branch tOpo 45073 343 45073 359 

BB04060350 Roy 0 to Scienl-'c Invesligat an Plan U5GS SIP-3222G 01. 'Seiimc Re- 
fection 8 Relract'on S'jrveys ’ 

* Intel Ol. Oept ol. Goo'og cal Suwey 87/04/30 50pp 45006 329-45007 018 

6804060373 Forwards copyrighted lot uer.co ot Rad>aiian on Corros-o."i Sta floss Steel ' 
by SE Wcnhnglon.GP k/aish.KJ Tay'or & G flryati which appeared m Nov 1936 "Co:- 
rosian Sc-enco ” Imporianl conclusions Irom NRC s'andpo nt I sted 
.■HCNCILM wasto Management Stanch 1516 87/04/29 JUNGl'NG T NRC - No 
Delai'ed AIM alion G ven ?pp 45019 356-45019 357 


0804050410 Concurs w/proposod rcmodia' oclion lot Conimorc-al Vicinity Piopcily Gj- 
18426 MR in Grand Ji,ncii 0 h.(^O winch ncliKjos application of supp'cmgnlal SidS to 
))iopoiiie3.basod on lOviow ol 080128 radiological & ongi-''oonng aasossment. 
SMIIM.RD Uianiiim Recovery Fluid Olc. R4 08/03/24 VlHGONA.J E Energy. Oept 
ol I p 45029 170 45020 17(1 


8804 0 70037 Forwards fhonlhly issuance ot schedules tO' UMTRAP s.'.es. ro'^ect-ng key 
pro.oct activities m areas ot sto charactcr.zalon.NEPA ccm.pi arce.dcs gn 
davelOpm.enl,remod al act on const.cerlilica! on.nccnsirg.so''.'ei‘ia‘'.co 0 ma ni 
ARTtlURWJ Energy, Dept ot 88/03/99 tnergyi Dept ol ?Spp 45030 320 
45030 344 


0804050416 Roquosis rov or into jjsiilying staled do'yiaiions Irom NRC icchnral posi- 
tron ftj iasi.ng & r/tsp plans dnnng const of OOE roiredial acfictn at injcfivv? U mil 
tailings silos.notod In 070010 lemed al aci on insp plan 

IIAWKINS.E F, Uranium Rocovory Field Olc. n4 00/03/22 AHTHUR.WJ Fneigy. 
Oopl ol 2pp 45029 10-1-1 5029 105 

8804060021 Forwards table oniiilod ’■Comprosslvo Strength After Immersion vs Cu-e 
Timu ’■ Tabto otionooiisly dcsignatotl os propnetoiy m author 890314 itr.TaKo may tie 
iisod ns dossod tiy NRC 

MCCOY.S B LN Toclinologios Corn, {lormo'iy London N.iciQar Svcs, inc) LN-88 
OOI75-OEV 00/03/2? lOKAR.M biviSicn ot Low Level Wosle Management & Oe 
commisslohing (PosI 070413). 3pp 45033 006-45033. C86. 


0004060037 Forwards rliall Ropl CNWRA 06 001. noviGtv of Litoraluro ro Tiansporta 
tion Hisk Sludy.'" 

PlEOCE.H N. Souihwosi Rosearch Instifuto. NHC-02-08 005 88/03/20 

QUNTlNG.JO Systems Eng-nooring & Evaluation Branch 2pp 45047 176 45047.250 


-8804060041 CNWRA 88 001 ORF Drall "novlew Ol lliofaluio lO TranspoitaFon Risk 


o'^^EHS.E.. PIERCE.H.N . WURING.AR Souihwosi Rosoatch Inst.luio NfiC-02-6a 
005- 80/03/31- NRC • No Oolailod Aflikation Given 73pp 45047 179 45047 250. 


8804060045 Informs ifitii 871209 lOviow of remedial action Insjp plan IRAIP) lot Hiverion 
UMfRA profoef complete Roviow limited to portiods ol RAIP doa'ing w/coniaminaieiJ 
moll to bo roinovod fiom site RAIP considoied accopiablo- 

HAWKINS.E.F. Uranium Rocovaiv Field Olc. R4 88/03/22 aRTHUR.WJ Energy. 
Oopl of Ip. 45010 19O-4SOI0.1Od 


8804070065 Fonva'ds Pfehmnary Techcicai Evaluaton Rapt lor Proposed Remedial 
Act cn at Tuba Oty Ta l ngs S.le.Tuta City A2 " Open corns must be rcstfved telcm 
NRC can g'am concurrence 

SMMII.RO Uran-um RecovC-y F eld Olc. R4 88/03/07. AHTHUH.WJ Energy. Oept 
ol 2pp 45043 181 45043 237 

.•8804070058 Piei minaty Torhncai Evaijaiion Rept let Proposed Hemodial Acfcn at 
Tuba City Tai'ings Siie-Tcba Cily.AZ ' 

' Uramu-n Recovery Fie’d Olc, R4 68/03/07. 65pp 45043 183-45043 237 

8B04070084 Rev 0 lo Health PhyS cs Moretonng Plan Am.trosia Lake.NM S<le 
' Cnem Nuclear Sysiem.s. Inc 07/Oi/i3 44pp 45021084-45021 '29 

8804070109 Forwards listed documents to begin teehn ca' rev.ews on h gh density poly- 
othylenn NIC lop cal lepis poi 880310 teicon W/o enc's 

WiOMAVEHOA Technical fit arch 88/03/11 SILIING.S Brown Urw. Providence. 
HI 2pp. 45030 369 45930.360 

6604070114 Informs of PSO Commiliee meeimg on 860407 at Los Alamos Nafi Lab to 
work on (JA Ouidel nos docurnem teg nmng w/ Section Xi. • Nonconlormances " Up- 
dated OA gu.dei nes. refiecl-ng 8603)4 mco; ng decisions & commonts.cnct 
ROBERTS GW Amer.can Society lot Ouaiiiy Coniiol 88/04/07 Amaiican Soc.cty tor 
Qual ty Control lp 45022 065 46022 09 1 


■8804070120 Drafts 1 ol "ASQC OA Guidol lies Document " 

' Am. 0 iican Soc ety lor Oua'ily Contiol 68/03/31 20pp 45022 066 45022 081. 
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BQ0407012I D scussos concctn to status of TosH I in (jcologic piogram elomonl activi* 
lios on dovsiopmanl ol pfogiotn aichilectU’o bo-ri^ betiind m toims o1 
dovolopmonlpot Ponodic Root ea 05 

OUNFiNO.JO Systems Ena'nooi.ng & Evalunton G ranch BB/03/21. IAT2.J South 
west Rosoarch Institute. 3pp 45076 P94-15076 2Q6 

680407012B Inloims that initiation ol Falls City.TX s to wfl bo delayed duo to DOE to- 
quost lor accoloratcd rev.ow ot Gtncn Hi\ror.UT sito ctocuincnls 
lOllAUSiPH Opcial.ons Oianch 88/03/03 AflTHUH.WJ Enorou Dopt Ol Ip 
4503 1:005- 4 503 1:005 

8004070134 t>sls changed fnJesicrto dates tor Eloments 5*7.S Specie/ tw'l piov>0a S 
dovciop critorm I*! mtegrabon ol o'omonts to support analys-s.Ooscnpliort ot mile- 
stones onct 

ADLEn.nG. Soot/wesI nosoa/ch (nsMulo 86/03/21 CELtlGATTl.M WRC - No Oo- 
ta-tod Atliiiaton Given. 4pp 45076 290-45076:203. 

8804070138 Fonvards responses to NRC commantg re PAase H preiiminatv design for 
review ot UMTHAP Propfietary droll onol w.ihhAid 

WATHEN.T.n. Womson-Knodson Enamoois. Inc 88/04/05 JOHNSON.! NRC • No 
Oola>led Adiliaiion Given 5£pp 45070: l7S-4S079.23t 

OB04070130 Ack rccoipi ol NRC 080321 Hr ro status ol Task t .ri gooloyic sell-ng pro- 
gram olomon! AKontian of clr rrgi conlmues to bo focused on accompiishmonls ol as- 
signed scopo ol woik within resource & consiramta ol coniraci 
LATZ.JC So-jltiivesi Research Inst.tulo. 08/03/23. GUNTINO.J.O Systems Eng neer- 
ing S Evatuatron Rranch Ip 46879 253 46070 263 

8804070148 Press roioaso enitllod. "OOE Roviowing Mosa County Conditional Use 
Pocmri flcsolulion " 

‘ Energy. Oopt ol 88704/04. 2pp 451 16:035-451 16:035. 

8804070166 Oiscussrts eddi COSCP review work to tlna'rro CDSCP drelt point papers 
by 080122. Roquosls ihet recipieni reconsider Technical Review Branch recernmenda- 
lions & indicate vylrat work must bo completed by 860422 to finalize draft pomt 
p.-mers 

VOUNGOIOOD.O J Operations Branch. 80/03/18 BAlLAno.Rt. Techncal Review 
Otarclv 2pp 45078:175 45076: !7C 

6B04070I64 Requests aticndancu at DOE/NRC Workshop on Altornaiivo Conceptual 
fJodots In Los Vegas, NV on 880411-16 to consMJer dilterent conceptual modois ol 

G roundwater sys. Ire hiding climatological intiuonces in Yucca Mountain regiort 
USTUS.P.S Tochnical Rovlew Brandi NRC 02-08 005. 88/04/04 RUSSEIL.J.L. 
SootowesI Research tosiitolo 3pp 45075,027 45075.020 

B304070I67 Forwards marked-up tables ol draft point papor.providing lavisod resource 
fisttna}&s.por 300.108 roquoal.Oaicomo ol workshop Outing Wk at 880411 may alloct 
branch abilly lo tinalizo droll point papers by 880422. 

BALLAHO.Rl. Technlco! Hoview Branch. 88703/30. YOUNGBLOOD.B.J. Operations 
Oratrcii 7pp 45076 0-14-15076,050 

8804070176 Forwor-ds ovatoelion repi approving Woste Chern R0pt.VBS-OO2. 
"lOCFnsi TVaato Form Contormanco Program for So'idAod Process Waste Pfotfucta 
Produced by Wast-o- Cttom Cerp Vol Reduction & Sclidir.cation Sys " 

SUIIMEIER.J J Tochntcai Branch. 83/01/22. NUSSBAUMER.D. Assistant Oiiecior (or 
S:-ato. local & Indtart Rotations tp. 45014;f99-45044:l99 

6304070163 Actvisos that locipicnt shou'd provide solocied techn'cot review 8 evalua- 
tion o( SANO-04-1005, 'Tacnnical Basis tor Portormarico Goals.Oosign Roquiremonls 
& Moll Rocommandalions (or NNWSi Repository Soo'ing Progrann“ by 880420. 
JUSTUS.PS. Technical Rovlow Branch. NHC-02-80 005. §8/03/24 RUSSEIL.J.L 
Southwest Rosoarch insiilulo. 2pp. 45075:219 45075 220. 

6604070192 Hoquosis attendance at meeting of Geological Society ot America on 
680320-0403 In las VQg39.NV ro geology .toclon lea. 

3 oo-'norphologY.hy<jroloay.noochem.stry & natural resources 
OSTUS.PS Tochnical Roviow Oianch NRC02-88.005. 08/03/24. RUSSElLJ.L 
Soutliwesl Roaeorcli Instiluto 3pp, 4 5075: 22 1-45075 223. 

6604079(95 fToouesis atlendanco pi NRC 680303 & 00 meotings In Rockvine.MD lo 
discuss goo'oaic selling program elomoni oporallon p'ans for yr 
JUSTUS.P.S Tochnical Review Branch NRC 02-88 005, 80/03/30 RUSSELL.J L. 
Seulhwesl Research Institute 3pp. 45076;224-45076;226. 

8604070206 Discusses 680302 lolcon w/A Campball ol Northeast Utils re clanlication 
Of into on lOcannio'Kltilvns lor tirrtitng waste forms to 18%.UlJ has not notified NRR 
ol bulged l.nci. 

TOKAR.M. Technical Branch 86/03/08. Technical Branch. 2pp 45044 213- 
45041.214 

6604070239 Forwards commonis on possible changes to COSCP point pap^ers le rock 
mechan cs/dasfgn based on comments rrrado at 880321 mooting w/OOt A interna/ 
discussions prior lo mooiing.W/one oversize map. 

LOniG.L. ITASCA Consulting Group. Inc. FIN D-1016. 88/04/04 GUPTA.O.. 
OAEMEW.J ITASCA Consulting Group. Inc. I fpp. 45076 278-45075:289 

8804070256 Invites rociplonls to participate In NRC & OOE technical meeting on atter- 
nals concepluaf models ot groundwater sys el Yucca Mountain Sito. 

QERTZ.C p! Enoigy. Dept. ol. 88/03/24. YOUNGQLOOO.B J. NRC - No Ooiailed Al- 
fi'lailon Given HEWDRIX.J Nevada. Unlv ol. MacKay School Ot Mmos. Reno. NV. 
OINWIDOIE.G. Inloflor, Dept. ol. Geological Survoy. 36pp 45031.053-45031.037. 

6804070282 Foiwards matked-up schedule rept thai shows l-yt window ol ell current 
NRC review ocllviiies on UMTRAP.Aclivit-es previously included in ropl which con- 
tained all agency rovlowe. 

ARTHUn.W J Eticrgy. Oept ot &8/03724, SMlTH.0 Uianlum Recovoiy Field Olc. 
n4. 7pp. 46029,252-46029 268 

6804070264 Forwards response lo OOE Joint OA Audit 8601 of salecled 6NWL 
activilias Conectiva actions now In progress as Indicaied In response. 
goldsmith, S. Batiel'e Memorial Insliluie. Pacific Northwest iaborBlories. 88/03/31. 
KEATINO.J.J Energy, Dopl of. 20pp. 45097:183-45097:202 

SB04070274 Forwards J Wamor trip ropl on Geological Socioty ol America 680313-15 
meeilng in Lawrence. KS re presDnlal-on Of paper, ‘Applications ol Borehole Geophys- 
ics to...charactarization ol High Level Radwasie W/ two -oversize encis. 

JUSTUS, P.S. Technical Review Branch. 83/03/31. BALUARO.R.L. Technical Rovlow 
Branch 2pp. 45044: JOS- 45044; 1 31. 


-B604080103 Trip ropl of Geological Society ol Arnenca Southcentral Section 880313- 
16 meoiing in Lewronce.KS ro geohydrotogy & waste isolation. Abstract ro author ptes- 
entaliori on applicalions ol bor^oie physics A rolaied into onci 
WARNER.J Technical Review Branch 98/03/31 JUSTUS P Technical Review 
Branch 22pp 45044 1 to 45044:131 

8804070286 Discusses closure ol Action Item I8 (rom NRC/ NNWSI project meeting on 
85()827.28.Conci.<d'OS that data necessary to raviso rnodihod permeability zone model 
adequately inc/uefad in Rept SAND66- 7001. item considered closed. 

BAlLARO.RL- Technical Review Branch. 08/03/03. YOUNGBLOOD, B J. Oporalions 
Branch 2pp 45099 14 7.45098 148 

8604070398 Forwards dmH "NRC Roviow Plan lor OA Programs During S-.ie Character- 
izat'On Phase ot t-Igh Level Nuclear Waste Ropostlory" A draft. "Technical Position 
on OA for Silo Characicnzaiion Phase o( High , tor roviow. 

KENNE0Y,J E. Operations Branch 88/04/01 BROWNING.R . QEll.M Division ot 
H gh Level Waste Management (Post 670413) WElSS.S Division ot Licensee Per- 
tormanco & Quality Eva'uaLon (Post 87041 1) 3pp 45044 265 45045:144 

—8604080096 "NHC Review Plan tor OA Programs During Site Chatacicrizalion Phase 
of H-ph level Nucloai Waste Repository '’ 

* NRC • No Detailed Afli'ialion Given 80/O4/Ot. 13pp. 45044:266 45044 260. 

—6804060101 "Technical Position on OA tor Sile Characterization Pha&o ol High Level 
Nuclear Waste Repository. " 

• NRC - No Detailed Aflilal on Given 00/04/01 224pp 45044 28t.46045.144 

6804070299 Forwards revised statements of work lor FYSB tochnical assistance 
prolecispor 8B02O2 roquost for updates to reflect roconi amends to Nucloar Waste 
Po'Icy Act 

BALLARO.RL. Tcchncal Hoview Branch 86/03/21. FUNCHES.J.L Program Manaqe- 
tnent. Policy Devofopmeni A Analysis Staff {Post 870-1 »3) 49po 45098 095- 
45098 143. 

8804070334 Pornerds preliminary technical evaluation nopt for remedial action proposerl 
by OOE te slab hzallon in place ol ostirnaled 689.000 cubic yards ol off-pilo rnall W/o 
enci 

OLSEN.T.T . HAWKINS.E.F. Lfranlum Recovery Field Olc. fl4. 88/03/04 Llranium Re- 
covery F.old Olc. R4 2pp 45043 282-45013 283 

8604070335 0.scusses slalus of rev<ew of t akeviow UMTRAP & rosumpbon oi consl 
activities OoS'Qn of radon barrier s.seepage into tailing p-le.groundwalor & conlamlnai- 
od water cleanup need NHC review. 

SMITH.R 0. Uranium Recovery Field Olc. H4. 88/03/t6. ARTHUR.W.J. Energy. Dept, 
of 2pp 45043 2B4-46043 265 

8804060001 Forwards comments on draft ol Vol 4 of. '’Evaluation A Compitaiion ol 
OOE Woslo Packaga Test Oata.Biannual Rept," from Aug 1987 - Jan 1988. 
PETERSON.CH. Tochnical Btanch FiN A4i7t. 88/03/31 INTERANTE.CG Com- 
merce. Dept el. lipp, 45044:220-45044:230 

8604060003 Forwards activilios ol NRC rpproseniatives on Nellis Air Force range. 
PRESTHOLT.P.T. NRC - No OatsKed Alhl allon Given. 88/03/22. LINEHAN.J J NRC - 
No Detailed Affiliation Given. 6pp. 45044:231.45044.236 

8884080004 Commonis on monthly progress rept (or Feb t988 re status ol acUviilos 
under Contract NRC-02-B5 009. 

POHLE.JA Tochntoal tloview Branch. FIN 0-1021. NnC-02-85-009 88/03/30 
LOGSDON.M J. Nuclear Waslo Consutiants. Inc 4pp. 45079.254-45079 257. 

6804060916 Forwards technical oveluatlon rept tar Dow Chemical Co Topical Bepi 
ONS-nss-200 NP. 'Dow Waste Soliditlcalion Process for Radwasto Generic Waste 
Form Cortilicailon Results" 

8ALLARD.R.I.. Tochneat Reviow Branch 88/03/16 SURMEIER.JJ Tecftoicel 
Btanch. 28pp 45i 16:162-45116 181. 

SS04080036 fJisciisses changes (o FY86 Project A-0297. "rechnical Assistance in Iden- 
lificalien A Evaluation of Seismic- Tectonic Issues re Repository Site Characlonzailon 
Plan." per 680102 memo. 

BROWNING.R. E. Division ol High Level Waslo Management ^ost 870413). FIN A- 
0297 88/03/16. FUNCHES.J.L. Program Managemenl. Policy Dovolopmonl & Analy- 
sis Staff (Post 970413) 16pp. 45116 234-45116:246. 

8604060048 Responds to 880208 memo re review ol Unlv of Anzona quartorly progress 
ropl. "Unsaturaled Flow & Transport Through Fractured Rock re t-tigh Level Waste 
Roposilorios." C-ommanls discussed it> 880307 lelcon douemented. 

FOnO.W Technical Review Branch FIN D.1682 88/03/17 NICHOI.SON.T.J Waste 
Managemenl Branch 2pp, 45099: 128-45099. 129 

6604080054 Record ol lolcon w/Bureau ol Mines (USBM) ro transmittal ol Work Direc- 
tives )3 A 14 to USBM.Molhodolo^ ropl currooily under review by NBC 
editor Common IS lo be Itansmliled to USBM in next rept 

A8RAMS.C. Tochnical Review Branch FIN D 1018 NRC-02-85-004 88/03/17. 3pp 
45116:231-45716233 

8804080062 Requests technical dweciion to CNWRA lo provide review of SAND 04- 
1895. “Tochnicst Basis far Periarmanca Goals. Ocstort Recjuiremenls A Mall Recom- 
mendations lor NNWSI Repository Sealing Program. Review requested by 880429 
CHER'Y.O L Tochnical Review Branch. 88/03/17. JUSTUS.P.S. Technical Review 
Branch 2pp 45099.172 45099 173 

8S0408006S Nolllies that const start for Tuba City test fills tentatively scheduled lor wk 
of 669404. Wealhez conditions may dictate change in starting date 
D'ANTONtO J.R Energy. Dept of 88/03/28. HAWKINS.E F. Uraotuin Recovery Field 
Olc. R4.2PP 45044:251-45044:252 

8804060090 Advises ol likely delay In two clr mleslones established in 880205 Hr. Two 
elfected milestones are mein body ol ctr mgt plan & sys engineering mgl plan lhai will 
appeal as annex lo former document. 

LATZ,J E. Southwest Research Institute. 68/03/29. BUNTINO.J.O. Division of High 
Level Waste Managemenl (Post 870413). Ip. 45064,250-45064:250. 

6604060138 Proposes alandardized test procedure for compression testing of bitumen 
solidified low level radwasle Methods ot Interpretation as outlined in NUREG/CR 3029 
discussed.Test Procedures D 1074-83 & D 695-85 end. 

SIMPSON.SL Aaaociated Technologies. Inc. CH- 1 71-034. 88/03/21. TOKAR.M. 
Technical Branch. 22pp 45073 31 8 45073 337. 
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6604080142 Extends invilalion to participate irt NnC/OOE lechtticai meei ng on alter- 
nate conceptual models o< grouixdirvaler eys si Yucca Mounta'n site to bo l'ie!d on 
88041 1-14 in los Vegss.NV. 

GERTZ.C P Enoffly, Dept ol 88/04/01. WCHUflON.E J Roger Fool Associstas Inc 
5pp 45064 251 -45064 256 

8804080157 Extends Invilalion to pait.cipaio (n NRC/OOE technical meoimg on allor- 
nalo canceplual models ot gioundwator sys at Yucca Mountain aiie to be held on 
86041 t-l4 in Las Vegag.NV. 

GERTZ.CP Energy, Dept. ot. 08/04/01. FENSKE.P Desert Research Institute 5pp 
45064 105-45064 199. 

8804080184 Forwarda response to MRC 6U0302 lir re pioposod radon barrier borrow 
source. test results lor pioposect mails & discussion ol compiiar^co w/EPA grocndwai 
or sids.por NRC review ol final remodiel action plan.W/o ends. 

MANN.u.E. New Mexico. State ol. 00/03/24 HAWKINS.E F Uranium Recovoiy Field 
Otc. H4 Ip 45044 255-45044 255. 

6804080202 Forwards errata lor Jan 1980 printing ol site characteri2ai.on plan c-onsulta- 
l?on d/alt Original m'.ssing I.5I ol lables lor Chapier 2 8 Pages 4R )9 through 40 24 
liom Chapier 4 rel ksl. 

GERTZ.GP Energy. Dept ol 08/02/29 Energy. Dept, ol 9pp 45064,209-45064 217 

6804080264 Fonvards procedures lor acgulsn on ol s-le-spoulic samples daring sits in 
vostigalion 8 site characterization by NRC contractors 

JUSfuS.PS. Technical Hewew Bronch 88/03/18 RUSSBLl.Jl. Center for Nuclear 
Waste Regulatory Analyses 7pp 45OO0 152-45099 158 

8804060261 Forvvarda PMPR 88 6. 'Proorani Manager Pororfic Ropl." for Potlod 
6.FY88.ROPI Incorporates changes recommondod by 5 Forluna via 880321 loicon.Pfo 
rata ai'ocalion of indirect costs based on actual di'oci costs per 680224 ag'eenioni. 
lATZ.JE Southwosl Rosoarch Inslituto. NRC-02 88 005 88/03/20 BUNTINQ.JO. 
Division ol High level Waste Management (Post 870413). tp. 45ti6:t02-46tl6:lSl. 

-•0804080266 PMPR 88 6 "Progrem Managers Periodic flept on Acliviiios of Cti lor Nu- 
clear Wasie nogulatory Analyses." lor bscal reporting pcilod 880220 03t8. 

• Southwosl Roseorch Institulo FIN D- 1035 8 NRC-02 88 005 00/03/25 NRC • No 
Detailed Atfihaiion Glvon 40pp.45ll6:l03-45tie;t&l 

8804110003 Forwards droll SAND05-O698, "Analyses lo Eva'uaie Effect ol Etptoroio/y 
Shall on Repository Porformanco o< Yucca Mountain." Kept may not Mly address 
NRC concerns idenlifiod in 880307 NRC drall point papers. 

STElN.R Energy, Dapi. ol 88/04/01. OPOWNWG.R.t Division ol H-gh level Waste 
Managomonl (Post 870413) tp 45073 001-45073 164. 

-8604110006 SAN085-0598 OnFT Draft •‘Analysas fo Evaluate Effoefs of ExploralOry 
Shall on Repository Porformanco ol Yucca Mountain." 

FERNANDEZ.J A . HINKEBElN.T E Sandia National Laboratories CASE.J A, IT Cotp 
87/07/28 I82pp 45073 002-45073:184 

6804110013 Forwards for roviow & commoni.lisiod documonls which compns-o prolmi 
nary design for Slick Rock u mJl tailings site, Including Skek Rock subconUacI docu 
menis & Vols l-IV to Si ck Rock design colculaiions Commonis requesled 
ARTHUR.W J. Energy. Dept of. UMT/NRC/0380 32 80/03/29 lOHAUS.P NRC - 
No Dolalted Atli'iailon Glvon 2pp 45080 08 1 -45088 264 

-88O411OOI6 "UMTriAP Stick Rock.CO.Prollmlnory Dos^n for Hevfew Repts." 

• Energy. Oopl of 88/03/31 17pp 45080 003-46000 100 

-8804 1 10139 "UMTHAP Stick floch.CO.Prchrninary Dosign lor Rov.c»,lnlo lor nov.ew- 
era." 

• Energy. Dopl ol 88/03/31, 53pp 45080 101-45080 153 

-8804110016 Vols l-IV to. "UMTRAP Slick nock.CO.lnlo for Didders." 

• Energy. Dept ol 80/03/31. 1.300pp 46080:164 46083 269 

-8804110020 Vots l-IV to. "UMTRAP Sick Rock.CO.Piolimlnary Oosigty (or Review Cal- 
culations ■■ 

• Energy. Dept ol. 80/03/31. 2.000pp 45003:200-45087:342. 

-8604110022 '’UMTfTAP Stick Bock.CO.PfOtim-nary Design for Review SRK Subcontract 
Documonls, Old Scfrodule.Spoc<af Conditlons.Spec3, Subcontract Drawings." 

' Energy. Oopt. of 88/03/31. 200pp 45088 001 -46088 264. 

68041 1004S Forwards set of consuliation notes lor discussion piirposea 

• NRC • No Ooisiied Alliiiaiien Given 88/03/09. NRC • No Dole led Atlilialion Given. 
13pp, 45123 207-45123:309. 

8804110047 Forwards Mar 1968 rov lo Clivo.UT remedal act on insp plan incorporating 
871226 proposed mods & 800129 commonts lor review 8 concurrence Review & ap- 
proval oi plan roqueslod within 2i days ol Ur reco'pt. 

ARTHUR.W J Energy. Dept of, UMT/NRC-OOeb-SO. 08/03/30. lOHAUS.P. Opoi- 
ations Branch Ip, 45089.013-45009:058. 

-8804110259 "Remedial Action Inap Plan," 

• Energy, Oopl of. 88/03/30 43pp 4 5 089. Of-f- 45080 058. 

8804110061 Forwards documentation represeniing chronology of NNWSI projocl peer 
/©view process currently being used lo review documerri prepared by JS Szymanskf- 
DLANCHAKO.M. Enorgy. Oept of 88/02/23 KAIE.S. Energy, Dept. ol. 34pp. 
45129:229-45129:282. 


-8804120032 Ltr repi, "Capabi lines 8> limaaiions of Qcrehoie Geophysics -n Fcisic 
Tulls & Relaiod Rocka at Yucca Mountens NV " 

WABNER.J Tochnfcdf Review Branch 88/03/28 JUSTUS.PS Techneaf Reviiew 
Rianch 5pp 450B!) 356-45089 360 

8804120137 Requests Engineers Inti particpation m 880202 ccnceptuai roviaw sliaiegy 
mceing m Rockville. MO Meeting paniopant shou'd bo piepared to discuss open iiems 
associated w/NNW8i conroptiral cfes-gn. 

BUCKIEY.J T. Techn cal Review Branch FiN 0-1004 98/01/27. S'NGH.M Engir,oo.‘s 
International Inc ?pp 45050:226-45090 227 

6804120183 Commonts o-n nnonihiy progress ropl lor Dec 1987 10 status ot activities 
under Contract NRC 02-05 009 Overaii progtoss to data termed satslactciy 
POHLE.J.A Technical Review Branch FIN 0 1021 NRC-02-05-009 80rO2/l2 
LOGSOON.M j Nuclear Waste Consu'.lanls. Inc 3pp 45979 313 -’.5079 315 

6804120233 Regcosis that CNWRA contract bo modiliod to list WH Ford as pio;oct ois- 
cer tor Siiblask 4 t in geo'og c setting program eio-Tieni 

FORTUNA.Sl. Divis on o' High Level waste Management (Pose 678-113) 68/03/33 
MACE.M. O.vision ol Coiv.iacls (Post 8704 13> Ppp. 45099 258 45099 259 

6804120262 Ccmmonls o-n R Guzowski drall iicens ng assossment rnelhodology mtenm 
ropl Commonts not expected lo be addressed tn rov-sed rop> Suggost.ons lot changes 
lo reel tablos & copies ol ihieo NRC repis encl W/o enci 

QALSOM.D A Operations Branch FiN A-lieS 88/03/24 CRAN WE LL.RM Sanda 
Notonel Laboratories Opp 45079 323-45076 33i 

8804120271 Requests dolet-on of Chapiors 3.4.5 & 19 Iro-n final vcision ot rev to 
NUREG/Cn-3984. "Techn.euos for Estimating Probab :ites o< Events & Processes Af. 
feeing Performance of Geologic ReposilotioH Llletoiuro Review ' 

GAlSON.OA Operations Branch. FIN A.t165 88/03/24 CRANWELL.RM Sandia 
Nal-onal Laboratoros. 2pp 45060 079 45080 080 

8804120324 RoQuosts that conliaclor ba nolilicU iliai opera! ons p'an lo’ rosoa'ch pro- 
grem e’amoni has boon approved sub, to listed mandaiory charges 
FORTUNA.Sl D;v.S'on ol t+Qh Lovel Waste Management (Post 870413). 80/03/31 
MACE.M O.vIS OP ol Contracts (Post 670413) 4pp 46090 077-46090 080 

8804120367 Requosts portcrmanco of stated work under Task Orders 001 & COG.includ- 
ing preparation ol draft topical repis re aria'ysos of altornshvn wasio en'p'acer.eru 
concepts on performance ot drills & boreholes & d siuibed zone 
TIKTINSKY.DH Technical Review Branch FIN 0-1016 NRC-02-85 002 88/03/26 
HART.n ITASCA Consi.lfir>g Group. Inc 4pp 45089 278 45099281 

880412037 1 Summary ol 660324 mot moot ng w/OOE >e lugh level waste 
YOUNGQLOOO.fl J. Operations Branch 08/03/30, FKO-WPSON.H L Ofl.ee of Nucto 
ar Material Safely & Saieguatds.Oirector. 2pp 45069 324-45069 325 

6804120386 Subntiis corrmonls on Cir for Nuctear Waste Regulatory Analyses piograrq 
manager Ported c Rept 88 5 lor 000123 0219 Serlojs concerns r© status ol Task 1 m 
geol^fc program soithg olemoni addressed in soparate Hr. 

FOHTU.’qA.S L Ollca ol Nuclear Material Safely S Safoguards.Diiocior. NnC-02-8B- 
005 68/03/31 tATZ,J Southwest Roseatch Institute 4pp 45089 349-450D9 352 

0804120424 Requests altondanco ol T Snill at DCE NRC 860411-14 iechn.cal ireotings 
on ettornaiivo conceptual models o< ground water sys at Yucca Mounta'n Current vor- 
s on ol workshop agenda end. 

POHLE.J A Technical Rov ow Branch. FIN D-i02i NRC 02-65 009 88/03/30 
lOGSOO.V.W J Nucloa/ Waste Consirlianis. Inc 6pp. 45091C05 45091 C09 

88041 2042Q Forwards ASCII lotmailod electronic ti'os ol opeiations plans data Ici 
FYSQ'OO.Encl piovidos individual h'o names & doscrplions ot ccnlonis for each lie 
JOI INSON.R (3. Soulhwost Research Institulo 88/03/16 STILTENPOIE.B Division 
of High Lovdl Waste Managomenl (Post 8704 13) 2pp. 45091 : 1 51 -45091 152 

8804120440 Adviaos lliat rosponso to NRC commonts on projocl manager periodic rapt 
for l>o/;oo 2 (87 1 121- 12 10) sailslecio/y 

FOnTUNA.S L. 0-vlslon of H-gh levoi Waste Management (Post 070413) 86/03/30. 
LATZ.J Cental for Nucloar Waste Rogu'atory Anaiysos 2pp. 45091;149 45001 i50 

8804120444 Forwards notice ol u[icoming rneetings re NRC high tevol waste mgt pro 
gram as result of 840027 FR notice 

YOUNGOlOOO.BJ Oporaiiohs Branch 83/04/11 Operations Qrarch 2pp 
45001:024 45001 025 

8804120471 Forvra'da third draft ol paper eniitiod. '*D siribution ol Downward Flux in 
Unsaturaied Hoierogonous Rock." Droit Includes c<ariticat.on ot positive pressures on 
Figure 7. 

wTiliAMS.R E. Williams & Associates FIN 0-t020 178 88/04/07 POHLE.J NRC • 
No Oelal’ed AUilieliOA Given, ip 45090 174 45090 22 1 

-6804120477 "Oislribullon ol Downward Flux in Unsaturaied Heterogenous Rock." 
BLOOWSBURO.O . WILLI.AMS.B E.. OSIENSKy.J. VVi'lams & Assodsies FiN D-1020 
NRC 02-85-008. 88/04/30 NRC • No Dotdiied All.iation Given 47pp 45090 175- 
45090 221. 


8804110089 Forwards executed Mod A002 to Cooperative Agreement OE-FC04- 
82A120S36 between DOE & Slate of NO lor lites 

OixSON.Q R. Energy. Dept of 88/03/31. KNAPP.M Office of Nuclear Material Safety 
& Safeguards, Diceclor. 5pp. 45072:357-4SI}72:30t. 

6804110223 Forwards "UMTRAP Integrated Monthly Vicinity Property Progress Rept 
(VPPR)28fof Feb 1988 " 

HOLOERNESS,J.W. Jacobs Engineering Group, Inc JEGA/UMT/0386-0. B8/03/30. 
ARTHUR,W.J.. FISKE.W Energy, Depl. ol 2pp 45076:001-46078:037 

-8804110233 "UMTRAP Iniepralod MonIWy Vicinity Property Progress Rept (VAPR) 26 
lor 38020 1-28," 

MOORE Energy. Dept ol. 88/03/28. 35pp. 46073:003-45078:037. 

8804120074 Fonwards J Warner Ur rept on "Capabiiiilos & Limitations ol Borehole Geo- 
physics In Felsic Tulls & Related Rocks al Yucca Mountain,NV,*’ 

JUSTUS.P.S. DlviBlon of High Level waste Management (Post 670413), 68/03/29. 
BAlLARO.R.l Technical Review Branch. 2pp. 45089.363-46089:380, 


8604120474 Forwards summoty ol 630229-0303 visit re NNWSI seismic monitoring 
program List of attendees & USGS proseniation also encl 

VOuNGOLOOD.B J. Opotsilons Branch. 88/03/16 SIElN.R. Energy. Depl. ol 59pp. 
45090 007-45090:155. 

6604130017 Discusses 8603 18 rneeilng w/00£ in Rockvi'Ja.MD re DOE 830120 re- 
sponses to NRC comments on DOE MVO-196 17 & MNWl SOP 02 01 OA 
documanis OOE will recona der responses to NRC by amenefing responses or incorpo- 
rating into revised QA program. 

YOUNGBLOOD. S.J. (jpoiattens Branch. 50/03/24 STElN.R Energy, Depl ol. 3pp 
46099:309-45099 311 

8904 130045 Submits com/nenls from review ol SWfll • Clr for Nuclear Waste Regu'a- 
lory Analysis drall OA manual did Peb 1988. per recipient 680229 direction. Review 
conducted to determine broad compliance w/ listed requi/emenis. 

VOLTI/RA.N Operations Branch. 08/03/21. KENNEDY, J. Operations Branch. I2pp 
46122:246-46122:267. 
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S&O4I300S8 C<)'nrnQnl& on Foti 1868 inoiiin'y progress rcpi under Conliaci NRC'02-fl4- 
602 siibt) Kl'CI by Cnn-noots 'nil Task Ortlora 001-006 compieiud & Hr suTmarizIng 
rcjv.(>/r siolus bl Ocs< Srn'lh design sl'culd bo subtn tiod 

RUCtCLRY.JT Toc.hi’icel Hovow 0ia-.ch. FIN O 1C04 NFlC 02 04 002 RO/’OJ/OO 
SINCH.MM Er.gii’cors Inioinai onol. Inc <100 '15039 Oae nSC 00 3S1 

S804I30057 Comaionte on •'Goocliomcol •Sonsliiv.J/ Anaij'ss." ntontbly progress ropi 
Icr Fob tOOD Progrosa sasslacioiy lo clolo Informs tlial "Inior-m Ropi on Gooche/ni- 
cal Flopsibviiy AnaWs s" lor FY84 05 cufionily undo* row ow 

BEMQIA.PJ Tochr.ca1 Roviow Brancti FIN A 1 750 50 19 03-01 00/04/05 

SIEGEI-.MD Bot'dia Not anal Laboffllorif’S i3pp. 45147 233.45147 305 

8604I3607B Forwards cammcnls on Hillman Nac'oar Sves supplomonial lost piart pre- 
sorted al NRC 000320 mooing Rocommonda if ought bo gi/on lo anijcipabng results 
ot 03sh lost & oltoci ol rosuKs on assossinnni oi Hiitrnan vvnsto torms. 

PerERSON.CH Toctmlcal fl 0 view Bt one ii 09/03/31 TOKAH.W. Fochnlcul Otanch 
3 fp -ISOOB 260 45090 202 

8D0413B003 Ack rocopi cf 800202 Itt transmit ng ropI ort-iiccl. "Co.”.coptua' Cons'dor 
aions ol DoaUt Vailoy Grou ’0<^aici Sys W/Spp<:"a' Cmplws/.s on Adoqwacy of Sys lo 
Accommodnlo High Level Nucloar W 0310 Ropostory," by JZ Szvnrianski.DOF 
KAVMEREfl.C Staio. Local a Indian Tuba PtogrOTs 88/02/19 LOUX.RR Novaria. 
Siolool. ip 45400 025-45100 020 

6604130090 Advises thot State of NV will nilend allnrnativo cnncoptiial models mooi-ng 
sci.ediilod lor 08041 1-I4 Slate riilo not to gHnorato rrodols aliemotivo lo DOE as 
has s lor comprohensiwu uulQistarUng ol ate. 

LCUX.pn Nevada. State ol 80/C4/O5 STEIN.R Energy. Uepi. of 2pp 45154.088- 
45154 069 


8B0414D024 Forwards notice of upcoming meeimgs vr/DOF. le NHC H.gh Level Wasie 
Mat Prooram. 

YOUNG&LOOO.Q J. Operations Branch- 88/04/04. NRC ■ No Delated Atbkai'Cn 
Given 2p(i 45122:201-46122 282 

8604140152 Forwards proposed poni paper lot 880414 rneeling w/new Advisory Com 
miiioo on Nuc/ear Waste 

BROWNING.RE Division ol High l evel Waste Managomont (Post 870413) 80/04/ 
11 . STEllO.V. Ofc ol tha Execuiivo Director lor Operations 3pp 45170 043- 
45170 045 

8804140259 Commonts on Monthly Mgl LIr 17 did 880106 lor mnnih ol Dec 1087 T(,p 
repi by ML McKaguo rece.ved & distr.bulod lo appropriate stall lor in<o & consider- 
alion 

BLACKFORD.M E. Division ol High Level Wasie Managemcnl (Post 8704t3) FiN A- 
0237. 88/03/14. CHUNG.O.H. Lawronco Livermore National Laboraiory. 3pp 
45155:044 45155 046 

8804140352 Forwards NNWSi Numerical Evaluation Rept B. ‘Use ol Environ Tracers Icr 
£stima(-cri ol Recharge at Yucca Uoiinla<n.Sunimary (Subiash 1 5) & NNWSt Data 
Mgl Rept Updaie (SubiasH 1 2) *' W/o end 

DASSE.B Nuclear Waste Consultanis. Inc FIN 0-1021 249 88/04/06 NRC - No Oe 
tailed Altiliahon Given ip 45163 355-45163 355 

8804140395 Ack receipt of 860318 Hr re JS SzymansKi ropi & recipient description ol 
ongoing Iniernal peor rev.ow procoss Stale ol NV lole in reviewing soe cnaraclcnza' 
lion program/ consulialive draft c'ardied. 

LOUX.R R Nevada. Slat© of 88/04/05. KALE.SH Energy. Dept ol 3pp 45170 334 
45170 336 


8804130099 Oiscussos odtil acl.v.t-03 lhai sl ojM bo coiductod prior lo Inatizing 
COSCP drnll point papers by 883422 roposl- ciosuro petlormance assossmani 
COPLAN.S. Opera: OTS Bra/iOi 88/03/24 LiNEHAN.J Opotaiioas Branch ?pp 
45100 033-45100 034 

3804130101 Forwards ttolico Ol upcomlnn mooli'’tjs ro NRC High Lovei Waste Mgt 
Prog-ampor 040827 Ffl notico.Noiico wT' Hsi teniaiivo & fiimly estab'ishod mcetngs 
YOUNGGLOOO 0. J Opctalions Branch 00/03/28 NRC - No Dola-led Afliiaton 
Olvon 2pp. 45090 296 46099 207, 

0604130128 Cottocis possibiti NRC miS nlorprotolion ro a-jlhor A DOE 800211 pteson- 
(alton ori enlraricomonia to lf.U7RAP QA program lhat program does not moot quality 
roqu fomcrils.Prog'am le olleclivo conliol as lavoinblo NHC roviow losulis verify. 
OLDHAN',JO MK-Forgjson Co 80 3050 214 08/03/31. ARIIILIR.W J Energy. Dept 
of 4pp 46122 224-45122 230 


8804140417 Forwards masiur mlcinl:che copies of the NNWSi Numoncai Evaluaiion 
Rapt 8. 'Use of Cnviion Tracers lor Estimafion ol Rochaige al Yucca 
Mounts n Surnmary (Subtask 15) & NNWSI Data Mgt Rept Uprfaie (Subrask I 2) ' W/ 
o end 

BASSE.Q Nuclear Waslo Consultants. Inc FIN 0-1021. 260 68/04/06 NRC - No De 
failed Atl.l'aiionCivon. ip. 46170.177-45170 )77. 

8804160071 Inlenrn Change Notice to 033-NWMP-P 22 0. “Heviow of Technical Pub'i 
cations 

RAMSPOTT.L D.. OHONKERS.JJ. Lawrence livermoio National Laboratory. 88/03/ 
22 3pp. 45167 11 1-46167:113 

5304 160 090 Forwards listod documonis re high lovol waste OA plans 
KENNEDY .JE. Oporalions Branch 88/04/12. OAILEY.IK. Records Services Uianch 
(Pie 6B0103) 2pp. 45184 256 45190 340 


8804130213 rorwords Mod 1 to ‘ numodlal Act on Plan & S ie Conceptual Design for 
SiaI)iliza5on of Inocliv© U Mil Tailiigs Site ol Sa't Lake Cily.OT." 

ARTMUn.W J Enoigy. Dopi Ol. UMT/NnC/04e8 39. 80/04/06 LOHAUS.P Division 
of Low Lovot Waslo Wanagamo.nl S Decommiss'nn.ng (Post 0/0413) Ip 45145 2) l- 
45145 262. 

-8804130223 UMTRA-OOE/AL ROI Mod I to ■ no.Todial Action Plan & Siio Concoplual 
Oosgn lor Stahil-zal-on of fnacii-/o U MiT Taiings Silo al Salt Lake Ciiy.ur.” 

• VnOfgy. Oopt ol 80/04/30 41pp 45145 212-45145:252 

8B04130316 Siimma'y Ol 880324 mgl meeting w/OOF. ro h:gh level waslo Agrees lhat 
QA moeling shouid bo hold n May lo discuss any feedback from ongoing workshop 
YOUNGBLOOD.Q J Opoiahons Branch 00/03/30 THO.VPSON,H.L OMico ol Nuclo- 
ar Moioria' Solely & Sate guard s.Oirccinr 3pj> 45122:190-45122 200. 

8804130237 Forwards response lo NRC roviow commcnls on Hlllo Phase II ptolimrnary 
clasign ler ivv>nw documonis 

ARTTlUft.Wj. Enofgy. Vopi ol. e$/04/oa LOHAOS.P ftv.s an of Low Lovol Waste 
Maongomoni & Doccrnmlss on.ng (P 08 I 6704 13) 67pp 45 1 75 146 45 1 75 2i 5 

OB04130240 Forwards oxocuiod Med AOil to Cooporai.vo Agroomonl DE FC04. 
84AL20534 boiwocn DOE & S 10 I 0 of OR 

OIXSCNGR Energy Dept, ol 00/04/08 KNAPP M NRC • No Ooiailed Affiliation 
Given 6 fp 45147 2()2 46147207 

8604130268 Forwards review ol iiiusiral.vo documenl dealing w/sUoss ceriosipn crack- 
ing that would ho ol mere Imir’odialo use in don'.ng w/quosiions ansng al fcensrig 
lime lor roviow.pcr recant discuss ons ro NOS/NRC waste packagng database 
PETERSON.C.H Technical Review Branch Fin A-4171 06/04/06 

INIERRANTE.C O Conimorco. Dopl. ol. National Bureau ol Sfandards. I3pp 
45122.165-45122 I77, 

8804130277 Advises that Task 1 10 "Tochnical Assisianco in Geophysical Methods (or 
Site Cha'aciorizoiion,'* should bo modilied as sleiod doe lo recent enaeimoni of Nu- 
clear Waste Po'icy Amonds Act. 

OALLARO.flt, Tochn cnl Review Branch FIN D-1003 88/03/03. BROVVNING.R.E 
Oiv.s-on of Mlgli Level Wosto Monagomoni (Post 870413) 2pp 45090.263 4 5099.26B. 

8804130335 "Luh EvaUiotion ol COE Radionuclide So^obiHy Data S Soleclaa Retarda- 
tion Paiametora.'' progress ropi lor Mar (088. 

MEYER.R E Oak R-tlgo National laboratory FlN 8-02B0 06/04/05 BflAOBunV.J W 
OKico ol Nuclear Malonal Sofeiy & Sologoards.Oiroctor. 4pp. 45155 001-45155;004 


-8804180282 Rev E to draft "QA roqu-remenis lor High Level Nucloai Waste Baposi- 
tory Program " 

• Energy. Dept of 88/02/05 70pp 45184 262 46104 33t 

—8804150288 Rev C lo draft '*OA Program Oescriplion tor Headquarters (Otc ol Civilian 
Ha d waste Mgt) ■■ 

• Energy. Dept ol 88/02/05 48pp 45164-332-45185 O60 

-6804150402 Forwards NNWSI project controlled documonis f>si 
PHESTHOLT.p t NRC - No Detailed Alfil-ation Given 67/09/01 STABLF.iN.K NHC • 
No Detailed Alhlialion Given. 9pp. 45105 073-45185.081 

-8804150416 Pov O lo OMP-06-01. "Oualiiy Mgf Procedure Formal & Preparahon " 
KLEIN.SH Energy. Dopl. of. 87/03/26 Opp 45185 1 1 1-45185 131 

-6804210093 Rev 1 10 QMP- 16-02, "Trond Analysis " 

’ Energy. Dopl ol 87/03/27. 4pp 45185:132 45185:135, 

-BB04160418 Rev O to OMP-16 03. ■ Sid Deficiency Ropoiiing Sys ■' 

• Energy. Dept oi. 8//03/27 17pp 45185 136 45105:153 

-8804160419 Rev t to OMP- 16-01. • AudilS. ’ 

• Energy. Dopl ol. 87/03/27 25po. 45186.163-45185 177 

-8804150426 Rev O to OMP.|8-02. ■Surveillance • 

KLEIN.S.H Energy. DepI ol, 88/04/20. 7pp 46185:178-45186 017 

-8804150317 "Techn cal & Mgt Support Sves OA Program Plan & Suppoitmg Docu 
ments.” 

’ Science AppHcaiioiis International Coip. (loimeily Science Applications. Inc ) 8// 
11/30. 400pp 45186:018-46187 231. 

-8804160330 ' Mucleaf Waslo Mgt Program OA Program Plan." 

’ Lawrence Livermore National Laboratory, 06/03/01. 300pp. 46187:232-45188 274 

-B60416034S "Holmes & Marver.lnc Energy Support Oiv NNWSI OA Program Plan" 

• Energy. Dept of 88/02/04. 105pp 45I09;275-45189 019, 

-8804160352 'Dopl 8310 NNWSI QA Program Plan," 

RICHAROS.RR Sandia National Laooralotiea 07/04/01. 106pp. 45189 020- 
45189 125 


8804130347 Roquosls padic-pabon In NRC DOE 600411-14 technical mooting in Las 
Vogas NV on allornaio conceptual mode's ol groundwalor sys al Yucca .‘dounia n. 
QERTZ.CP Energy. Dopl ol 60/04/00. SNYDnH,J. Elecli.c Power Rosaaich insli- 
lule 5pp 45147 277-45147 281. 

8804130353 Foiwards Rev 0 to ' Hoalih Ptiys cs Moniicting P/an Gruen Rivor.Ur " Com- 
ironls rcquosiod by 880502. . 

AnTHUIW J- Energy. Dept ol U.VlT/NnC/0488-37 83/04/06. LOHAUS.P, Division 
01 Low lovol Waste Manegonienl A Decomniiss'ooing (Posl 870413) Ip 451 37:1 18- 
45137; 140 


■8604130362 Rov 0 to "Health Physics Monitoring Plan Green fiiver.UT " 
• Cham Nuclear Systems, Inc 86/01/20. 31pp 45137:1 10-45«37:149. 


8004130383 Discusses sves ronderad oi» h'gh lovol wasie ropository performance as- 
soBsmanl development tor 880326-0409 Smpii'iod vers on of chromium activity coof- 
hclent equation bomg develop ad tor Wonlo Carlo caicu’aiicns. 

MOlERTTB Affillallon Nol Ass nnod FIN A-4165. 88/04/06. CHANG.K.G NRC • No 
Oataifod Afli'ialion Given 3pp. 45146:3 19-45146321 


■88041503SS Rev 5 to QA program plan lor NNWSI project. 
• REECO. 88/01/07. 200pp. 45189. 126-46(90 089. 



-8804160371 Rev 0 QA plan lor NNWSI. 

’ Energy, Dept. 01.87/01/31. lOOpp 45190:189-46190:340. 

0804150273 USGS-SIP 322IG-01 RO NNWSI Project USGS ScionlHic Irwesligailon Plan 
IJSGS-SIP-3221G 01. "Geophysical Investlgalions Gravlty & Magnetic Meihods " 
OLIVER.HW., HEALEY.O.L.. WILLMON.J Interior. Dept oL Geological Survey, 87/ 
1 2/08 28pp. 46 1 70.046-46 1 70.072. 

8804160291 Fonvards Mod A022 lo Cooperative AgteemenI t^-FC04-dlALl6309 he- 
twaen DOE & State o( UT.Mod Increasas Stale ol UT FY86 cost ©sllmate & associal- 
od DOE & slat© lunding obligaUons,- _ ^ ^ ^ , 

HERFIEBA.E.Y. Energy, Dopl. ol. 88/04/06. MARTIN.O.E. OHice o( Nucloar Material 
SatelyS SafeguardS.LHreclor, 6pp. 45192:260-45192:266; 
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T’-*"''' '‘JOf'^nOE tccimcai mecttiQ on aUctnato 

wao^n 'M ® " <J' 0 ‘''''^wai(.f sys al Yucca Mounia.nWeoing sctiedu'cd lo- 

Sfu2 2Ma5f9T2% LOUX.HH Nevada, Slato ol 4pp 


8804210037 Forwards altendoos lisi tor Alutrtneni C of Var I9fl8 rro-;hy prca-ess 
icpl Pages snojl-j he msenco after Pago 3l cl tepi » » 

'National 0utea-j oi Starua-ds Fin a-417i 
08/O4M8 PETERSON.C Techn cal Review Branch 6pp 4522C 305 45276.110 


0004100002 Korwn*(Js tornnwnts on chaiigos to Grand Junction pre!.tr.inarv dosicn Ici 
roviow documurils to tmal dos'pn to» rovow. inadveilonily on'ittod fron 880334 irans' 

fnucfii 

AmnUR.yVJ Enoirjy, Ocpl ol UMr/NnC/04BB43 80/04/1 1 . lOHAUS P Div.S'on 
4^1114 064 4*^*1(14 1)70*'' * Dccomm ssioning (Post 870413) I4pp 


8904100003 ronvnrilg droll "Summarv ot Ground wahir losl-nn Melhodo'ogips ApcJca 
lilo t;> Unsntiirrilml rrocUjrocI Rock Al Yucca Mounlem " Hopt upddlod ro loshnn icch- 
nielli's prniiosoil m consuitat on drati SCP 

OSII.N.3KY.J I Will-arns & AssoCiaios FIN 0 )020 NRC 02 85 OC8 88/03/28 
I'OtllLJ Nile • No Dcluilcd Allilioliori Given Ip 45184078-45184. 141 

••8804180006 Drnll ■Seminary ol Groundivalr.v U'.sirnn Moihodofcoa.i Ap;j'icat)lo to Ufi 
soliiinii'd Fraciuroil Rock at Yucca Mounlam ' 

• Wiliiiins 8 Assocmios FIN 0 1020 88/03/31 C3pp 45184 079 45104 141 

0BQ4 100005 Crtinliims 880411 convorsalion Eng ncc’iod barr.cr sys opcralions plan 
inodiliod paiios miindntory chanijns havo tioen inlormaCy sent to ctr to doicrm no po 
Iriilnl int;).icl ort ctr .rCIrvilcos Agroos to moot on 0804 1? to rosotvo issues 
fORTUNA.S I Systonw Enginuprir-.g g Evn'uahon Gronch 88/04/ H PCARRING J R 
NMG • No Dninilcd AllJioiion Given 3pp 45170 11/ 45170 118 

6804180008 RihuiO'jIs corninonts on onci RNWl tosporiso to |o nt OA Aud.1 8801 ro 
so'ocloil HNWI, activit-os Uy 0OO415.Ack tQcr.-ipl ol 880331 checklists g audit reel g H 
Shaw 1180401 rrpl 

ANITOMEN JH nnoruv, DopI ol 00 OSD 056 88/04/0/ CnONKERSj Lawior.ee 
Livornipfo Naiionai Lnhoinioiy Ip 45104 077-45104 077 

8004180010 Forwiiids bnoflng package usorl by J Konnedy in roccmi Uncling lo Div ol 
I hyh I (ivel Woslo Mgt lor conS'CIoraTion ol dial I row to NRG roviow plan 
ntl LIGATTI.M.S Sysloms En<jlr.oci.ng g Evaluation Branch 00/04/11 MAORITO.G 
Cfinluf lor Nucliini Woslts Rugulniory Analyses 20pp 45170 097-45170 1 16 

0804100022 ilosponds to 800301 Itr ro NRC conirncnis on WSE&I Major Mi'Qslora 
ICl.per 11110405 g 00 diScussiorts in San Antonio.TX. NRG rcriuOSl that overy ma.Ci 
miostwo Iwi fiUwtiDlono (iocumoni vwH ho d scussed el 8804 10-10 mgt meoirpgs 
nUH1IHO..IO Syslonis Enginuorifiy g Evaluat-on Branch 88/04/1? L/?TZ.J E 
C^onlri ior Nurtlotii WasUi Roiiiitalory Analyses ?pp 45175 359 451 75 360 

QQ04I90169 ' Evoiiiat'on g Compi'aiion of DOE Waste Package fost Oaia." monthly 
ropi lor Mar lOOO. 

INltflRANIC.CG Goinrtroico. OopI of. Walionaf Bureau of Slondords FIN A 4171 
68/04/15. PEIERSON.C. Division ol H.gfi Lovoi Wasto Menagomeni (Post 070413) 
..ipp 15300 337-45200 017 

6004100330 Advisos that OA audit ol USGS Monlo Park.GA (ac My QA prograrr p'an g 
<iun'iiy relaiud nciiviUos wR bo conduclod on 000426 26 Areas 10 bo audlied a audit 
loam hslod 

»LAYtCCK.J energy, DopI ol 00/04/13 HAVES.L R Interior. Dopt cl. Goo'ogicat 
fv.avtiy ?jip 46310 340 46310 350 

0004 100349 f onwards OA Sid Oolicioncy Ropls 1 17 lo 135 S 127 to 120 from Aud-1 80 
3 no 880321) 010 1 Sgnlhcanl doiicuncy ropt (SUM) 126 wfl be issuer) as 
ubsuiviilion.rallipr ilian ropl Rospotisos to each SDR rcguiiod wiih n 20 days. 
DLAYiOCK.j Cnciriy. DepI ol 60/04/13 CAl.OViNl.JC Holmes g Narver, Inc 
37pp 4,52«!> 030 45300030 

8804190350 ‘ NNWSI OA f'logram Plan " 

OHOKCIISJ Ltiwrcricci Livurmon) Nilt.Oiial l.eboralory 60/04/11. 37pp 45318.033- 
45310 000 


8604210049 Advises ol change n organ/iaton ol O'c ol Cwian Raswasie Mg! New ci 
gahicaicn w.'l ncrease emphasis on OA.iaci ty 1 cer.Si .13 Sys inieg-ahon g oxterro 
inl6racli0'-s Organi/aliOn chart enci 

KAy.CE Ene.'oy. Oepl of 88/04/1? BROWNING RE Oiviso-i 0 ' High leve' Was'e 
Managen.eni(PcslB70413).2pp 4533531745235319 

—8804210193 Olc ol Civi lan Radwasio Mgi trad 
•Energy. Depi el 69/04/30 Ip 45335 319-45235319 

6804210344 WMPO qoalty mgl picccd.iics.'ncl„d."g Rev 0 to OVPOi 02 S'O? 
yVCrV. Rev 0 ro OVIR-CI 01. P/ccu'e.T.en( Occumont Ccnlrcl. ' Rev 1 lo OMP 05 01 
Pieparaton g Centro' nf Oualty Mg’ Procedu-es ' g Rev 0 lo CUP 0/-03 ' Ccn 
trol 

• Sc-ei’iCO Applcanor.s Inlenialional Cerp (lormarly Sec-^ce AprUatons Inc) 68' 
04/11 44pp 45224 100 45224 148 ’ 


8804210385 Foiwaros Sa'1 Reposilory ProiCCl Olc weekly ng' i ji-s lo- Icr pcriud 
8804 11-15 

NEFF JO Energy, DepI ol 331 86 PM P8/04/I5 KALESH Ereroy Dec’ ol 3po 
45226 34/45226 340. 

88042 10389 Forwards OOE repi lO' week enJng 660401 
PHESTHOLI.pt line No Dela-!ed Alli' aiiOn G ven 88/04/08 LINEMAN JJ Cper 
alions Branch 6pp 45235 330 45235 335 

8804210455 Forwards WMPO OA SDR Njrnber 087 reSu't r.g tro'n rev cw ol f ‘es 
PHESTHOLI.H T NRC • No Oela led Al! I anon G.ven B0'O4/O8 KENNEDY JE Cp 
era! ens Branch 4pp 45239 O')! 45239004 

6S042 10463 Forwards OCE weekly repI lOf week endng 888335 L Skousen «v.: mate 
drawings lolerenced n Item II. "Sign'ca".! AccompI sbrnen’s/ln'o items ' ava/akle lo 
NRC 

PRESTHOLT.P T NRC • No Dale led Alfi iat.on Given 66/04/C6 LIN'EHAN.J J Oper- 
aions Branch 5pp 45326 337-45?26 341. 

6804320349 RoguOSIS extessio-i ol del.very date lor pto.eci pMn lor RES 5 unM 
080439 F xtension riecossary because work on devCIepment of Wasio SyS Engrncor- 
ing g iniegtalion Major Milestone le mo'e oxiensivfl Ilian planned 
LATZJF Center lor Nuclear Waste Hcgjlaioty Analyses LATZ.-JE Souihwesi Re- 
search inshtute NRC 02-88 005 68/04712 UACE.MH NRC • Na Beta led AFi-aiion 
Given Ip 45357 233 45257 233 

8804260115 Tup repi ol Geoicg'cal Soc eiy c< Amenca 860325 0402 Coid; leran secuen 
moo' na & I old inps m Las Vegas.NV 

RANFY.HG Qeo'og’cal Socety of Amer-ca FiN D-1018 NRC 02 65 004 63/04/02 
Gcolog cal Sac oly ol Anr,erica 05pp. 45260 005-45260 099 

8804360122 Forwards record ol dec son (ROD) tor final cnv.ion impact statemeril 
(FEIS). "Disposal ol Han'ord Celense High level. Transtranic & Tank Wasies " ROD 
slates OOE decision to uso preferred allcrnaiive liom FElS for dsposal Of waslcs 
IAWRENCF.MJ Energy. DepI ol 6S/04/C8 NRC • No beta led Aflil-alion Gnen 
lOpp 45250 339-45258 349 

0804260151 Fcrwaids waste mgt proieci olc OA Audi 68 2 cn 880328 C40I ol Holmes 
g Narvor.lnc Aud t con'irmed Ihal implerrcntal on of cerla n basis icqu-remcnls nr.usl 
bo improved lo achieve lu'l corrplance w/Rev 5 lo NVWSI Froiect QA Plan NVO 
196 17 

BLAYLOCK J Energy Oepl ol 88/01/31 CALOViNI.JC Holmes g Narvcr. Inc 3pp 
45259 305 45359 33i 


8604 (90355 Rev 3 (0 OA program plan 

nEGI:Nt)A.M J . CnOSB.JA Fonix g Sc.sson, Inc 68/04/13 44pp 45230 140 
45230 304 

8004190363 Tablo ol conlonts to ‘ TgMSS OA Proginm Plan A Suwofung Oocumonts " 
SPAKfll.M Sclonce Aiipllcaiione Intornaiionol Carp (lomiorty Scloncc Appi cations. 
Inc) 00/04/11. 5pp 45215 215 45315 219 

6904190372 Ruvisod Wasio Mgl Piojoct Olc OA plan Including Rov 0 lo QMP-0102. 
"Slop Work." Rov 0 to QMI’-O4 01. "Procurortionl Documoni ConlioV Rev 0 lo OMP- 

00- 01. "Pit'pnrotion g Control of OuaUly Mgl Procoduios" S Rov 0 lo OMP 07-03. 
OliflTZ.C Sciortcu Applicalions Iwornoliono) Corp (lornierly Scienco /Ipplirations. 
Inc) 00/04/11 41pp. 45325 00 1•45^^5 041 

8804190304 Forwards drnit polnl papers rosulling Item NRC lechnicnl review ol consul- 
lalion rlioH 8110 choiactonzalion p'on lor Yucca Mouhlain.NV s.io.Sign.licant concerns 

1- stod I’apota w.ll bo usud for workshops w/DOE in Mar g Apr. 

STELLO.V. Ofc of llio Exoculivo Director for Oporjlrons 00/03/17. 3ECH. ROBERT.^. 
UERNIIIAl Commissionois 4pp. 46225.042-45235 259 

6804200037 •fochncol rtsslslonco tor In Situ Toslmg. " rnooHiIy progress repi for Mar 
1988 

SINGH MM EngiOOOts Inlor national. Inc FIN 0-1004, 1148 07-16 86/04/11 

nuCKLCY.J r. NRC • No Dotatlotl Allilinhon Glvim fipp 452I8:l48 -f52l8 (53 

0804200041 "Toclin.cal Aaststanco in Goochomistiy.'’ progross ropl lor Mar 1988 
KCLMEnS.A D . GOVe.RM. CATlETT.Cfl. Ook Ridgo National Lahoiatoiy. FiN 6- 
020/8 08/04/07 OROOKS.OJ. Tochnical Review Branch 4pp 45219 049 

45210 052 

0004200232 Fonvatds addi tofs dlod in Jon 1988 site characion/ation plan consuliabon 
Oran lot NNWSi p/t^ocl Addi dccunnonleilon end, 

GERT2.CP. Ennrgy. OopI of. 80/04/15. LINEHAN.JJ Division of High Lovcl Wasio 
Mnnogomonl IPost B‘/04|3)- 3lpp 45235;! 1 1-45235:161. 

“6804200281 "Wasio Mgl Projocl Ropl QA Aud-I Rept lor 860223 860302 " 
GLAYLOCK.J. Energy. DopI. ol 30/04/ 15 13pp 45235:149 45235.161. 

6804200563 Press rotoaso announcing award of DOE conltacl to remove a&beslos Iron) 
U mill to Southwest Hazard Conlroi.lnc Work began 880328 g scheduled 10 be com- 

CScCAnTY!o*E.!*?iOOPES.J. Energy, Oopt. of. 88/04/11. Ip. 45219 040-45219 040 


-8804260170 WMPO OA A-jd.1 Repi ol Ho’ir.es g Narver.lnc.Las Vogas NV." condrci 
ed on 060320 0401. 

• Energy. Oepl of 60/04/20 29pp 45259 308-45259 3.T5 

8604260182 Intcr.m change nouco to 033 NNWSi P 13 1. CotlecI on. Storage g OiSt-i 
bulion cl J-l3 Walor ' 

DBCNkERS J Lawrence Livermore Nat onal LabO'atory 86/04/18. 2pp 45282 062 
45282 064 


0604260214 Fcrwaids documenls re pieiminaiy design lot Spock.WY, U mli laungs 
Site g responses lo 07 lO 15 comtpenis ort spook drab remed al aci>on plan 
ARTMUR.WJ Energy. Dopt ol 69/04/22 LOHAUS.P NRC - No Detai cd Ail/iakcn 
Given 3pp 45323 001-45330 361 

-8804260238 U Mi'l Teil-ngs Hemedal AcliDn Pioject (UMTBAP-AML) Calculato-^s 
lUMTHAPj 

• Energy Oepl ol 69/04/30 IBBpp 45328 004 45326 215 


-8804260249 "U Mil Tai'icgs Remedial Act-oo Pro,ec1 (UMTRAP-AMl) Calculations 
(AMU.- 

• Energy. Dept of 08/04/30 237pp 45328 216 45329 tOt 

"8804260255 ’ Ll Mil Tai’mgs Remedial Action Pio.ecl tuMTRAP AML) Subcomiact 
Documenls ' 

' Energy. Oepl ol 69/04/30 24 7pp 45329 102 45329 352 

-8804260262 "U .Mi'.i TaJ-ngs Remedial Action Protect (UMVRAP AML) Into Foi Did- 
ders.” Vols I g II 

• Erorgy. Oepl ol. 88/04/30 5i0pp 45329 353 45330 361 

8804260344 Forwa'ds Document Review 006 0i57la). "Chapte: 2 NNWSI Consultation 

Diatt S.ie Chaiacientaiion Plan" , 

HART.H 0. ITASCA ConsuIPng Oroop. Inc FIN 0-1010 NRC 02-85 002 00/04/10 
TIKTInSKY.D NRC • No Deiai'ed AHUai on Given !3pp 45253 050 45253062 


8804260351 Foiwards NRC dial! 
characionzanon p'an lot Yucca 
TANA.E T OpeiA lions Branch 


J ioini papers on DOE 660106 consuliahon draii site 
oun'ain sJe.lor mlo 

88/03/09 Alliiialion N0I Assigned. Bpp 45251 105- 


45251.112 
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U042603M FcxwardB newspaper artkHa lot info. 

PBESTHOLT-P.T. NBC • No Detflited Afflflation GNen 88/04/19. LINEHAfiJ.J. NRC - 
No Delailed Affiliation Given. 3pp. 4S2ei;038^5aet:039. 

88042603 89 Focwsfds exploraiO<y Shaft fadUty fesposnoiy inierface Control Drawlrtg 
B07D48A & request for NNWSI milestone list 

PRESTHOLT.P.T. NRC - Mo Detailed Affiliation Given. 88/04/16. LINEHAN.J.J. Oper- 
attons Branch. Ip. 4528l,327-4628l.'329. 

>8804260383 Forwards eimloratory Shaft tadlily repository interface Control Drawing 
R07048A.W/O encl. 

QERTY.C P. Energy. Dept of 88/04/13 PRESTHOLT.P.T. NRC • Mo Detailed Affllt- 
atlort Given. 2pp. 45281:328-46281:329. 

8804260381 Exploratory ahaft facility subsystem design regulretrwnta document 
• Sdonoe Apoilcaiiona International Corp (formerty Soervce AppiicatJoos, Inc.). 88/ 
04/14. Spp. 45281:040-45281:044. 


8803090345 Comments on 880208 monthly progress repl.descrftiing status of WWams 
6 Assoc technical assistance under Contract NflC-02-85-008.Progfosa made to date 
satlsfaotaty 

POHLEJ.A. TechnicaJ rtevtow Branch FIN 0-1020. NHC-02-86008. 88/02/24. 
WILLLAMS.R.E. Williams & Assodates. 3pp. 45099:264-4S090;267. 

8803140358 Comments on progress tor 860206-09 Provision Of assistance to NRC 
iCulor Nuclear Waste Regulatory Mufj^s m tranalet so that emofQ&ncy broaricasl 
sys work can continue w/o delay requested. 

CKANQ.K.C. Technical Revtov# Branch. FIN A-4165 88/03/09. STEPHENS.K.W. Ste- 
phens & Associates. 4pp 45089:087-45069.070 

8803300338 Forwards secortd rfraft of “Olstrlbutloft of Downward Rux in Unsaturated 
Heterogeneous Rock." 

WILLIAMS, R.E. Writlame & Asaodates. 88/03/24. POHLE.J. NRC • No Detailed Alfiil- 
alioo Given. 2pp. 44079:052-44079:100. 


8804260388 Forwards NNWSI pro^l annual repi on Interactions w/pass 6 rept on use 
cf performance alloealion In NNWSI site characfertutOon plan. 

PRESTHOLT P T. NRC - No Detailed Affiliation Given 88/04/19. IJNEHANJ.J NRC - 
No Detailed AHltiatlon Given. Ip. 46281:045-45281:055. 

>4804260370 Forwards "/Annual Performance Assessment Support 5vc Interaction 
RopL" 4 “Rept on Use of Performance Aiiocatior In NWS! Site Characterization 
Wan.’* 

QERTZ.C.P. Energy. OepL of. 88/04/14. PRESTHOLT.P.T. NRC - No Detailed Affitt- 
elion Given. lOpp. 4S2er:04e-4628l:055. 

8804260372 Forwards verification of committed Cqn-eclive actions to waste mgt protect 
oto QA Sid rtoficlency repls generated against NNWSI perfect organizations. 
PRESTTfOLT.P.T. NRC -No Detailed Amiabon GNen. B3/04/lf KENNEDY^ E. NRC 
• No Detailed AffUiaitert GNen 3pp. 45282.01 3-45282.01 6. 


6804260378 Submits schedule lor upcoming InU Symposium on Unique Underground 
Structures. 

8INHA.R.S. Infertor.DepLof, Bureau ol Redamation. D-270. 88/04/19. NATRAJA,M. 
NRC • No Detailed Affihoon Given. 2pp. 45282:01 f-45282:0;2. 


8804260376 Forwards comments on draft document “Probabiilstio Safety Assessment 
foe Solsn^Kr £v6nts-** 

lBR/UflM.A. Technical Review Branch. 88/04/20. QIULlANi.p. International Atomic 
Ertergy Agency. 31pp. 45281:340-45282:010. 

6604260390 “Technical Assistance In Hydrogeology - Project 8 - An^ysis " monthly 
progress rapt lor Mar l98a.Att8Chmen! A, "FlnanciaJ 4 AdrNnlstratlvo Rept • withheld. 
Logsdon, M J. Nuclear Waste Consultants. Inc. FIN D-1021. 263. 88/04/16. 
POHLE.J. Technical Review Branch. 12pp. 45259:291-45269:302. 


>■8603300340 “Oistrttxition of Downward Flux in Unsaturated Heterogeneous Rock." 
BLOOMSBURQ.G., WILLIAMS^R E., 08)ENSKY.J Williams 4 Associates. NRC02-85- 
006. 88/03/31. NRC ■ No Detailed Affiliation GNen. 47pp. 44079:054-44070:100. 

8803310204 "Ucenstng-Methodology Asslstanr^," monthly rept lor Feb 1988. 
CRANWELL,R.M. Sandia Nellonal Laboratories. FIN A-lieS. 88/03/16. QALSON,D. 
Operations BraiKh. 46pp. 44984:263-44984:307. 

8804080254 "High Level Waste Repository Performa/Ke Asaessment OevetopmenL" fot 
parted 8803 13-26 .Voucher for prof sves and.W/o end. 

MOLER.R.B. Systems Support, Ino. FIN A-4166. 88/03/27. CHANG.K.C. NRC - No 
Detail^ Alfillatlon Given. 2pp. 46074:074-46074:076. 

8804080504 Forwards trip rept re L Lortg 4 J Daemen participation In 880321 NRC/ 
DOE Workshop In Rocxville.MO f<K NRC draft point papers on consuftatlon draft site 
cha/actertzallon plan for Yuerte Mountaln.NV site. 

HART.R.C. ITAKA Consulting Group, Inc. FIN D-1016. NR002-8S002 68/03/29. 
T1KTIN8KY,0. NRC • No Detailed Alfillatlon Given. 4pp. 46007:087-45007:102. 

>■8804060610 Trip rept of 880321-24 visit to RockvHle.MO re NRC/OOE Workshop on 
NRC draft point p^rs on corvsultation draft site characterization plan for Yucca 
Mountaln,NV alto. 

LOfllQ,LJ. ITASCA Consulting Group, Inc. FIN D-1016 NRC-02.854X)2. 88/00/29. 
ITASCA Consulting Group, Inc 12pp. 45007.091-46007:102. 

8804060627 Final progress rept lor activities under FIN A-4165 for 880309-29. 
STEPHENS.K.W. Stephens & Assodales. FiN A-4165. 88/03/29. CHANG.K.C. NRC • 
No Detailed Atfiliatlon Given. 45010:279-46010:280. 


8604260401 Forwards ■project Plan tor Selamic/Rock Mechanics Protect,” tor com- 
menl 

LAT2J.E. Center lor Nuclear Waste Regulatory Analyses. NRC-02-88-005. 88/04/14. 
MACE.M. DMsion of Contracts {Poet e7W13). Ip. 45227:04M5227:136. 

-8804190364 Dralt "Proiect Plan for Selsmic/Roch Mechanics Protect" 

NAIfi,P., WHIRNGAh., PATRICK.W.C. Canter for Nodear Waste flegulafory Analy- 
saa NRC-02-8e-006. 88/04/30. NRC - No Detailed Affiliation Given. 92^. 45^7:046- 
45227:138. 

6804280001 Summarizes 680314 meeting w/McKee,Hopi Trtbe.Navajo Nation A Bureau 
of Indian Affairs in Albuquerque.NM re resolutions for open iseues concerning test 
plots const al Tuba CKy sne.Proposad excavation locations & sampling plan okC 
D’ANTONlO.J.R Enerw. Dept of. 68/04/18. HAWKINS.E.P. Uranium Recovery Field 
OfC, R4. 4pp. 45286:17^5266.178. 

8804280131 Responds to 680302 ttr re acceptance review ol Mexican Hal prelimlnaiy 
final remedial action pian.More detailed rflacusalorv will be provided after DOE A NRC 
reach general agreement on info needed to demonstrate compfiarKe.W/encf. 
MANN.D.E. Energy, DmL of. 68/03/24. HAWKINS.E.F. Uranium Recovery Field Ofc, 
R4. 3pp. 46263 027-4S2iW 029. 

8804260185 Requests approval of RAP open Issues to complete Lakeview remedtel ac- 
tions INs const season per S80316 Hr. 

ARTHUH.W.J. Energy. D«t. Of. UTM/NRC/048e-40. 68/04/08. HAWKINS.E.F. Urani- 
um Recovery Field Ofc. R4. 3pp. 46266:1 71 •45268; 173. 

8804280473 Forwards Rev 1 to Ourango.CO remedal action Insp plan, for review & 
Goncurrerice Plan adeg^tely addresses Insp activities A oonaistenf remedial action 
an,de^n specs. UMTRAP requirements A Rev 1 ol NRC iechnicai position. 
ATTHEWS.M L. EtWrgy, OepL Of. 88/02/05. HAWKINS.E.F. Urartium Recovery Reid 
Oto, R4. ip. 46264:096-46264.098. 

8804260494 Forwards Riverton remedial action Insp plan for review A approval within 
21 ^^r DOE/NRC MOU. 

MATTHEWS.E.F. Energy. Dept ol. 88/01/08. HAWKINS.E F. Uranium Recovery Field 
Ofc. R4. ip. 45262:380-46262:380. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

6802040318 ‘Technical Assistance In IdenOficaVon & Eyatustlon of Seismo-Tectonlc 
Issues re Repository Site Characterization Plans, " Monthly Mgt Ltr Rept 17 for Deo 
1967. 

CUMMINGS, Q.E. Uwrence Uvermore National Laboratory. FIN A-0297. 88/01/08. 
BLACKFOHO,M.E. Technical Review Branch 4pp. 45234;34445234:347. 

6803090196 Comments on Dec 1967 nwnthiy prooreea rept, 'Technical Assistance In 
Qflochemtetiy." Progress to date satisfactory. Actions taken by hr within scope of cur- 
rent Contract FIN B-0287. 

BROOKS.O.J. Division of High Level Waste Managemertt (Post 870413). FIN B-0287. 
NRC-60-i94)3-01. 88/02/19. KELMERSAO- Oak Ridge National Laixxalory. 3pp 
46069:085-45089:08?. 

6603090237 Dkajsses review of 1967 tTtenihly progress rept for 8-0290, "Lab Evaluation 
of DOE Radionuclides Sdubklty Data S Seiecled Retardation 
Paramatera, Experimental Strategies, Lab Techniquea A Procedures." Progress satis- 
lactoiy. 

BRADBURY, J.W. Technical Review Branch FIN B-0290. 88/02/19. MEYER.R.E. Oak 
Ridge National Latxmttofy. 3pp. 45089:07t-4S08»;073. 


6804070157 "Tochnfeal Aaaistance In idenWicaflon A Evaluation of Sefsmo-Tecfonlo 
Issues re Repository Site Characterization Plans," Monthly Mgt LIr Rept 20 lor Mar 
1988 

CHUNG.D.H.. CUMMINQS.Q.E. Lawrence Uvermore National Laboralory. FIN A-0297. 
B8/04/O4. BLACKFORD.M.E. Technical Review Branch. 2pp 45076:177-46076:178. 

8804070239 Forwards comments on possible changae to COSCP point papers re rock 
mechanics/design based on comments made at 660321 meetlrig w/DOE A Internal 
dfacusstens prior to meetirK.W/one oversize map. 

LOflIG.L. ITASCA Consulting Group, Inc. FIN D-1016. 88/04/04. QUPTA.D.. 
0AEMEN.J. ITASCA Consulting Grotte. Ino. 11pp. 45076:278-45075:289. 

8804080001 Forwards comments on draft of Vol 4 of, “Evaluation A Compilatten ol 
DOE Waste Package Test Data.BIannual RepL" from Aug 1987 • Jan 1988. 
PETEHSON,C,H. Technical Branch. FIN A-4171. 58/03/31. INTERANTE.C.Q. Coov 
merce, Dept of. I Ipp. 46044:220-45044:230. 

8804080004 Comments Oh monthly progress rept for Feb 1986 re status of activities 
under Contract NRC-02-65^)09. 

POHLE.JA Technical Revlow Branch. FIN D-1021. NRC-02-86-009. 88/03/30. 
LOGSDON.M J. Nuclear Waste Consultants, Inc. 4pp. 45079:254-46079.267. 

8604060036 Discusses changes to FYB3 Project A-OBB?, ‘Technical Aaaistance In Iden- 
tification A Evaluation ol Seismic- Tectonic Issues re Repository Site Characterization 
Ptan,” per 880102 memo. 

BROWNING, R.E. DMsion of High Level Waste Management (Post 870413). FIN A- 
0297. 88/03/16. FUNCHES,J L Program Management, Policy Development A Analy- 
Bla Staff (Post 870413). 16^. 45116:234-46116:249. 

8604080046 Responds to 680208 memo re review of Unlv of Arizona quarterly progress 
rept "UnsaUiratad Flow A Transport Through Fractured Rock re High Lswt waste 
Repositories." Comments discussed In 880307 tetoon douemented. 

PORD.W. Technical Review Branch. PIN D-ieei 68/03/ 17. NICHOLSON.TJ. Waste 
Management Branch. 2pp. 45099:128-45099:129. 

8804080054 Record of teicon w/Bureau of Mines (USBM) re transmittal ol Work Direc- 
tives 13 A 14 to USBM.Methodology rept currently under review by NRG 
editor.C^mmenls to be transmitted to USBM In next rept 

ABRAMS.C. Technical Review Branch. FIN O-tOte. NRC-02-8S-004. 68/03/17. 3pp. 
45118 231-46118:233. 

8804080089 Comments on preliminary draft point papers under Contract NRC-02-84- 
001, Task 22.N8w,tlmely info re consultant draft 5CP document A ongoing DOE activi- 
ties re document requested. 

MURPHY,V.J. Weston Geophysical Corp. FIN D-1003. NRC02-84-001. 88/03/29. 
fBRAHiM,A.B. Office of Nuclear Malerlaf Safety A Safeguards, Director. 2pp. 
48046:163-45045:164. 

8804110142 "Geochemical Sensitivity Analysis," monthly rept for Feb 1988. 
CRANWELL.R.M. Sandia National Laboratorias. FiN A-17S6. 86/03/15. BEMBIA,P. 
Technical Review Branch. tOpp 46077:324-45077:333. 

8804120137 Requests Engineers Inti participation In 880202 conceptual review strategy 
meetirtg in RockvWe.MO^Meeting participant should be prepared to rtiscuss open ftariw 
associated w/NNWSi conceptual design. 

BUCKLEY, J.T. Technica] Review Branch. FIN D-1004. 88/01/27. 8INGH,M. En^noera 
Intemationaf, (no. 2pp. 45090:228-45090:227. 
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S6O4t201^tS Codvnants on monthly progress reW tor Dec 1067 /» maIim nt 

LOGSDON, MJ. Nudorrr Wsste c3SU loc.^ 4607eV3ml^ 

8804120262 Comments on R Quzowski draft licensing sssessment meinodoianv 
«**«*»dlnrwl»drep^^ 

CBANWELmM. e«tt 

s«»« 

Natlonai Laboratories. 460fl0:070-450e0;060. wcli^h.iw. goncsa 

BWI208S7 ReqMOTt s per formance of slated work under Task Orders 001 8 006 Indud- 
Ing prepa radort of cSaff topical mots re anafyses of alternative waste empiacement 
concepts on performance of drifts & borefwies & dtsturbed zone. ^ 

^tom mc^s-as^ 2 . aamm. 

HARTifl. ITASCA ConsuWrtg Group, loo. 4pp. 4^9:278-4&0eB:281. 

8804120424 Requests attendance of T Sniff at DOE-NRC 88041 1-14 technical meetings 
't'odeto of ground water sys at Yucca MountalaCurrent ver- 

Branch. FIN D-1021. NROOZ-66-009. 88/03/30. 
LOQ80ON,MJ. Nuclear Waste Consultants, Inc. 5pp. 45001:005-48091.009. 

$1^120481 Forwards ^ments on NRC draft oenerio toehnlca) position. -Quldanco 
For DoterninBlion of Anticipeted Processes 8 fcverrts.'* Review comments subcfvfded 
Into listed categories. 

National Laboratory. FIN A-0297. 88/03/29. 
BLACKTORO.M.e. Technical Review Branch. 7pp. 4^1:06345091:069. 

8W120471 Fonvarda thW draff of paper entitled. -anibuOon of Downward Flux in 
U^tumted Holeropenoua Rock." Draft Includes ciartflcatlon of positive pressures on 

VV^IA^,R.C. Williams 8 Associatss. FIN 0-1020. 178. 88/04/07. POHLEJ NRC • 
No Detailed Affiliation Qlvon. Ip. 45090:1 74-46090:221. 

-8804120477 "Distribution of Downward Flux In Unsaturaled Heterogenous Hock.” 
BLOOM8BURG.Q., WILUAM8AE.. OSIENSKYJ. WllHams 8 Aswdates. FIN D-1020. 
NRC-02-8S4)06. 88/04/30. NRC - No Detailed Affiliation Given. 47pp. 45090:175- 
45090:221. 


8804180056 Commenta on Feb 1988 monthly progress repi under Contract NRC-02-84- 
002 submitted tw Enotnoers lntt.Ta8k Ordera 00 1-000 completed 8 Itr summarizing 
review status of Deaf Smith design should be submitted. 

BUCKLEYJ.T. Technical Review Brarich. FIN 0-1004. NRC-02-84-002. 88/03/30. 
$/NQN,M.M. Engmeers Intemedonal, Ino. 4pp. 45099.346-46^:351. 

8604180067 Comments on "Geochemical Sensitivity Analysis,'* montiiN progress rept 
for Feb 1966.Progress satisfactory to date. Informs that Interim Rept on oeodiemi- 
cal SonaltMiy Analysis'’ for FY84-86 currently under review. 

8EMBIA.PJ. TocMcal Review Branch. FIN A-1765. 60-t0-03-0f. 68/04/06. 
8IEQEL,M.D. Sandia National Laboratories. 13pp. 45147:293-45147.305. 

6804180266 Forwards review of Hlustratlve document dealing w/evesa corrosion crack- 
ing that would be of more Immediate use in dealing w/questlons arising at licensing 
time for review, per recent discussions ra NSfi/NRC wosie packaging database. 
PETER80N.C.H. Technical Review Branch. FIN A-4t71. 88/04/06. 

INTERRANtE,C.O. Commerce, Dept of. National Bureau of Standards. 13pp. 
45122:165-4^22:177, 

<804180277 ArNisea that Teak 1 to ‘Technicai Assistance fn Oeophysicaf Methods for 
SHe Charaoterization," should be modMed as stated due to recent enactment of Nu- 
clear Waste PoHoy Amends Act. 

BALLARD, R.L Technioal Review Branch. FIN D-1003. 88/03/03. BROWNING, R E. 
DNialon of High Level Waste Managenient (Post 870413). 2pp. 46099:268-45099-260. 

6804180838 "Lab Evalualion of OOE Radionuciide Solubility Data 8 Seiaotad Retarda- 
tion Paramsters:'' progrees rep! for Mar 1986. 

MEYER, R E- Oak RUge National Laboratory. FIN B4290. 88/04/06. BRADBURY,d.W. 
Office of Nuclear Material Safety 8 8afeguarda,Oire<itor. 4pp. 46155.001-45165:004. 

8804180388 Otscussea avca rendered on Mh level waste repository pertormanoe aa- 
sesament deveiopmerri lor 6803i26-0409. Sinipllflod version of chromium actlytty coef- 
ficient equation being developed lor Monte Cario calcuiationa 
MOLER,R.B. Alfifiation Not Assigned. RN A-4166. 68/04/08. CHANa.K.C. NRC - No 
Detailed Affifiation Gi^ 3pp. 46146:318-45146:321. 

8804140259 Commanta on Monthly Mot Ltr 17 dtd 880(06 for month of Deo 1967.Trip 
r^^by HL MoKagua received 8 distributed to appropriate staff for info 8 conslder- 

BLACKFORO,M.E. OMaion of High Level Watte Management (Post 870413). FIN A- 
0297. 66/03/14. CMUNG.D.H. Lawrence Uvermore National Laboratory. 3pp. 
45f55.'044-15185;046. 


8804140271 Corrwnents qn Monthly Mgt Ltr 19 dtd B80304 for month of Feb 1988.^ 
further work on An^to-Wtohita upiift rem mutt be accompEiBhed at LLL 
exge|iee.NRC funds cannot ba expended on BWIP or 8RPO program 8tudles.Progreaa 

BlS?^0,M.E. Technical Review Branch. FIN A-0297. 88/04/11. CHUNG, D.H. 
Uwrenoe Uveimoro National Laboratory. 46156:040-46166.643. 

8804140362 Forwards NNW8I Numerieal Evaluatioo Rept 8. "Use of Traceri^ 
Estimation of ReoiiarM a( Vuooa Mourt^Srinmary f.fi) 8 NNW8I Data 

Mgt Rapt Update (Sumafik 1.2)," W/o erici, 

BA^ wSSWittarrta, Ino. FtN 0-1021, 249, 68/04/06. NRC - No.De- 

laUdAmtatonGU^. Ip. 45163:365-46163:355. 

8604140417 Forwarete maafer mtooflcha copies of the NNVI«J Numerical Evalwflon 
Rapt B, "Use of Environ Jk Eatimaton 

Mowrt^Summary (Bublaak 1,6) 8N^I Data Mgt Rept Update (&ibtask 1.2)." W/ 

B^8E,8. Nudear Watte Cqnapterj^ Ino, FIN 0-1021, 260. 88/04/06 NRO - No De- 
taMAffifiation Given. 1p.,«t70!T?7-45f70;f77. 


* WllHams 8 Associates. FIN 0-1020. 88/03/31. espp. 46154.079-45164:141. 

‘ Compllatioo of DOE Waste Package Test Data." monthly 

®’* Na“«»l Bufoeu Standards. FIN A-4171. 

Management (Post 870413). 

Assisiance for In Srtu Testing." status of Deaf Smith ESF 80% 

Od8|^ fC^VMW* 

^ 0-1004. NflC4)2-84-002 88/04/fl. 
aUCKLEY,J.T. NRC - No DetaBed Affiliation Given. 2pp. 45206:333-45206:334. 

<>^l Ucensl^ Assessment Methodology.’' 

SanrBs National Laboratories. RN A-ltfiS. 88/03/30. 
QM.SON,D. NRC - No Oetafied AfffBatfon Given. 126pp. 452f 7265-45218:031. 

8M1»om Fon^'Jochnlcal Evakratiorr Rept on Envttalloy High Inteofry Containef 
Topical Rept TP-07.p.flev l," 

SISKIND.B Bfookhaven Natlorral Laboratory. FIN A.395t. 88/04/12. MCDANIELK. 

ol t^ Waste Management 8 Decortrotoaionlng {Post 870413). Ip. 
45215:178-45215:196. 


Evaluation Rept ori Enviralloy High Integrity Containef Topicat 

R»l TP-07-P.Rev I. 

C^QILL.M.Q. Bfookhaven National Laboratory. FIN A-39S1. 66/04/12. Office of Nu- 
clear Material Safety 8 Safeguards, Dkector. 18pp. 46215:179-45215:166. 

8804200032 "Technical Assistance lor In Shu Tostirtg.” monthly progress rept for Mar 
1988. 

SINGH.MM. Engineers International, lf«. RN G1004. 1148-07-16. 68/04/11. 
BUOKLEY,J.T. NrC • No Detailed Affiastion Given. Spp. 452i8;t45-45218.l63. 


5804200041 ‘TachnlcaJ Assistance in Geoebemtotiy," progress repi for Mar 1968. 
KELMERSAO., GOVE,R.M., CATLEn.C.R. Rkju National laboratory. FIN B- 
02874. 88/04/07. BR00K3.0.J. Technical Revlow Branch. 4pp 45219:049 
45219:052 


6804200892 ' Coupled ThermaFHydroioglcai-Mechanicaf Assessmentt 8 SHe Character- 
ization ActMties for Gaoiogio Repositories," monthly tepi for Mer 1988. 

CRANWEa,R M. SanrSa National Laboratories. FiN A-176$. 88/04/16 PESHEU. DF 
vWon of High Level Waste Management (Post 870413). 3pp. 4S235.-0t6-45235.'O2t. 

8604210037 Forwards attendees list for Attachment C of Mar 1088 morahiy progress 
rept Pages should be Inserted after Page 31 of rept 

lfv7ERRAN7E,C.G. Ccxnmerce, Dept, of, National Bureau of Standards. FIN A-4f7t. 
88/04/18. PETERSON.C. Technical Review Branch. 6pp. 45226:30545226:310. 

8804210058 “Geochemical Sensitivity Analysis," monthly rapt for Mar 1988. 
CRANWELL.R.M. Sandia National Laboratories. RN A-1766. 88/04/15. MO.T. Divi- 
sion of High Level Waste Management (Post 870413). 7pp. 45235:193-45235:109. 

6604210062 Monthly rept for Mar 1686 re FiN A-t158. 

CRANWELL,R.M. Sandia National Laboratories. FIN A-1168. 68/04/15. 

COLEMAN.N M. Division of High Levei Waste Management post 670413). 12pp. 
46235:210-45235:221. 


6604210206 Monthly rept tor Mer 1668. 

CRANWELL,R M. Sandia National Laboratoriea. RN A-1105. 88/04/15 QALSON.O. 
Operations Branch. 34pp. 45236:26946236:303. 

6604260(t6 Trip rept of Geological Sodefy of America 660325-0402 CanfUleran section 
meetlrtg 8 fleia trips In Las Vegas, NY. 

RAN^,aQ. Geoio^ Sock^ of America. FiN G1018. NRC4>2-8$-004. 88/04/02. 
Qeologicat Society of America. 9Spp. 45260:00545280:099. 

8804260344 Forwards Document Review 0064)157(8), "Chapter 2 NNWSI Consultation 
Draft Site Characterization Plan." 

KARr,R.O. ITASCA Consulting Qmop. hw. FIN D-f0f6. NRC4)2-654)0^ 86/04/18. 
TIKTINSKY.O. NRC - No Detailed Atfitatton Given. 13pp. 4^253:05045263.062. 

5604250346 Foiwards document reviews under Contract NRC4)2-85-002, Task Order 
OOe.Tssk l,inchiaing Review 006-01-43: “Exploretoty Shaft Faculty Water Inflow 
Dedgn Calculations." 

HART, H O. tTASCA Conautting Group. Ino. FIN 0-1016. NRC4)2-864)02. 88/04/20. 
TfK7IN3KY,D. NRC - No Delaired Af^tion Given. 43pp. 4528 t:f9f •45281.233. 


6604250367 Submits ammay of effort lot lasks under FiN A4I65 which heve been 
sddres^ during 880418-25. 

FUf.LER,Q.H. Amiatlon Not Asslt^. FIN A4ie6. 88/04/20. CHANQ.ItC. NRC - No 
Detailed Atflfiation Given, ip. 4S»0:27345259.2n. 

0804280362 Forwards summaiy of work to date 8 requirements to completa project 
under Contract NRC4)2.01-02e,per 861 104 proposal. , ^ „ 

ROSSELLjE,aJ. Teknekroo Trsnsportation Svsisros, Infc Iform^ CorSTAR Re- 
searcK too). RN 8-8966. NRC4)241-02e. 88/04/07. BROOKS, P. NRC • No DetaUed 
Affiliation Of^. 3pp. 45281:28845281:290. 

8804280390 "Technicai Assistance In 
progress rapt for ( 

LOGSDON, mJ. Nuclear vvaste uonsunants, ino. i-in i>iu2 
PDHLEA Technical Review Branrh. 12pp. 46269:29145269:302. 
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XPORTLIC EXPORT AND IMPORT LICENSES 

8A04040I07 Llc(hn»o lor Mitsui & Co USAJno lo oxport 30 kg natural U.to Japan. 
P^CnSON.Mn. Assistartl Diraoior for International Socurity. B8/03/28. 2pp. 
44»75; 163-44076:183, 

6304040265 Roquoets that Federal Ropublio of Oerinan/ be deleted as Intermediate 
consignoe In lorolgn courttry front 871026 oppllcaticn for amend to License XSNM- 
t770. 

YOSHiMUnA.T. Nisaho Ivral Amorican Con). FDN-8a-007. 88/03/17. MOORE.R-N. 
Intoinailonal Proorams Ip 44672:232-44872 232. 

3304040264 Clentles actual quantity being shipped against license & also tram which 
MMES localkin.por 660321 (etcen. 

OUONOCOn6,XA. Mitsui & Co. (OSAL fno. (subs, ot Mitsui S Co., Ltd.). 88/03721. 
WRlQHT.O. NRC • No Detailod AlllttaUon Olvon. ip. 44072:233-44972:233. 


33040S0413 Executive Branch position re Mitsui & Co (USA) Inc appitcason to export 
39,700 kg of natural U In torm of U hexafluoride. License should be graniedM 
ToshiK.Me,Efnba8sy of Japan 880317 Iti to JM Rooney.OOE.oncl. 

STRATFORO.R.J. Slate. Dept of, Bureau of Oceans & InU. Environ. 3 Sdentific Af- 
fairs 88/03/24. SHEA,J.R. Inlomational Programs. 2pp 46029:182-46029:183. 

3804060076 Informs that transler of trtaU, Identified In Westinghouse application lor li- 
cense lo export nuclear mad.wfli be subj lo all of terms & condrtlorts of 84041 1 agree- 
ment Of cooperation re civil use atomic energy. 

8 ANDaEnQ.H.N. Sweden. Govt. ot. 88/03/21. BOOMEY,J, Etwgy, Dept. ot. 2pp 
46019:360-45010:362. 

8804280S06 Application tor license to eicport 240 kg U-235.contalned In 6.000 kg U.te 
Sweden. 

HUDEC.W.S. WesBnghouse Electric Corp. WSH-065-88 88/04/13 Ip 45266-240- 
46268:240. 


8304050104 Forwards NIssho-lival Amorfeen Corp application tor amend to license to 
dolele NUKEM Qmbtl.Hanau Federal Republio of Germany as Internnedlate 
consIgnoo.EncI application should be considered In con|ur>oUon W/&60B06, 870901 3 
1026 requests. 

PETER^N.MH. Assistant Diraotor lor Irriernatlortal Secutlly. 88/03/29. 
TltonNE.C.E. Slato. Dept, of. Bureau of Oceana 3i Inti. Environ. A Sclentifio Affairs, 
tp. 44907:059-44997.058. 

-8304050108 Amend to appllcs6on lor llconso, deleting Nukarr GmbH, Federal Republio 
ol Oormsny from totormrMiato corislonoe In loroign courruy. 

YOSNlMUnA.T. NIseho twal AmeMan Corp. fW-BO-OOB. 88/03/17. MOORE.R.N. 
OfAco ol Oovommonlal & Public Allslrs (Poal 870413). Ip. 44997:057-44997:058. 

8S04050119 UconsD lor Tfansnucloar,lrK) to OKport 101.100 kg U-23S, contained in 
too 500 kg U,lo Canada. 

PETERSON, M R. Assistant Director (or Exporl/lmport A Inlernatlonat Safeguards. 88/ 
03/28. 2pp. 44007:050-44097:060. 

6604050137 Ucense for OANACoqp to export lour.clutch couplings.to Japan. 
PETEnSON.M,R. Assistant (>rectot (or lotomatlonal Security. 88/03/26. Ip. 
46029.074-46020.076. 


6604950170 Forwards applicolioe lor amond to export License XSNM-2365 10 decrease 
max ent1chrnei>i ot U-235 from 6% to & max lactopk) weight from 7 kg to 6 kg Ur 
of assurance lequliod. 

PETERSOKM R. Asslstar^l Director lor International Security. 88/03/29. ROONEY.J. 
Enorgy, Oopt. of. Ip. 44997.064-44007.068. 

-6604060173 Amend to application (or license to export U-235.changlng max weight 
from 6 to 4% (Item 10} A max isotope wetaW from 7 to 8 kg (Item 20). 

HUDEC.W.S. Weslii^houBo Bloctdo Corp WSH -067-88. 08/03/24. WRIQHT.B. NRG - 
No l^lalloU AKillalion Given ip. 44097:{)65-44997.068. 

8804060198 Conlkma lelcon requesting special assistance In getting license granted as 
early as possible duo to listed situation at Toshiba. 

OIIYAMAJ, Wlleui A Co. (USA), Ine. (sobs, of Mitsui A Co. LM). 88/03/09. 
WniQllT.b. NRC • No Oeteilod AUlllalton Qlvon. Ip. 44997;076-44887:076. 


3604050197 Requests Executtvo Branch position re end Transttuclear.lno applioatlon 
for amend lo oxporl license, doioting Federal Republio ol Germany as Intermediate 

constonoo W/o orKl „ . 

PETutSON.M.n. Assistant Oiroclor lor Inleroellonal Security. B8/03/26.’ 
TIIOnNE.C.fe. Slate. Dopl. of. Bureau of Oceans A Inti. Environ. A Sclenflflo Affairs. 
Ip. 44697:061 -44097.061. 


6604050230 Amend to application adding £-(48-14) UE8JA027 lo DOE contract rHinaber 
(Item Okchanging max clement weight to read 23,109 kg U A changing max isotope 
weight to road 75a kfl U 17-235. ^ . . .o. « . 

MARUYAMA.T. Mitsubishi Intornatlonel Corp. (suba. of Mitsubishi Corp.-). HSA-6498- 
04. 60/03/23- MOORE, N. Assistant Director for Export/ln^rt A International Safa- 
guerde. tp. 44607:127-440071 1 28. 

6604060373 Forwards applicaiion for amend lo export llconse to Increase quantity ot 
mail roquoalod lor ox^rl for consideration In conjunobon w/orlglnel application for- 
warded or) 800210. . 

PETER30N.M.H. Aaaislanl Director lor International Socurtty. 88/03/29. ROONEY,J. 
Energy, Dr^t. ol. Ip. 44987:170-44097:180. 


6604066337 License lor Mitsui A Co (USA),lr)iO to export 36.700 kg WO to Japan. 
PCTERSON M.R. Assistant Director lor International Security. MBK-DP-1. 86/03/28. 
2pp, 45020: 136-46029; 138. 

6304050336 Forwards Nissho-lwal American Corp application for amend to llcenso 
XSNM-1770.delatiog NUKEM QmbH.Hanau Federal Republio ol Germany as interme- 
diate con^nod.ConJunctton w/e7l 103 amend request should bo considered. 
PETERSON.M.R. Assistant Director for International Security. M/03/29. 
THORNE CE. Stale. Dopl. ol, Bureau of Owens & Inti. Environ. A SclenUllo Affairs, 
tp. 448 e 7 .- 223 - 440 e 7 ; 224 . 

-6804060394 Appilcailon for amend to export llcenso deleting NUKEM (BrnbH, D- 
6460,Hanou tl.Federal Republic ol Germany Irom intermediate conelgnae In foreign 

VGStffMURAT. NIasho Iwal American Corn. FDN-60-OO7. 86/03/17. MOORE.B.N. 
International Programs. Ip. 44907:224-44997:224. 

6804060349 Amend 1 to llconse lor Isotope Products Labs to oxporl 300 mCl Po-210 lo 
all countries not listed In 10CFR1 10.20 A 10CFR1 10.29. aatmton in 

PETERSON M.R. Aesteiani (Srector for Intecnalkinat Security. 80/03/25. Ip. 
48020:136-45029:140. 

-*394060344 Application lor amend lo license, aulhottong use of electroless deposited 
elamenlal Po-afo A polonium chforfde In diMa HCI or ®Me n«r(c ^ 

PENA S Isotope Products Laboratories. 08/03/11. WRIGHT ,8. NRG • No Detailed At- 
filiation Given, tp. 46029:140-46029:140. 


8*94230238 Application to amond license, Increasing quanUfy from 40,000 kg to 500,000 
kfl- 

CARPENITO.A.C. Nuclear Metals, Inc. M/04/16 WRIGHT.B.L Inlemallonal Pro- 
grams ip 46262:358-45262.-356. 

3804260285 Application (or amend to License XU-8€S9,changing consignee name for 
mail to be eworted on license.Consigrree name stated. 

RAVENSCflOFT.N. Ediow Intematfonal Co. 80/04/10. WRlGHT.B NHC • No Detailed 
Affiliation Given. Ip. 45266340-45266340. 

83042*9332 AppllcaHorr to amend llconse, changfng addfoss.lnlermodleie consignee A 
Including 05.8 kg U-235. 

QUAIN.P.B. Transnucisar. Inc 88/04/1 1. MOORE.N NRG • No Detailed Affiliation 
Given. 3pp. 45280 216-45269:218. 

8*64280301 Forwards appUcation for llconse to export enriched U02 as powder to 
Japan. 

FLOWERS.F.O. General EleeWo Co. 88/04/07. WRIGHT.B.L NRC - No DelalJed Af- 
filiation Giver). Ip. 45265:123-45265:124. 


-**04289335 Ap^toaVon tor Itoensc to export 780 kg L/-235.conta/ned In 25,487 kg U 
as 28,026 kg U02 powder.to Japan. 

FLOWERS.F.O. General Electric Co. 68/04/07. tp. 45265:124.45265:124. 

3804230413 Ucense lor CEFIAC.irrc to export 5,272.74 kg thorium, contained in 6,000 
kg thorium oxldes.nttrates A other compounds,lo Japan. 

PETERSON.M.R. Asslslanl Director for Export/Impon A IntemaUonal Safeguards. 
TLX16204. 68/04/22. Ip. 45266:166-45288:160. 

—8304290053 Application for Ucense lo export 6,000 kg thorium oxide containing 
5.272.74 kg ihorfum in forms of oxides, rtltreles A other compounds to Japan. 
COLTON.e Cerac. Ino. 88/04/07. HEMBY.E /toslstani Director lor Ex(X)rt/lmpof1 A 
International Safeguards, tp. 45266:160-45266:160. 

3304230418 Ltl of assurance re export of 6.6 kg U-235,COntBined In B80 kg of U.to 
Japan. 

TOSHIKAQO.M. Japan. Govt. ot. 88/04/07 ROONEY.J,M Energy, Dept. of. Ip. 
462a4;060-46284:OW. 


8304380476 Forwards application lor export license lor low enriched U tor use as reload 
fuel In Fukuahima I.Unit S,to Japan. Lt/ ot assurance ragulred.W/o enci 
PETERSON M.fl AssIsUinl Director for International Security. 80/04/13. BOONEY,J. 
Energy. Dept of. Ip. 4 527 1:028 -45271 -.020. 


8804280493 Forwards Trat^snuclaar Inc 680411 Hr requesting amend to License XSNM- 
2169 to Increase quantity ol mall authorized for export to Swoden Ltr of assurance 
thet mall w«i be sub) to terms of agreement requestecl.W/o encl. , 

PETERSON M.R. /ksslatant Oiroclor for fntematlonai Security 88/04/ 16. ROONfcr,J. 
Energy. DmI. ol Ip. 45270:341-45270 341. 


8804280515 Ucense for Aero|ef Ordnance Tennessee to export depleted U as U letra- 
fluorida to Canada. 

PETEHSON.M.R. Assistant Director lor International Security. 88/04/21. 2pp. 
46270:350-4 5270 :353 . 


8804280825 License for Mitsui A Co (USA).1nc to export 0.693 kg U-235. containing 3.0 

H- Assistant Oireefor (or Intarnaltonal Socurtty. M0K-TS8-E/METAL 
80/04/22. 2pp. 45271:057-45271.058. 

8804390080 AppUcation to amend license, chancing name ol infetmsdiafe conatonw A 
description on appilcailon of UF6 36.10 kg U & 35.6313 Kg U-235 enriched to 93.3%. 
QUAIN.P.G. Transnoclear. Ino. 88/04/22. WRlGHT.B. OM«n ot Safeguards A Trena- 
potlaUon (Post 870413). 3pp. 45268:360^5268:362. 

8804290083 Application lor amend lo Hcensas.changlng consigns to AB0 Atom AB 
due to margof bebweeo Asoa AB of Vasteras.Sweden A BBC Brown Boverl AG o( 

HLWE^IN-S. Woatinghouae Elact/tc Corp. W8H-oe9-80. 88/04/ tS. MOORE, H.N. NRC 
- No Detailed Atflllatlon Glveri. lp. 45284:360-46284:360. 

8804290176 Forwards Ediow Ipil Co applicalJon for amond to export license to change 
ultimate consignoe from EURODlF to Cogema In Frawe.Vlews as to whetlw pro- 
pose amerid meets crileria in Atomio Energy Act ol 1954 as amended In 1078 re- 

Pct£^SON.M,R. Assistant DIraclor for 'fi'jrttatlonal Sew^. W/04/22. 
THORNE CE. State, Dept, of, Bureau ol OMsns A InU. Environ. A Scientific Affairs. 
Ip. 4632i:22945322;230. 

8804390276 Forwards application for export license lor tow enriched U lot use In fabrk 
caOon of fuel rods Irj SwedeaLtr ol assurance rsqulr^. . 

PETEBSON,M.R. Assisianl Director tor IntemaUonal Security. M/04/22. ROONEY.J. 
Energy, liept. ol. Ip. 45324:338-45324:339. 
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50-315 

O 

ALEXICH.M.P. 

8804110163 

50-316 

3 

ALEXICH.M.P. 

8804200090 

60-316 

1 

ALEXICH.M.P. 

8804210015 

60-315 

Q 

AIEXION.T.W. 

8804060243 

60-483 

P 

ALEXION.T.W. 

8604120394 

60-483 

P 

AIEXION.T.W. 

8804120403* 

60-483 

P 

ALEXION.T.W. 

8804260308 

60-483 

P 

ALLEN.C.M. 

6804220012 

60-373 

K 

ALLEN.H.P. 

8804260263* 

60-206 

1 

ALLEN.R.E. 

8604200379 

60-382 

S 

ALTO.n.A. 

B80403D212 

70-1201 


ALTSCHULeR.a.J. 

8803300430* 

WASTE MOT 


AUTHOR 


AMATO.CQ. 

AMIRIANA 

ANDERS.O.U. 

ANDERSON.CE. 

ANDERSON.CJ. 

ANDERSON.CJ. 

ANOERSON.J.O. 

ANDOQNINI.O.C. 

ANOOQNINI.O.C. 

ANOOQNINI.QC. 

ANOOQNINI,Q.C. 

ANDOQNINI.O.C 

ANDOQNINI.O.C. 

ANDOGNINI.Q.C. 

ANOOGNINI.Q.C. 

ANDOQNINl,a.C. 

ANOOONINltOC. 

ANDOQNINI.O.C. 

ANDOQNINI.O.C. 

ANDOQNIM.O.C. 

ANDHEW8.R.L 

ANDREWS.R.L 

ANDREWS.n.L. 

ANDREWS.R.L 

ANDREWS.RL 

ANDREWS, R.L 
ANDREWS.RL. 
ANDREW8.R.L 
ANDREWS.R.L 
ANDREWS.R.L 

ANDREWS.R,L. 

ANOREWS.R.L 

ANOREW8.R.L 

ANDREWa.R.L 

ANDREWS.R.L 

ANOREWSR.L. 

ANOREWS.RL 

ANDREWS.R.L 

ANDREWS.R.L 

ANDRU3.N.J. 

ANDRU8.N.J. 
ANDRUS, N.J. 
ANDRU8.N.J. 
ANTHONY.P. 
ANTHONY.P. 

ANTHONy,P. 

ANTHONY.P. 

ANTHONY.P. 

ANTHONY.P. 

ANTHONY.P. 

ANTHONY.P. 
ANTHONY.P. 
ANTHONY.P. 
ANTHONY.P M. 
ANTHONY.H.L 

ANTTONEN.J.H. 

anttonenah. 

ANUJE.A.B. 

APPIQNANI.P.L 

AR(LDS£N.J, 

ARNOLD,K.M. 

ARflOW8MfrHJ.S, 

ARTHUfl.W.J. 

ARTHUR,W.J. 

AHTHUfl.W.J. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEOKIRV 

8804040042* 

60-272 

0 

ARTHUR.WJ 

8804110019 

WASTE MOT 

8604110012 

60-443 

0 

ARTHUR.W.J. 

8804110047 

WASTE MQT 

8803300438* 

WASTE MOT 

ARTHUfl.W.J, 

8804130213 

WASTE MGT 

8804060290* 

60-259 

F 

ARTHUR.WJ. 

8804130237 

WASTE MGT 

8804120199* 

60-213 

0 

AflTHUR.W.J. 

8804130353 

WASTE MOT 

8604120223' 

60-247 

a 

ARTHUR. W.J. 

6804180002 

WASTE MOT 

8804080116 

60-440 

F 

ARTHUR.W.J. 

8804260214 

WASTE MGT 

8804040148 

60-312 

Q 

ARTHUR,W.J 

8804280185 

WASTE MQT 

8804060023 

50-312 

S 

ARTHUR.WJ. 

8804280302 

ORQ 

8804060464 

60-312 

P 

ARTIQAS.R. 

6803310018 

50-605 K 

8804070063 

60-312 

P 

ARTIGAS,R. 

8804190185 

TOPREP 

8804080045 

60-312 

P 

ASHBAUGH.C.E 

6804140209 

FOIA 

8804130288 

50-312 

P 

ASKWITH.H.H. 

8804200091* 

60-346 P 

8804190380 

50-312 

Q 

ASMUSSEN.K.e 

8804110088 

70-734 

8604200126 

50-312 

P 

ASMUSSEN.KE. 

8804110092 

PR 

8804200141 

60-312 

Q 

ASMUSSEN.K.E 

8804110107 

70-734 

8804200272* 

80-312 

0 

ASMUSSEN.K.E 

8804270227 

70-734 

8804210138 

50-312 

8 

ASMUSSEN.KE. 

8804290051* 

70-734 

8804270138 

60-312 

P 

AUSTIN.Q. 

8803300339 

50-304 R 

88042702 t O' 

50-312 

Q 

AUSTIN.©. 

8604140358 

50-296 R 

8603290112 

60-285 

F 

AUSTIN.J.H. 

8804080174 

NUREQ 

8803310073 

60-285 

F 

AUSTIN.J H. 

8804140067* 

NUREG 

8804010081 

60-285 

P 

AXElHOD.0. 

8804200094* 

SO<322 Q 

8804040003 

60-285 

F 

AXEISON.W. 

8804130161* 

60-34) S 

6804070080 

60-286 

0 

AYALA.C. 

8804130136 

50-498 S 

8804070)88 

50-205 

0 

AYALA.C. 

8804200201 

50498 S 

8804110206 

60-286 

Q 

AYALA.C. 

8804200218 

50-498 S 

880412036B 

60-286 

P 

AYAU.C. 

8804260227 

50-496 S 

8804130079 

60-285 

S 

AYALA.CA. 

8803290289 

50-498 S 

8804130180 

60-286 

F 

AYALA.CA. 

8604010068 

50-498 S 

8804150414 

60-285 

S 

AYALA.C.A. 

8804010074 

50-496 S 

8804200093 

50-285 

8 

AYALA.CA. 

6804120346 

50-498 S 

8804200142 

60-286 

R 

AyALA.C>1 

8804130127 

50498 S 

8804200348 

50-285 

S 

A2AB.8.A 

8803290069* 

60-3)6 Q 

6804200388 

50-266 

S 

BACHMAN.R.G. 

8804200042 

60-322 T 

8804200428 

60-285 

F 

BACHMANN.R.G. 

86042901B8 

50-322 0 

8804260003 

60-265 

P 

BACKUS.H.A. 

8804200052 

SO-443 0 

8804260004* 

60-285 

P 

BACKUS.RA. 

6804200062* 

50-443 0 

8804260007 

50-285 

P 

BACKUS.R A. 

8804200062* 

50-443 G 

8804060183 

40-4492 


BACKUS.flA 

8804260088 

50-443 Q 

8604060279 

40-4492 


BACKU9.R.A 

8804260086 

60-443 G 

8804280311 

40-4492 


BACKUS.R.A 

8604260107 

60-443 Q 

8804260391 

40-4492 


BACKUS.RA. 

8804290062 

50-443 G 

S803310147 

60-341 

S 

BACKUS.RA 

8804290062 

50-443 Q 

8804050172 

60-341 

s 

BACKUS.flA. 

8804290092* 

50443 0 

8604050185 

60-341 

s 

BACKUS.H-A 

8804290092* 

50-443 0 

8804160405 

60-341 

8 

BACKUS.W.H. 

8804140044 

60-244 S 

8804160417 

60-341 

S 

BACKUS.WH. 

8804140147 

60-244 S 

8804190236 

50-341 

S 

BACKUS.W.H. 

8804180442 

60-244 S 

8804200139 

60-341 

s 

BAER.Re. 

8804110211* 

60-286 0 

8804200169 

60-341 

s 

BAEH.R.e. 

8804260046* 

60-462 Q 

6804200375 

60-341 

s 

BAILEY.eO. 

8804100170* 

NUREG 

8804270004 

60-341 

s 

BAILEYJA 

8804040065 

50-426 E 

6604190129 

50-341 

R 

BA1LEYJ.A 

8804060431 

50-482 O 

8804290110 

60-362 

0 

8AILEY.J.A. 

6804110053 

60-426 A 

8803310268 

WASTE MOT 

BAILEY.J.A. 

8804140458 

60-482 Q 

8804180008 

WASTE MOT 

BAILEY J.A. 

8804180410 

50-482 0 

6804120338 

60-317 

P 

BAILEy.JA 

8804280106 

71*5450 

8W 280388 

NUREO 


BAILeY.J.N. 

8604100258 

50-499 A 

6803260181* 

60-250 

V 

BAILEY.JN. 

8804270006 

50-499 0 

BS0406002S* 

CONTRACT 


BAILEY.R. 

8804130187 

50-352 S 

8604140439* 

NUREO 


BAIIEY.B.J. 

8804250329* 

60-309 Q 

8804080056 

WASTE MOT 

BAILEY.W.J 

8804080131 

NUREO 

8804070037 

WASTE MOT 

BAKER.OA 

8804140108* 

NUREQ 

8804070262 

259 

WASTE MOT 

SAK£fl.O.E. 

8603280037 

60-382 S 



AUTHOR 


ACCESSION SUBJECT 

number cATEOony 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


OAKER.O.E 

OflOJO/0213 

50 382 

S 

OAKER.O.E. 

eeo-l 190262* 

SO-400 

A 

BAKenOE. 

660-1200373 

50-302 

S 

BAKER.O E. 

8604200377 

60-302 

S 

OAKCaET. 

6004100034' 

OA990 


BAKEfl.ET. 

6004200057' 

60-327 

Q 

BAKCnL J 

0004 150004' 

CCN TRACT 


OAKfanO 

9S04040242 

60-366 

S 

DAKEn.RL 

8004060407 

60-260 

S 

0 AKER.SJ. 

0804060 f 49 

40-1162 


aAKcn.sj. 

8604060213 

40-1162 


OAKcn.sj 

6804280200 

40-1162 


OAtOWIN.CA. 

8804260033 

NUREQ 


RALL.J 

0804100164* 

60-520 

O 

OACtARO.RC. 

0003300268 

WASTE MOT 

OALLARO.Rt 

80033tO|2S 

WASTE MGT 

RALLARD.Rl. 

8603310133 

WASTE MGT 

OAtLAnO,nL 

6003310218 

WASTE MGT 

OALLAno.Rl. 

0B0331O2BD* 

WASTE MQT 

OALLARO.Rt. 

0604070167 

WASTE MGT 

OALLAnO.RL. 

0804070206 

WASTE (AQT 

DAULARO.ni. 

6804070200 

WASTE MOT 

RAllARO.RI. 

8804080016 

WASTE MQT 

OALLARD.n 1 .. 

0004130277 

WASTE RES 

BANOROWQK*.MS. 

8804150322' 

NUREQ 


OAOMAM.CD. 

80042S0217 

60-261 

J 

OARIIAM.CO. 

8804260218 

60 261 

J 

aARMAM.CO, 

8804260210 

60-324 

J 

DAnHAM.CO 

8804250221 

69 324 

J 

BARIIAM.CO 

0004250222 

69-400 

J 

OARMAM.CO 

8004250223 

6O-4O0 

J 

OARKATT.A 

0804140167* 

pnoj 


RARKATT.A 

0804140102' 

pnoj 


□AnKATr.A 

0804110226* 

PROJ 


OARNARO.E. 

6004130232 

ACRS 


DARNAftO.P. 

0604200410 

ACRS 


0 A 1 HNES.I 

8603300127* 

60-462 

0 

OARNES.I 

8603300200' 

60-400 

a 

DARNES.I 

8004120017* 

50-200 

Q 

eARNES.I. 

0804250050' 

60-313 

a 

CARMES.SM. 

8804140(65' 

PROJ 


OARNES.SM. 

8804140200' 

pnoj 


CAnn.K.r 

880.32003(4 

60-380 

o 

BARR.K.P 

0803200317* 

69 300 

Q 

OARR.K.P. 

8603269348 

60-327 

Q 

BAnR.K P. 

3003200352' 

50-377 

Q 

OARR.K P. 

800D2 00366 

50-250 

Q 

OAnn.K p. 

8003290390* 

50-269 

O 

DARR.K P. 

6009310287 

50-2S9 

O 

BAnn.KP. 

8803310201* 

50-260 

a 

BARRXP 

6604010023 

60327 

a 

BARn.K.P. 

8804010028 

50-250 

Q 

DARR.K P. 

6694010030 

50-259 

Q 

SARR.KP 

8804010(331 

60-260 

Q 

eARR,K.P. 

6894010032' 

60-250 

O 

OARn.K.P. 

68940(01(0 

50-438 

O 

OARR.K.P 

080406D224 

50-250 

Q 

OARR.K.P. 

8894060528 

50-266 

O 

BARn.K.P. 

8604080207 

60-269 

O 

BARR.K P. 

8804160(07 

60-327 

Q 

gARR.K P. 

8804 (50 t (9* 

60-327 

Q 

DARR.K P. 

8804160160 

69327 

Q 

BARaK P. 

8604200555 

60-258 

Q 

OAnR.KP. 

8804210471 

50-250 

V 

BAnn.KP. 

8804250006 

50327 

o 

BARR.K P. 

8604280021 

60-327 

o 

aARH.KP. 

8804260026* 

60-327 

Q 

QARR.R.C. 

8604220177 

50-344 

P 

BARR.nC. 

6804260040* 

50-344 

Q 

OARrAt.l..J. 

8894040036 

60-317 

R 

SARTei-J-F. 

8893300439* 

WASTE MGT 

BARTON.A.H. 

6804200101* 

80-322 

T 

SARTON.A.H 

8804200191* 

60-322 

T 

8ARTON,J.J. 

3804080242 

60-210 

F 

BARTON.JJ. 

88041400(8 

60-210 

J 

eAR70N.P.H. 

8804 130329 

ACRS 


BASI 16 .J.A. 

6804069130 

50-247 

O 

BASIJ.E.J.A. 

88041(0091* 

59288 

fl 

BA 8 »Le.J.A. 

6804110993* 

50-286 

n 

eA 3 ILE,J.A. 

8804110097' 

50-280 

a 

BASftej.A. 

8804119127* 

50-288 

a 

BA 8 ILE.J.A. 

8804110141* 

60-266 

fl 

BASM-EJ-A- 

86041 >0146* 

50-288 

a 

BAaKll 4 .KP. 

8604130064* 

60-362 

0 

BASKIN.K.P. 

8804220169 

60-206 

p 

BASKtNXP. 

8804220202* 

60-206 

p 

BASS.B.R. 

6804010276 

NUREQ 


eASS£.S 

6804140362 

WASTE RES 


QASSE.B. 

8004140417 

WASTE RES 

□assett.c h. 

8804120303* 

50-207 

Q 

Basse TT.c h 

6804150396* 

60-413 

Q 

DASSETT.cn 

8804260075* 

50-260 

o 

0ArGS.A.K. 

8804120213 

60-327 

P 

DATES.A k. 

9804120213 

60-327 

p 

nAIES.AL. 

8604140229* 

FOIA 


DATCS.J.W. 

8804010100* 

70-1113 


uauer.e.r 

8804200389 

50-318 

s 

OAUEn.r.L 

8804010922 

60-192 

R 

DAUEREtS.E 1 

800404 0036 

50 317 

R 

OAUMAN.L. 

68042C0168 

FOIA 


BAX.n.L 

8B03150061 

50-254 

P 

OAX.RL. 

0003300185 

60-265 

S 

BAX.Rl. 

0003300204 

50-265 

s 

BAX.R L. 

0804050283 

50-204 

s 

dax.fi L. 

8804130047 

50-265 

s 

SAX.n L 

8004200367 

50-265 

s 

QAX.R 1 

8604200303 

50-264 

s 

□AXTER.T A 

8004000117 

50-320 

G 

DAXTEH.TA. 

8804060117 

60 320 

C 

BAXTER.T.A 

8804180018 

60 320 

G 

B AXTER.T A. 

8804180018 

60-020 

Q 

OAXTER.T.A 

8804200055 

50020 

G 

BAXTER.! A 

8804200055 

50-320 

G 

GAa.1N.J 

8804140405 

contract 


9A2IN.J. 

8804200270 

CONTRACT 


BA7IN.J 

8004280429 

CONTRACT 


QEAN.O L 

8604010092 

NUREG 


BEAnO.R M 

0804190116 

60-321 

R 

BEAROEN.W.C 

6803310292* 

60-256 

O 

BEATTY, a P. 

6804040085 

50-261 

V 

□EClCA.i J 

8804280144* 

SO 266 

o 

DECK.JW. 

B604050340 

50 445 

s 

UECK.JW. 

8804060061 

50-445 

s 

0ECK.JW. 

8804060615 

50 445 

A 

□ECK.J.W. 

8894070003 

60445 

A 

BECK.J.W 

6804110111 

70-2932 


BECKJORD.E S, 

8304010249 

ORG 


eecKjORo.E.s 

9804010264* 

ORG 


BECKJOHO.E.S 

8004100433 

REVIEW QR P 

8ECKJ0R0.E.S 

8804270071* 

PR 


BGCKJOnO.E.S. 

0604270091* 

PR 


BECTON.J.W. 

0004260037 

50-443 

G 

BEOESEM.P. 

0804220104 

50-276 

R 

8GH(YKE.C, 

8804180338* 

60-317 

R 

OEHNKE.C 

0604180343’ 

60-317 

R 

BEILMAN.TP. 

6804210261 

50 316 

S 

DELAIR.RR. 

8894140354 

60 322 

P 

OEt-Ain.Rn. 

8804140354 

50-322 

P 

BELISLE.Q. 

8804260114' 

60-261 

Q 

8ELISLE.QA. 

8803290330* 

60-426 

O 

BELISLE.QA. 

6304060288* 

60 425 

Q 

BELKE.W. 

8803310144* 

WASTE MGT 

BEL L.0 L 

0004050220 

60 603 

M 

8ELL.0.L 

8004110(57 

50-604 

A 

D6LL.O.L. 

8804250242 

60-803 

F 

BELt.O.L 

0804260339 

60-604 

F 

BELL.S. 

BS04040229 

CONTRACT 


BELL.S. 

6804060286 

CONTRACT 


BELl.S 

6804 (60063 

CONTRACT 


BELT-.S. 

0604150161 

CONTRACT 


QELL.S. 

8804150(93 

CONTRACT 


BELU.S 

68 04 150268* 

CONTRACT 


SELLS 

8804150336* 

CONTRACT 


QELL,S 

6894160162’ 

CONTRACT 


BELL.S. 

8804190170' 

CONTRACT 


BELL.S. 

8804200289* 

CONTRACT 


BELL.S. 

8804200302* 

CONTRACT 


BOLL.S. 

8004209425* 

CONTRACT 


GELL.S. 

0804200485* 

CONTRACT 


BELL.S. 

8604200583* 

CONTRACT 


BELl.S. 

0804210190* 

CONTRACT 


BELL.S. 

8804220162* 

CONTRACT 


SeLUAMy.RR. 

8804040036 

50-272 

O 

SElLAMy.R.R. 

8804050168 

50-20 

O 

BELLAMY.R.R. 

8604060130 

50-244 

o 

8£LLAMY.a.a 

8804970258 

60-219 

F 

BELLAMY.R.R. 

8804070260 

60-317 

F 

BELLAMY.R.a 

8804080037 

60-443 

F 

BELLA My.Ra 

8804080082 

60-184 

F 

BELLAMY.RR. 

6804080159 

50-64 

F 

BELLAMY.RB. 

8804110310 

60-277 

O 

BELLAMY.R.R. 

6804120032 

50-29 

O 

BELLAMY.RB 

8804120049 

60 277 

Q 

bellamyrr. 

8804120103 

70-1 100 


BELLAMY.R.R 

8B04 120232 

60-443 

O 

BELLAMY. R.R 

8804120242 

50-97 

Q 


QELLAMY.H R 

8004120315 

50-220 

Q 

BELmMY.aa 

88041J0363 

70 371 


8ELLAMY.R R 

8B041300I8 

50-244 

F 

BElLAMY.aa 

8804139123 

50 293 

o 

BELLAMY.R R 

8894130162 

50 213 

o 

BELLAMY.R.R 

8804130182 

50-2/7 

o 

eEiiAMy.a.R 

8804140091 

50-171 

F 

BELLAMY.R.R. 

6604150243 

50 322 

F 

BEILAMV.RR 

6804200040 

50-334 

O 

BELLAMY.RR 

88042001(0 

60-317 

Q 

BELLAMY.RR. 

B804200155 

50-286 

Q 

BELLAMy.R.a. 

8004250159 

50-277 

O 

BELLAMY.R.R 

0804250197 

70-371 


BEULAMY.aa 

8804250320 

50 309 

Q 

BELLAMY.RR 

8804250342 

50-322 

F 

BELLAMY.R.R 

8904260015 

50-387 

F 

BELLAMYRR 

8804270026 

50-277 

F 

BEMBIA.PJ 

6603310100 

WASTE MGT 

BBMBIA.PJ. 

8804130057 

WASTE RES 

BENOER.M. 

8804130274 

ACRS 


BENEDICT.R A 

8604059280 

50-220 

P 

BENEDICT.R A 

8804 190327 

50-220 

P 

BENE01CT.RA 

8804190333* 

50-220 

P 

BENKERT.J.W. 

8804070203* 

50-259 

P 

BENNETT.RO. 

8804010092 

NUREG 


DENI4ETT,W.H. 

8804060397* 

50-298 

Q 

BENSON.DL 

8804060038 

50-201 

S 

DENSON.DL 

8804130308 

50-280 

S 

BENSON.DL 

8804140048 

SO-280 

S 

BENSON.DL 

8804140051 

60-281 

s 

BENSON.T A 

8804210124* 

FOIA 


BENSON.T A. 

8804210234* 

FOIA 


BENSON.T.A 

8804210244' 

FOIA 


BERGER.e 

8803080508* 

$0-219 

P 

BEPGER.J. 

8804130379 

$0-269 

P 

BERGER. J 

8804130382* 

50-289 

P 

8ERGMANN.J.W 

8804130113 

60 305 

s 

BERGSTROM.PD 

8804280174 

40-8902 


0EflGSTROM.PO 

8804280183* 

40-8902 


BERKOW.HN 

8804010183 

60-250 

0 

BEHKOW.H N. 

8804050254* 

50-338 

p 

BERKOW.HN. 

8804050301* 

50-338 

p 

8ERKOW.H.N 

8804130337* 

50-335 

p 

BERKOW.HN. 

8804180227* 

50-250 

p 

BERKOW.HN 

8804190111* 

50 302 

p 

B6flKOW.HN. 

8804100358* 

50 302 

p 

BERKOW.H N. 

8804210345 

60389 

p 

BERKOW.HN 

8804210413* 

60-260 

p 

BERKOW.H.N. 

8804280484* 

50-250 

p 

QERL(NGeH.CH 

8804180145 

ORG 


aERLINQER.CH 

6804270024 

PT2I 


8EHNSTEIN.R. 

8804 190305 

STATE PRO G 

QeRRY.A.B. 

6804060032 

60-443 

Q 

BERRY.Q A 

8004110036 

40-3453 


8ERflY.G.A. 

8804180073 

50-443 

Q 

8ERRY.KW 

6803300044 

50- (55 

P 

SeRRY.K.W. 

8004110288 

SO- 165 

P 

BERRy.KW 

8804130031 

50-256 

P 

8ERRY.k.W. 

8604130190 

60-255 

P 

BERRy.KW. 

8804180047 

50255 

P 

BERRy.K.W. 

8804280058 

50155 

Q 

BERRY.K.W. 

8604280091 

60-165 

H 

BERRy.R.t. 

8803300342 

5029 

R 

aERRY.BL. 

8604190054 

50 29 

R 

a£SS.J.E 

8804070045* 

50-498 

O 

BETTENHAUSEN.L. 

880404001 » 

50-423 

O 

BETTENHAUSEN.L. 

8804140370 

50-336 

s 

BETTENHAUSEN.L 

8804200028 

50-245 

Q 

BEHENHAUSEN.l. 

8804200172 

60-336 

Q 

BETTENHAUSEN.L 

88042IX>3B8 

60-423 

s 

B(C£HOUSE.H.J. 

6804110319* 

60-277 

0 

BtCEHOUSE.KJ 

8804200163* 

50-286 

Q 

BID1NCER.GH 

8004140052 

70-36 


eiQIABELl<.M.J. 

8804140042 

60-245 

S 

B)NKDWSKI.J A 

0804150380 

60-302 

a 

BIRO.CC. 

8804210020 

FOIA 


eiRD.RG. 

8803300142 

50-293 

s 

BIRD.H.Q. 

8803300146 

50 293 

£ 

BIRD.RG. 

6804040208 

50 283 

s 

BinO,R.Q. 

8804070129 

50293 

g 

BIRO.aG. 

8804070196 

50-293 

F 

BIRO.R.Q. 

8804080165 

50-293 

R 

BIR0.R.Q. 

8804110181 

50-293 

R 

BIRD.R.G. 

6B04 130089* 

60-293 

C 

BIR0.R.Q, 

8804130191 

60-293 

f 

BIRD.R.G. 

8804190065 

50-283 

g 

BIR0.R,O. 

8804200145 

60-293 

R 

B1RD,R.Q. 

8804210006 

60-293 

F 


PERSONAL AUTHOR INDEX 261 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


UIRD.n G 

BG04? 10000 

50-233 

0 

omo.nn 

0004 a 10290 

50 293 

P 

OlRD.H G 

0804270009 

50293 

H 

oino.n G 

8004260072 

50 293 

O 

uinciY.w c 

0803300272 

50 277 

S 

OiHI-l Y.W C 

8804040035 

50 277 

S 

BlRELY.WC 

8804060043 

50 277 

S 

BIREI-Y.W C 

8804080034 

50 277 

S 

IlinELY.W.C 

0804080056 

50-277 

S 

QintLY.WC 

0004000102 

50277 

s 

OlHELY.WC 

8604 130063 

50-277 

s 

OlSHOP.J.C 

8004190136 

40-3392 


UlSHOPJC 

0004190265 

40 3392 


UlSSCTT.P 

0004260315* 

50-334 

o 

OITTEtt.S 0 

0804200016* 

50 445 

o 

OIXUY.WW 

8004080166 

PROJ 


GIXOV.IVW 

6804140151 

PROJ 


nixGY.ww 

8804140206* 

PROJ 


oixnv.ww 

0804190354 

PROJ 


UIXRY.W W 

0804200002 

PROJ 


nixoY.wvv 

0804280568 

PROJ 


OLACKFOriD.M fc 

0604140259 

WASTE RES 

OCACKFOnO.M G 

8804140271 

WASTE RES 

01 AKE.J J 

8003260137* 

50-324 

Q 

oiake.jj 

0803290325* 

50-250 

0 

BIAKC.J J 

0003300003* 

50324 

0 

DLAKb'.JJ 

0003310200* 

60 269 

0 

BLAKC.J J 

0004150201* 

50-302 

Q 

tllAKG.np 

0804050305* 

50-321 

O 

(ILANCMAnOM 

0004110061 

WASTE (ACjT 

OLANlON.nt 

0005030139* 

PR 


OLAYLOCK.J 

0604100330 

WASTE (UlGT 

BLAYLOCK.J 

0BO41O034O 

WASTE MGT 

OLAYLOCK.J 

0004200201* 

WASTE r\40T 

olavlock.j. 

8804260151 

WASTE (WGT 

OLGSSIC.WJ. 

0804200 » 42 

50-285 

R 

OLISS.ME 

0804120020 

50 295 

O 

OLISS.HE 

0004220035 

50-454 

F 

DLOCII.PB, 

0004110020 

50-445 

G 

OLOCII.nO 

B8Q42C0055 

50 445 

G 

BLOOMSOURG.Q 

0003300340* 

WASTE RES 

eLOOMSOURG.O 

0804120477* 

WASTE RES 

OLOSSER.J 0, 

0004140090 

60-403 

S 

OLOSSER.J D 

0804100100 

60-403 

R 

DIOUQH.A R 

0004110066 

80-203 

H 

OLOUGH.An 

0804120220 

50-203 

P 

OLOUGH.A n. 

0004120303 

50 203 

P 

OLOUGH.AR 

8804(30097 

50-293 

P 

IILOUOH.AR 

0004130121 

60-397 

P 

OLOUGH,AR 

0804140005 

50-307 

F 

OLOUQH.An 

0004200255 

60-293 

P 

BLOUOH.AR. 

0004270155 

60-293 

R 

OLUOAUGH.n E 

9804280115 

40-3463 


OIUOAUQH.RE 

8804280350 

40-3453 


BLUOAUGH.HE 

0804200408 

40-3453 


BLU0AUOH.R E 

8004200434 

40 3463 


OLUOAUGH.n E 

0804280507 

40-3463 


BLUMBGRQ.N 

0804260058* 

60-443 

Q 

DOAROMAN.J.R 

8004120162* 

60-450 

O 

OOATWRIGHT.W.J 

8603250275* 

60-445 

A 

OOCANEGHA.n 

0904110000* 

50-331 

0 

BOCCIO.J. 

0004200306 

NUREG 


GOCKMOLO.Q 

BC04250013 

50-424 

F 

BOECK6R.Q0. 

8004200444 

NUREG 


OOQER.OA, 

0004250103* 

50-203 

P 

OOGER.OA 

0004260236 

50 423 

P 

DOHLINGER.L II 

8904140141* 

NUREG 


BOLOY.K 

0004040031* 

ORQ 


OOIEY.K 

8804180337 

FOIA 


OOLEY.K 

8804210030 

FOIA 


BOLON.A 

8804 (0035 (• 

60-123 

Q 

OOLON.AE 

0804100297 

60-123 

0 

BOLON.A E, 

8D041B0337* 

60-123 

O 

BOLT.SE 

0804010276 

NUREG 


OONANO.E 

8804190370 

WASTE RES 

OONENBERGER.O. 

8004200136 

PROJ 


BONGIOVANNI.A. 

8804200408* 

50 481 

Q 

OONO.R 

8004160361* 

60-123 

Q 

BOOK.H E 

0108200077* 

FOIA 


BOOK. HE. 

8109180264* 

FOIA 


BOOK.H E. 

0804280310* 

FOIA 


BOOKER. J.E 

6904040081 

50-466 

J 

eOOKGR.J.E. 

68040402(2 

60 458 

S 

BOOKEn.JE 

6804050384 

60 458 

s 

BOOKEaj.E. 

8904070166 

60-458 

p 

BOOKER. J.E. 

8004000194* 

50-460 

o 

QOOKEn.J.E. 

8804110304 

60-468 

0 

800KER.J-E. 

6804120060 

SO-450 

0 


author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BOOKER.JE 
BOOKEn.JE 
BOOKER.J E 
BOOKER. J E 
BOOKER. J E 

8604(20038 

8804120118 

6804150277 

8804200133 

8804200187 

50456 P 

SC 458 J 

50 458 F 

50 450 H 

50 453 S 

BOOKER.JE 
BOOKER.J £ 
BOOKER.JE 
BOOKER JE 
BOOKER.J E 

8804200197 

8804220(37 

8804230139 

8004220279 

8B042S0036 

50450 S 

50-456 S 

50 458 S 

50 453 O 

50456 S 

BOOTH.O W. 
BOnCliAROT.W 
BORCHERT.HR 
BOSE.OD 
BOUCHEB.T J 

6804040050* 

8804070246 

8805030(70* 

8604130148* 

8804280505 

50269 Y 

50272 S 

PR 

CONTRACT 

NUREG 

BOULEnE.E T 
BOURNIA A 
BOunNIA,A 
OOVEJA.fl K 
BOyCE.TO 

8804010118 

6804010084 

8804280157 

6004190346* 

8603300430 

50 308 F 

50285 P 

50285 P 

CONTRACT 
WASTE MGT 

BOYD.C C 

BOYLE.M 1 
80YL6.ML 

BOYLE.M L 
80YLE.ML 

6804110056 

8804010009 

6804060282 

8804130306 

8004220227 

PR 

50-245 P 

50-245 P 

50 246 O 

50-245 F 

BRADBURNE.J C 
BHAOBURY.J W 
ORAOFOHO.WH 
BHAOLEY.E J 
BRAOLF.Y.E J 

8804130043* 

6803090237 

8604060267* 

8803310075 

8804060204 

C0M.V>SS:0 N 
WASTE RES 

50 348 0 

50352 1 

50 352 P 

ORAOLEY.E J 
BRADLEY.E J 
BRAOLEV.E J 
BRADLEY.E J 
BRAOLEY.EJ 

8604130145 

8804130161 

6804190088 

8804100367 

8804270235 

50-352 J 

50-171 J 

50-171 J 

50 352 J 

50-277 1 

BRADY.H J 

BRAOY.R J 

ORADY.R J 

BRAM.S. 

0RAM.SB 

8804 130071* 
8804140129* 
8004140142* 
8004260090* 
0803300333 

COMMISSION 
COMMISSION 
COMMISSION 
50-3 P 

50247 R 

BHAM.S8 

BRAM.SB 

BRAM.S B 

BRAM.S B 

BRAM.S B 

BB04050042 
SSO-J 120337 
BB04 100028 
8B04200466 
6804200548 

50-3 P 

50-3 F 

50-247 P 

50247 0 

50-247 Q 

BRAM.S 8 

BRAM.S D 

8RAM.S8 

BRANCH.M 

DRANCH.M. 

8004350138 

0804260085 

8804260292 

6803290365* 

8804060255* 

50-24 7 0 

50 3 P 

5(7247 P 

50327 0 

50327 0 

BRANCH.M 
BRANDON.R J. 
BRELIS.M 
OREVVER.Dfl 
BREV/ER.DR 

9804260042’ 

0804150017* 

9804140340 

8003350204* 

8804260218* 

50-327 0 

50458 P 

50 334 P 

50-250 0 

50-250 0 

BBEV/ER.HE 

BREY.H.L 

bbey.hi 

OnEY.HL 

BREY.H L 

8804250264* 

8803300063 

6803300360 

8803300359 

8804120268 

50-206 1 

50267 P 

£0-28? O 

50-26? F 

50-267 J 

BHEY.H L 

BREY.Hl 

BRIGGS.LE. 

BRIGOS.W.K 

DRIQHT.GO, 

8804120365 
B804200079 
8804060016' 
0604 120 tor 

8804250049 

50-267 J 

50-267 1 

50-305 V 

60-498 P 

50 335 G 

BRINKMAN.RE. 
BHOCHMAN.PG 
BROCK, B.L, 
BROCKMAN.KE 
OROCKMAN.KE 

8604260299* 
6804040216* 
88040401 16* 
8803160337* 
0004050378* 

FOIA 

50 457 Q 

70-734 

50-269 V 

50-321 V 

OBOCKMAN.KE 

BR0DSKY,BG 

BRONS.JC 

BRONS.J.C 

BRONS.JC. 

0BO42OO558* 

8804200113* 

8603300015 

8804080114 

6804110063 

50-259 Q 

60322 T 

50-333 P 

50-333 P 

50-286 R 

BBONS.J.C. 

BRONS.JC 

BBONS.J.C 

BHONS.J.C 

BRONS.J.C 

0804160269 
8804190161 
8804220106 
880 42702 71 
8804280258 

50-286 F 

60-333 P 

50-333 P 

50 286 Q 

71-240 

BROOKS.B. 

BROOKS.C.R. 

BROOK S.D J 

BflOOKS.J, 

BROOKS.RH 

8804280390 

8603310202* 

8803090198 

8804130118* 

8804040076 

NUREG 

50259 O 

WASTE RES 
COMMISSION 
50-327 P 

BROUGHTON 

8ROWN.H 

BROWN.N-H- 

8804060461* 

8304(50390* 

8804140347 

60289 P 

NUREG 

50-289 F 


author accession subject 

NUMBER CATEGORY 


BHOWN.S 

6804260186 

50322 

P 

BRCWN.S R 

8834050264 

NUREG 


BHOiVTl.S W 

6604220031 

so 322 

P 

DROWN.W H 

8604070217* 

St) 259 

P 

8ROWN.W R 

8804070234* 

£0 259 

P 

BROWNING R E 

8804380036 

WASTE RES 

BROWNING R E 

6604140152 

WASTE MGT 

BROWNLEE. VL 

8833290331 

50 363 

Q 

enOlVNlEE.V L 

6603230333* 

£0 369 

O 

BROWNLEE .VL 

8803300061 

50 321 

0 

BRQWNLEE.VL 

69033000(i4* 

£0 321 

Q 

BROWNLEE.VL 

8833300072 

£0413 

O 

BRQWNLEE.V L 

6603300073' 

50-413 

0 

BROWNLEE.VL 

8603310283 

50 369 

0 

SROWNLEE.V L 

8604310042 

£0 269 

P 

BROWNLEE.VL 

8804010050 

£0 413 

O 

BROWNLEE.VL 

8804060175 

50413 

0 

BROWNLEE.VL 

88C4C80I76* 

50 413 

O 

BROWNLEE.V L 

8804120023 

50 369 

0 

BROWNLEE.VL 

6804250019 

50 321 

Q 

BROWNLEE.VL 

8804250023* 

50 321 

O 

BROWNLEE.V L 

8804250033 

50-424 

O 

BRUNSCN.B 0 

8804060420 

50413 

S 

8HYAM.R G 

8804040096 

50387 

S 

8RYAN.R H 

8834010275 

NUREG 


ORYSON.JW 

8804010275 

NUREG 


BUCKINGHAM M E 

8004050404* 

CONTRACT 


0UCKLES.J A 

8803310258 

50250 

J 

BUCKLE Y.BC 

8804130368 

50 400 

P 

0UCKLEY.BC 

8604210330 

50-400 

P 

auCKlEY.BC 

8804210452 

50 400 

P 

BUCKLEV.JT 

6804120)37 

WASTE RES 

BUCKLbY.J T 

8304130056 

WASTE RES 

BUHl.AR 

8604190060* 

FOIA 


buhl. A R 

6804190060* 

FOIA 


aUHl.Afl 

8804190069* 

FOIA 


BUHL.A n 

6804190069’ 

FOIA 


BUHL.A n 

8804190077* 

FOIA 


BUHL. A R 

6804100077* 

FOIA 


0UNCH.O F 

8604280454 

PROJ 


BUNTING. JO 

8604070121 

WASTE MGT 

aUNTiNG.JO 

8804180022 

WASTE WGI 

auONOCORG.J A 

88040402&4 

XPOBTLIC 


BUROICKT M 

8604060018* 

50 305 

V 

BUBDICK.TM 

8304200305 

50-463 

P 

eUROOiM.J 

6804100113’ 

50528 

o 

BURGER.CW 

8804250034* 

50 424 

o 

BuflGESS.S 

8804D802H 

50-315 

5 

BURGESS.Bl 

8804060123* 

50-315 

0 

BUBKE.OC 

6804 270 166 

50 348 

H 

OuRKHART.M 

8604260600 

408907 


BURNErr.p r 

6804120303* 

50-297 

O 

BURNETT.RF 

8604050098 

70-27 


BURNETT.HF. 

6804120347 

7027 


aUHNS.WE. 

8604080055 

50 424 

S 

BURNS.W E 

8804130117 

50 424 

S 

BURNS.WE 

8804130120 

50 424 

S 

BURRiS.L 0 

8804010035 

50 315 

F 

8URBIS.S P 

8804260016* 

50-445 

0 

burski.rf 

8803300176 

50-302 

p 

BURSKI.RF 

6803310104 

50-362 

J 

OUflSKI.R F 

8803310171 

50-382 

p 

BURSKI.RF 

8804040107 

50-382 

F 

BURSKI.RF. 

8804040206 

50 382 

0 

BuhSki.r F. 

8604070127 

50 362 

F 

BURSKI.RF. 

8604070207 

60-382 

F 

BURSKI.RF. 

6804110155 

50-382 

P 

QUflSKLH F 

8604110168 

50-382 

P 

BURSKI.R F 

8804110269 

50-382 

O 

BUHSKI.R F. 

8804130342 

50 382 

P 

BURSKI.R F 

8804190289 

50-382 

R 

BURSKI.nF 

8804160291 

50-382 

F 

BURSKI.RF. 

8804250103 

50-382 

1 

BUSH.JW 

8804180282* 

50 445 

A 

BUTCHER.E J 

8804270031 

TOPRGP 


BUTCHER.R C. 

8804120171* 

60-416 

O 

BUTLER.Wn 

8804110148 

50 387 

P 

BUTLER.W R 

08041 10161' 

SO-387 

P 

QUTLER.W.H. 

8804110279* 

50-337 

P 

BUTL£fl.WH 

8804)20157 

$0-387 

P 

BUTLER.W B 

8B04120I64* 

50-387 

P 

butler.w.r 

8804150126 

50-387 

P 

BUTlER.WB 

8804150138* 

50-367 

P 

butler.w.r 

8804150156* 

50354 

P 

BUTLER.W R 

8804150169 

50-354 

P 

BUTlER.WB. 

0804190099* 

60277 

P 

BUTLER.W.R- 

8804280202 

50-387 

P 

BUTLEH.WR 

8804200223* 

50-388 

P 



AUTHOR ACCESSION SU0J6CT 

MUMDER CAICQORY 


BUlTEnriF.lO.l. 

01)040 7 0C8? 

50 4G4 

O 

BYPAM n G 

11804010217 

50 367 

s 

tlYRAM.n 0. 

R0O 4060207 

50 367 

s 

13 VH AM no 

£804060260 

00 388 

s 

(lYRAM.P G 

6004 120073 

5030a 

s 

DVRAM.n 0 

M 04200222 

.5O-30B 

s 

DYRAM.flO 

0D04250O32 

50-3()n 

s 

0YI10.R. 

0804260205 

50-410 

s 

OYnNE.J.1’. 

880411032 7 • 

50-25 7 

r 

CAGCWOUTI.n 

0803310254* 

50-309 

p 

CADMAN.W K 

0604100432* 

60 AG2 

i 

(VUN.Cl. 

6804070145 

state PBOG 

CAIM.CL 

CAIM. Cl 

CAIN. J M 

8604180160' 
0604 106205' 
0004250)00* 

FOIA 

fOIA 

50-302 

1 

CAIN.J M 

0604260111* 

56382 

1 

CAlOWEtl.C 

0004190113* 

50-528 

o 

CAlOViteu.,CW 

0604040235* 

50-307 

o 

CAIOWELl.CW 

0001190120* 

50-397 

Q 

CAIOWGLL Jl. 

GOO 4 000250’ 

50-330 

O 

CAllAN.L J 

8003200311 

50-205 

V 

CAllAN.l J 

0863300085 

50-285 

o 

CAM AN. L J 

800330C000 

50 205 

o 

CAI.LAN.L J 

0003300 104 

50-985 

o 

CALLAN.L.J 

0603300117 

50-313 

p 

CALlAN.l J 

8«(13XOI24 

60-102 

o 

CALLAN.l.J 

8603300135 

50-4<)0 

o 

CALLAN.L J 

6003300161 

50-408 

o 

CALLAN.L J 

6603300203 

60-408 

o 

CALLAN.L J 

68033 1C032 

50 285 

o 

CALLAN.L J 

68033101 14 

50 313 

p 

CALIAN.IJ 

8003310127 

66-)D2 

Q 

CALLAN 1. J. 

8604040230 

59 267 

o 

CAllAN.L J. 

6804040240 

50 302 

o 

CALLAN.L J 

0004050106 

60 406 

o 

CAllAN.L J. 

0884050272 

50-200 

Q 

CAILAN.L J 

GOO 4 050234 

50-458 

Q 

CALLAN.L J 

0604000027 

50-128 

O 

CAll AN.L J 

0804060036 

50 290 

V 

CAllAN.L J 

6064060067 

50-408 

Q 

CALIAN.L J 

0804000320 

50 206 

V 

CAU AN.l J 

8604000.322 

50460 

O 

CALLAN.L J 

8 6040003 Q4 

50.208 

Q 

CAILAN.L J 

6604000462 

60 207 

Q 

CALLAN.L J 

600407C031 

50 408 

Q 

CALLAN.L J. 

6004070227 

6026? 

O 

CALIAN.IJ 

0004060100 

50-458 

O 

CALLAN.L J 

0804000100 

50 482 

o 

CALI AN.l J 

8004110000 

r>Q.4sa 

Q 

CALIAN.L J. 

8004110200 

50-285 

Q 

CALLAN.L J 

8004120013 

50-200 

O 

CAI LAN.L J, 

0804120030 

50-450 

O 

CALLAN.L J. 

8804120040 

50-450 

o 

CALIAN.L J. 

8804120110 

SO 400 

o 

CAILAN.L J. 

8004121)120 

60-207 

o 

CAI LAN.L J 

8804120147 

50-450 

o 

CALLAN.L J. 

0604120323 

50-285 

F 

CALLAN.L J 

8604120305 

60-313 

o 

CALLAN.L J 

8004130026 

50 200 

o 

CALLAN.L J 

0604140015 

60-402 

o 

CALLAN.L J. 

0004140066 

50 402 

o 

CALLAN.L J 

0804 160208 

60 402 

o 

CALLAN.L J 

0004156202 

60-265 

f 

CALLAN.L J 

8604200206 

60 482 

p 

CALLAN.L J 

6804200207 

50-208 

F 

CALLAN.L J 

0SO4 200333 

50 382 

F 

CALLAN.L J. 

0804200013 

50-408 

P 

CALLAN.L J. 

0804210317 

50-313 

Q 

CALIAN.L J 

6004260045 

50-313 

O 

CAILAN.L J 

0004250058 

50-158 

V 

CAllAN.LJ 

6004250062 

50-302 

Q 

CAIIAN.L J. 

8804250001 

50-207 

P 

CALLAN.LJ. 

0804250116 

50-207 

O 

CAILAN.L J. 

8604260120 

60-45B 

O 

CALLAN.L J. 

6804250262 

50-207 

P 

CAILAN.L J 

8804260334 

60-382 

o 

CALLAN.LJ. 

6604280023 

50-313 

o 

CALLAN.LJ. 

6004280038 

50-482 

o 

calvo.j a. 

0804050117 

50-362 

o 

CALVO.J.A. 

8004086221* 

50-302 

P 

CALVO.J.A. 

08040&0250* 

50-362 

p 

CALVO.JA 

8804080258* 

50-200 

f> 

CALVO,jA 

0004120035* 

60-456 

p 

CALVO.J A. 

8B0414C050* 

50-300 

p 

CALVO.JA. 

0804160021 

50-205 

p 

CALVO.JA. 

0804 1602)2 

60-493 

e 

CALVO.JA. 

8604100006* 

EO 267 

p 

CALVO.JA 

8604100221* 

60-458 

p 


AUTHOR ACCESSION SUBJECT 

number category 


CALVO.J A 

8804270272 

SO 498 

P 

CALVO.J A 

8804280163' 

50 285 

P 

camilleri.T J 

0B040 10271 

50 461 

S 

CAMPBELI.JJ 

8004000138' 

FOIA 


CAMPQRLL.PK 

8004060175 

60 387 

1 

CAMPaeiL.TG 

8804210054 

50-368 

P 

CAMPOELL.TG 

0004210270 

50 313 

P 

CAMPaELL.V7R, 

8804140098 

50 401 

S 

CANT.G 

8004130286 

I8E 


CANTHGLL.F 

8804080259* 

50.336 

O 

CAHTRELL.FF 

8004050301 

50- 281 

S 

CANTHELL.F s 

8004010047* 

50-200 

Q 

CANTBELL.FS 

0004260232' 

50-280 

O 

CAPOZ2I.C. 

0804140214* 

PROJ 


CAPRA.n A, 

8003080255' 

50-410 

P 

CAPRA n A 

6804050161 

50-220 

P 

CAPRA.n A 

8804050204' 

00-220 

P 

CAPRA. H A 

8804050306 

50-220 

P 

CAPHA.RA 

6804140534 

50-318 

P 

CAPHA.RA 

8804 19007 6' 

50-410 

P 

CAPRA.n A 

8804190241' 

60-410 

P 

CAPRA.RA 

0804220014 

50 410 

P 

CAPRA.n A 

0004280046' 

50-410 

P 

CAPSTiCK.RW 

0004040122 

50 271 

J 

CAPSTiCK.n W 

8004270232 

50 271 

P 

CARLUC.TS 

8804050122 

40-7580 


CARLSCN.J 

8004040092 

50-295 

S 

CARNS.N S 

080326C03/ 

50-382 

s 

CARNS.N 5 

8003280065 

50-382 

s 

CARNS.N S 

8604070213 

50-382 

s 

CARNS.N S 

8604200373 

50-382 

s 

CARNS.N S 

6804200377 

50 382 

s 

CARNS.NS 

8804203379 

50 382 

s 

CARNS.N S 

8604200383 

50-382 

s 

CARNS.N S 

8804210259 

60-382 

s 

CARNS.N S 

8804270055 

50362 

s 

carpenito.ac 

88042802.16 

XPORTLIC 


carpenter.o n. 

8604070045* 

50 490 

o 

carpenter.jh 

6804200015 

50-440 

G 

CARRICO.a 

0604280130* 

PR 


CAHRlON.n P, 

8004050335* 

50-321 

o 

CAR TER .ns 

8804070152 

50-184 

R 

cabter.tf 

8804280COB* 

PR 


CASE.D T 

0004200030 

60-322 

Q 

case.dt 

8804200030 

50-322 

G 

CASE.J A 

88041 10006* 

WASTE MGT 

CASEY .S.M 

BB04260103 

50-322 

G 

CASEY.SM 

8604260101 

SO 322 

G 

CASTRO.O 

6804050283 

50-254 

S 

CATACOSiNOS.W 

8603310055 

50 322 

1 

CATl.ErT.CR 

8804200041 

WASTE RES 

CAITON.I 

8004130272 

ACRS 


CATTON.I 

0804130393 

50-336 

o 

CAT70N.I 

8604 130400 

ACRS 


CATTON.I 

0804130417 

ACRS 


CAVANAUOhl.W. 

3804)50249 

50-416 

11 

CAVAN AUGH.W 

BB04 150262 

50-416 

H 

CESABE.JG. 

8803300376 

50-416 

O 

CESAREJO 

B804200564 

60-416 

P 

cuamberlain.o 

8804040252* 

60-382 

O 

cmamqerlain.d. 

8604210326* 

50 313 

o 

CHAN.T. 

8804040134 

50-344 

p 

CHAN.T.L 

8804080166 

50-344 

p 

CHAN.TL 

8804100137 

50 344 

p 

CHAN.T.L 

8804250203 

60-344 

P 

CHAN.7.1. 

8804200533 

60-344 

F 

CHANOIEH.LJ. 

6804120117* 

50-496 

P 

CHANF-Y.HO. 

6804060031* 

50-128 

Q 

CHANEY. HO 

8804260031* 

50-313 

Q 

CHANG.kC. 

8603140355 

WASTE RES 

CHAO.B.T 

8804010110 

NUHEC 


CHAPELL.On, 

6604280168* 

PH 


CHAPELL.On, 

8804260279* 

PR 


CHAPElL.On, 

8804280487* 

PR 


aiAPMAM.CC. 

6604140200* 

PROJ 


aWRNlEY.JlS, 

BB0406034S 

TOPHEP 


CHARNlEy.JS 

8804060506* 

50-265 

P 

CHAnNLeY.J.S 

8804150017* 

50-458 

P 

CHAnNLEY.JS 

8804220041* 

50 220 

P 

CHATTEN.nE. 

8804150192* 

CONTRACT 

CHAUDHARY.S 

8804050074* 

60-220 

O 

CHEMA.T.V. 

8804270123* 

SO 440 

F 

CHERr.0L 

8604060062 

WASTE MGT 

CHILOS.WV. 

8804130403 

50-333 

S 

CHitOS.W.V. 

9804130412 

50-333 

S 

chjlk.&j 

9804010220 

50-320 

P 

CHILK.S J 

3804040262 

50-328 

P 

CHILK.S.J. 

860405007? 

50-443 

G 


AUTHOR ACCESSION SUBJECT 

number category 


CHILK.S.J. 

8804050384 

50-443 

CHll.K.S.J 

8804050155 

lOCFH 

CHILK.S.J. 

8804050248 

10CFR 

CHILK.S J 

86040504 1 1 

50 498 

CHILK.S J 

08O4C8O131 

lOCFR 

CHILK.S J. 

60041100/9 

10CFH 

CHILK.S J. 

8804110104 

50-443 

CHILK.S J. 

80O4))Ot92 

40 2067 

CHILK.SJ. 

0804120236 

50 277 

CHILK.S J 

8604120472 

FOIA 

CHILK.SJ 

6604140322 

10CFH 

CHILK.SJ. 

0804140475 

lOCFH 

CHILK.SJ 

8B04150C64* 

NURE6 

CHILK.S J 

0804150939' 

NUREG 

CHILK.SJ 

8004 193078 

FOIA 

CHILK.SJ 

8804190240 

FOIA 

CHILK.S J 

8804200374 

10CFR 

CHIIK.S.J 

8804250016* 

ORG 

CHILK.S.J 

8004260033 

50-528 

CHILK.SJ 

0804260044 

50-312 

CHILK.S J. 

0804260051 

50498 

CHILK.S J 

8004260064 

50-443 

CHILK.S J. 

6004260066 

50312 

CHILK.SJ 

8604260096 

50 289 

CHILK.SJ 

0804270076' 

PR 

CHILK.S J 

0004260201 

10CFH 

CHILK.S J 

8804380369 

50 312 

CHILK.SJ 

8B04290236 

lOCFH 

CHOU.R.C. 

6804050305 • 

50321 

CHOULES.N C 

8004 150009' 

50-373 

CHRISTENSEN J 

8004260140 

50445 

CHflISTENSEN.J 

0804290146* 

50-445 

CHRISTIANSSON 

8904040154* 

rOPHEP 

CHHISTMAN.J N 

6804060219 

50-322 

CHHISTMAN.J N 

8634060219 

5032? 

CHRISrMAW.J N 

8604110025 

50-322 

CHRIST MAN.JN 

8804110025 

5032? 

CHRIST lAAN.J N 

0804290066 

60 322 

CHHISTMAN.J N 

8604290066 

50-322 

CHRISTMAN.J N 

8804290077* 

50322 

CMRISTMAN.J N 

B804200077* 

50322 

CHHISTMAN.J N 

8004290087 

59-322 

CHRISTMAN.J.N 

0804290087 

00322 

CHRISTI^AN.J N 

8604200096' 

50 322 

CHHISTMAN.J N 

8804293096* 

50-322 

Christman JN 

0004130020 

50-322 

Christman J n 

8804180020 

50 322 

CHHISTNOT.E F, 

880331029?* 

50-259 

ClIUNG.n.H 

8804070157 

WASTE HCS 

CHUNG.O.H 

8804120451 

waste RES 

CILLIS.M 

8604130009’ 

50-39? 

CIPHIANIJ. 

6801220044 

50346 

CLAnK.AT 

8004110254 

50 603 

clabk.do 

8004120249* 

50-97 

CLAnK.EG 

8804290019 

50-275 

CLARK,P R 

8804120356 

50 289 

CLARK.P R, 

8604130252 

50-219 

CLARK.PR 

6804250182 

50 219 

CLARK.P H 

8604260301 * 

50-219 

CIAHK.H.J 

8804110035* 

50-352 

CLARKE.n A 

8804120409 

60-133 

CLARKIN.K. 

8804050424 

40 8502 

CLEVELAND.J E 

660426036/ 

40 8905 

CLINE. W.E. 

8003290286 

50 413 

CLING.W.E 

0004010097 

70 1113 

CLINE.W E 

8804010214 

50-321 

CUNE.W.E. 

8804040239 

50-395 

CL1NE.WE. 

8604060274 

70 143 

CLING.WE 

6804080352 

70-143 

CL1NE.WE. 

8004060364 

70-143 

CUNE.W.E 

8004110322 

60- 260 

CLINE.We 

8804120022 

50 321 

CLINE.W E. 

8604120067 

70-27 

CLINE.WE 

8804120291 

50 280 

CLINE.WE 

8004140047 

50-280 

CUNE.W.E, 

8804140133 

50-338 

CLINE.W.E 

6804190005 

70-143 

CUNE.W.E. 

8804260053 

70-143 

CLINE.W.E 

0804250059 

60 400 

CLINE.W.E 

8804260004 

50-333 

CLINE.WE 

8804260008 

50-395 

CLINE.WE 

6604260024 

50-348 

CLINE.W.E. 

8804260029' 

50-348 

CLINE.WE 

88042601 12 

70-1113 

CLINE.W.E 

8804260113* 

70-1113 

CLINE.W.E. 

8804260309 

50 250 

CUNE.W.E 

8804270170’ 

PR 

CLINE.WE. 

8804290287 

70-115 1 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CIINE.W.E. 

8B0'l2902ftt 

50 302 

F 

CONSTABLE.G L 

B804040240 

50 490 

S 

COUNSIL.W.Q 

8B04CC0515 

50 446 

A 

CLINE.WF 

8804^B0^D^ 

70143 


CONS TAB lE.G L 

8804070045* 

50-406 

Q 

COUNSIL.WG. 

8604060517 

50-445 

0 

COCHHANE.DB 

0804280342 

408084 


converse. RJ 

8804130405 

50-333 

S 

COUNSIL.W.G. 

6804060525 

50 445 

Q 

COCKFIEIO.D.W 

8004040048 

50 344 

P 

CONVERSE.n J 

8804130412 

50-333 

S 

COUNSIL.’W.G. 

8B040700B3 

50-445 

A 

COCKFIELO.OW 

8804040088 

50 344 

P 

COHVERSE.R,J 

8804150054 

50-333 

R 

COUNSIL.W.G 

8804080141 

50-445 

S 

COCKFIEIO.OW 

8604040160 

50-344 

P 

CONWAY.D F. 

6804150270 

50-250 

F 

COUNSIL.W.G 

8804110113 

50445 

A 

COCKFIELO.OW. 

8604060272 

50-344 

P 

CONWAY.WF. 

8B03I00052* 

FOIA 


COUNSIL.WG 

8604110325 

50-445 

Q 

COCKFlElO.D W 

8804070323 

50-34 4 

J 

CONWAY, W F. 

8803290210 

50-335 

S 

COUNSIL.WG. 

8804120435 

50-445 

O 

COCKFIELO.OW 

8604 110065 

50-344 

P 

CONWAY.WF 

8603290280 

50 389 

n 

COUNSIL.WG 

8004130003 

50-445 

0 

COCKFIELO.OW 

8804110067* 

50 344 

P 

CONWAY.WF 

8803290363 

50 250 

f 

COUNSIL.WG 

8604130112 

50-445 

R 

COCKFIELO.OV;. 

8B04200013 

50-344 

O 

CONWAY.WF 

6603300224 

50 389 

p 

COUNSIL.WG 

8604130202 

50445 

S 

COCKFIELO.O.W 

8804200384 

60-344 

O 

CONWAY.W.F. 

8803300400 

50-250 

J 

COUNSIL.WG 

8804130207 

50-445 

S 

COCKFIELO.OW 

B604200S60 

50 344 

F 

CONWAY.WF 

B 8033 10206 

50-250 

H 

COUNSIL.WG 

8904130238 

50 445 

A 

COCKFIELD.O W 

8804210291 

50-344 

P 

CONWAY.WF 

8804010049 

59250 

B 

COUNSIL.WG 

8804 130287 

50-445 

0 

COCKFIEIO.OW 

8804210294* 

50-344 

P 

CONWAY.W.F. 

8804060010 

50-250 

O 

COUNSIL.WG 

8304200444 

50 445 

A 

COCKFIELO.OW 

8004220173 

50-344 

P 

CONWAY.WF 

8804070175 

50-250 

P 

COUNSIL.WG 

8804200472 

50-445 

G 

COCKFIELO.OW 

6804220277 

50-344 

F 

CONWAY.WF 

6604070170 

50250 

Q 

COUNSIL.WG 

0804200478 

50 445 

0 

COHEN.S C. 

8804150045' 

NUREG 


CONWAY.WF 

8804070276 

50-250 

K 

COUNSIL.W.G 

8B04200460 

50 445 

0 

COL8UI1N.T G 

8804010114 

50-440 

O 

CONWAY.WF 

8804000050 

S03B9 

K 

COUNSIL.W.G 

0804200499 

50 445 

A 

COL BURN. T G. 

8804190150 

50 440 

P 

CONWAY.WF 

8804099112 

60 309 

P 

COUNSIL.W.G 

86042(0092 

50 445 

S 

COLE.RF 

8804200133 

50 458 

R 

CONWAY.WF 

8604 1 10074 

50250 

P 

COUNSIL.W.G 

0804210145 

50 445 

5 

COLE.RF. 

8604260049 

50-335 

G 

CONWAY.WF 

8804120257 

50-250 

P 

COUNSll.W.G 

8804210161 

50 445 

S 

COLE.RF 

8804260143 

50-260 

G 

CONWAY.WF, 

8804120332 

50-335 

P 

COUNSIL.WG 

6804210)73 

50-445 

S 

COLE.S 

8804200101* 

50-322 

T 

CONWAY.WF 

8804129345 

50-250 

O 

COUNSll.W.G. 

880.12(0(00 

5(7445 

S 

COLE.S 

8804200101* 

50-322 

T 

CONWAY.WF 

8804120422 

50 250 

P 

COUNSIL.W.G 

6604210168 

50-445 

8 

COIEMAN.C 

8804070008 

27-46 


CONWAY.WF 

8004120447 

50 250 

n 

COUNS'.L.W G 

8004210206 

50-445 

S 

COLEMAN.C 

6804210508 

27-48 


CONWAY.WF 

8804 120459 

50-369 

p 

COUNSIL.WG 

8804210239 

50-445 

S 

COLEV'.JL 

8803280137* 

50-324 

O 

CONWAY.WF. 

8804 130 1 44 

50-250 

s 

COUNSIL.WG 

36042(0249 

50-445 

S 

collings.sp. 

8804280042 

40-8829 


CONWAY.W.F. 

8804130173* 

FOIA 


COUNSll.WQ 

8804210257 

50-445 

S 

COLl ING8.S P. 

80O42BO417 

40-8828 


CONWAY.WF 

8004130177 

50-250 

s 

COUNSIL.WG 

8804250099 

50-445 

s 

COLLINGS.S P. 

8804280469 

408943 


CONWAY.WF 

8804 1303 ID 

50-369 

p 

COUNSIL.WG 

0304260193 

50-445 

A 

COLLINS.DM 

8803260166 

60-200 

Q 

CONWAY.WF 

6804140207 

50-335 

F 

COUNSIL.WG 

8004270001 

50-445 

S 

COLLINS.OM. 

8803250263 

50-348 

Q 

CONWAY.W.F. 

8804150190 

50 335 

F 

COUNSIL.WG 

88O427C0O2 

50-445 

S 

COLLINS.DM. 

8003260285* 

SO-348 

O 

CONWAY.W.F, 

8804159(04 

50-335 

F 

COUNSIL.WG. 

8804270)89 

50^45 

F 

COLLINS.OM 

8803250301 

50-424 

F 

CONWAY.W.F 

8804180242 

50-250 

F 

COWGllL.C J 

8004120290 

50-289 

P 

COLLINS O.M 

8803280227 

70-1201 


CONWAY.W.F 

8804190135 

50-335 

P 

COWQILL.C J 

8004 120407 

50 244 

0 

COLLINS.OM 

8803280233* 

70-1201 


CONWAY.W F 

8804190255* 

FOIA 


COWG1LL.C.J, 

0804120449 

50-219 

0 

COLLINS.OM. 

6803260266 

70-824 


CONWAY.W.F 

6804190272 

50-336 

n 

COWGILl.C.J 

8604130171 

50 289 

p 

COLLINS.O M 

8804010007 

70-27 


CONWAY.WF 

8804200005 

50-250 

R 

C0WG1LL.C.J 

8804130179 

50-289 

p 

COLLINS.DM. 

8804080238 

50-250 

O 

CONWAY.WF. 

9804200199 

50-250 

F 

COWGIll.MG 

8804190356* 

WASTE RES 

COLLINS.OM 

8804120124 

50-302 

0 

CONWAY.WF. 

8804200359 

60-260 

Q 

COWLES.H 0 

6804 190025 

50 354 

s 

COLLINS.DM, 

8804120139 

50-369 

O 

CONWAY.W F, 

0804200372 

60 250 

R 

COWLES.R B 

8004200269 

50-354 

s 

COLLINS.OM 

8804120142* 

50 369 

Q 

CONWAY.WF 

8804210135 

60-260 

P 

COWLES.R 0 

8804260263 

50-354 

s 

COLLINS.OM. 

8804150326 

50-4(6 

0 

CONWAY.WF 

8804229103 

60-260 

ft 

COY,P. 

88040100(0 

50-498 

H 

COLLINS.OM 

8804150335 

50 03 

Q 

CONWAY.WF, 

8604250094 

50-250 

O 

cranwell.rm 

8803310204 

WASTE RES 

COLLINS.O.M, 

8804160344* 

50-83 

Q 

CONWAY.WF 

8004260303 

60 250 

S 

CRANWELL-HM. 

9B04 110142 

WASTE RES 

COLLINS.DM 

8804150392 

50-413 

Q 

CONWAY.W F. 

8804270172 

50-250 

P 

CRANV/ELL.RM 

8804200592 

WASTE RES 

COLLINS.OM 

8804150423 

50-413 

F 

COOK.J 

0604 160054 

50-333 

R 

CRANW£LL.nM 

8604210053 

WASIE RES 

COLLINS S J 

8804200078 

50-293 

0 

COOK.KV. 

8804080170 

NUREG 


CRANVIELL.R M. 

8004210062 

WASTE RES 

COLLINS.SJ 

8804200087* 

60-293 

0 

COOL.DA 

0804260655 

MISC 


CHANWELLRM. 

8604210208 

WASTE RES 

COlLINS.T.E. 

8804010160 

TOPREP 


COOLG.MA 

8804260062 

50-320 

G 

CHAWFOnD.J.D. 

0804190140 

50 259 

R 

collins.tr. 

8803280237* 

70-1201 


COOPER.J.W 

8604280503 

40-2C81 


CftAWFORO.KC 

0004060023 

50128 

B 

COLLINS.T.R. 

8803280256* 

70-824 


COPELAND.R A, 

6804260208 

TOPREP 


CRECINE.JP. 

0804270256 

50-160 

O 

COtnNS.T.ft 

8804120146* 

50-309 

o 

COPLAN.S. 

8304 130099 

WASTE MOT 

CHEEO.J. 

880408021 1 

50315 

S 

COLTON.e 

8804290053* 

XPORTLIC 


CORNC-LIUS.W E 

8604069173 

60-403 

1 

CREED, J 

8804130151* 

50 341 

S 

COIVILLE.JM. 

8B04220065 

60-528 

R 

CORNWELL.KF. 

8604110052* 

60 324 

O 

CREEO.Jft 

8804010029* 

50 305 

O 

CONOIT.RE 

8804120084 

50-49S 

P 

COHWIN.W.R 

8304010275 

NUREG 


CREEO.JR 

8604050076* 

60-341 

O 

CONGEt.FJ 

8604120263 

70-371 


COSS.HO. 

8604120339* 

50 317 

P 

CnE£0.J,R. 

8804200413* 

50-341 

O 

CONGEL.F J. 

8804120408 

70-136 


COST.H.n 

8304140262 

71-651 


CREED. J H. 

8604210248* 

50-266 

0 

CONGEl.F.J. 

BB04 130209 

60-3)7 

o 

COST.R R. 

9004140269’ 

71-651 


CHLENJAK.G A 

8603250294' 

60-250 

0 

CONGeL.F,J. 

8804130211* 

60-317 

o 

COSTLEY.W 

6804140295 

71-9168 


CHLENJAK.n. 

8803290320* 

50 302 

0 

CONGEL.F J. 

8804190341 

70-1100 


COnEN.P.R. 

8804180176 

70-734 


CRLENJAK.fl.V. 

8604200286* 

£0 250 

0 

CONGEL.F .J. 

8804260168 

70-687 


COHEN.PR. 

6804 180 187* 

70-734 


CHLENJAK.n.V 

B804200556* 

60-250 

0 

CONHLIN.C. 

8804 130215* 

60-317 

o 

COnEN.P.R 

8804 180458 

70-734 


CaLENl>AK.F}.V 

80042802)8* 

50-250 

o 

CONLON.F.B 

8804140363* 

NUREQ 


COnEN.PR 

8804160460* 

70-734 


CROCKER.O 

8804200)14 

60-322 

T 

CONLON.T.E. 

8803300129* 

50-305 

0 

ConER.BP. 

8804110019 

50-277 

G 

CROCKS n.o.M 

8804200147 

50-322 

T 

CONLON.T.E, 

8604010De2‘ 

50-336 

a 

COTTER.BP. 

8804120201 

MISC 


CHOCKER.L 

0804150066* 

50-4)3 

P 

OONlON.T.e. 

88040 10067' 

50 416 

o 

COTTEfl.BP. 

8604210031' 

FOIA 


CFSOCKER.L 

6804160095* 

50-369 

P 

CONLON.T.E, 

8804060319* 

50-324 

0 

ConER.BP 

8804280049 

50-335 

G 

CBOCKER.L • 

0BO422O233* 

60-424 

P 

CONLON.T.E. 

B8040B0278* 

50 425 

o 

COUNCIL. W.O. 

6804110116* 

70-2932 


CBOCKER.LP. 

8804)20043 

60-321 

P 

CONLON.T.E. 

8804200526* 

FOIA 


COUNSIL.W.Q 

6803250223 

50 445 

A 

CROCKER.L P. 

8804130298 

60-366 

P 

CONLON.T.E. 

8804200579* 

50-250 

0 

COUNSll.W.G 

8804050028 

60-445 

S 

CHOCKER.L.P 

6804140037 

50 321 

P 

CONNELLY.L.G. 

8804270308* 

50 312 

p 

COUNSIL.W.Q 

&&04050027 

60-445 

S 

CROCKER.L P. 

8804210352* 

50 260 

P 

CONNER. T.8. 

8804080044 

60-352 

0 

COUNSIL.WG 

8804050034 

60 445 

S 

CflOCKEfl.L.P 

8004220183* 

50-369 

P 

CONNER.T.B 

8B04060044 

60-352 

G 

COUNSlL,W.Q. 

8604060038 

60-445 

s 

cboley.bg 

8804010234 

50-312 

P 

CONNOLLYJ.W. 

8803310210 

60-443 

H 

COUNSIL,W.Q 

8Q04050340 

50-445 

s 

CROLEY.BG. 

8804080)05 

60-312 

P 

CONNOR.U 

6804050107 

FOIA 


COUNSIL.W.Q. 

8804060081 

50-445 

s 

CROLEY.BQ 

8804200184 

60 312 

R 

CONNOR.L. 

8804060310 

FOIA 


COUNSIL.W.Q 

8804060007 

50-445 

s 

CROSS.J.A. 

6804190355 

WASTE MQT 

CONNOH.L. 

6804060369 

60-389 

0 

COUNSIL.W.Q. 

8804060105 

50-446 

s 

CROUSE.T.C. 

8B03300413 

50 45B 

Q 

CONNOR.L 

8604120235 

FOIA 


COUNSIL.WO. 

6804060186 

50-445 

s 

CRUDE N.DS. 

8804120234 

60.280 

0 

CONNOR.L. 

8604120457 

FOIA 


COUNSIL.W.Q. 

0804080327 

60-445 

s 

CRUDEN.DS. 

8804130189 

50-338 

Q 

CONNOR.L. 

8804190064 

FOIA 


COUNSIL.W.Q. 

8804060375 

50-445 

a 

CRUOEM.O.S. 

8604130264 

50-338 

Q 

CONNOR.L 

8804260143 

FOIA 


COUNSIL.W.Q. 

8604060376 

30-445 

s 

CRUDEN.DS 

8804130269 

60-280 

P 

CONNOR,!. 

8804280827 

FOIA 


COUNSIL.W.O 

8804060393 

60-445 

s 

CRUDEN.DS 

0604)40013 

60-338 

O 

CONNOH.L 

8804280630 

FOIA 


COUNSIL.W.Q- 

6804060393 

60-445 

Q 

CRUDEN.DS 

8804100253 

60-336 

B 

CONNOBS.HJ. 

8804210302* 

60-282 

0 

COUNSIL.W.G. 

6B04060399 

60 445 

S 

CRUDE N.D.S. 

8804260069 

50-281 

P 

CONRAN.J- 

8804130246* 

FOIA 


COUNSIL.W.Q. 

8804060405 

60-445 

s 

crude N.O.S. 

8604260200 

50-260 

0 

conrov,b,f. 

8604070000* 

60 219 

p 

COI/NSIL.W.Q. 

8804060494 

50-446 

o 

CRUDEN.DS 

8804260003 

50-280 

P 



AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


CnUOEN.O.S. 

0004260160 

50336 

O 

DELLA RATTAA 

CnUDON.D.S 

0004260325 

50 338 

R 

DELLA RAHAA 

CnONK.S. 

0003200309 

50 312 

S 

OELUQATTI.M S 

CRUNK.S.(.. 

8604040073 

S03I2 

H 

OEMARCO.O. 

CnUNK.S L. 

8604050205 

60-312 

P 

DEM1RAN0A.O. 

CnUTCliriGLD.D. 

8804010281* 

ORG 


OEWOSS.OM. 

CnUICHFlELD.O. 

8504000172 

50-269 

P 

DENSON.n H, 

CRUTCHFIGID.O 

8804130088 

50 -520 

Q 

DENTON .HR 

CRUrCHFlCLO.O 

8804160283 

50-528 

F 

OEV.M, 

cnurcuFicto.D 

8004250210’ 

50 341 

P 

DEVINE.T 

CULOCnSON.O.G, 

0604050093 

70 -136 


DEWEASE.JG 

OUl.VEn.N. 

0004290010 

60 276 

G 

OEWEASE.JG 

CUMMJA'QS.G F. 

0002010310 

WASTE HES 

OEWEASE.JG 

CUMMINQS.G.E 

0004070157 

WASTE RES 

DEWBASE.JG, 

CUNNINGHAM, A L. 

080425001 1* 

59 250 

O 

OEWEASE.J G. 

CUNNINOHAM.O G 

0604080205 

70-754 


D’.Ck.Q.F, 

CUNNtNQllAM.L J. 

0003100162 

REVIEW OR P 

OICk.GF 

CUNNINQMAM.UJ. 

0004070171 

50-403 

S 

DICK.GF, 

CUNNINGHAM. L J. 

0604200578 

50-298 

P 

OICk.GF. 

CUNN 1 NGI (AM.n E 

6803220200 

50-3 

o 

DIDDENS.J. 

CUNNING! IAM.n.E 

0804110200 

40-0027 


DIEOERICH.G J. 

CUNNiNGMAM.n.G 

0804110332 

I’ROJ 


DIEDERICH.G J. 

CUNNINGHAM.R C 

ca04270093‘ 

PR 


OiEOERlCH.G.J. 

CUNNING! lAM.n.E, 

5804270111* 

PR 


DIEDEniCH.G.J 

CUNNINQIIAM.RG. 

0804200952' 

PR 


DIHOERICH.O J 

CUflAN.O. 

0804260007 

60-443 

G 

DIEOERICH.G J 

cun RAN. 0. 

0804260057 

60-443 

O 

OIETZ.C.R 

CUIIRAN.O. 

8804280007 

60-403 

0 

OlETZCfl 

CUR RAN. 0. 

0004200070* 

50 443 

Q 

Ol£ rz.c R 

cun RAN. D, 

00042 Q0O76* 

60 443 

Q 

DIETZ.Cn. 

CURRAN. D 

0804 250070 

50 443 

G 

DIETZ.CR. 

cunnAN.o. 

0604250070 

60 413 

G 

OlETZ.Cfl. 

CURRAN.O. 

6804280001* 

50443 

Q 

DIGTZ.C.R. 

CUnHAN.D 

0004200001* 

50443 

O 

DIETZ.CR 

CURRAN.D 

8804200124 

SO 443 

Q 

OIETZ.C.R, 

CURRAN.O. 

8804200124 

50-443 

Q 

DIETZ.CR 

CURRCN.O. 

6804100087 

50-443 

0 

OlETZ.Cfl 

cunncN.p. 

8504100087 

60-443 

G 

DIETZ.CR 

C^AJKOWSKI.C. 

8504280217' 

60-340 

0 

DIETZ.CR 

O'ANQELO.A J. 

8804 120375’ 

60-312 

Q 

DIETZ.CR 

D-ANOeLO,T 

0863200351 

60-312 

S 

DIFFERENT.P.M, 

0‘ANT0M:6.j.n. 

5004080005 

WASTE MOT 

OIFFEHENT.P.M 

O’ANTONlO.J.n. 

8S04260001 

WASTE MQT 

DIFFERENT .p.M 

oamon.d j 

0003300105* 

60-315 

V 

OIGGS.RM 

OAMPF.J.F. 

0004200302 

50 463 

F 

DtGGS.RM 

DANCE HC 

0004000207* 

50-348 

O 

OIGQS.R M. 

OANCE.1 1C 

8804120171* 

60-418 

O 

OIGGS.H.M. 

OANCE.ll.C. 

0604160300* 

50-395 

Q 

DIOOS.R M. 

oand;ni!.v.j 

0804200500 

NUREQ 


OIGQS.R M. 

DANIELSON.D. 

0004050432* 

60-240 

Q 

OIGGS.R.M. 

OANIELSON.D.II 

6004050444* 

60-305 

O 

DICGS.RM 

DANIELSON D M 

8604000011* 

50-237 

Q 

OIGGS.R.M 

omiFisoN.on 

0804260163* 

50 341 

O 

OIGGS.n M 

DAVIDSON,BS, 

8804200040* 

60-334 

Q 

OIGIOVINE.A S. 

OAVIOSON.J. 

8504 130105* 

60-165 

P 

DIGNAN.T.G 

DAVIS.A.O. 

8004010250 

60-457 

Q 

OIGNAN.TQ, 

DAVIS. A.D. 

5004010280 

60-283 

Q 

DIQNAN.r.Q 

DAVl9.Ae. 

0004060002 

50-456 

P 

OlGNAN.T.Q. 

OAVIS.A 0. 

8804060020 

60-165 

O 

DIGNAN.T.G. 

OAVIS.A O. 

0004060371 

50 266 

P 

OlGNAN.T.Q. 

DAVIS.A 0 

0604120395 

60 315 

P 

DIGNAN.T.G. 

DAVIS. AD. 

0804270105 

60-341 

P 

OllANNI.D.C. 

DAVISAB 

8004270221 

60-34 1 

s 

DILANNl.D.C 

DAVIS.JW. 

0004050023 

60-128 

R 

0ILW0flTH,8.C. 

OAVIS.P. 

0804100370 

WASTE RES 

OIMEGLIO.A-F. 

DAViS.P.n. 

0004 130256 

60-288 

O 

GIPPFLl.R.E. 

OAY.B. 

6804120160 

60-496 

P 

DlPPELL.R.e 

OAy.P, 

8604200347 

FOIA 


DIRCK9.W.J. 

DE AOA2IOA-W. 

8804210172 

60-340 

P 

DIRCKS.W.J. 

DE AQAZIO.A.W. 

6504260016 

50-346 

P 

OIRCKS.W.J. 

OEAN.W.M 

8803160337“ 

60-260 

V 

OIXSON.Q.R. 

OGAflle.KA. 

8304140424 

FOIA 


DIXSON.QM 

OEO.A 

8801040588* 

60-302 

Q 

DODA.R.J, 

(;ecKGFi.Tn. 

8003260268* 

SO 048 

O 

DOMEBTV.EJ. 

DECKER.T.fi 

8803260132* 

50 413 

o 

OONLON.WJ. 

DECKEn.T.n. 

3603300354* 

60-321 

o 

DONOHEW.J.N 

DECKEn.TR 

8004250011* 

60-250 

Q 

OONOHEW.JN. 

OECKER.T.n, 

6604280026* 

50327 

Q 

OONOHEW.J.N. 

DEODENS.J.C 

6B04 130402 

60-468 

O 

DONOHEW.J N. 

0£0OENS,J.C. 

8804150012 

60 453 

P 

ooawN.T.F. 

OEflSNVOER.L. 

8604220070 

60-264 

R 

DORSEY.M 

OEFAYETTE.R. 

6804200502* 

50-305 

Q 

OORSEY.M. 

OEFAYETre.n. 

0604200510* 

60-286 

O 

DORSE Y.M. 

DEFAYETTE.n 

8804200560* 

60-346 

O 

OORSEY.M. 

DEUNEY.L H. 

8804150102* 

50.206 

P 

DORSEY.M. 

DELARCHE.G. 

8504250386 

NUREQ 


OORSEY.M- 

OElQEOnOE.LO. 

8503310282 

60-460 

P 

DORSEY.M. 

DEUQEOROE.LO. 

5804158084 

60-466 

P 

OORSEY,M. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

subject 

NUMBER 

CATEOOftV 


NUMBER 

CATEGORY 

06041 20 19B* 

70-1100 


OORSEY.M 

8004200615 

CONTRACT 

8604250108* 

70-371 


DOHSEY.M- 

8804200643 

CONTRACT 

6804100016 

V7ASTE MGT 

DOBSEY.M 

8004290190 

CONTRACT 

0804280070 

CONTRACT 


OOSANJH.S S. 

6604000274 

nureg 

8804260113* 

70-1113 


DOUGH6H.J.D 

8604070011* 

50219 1 

8604200386 

NUREQ 


DOW.K W. 

8804220239* 

50 443 1 

8804010082 

NUREG 


OOYLE.A J 

0604180439* 

50-482 

8405160276* 

FOIA 


ORAGOUN.T 

8804120053* 

50277 1 

8804260066* 

50 443 

O 

DfiAWBRlDGE.O L 

0803300168 

50-29 1 

8604150403* 

NUREQ 


DRAWBRIDGE.Q t 

8803300217 

50-29 1 

6803300241 

50-382 

P 

ORAWeRIDGE.Q L. 

0803300226 

50-29 1 

0803310265 

50-382 

P 

ORAWQRIOGE.B L 

8804130376 

5029 1 

8804040057 

50 382 

P 

OflAWORIOGE.B L 

680414001 1 

50-29 1 

6604060302 

50 302 

P 

DREIKORN.OP. 

6804200062 

50322 

0804180224 

50 382 

O 

DROGGITIS.se 

0004060200 

NUREG 

8803060483 

50-3G8 

P 

DROKERS.J 

8804190350 

WASTE MGT 

B004 110310 

50-462 

P 

DROMERICK.AW 

8804050223 

50-219 1 

8604140034 

60-3&B 

P 

DROME RtCKAW 

8804190288 

50 219 1 

6604190046 

50-368 

P 

DROMEBICK.AW 

88042B0201 

50-219 1 

6603300413 

50-458 

o 

DROME RICK. AW 

6804280231 

50-219 1 

6804050374 

50-374 

s 

DROMERICK.AW. 

8804280465 

50-219 1 

8804070326 

60-373 

n 

DRONKERS.J 

0804280182 

WAS re MGT 

8804060047 

60-374 

s 

OnONKGRS.JJ 

8804150071 

WASTE MGT 

6604140127 

60 374 

s 

OROUIN.B 

8604210248* 

50-266 ( 

6804140330 

50-373 

R 

OROUIN.B S 

8804050076* 

50 341 < 

0604200212 

50-373 

s 

DflUGA.R.J 

8804060095 

50-334 1 

8803260261 

50-325 

s 

OUDLEY.N 

8804250315* 

50334 I 

0803300324 

50-324 

R 

DUGSTAO O 

8804 1 SO 133 

50-262 1 

6804060277 

50-325 

s 

OUNCAN.J.J 

8804220054* 

50-327 1 

BB04070153 

50-325 

s 

DUNDAS.WJ 

08O414OOB9 

50 266 

0804110041 

50-325 

s 

DUNLOP. A 

0004040141* 

50-464 ( 

8804130331 

50-324 

s 

OUNN.G A 

8804140123 

60-440 1 

8804130350 

50-324 

o 

DUNN.G.A, 

8804190081 

50440 1 

8804 J6030S 

60-324 

F 

DUPREE. D.C. 

8804220020 

50-327 1 

6804100454 

50-324 

F 

OUREN8ERGER.D 

6804130178* 

COMMISSIOI 

8804200060 

50-324 

O 

OURR.JP 

6804010270 

50-309 ( 

0604200516 

50-324 

o 

OURR,J P 

8804010273 

50 353 1 

6004260001 

50-324 

s 

OURR.JP. 

8804040007 

50-311 1 

6604270069 

60-324 

F 

OURR.J P 

880405006B 

50 220 1 

0004270008 

60-324 

P 

OURR.JP 

0804050236 

50-3.36 ( 

0804080003 

50-410 

S 

DURR.J.P. 

8804070249 

50-353 ( 

6804000277 

60-418 

S 

DURR.J.P. 

B804200060 

50 289 1 

6004200007 

50-416 

S 

EAPEN.P.K 

8804010274* 

60-353 ( 

8803060002 

50-213 

P 

EAPF.N.PK 

8804050240* 

50-336 1 

6603080023 

50-334 

P 

EAPEN.P.K 

8804070251* 

50-363 ( 

8603030514 

50-331 

Q 

EAPEN.PK 

8804200064* 

50 269 1 

8804220124 

50-26 

P 

EABNFST.A 8. 

8004040201* 

50-445 ( 

6804220128 

50-382 

P 

EARNEST.AB 

8804120119* 

50-498 1 

6804 220 133 

50-283 

P 

E8NETER.S0 

8803310263 

50-327 

6804220220 

50-247 

P 

EBNETER.80. 

0804050313 

60-327 

8804260427 

60-285 

P 

EBNETER.SO. 

8804130296 

60-327 t 

6004290136 

50-424 

P 

EBNETER.SO. 

8804140002 

50-446 

Be04290m 

60-443 

P 

ESNEieaS 0. 

8804290 IS 1 

50-327 

6604210012* 

60-28 

P 

EBNETER.SO. 

8804290164* 

50-327 

8604050089 

60-443 

G 

EDGAR.G L. 

8804110017 

60-445 1 

8604200308 

60-443 

G 

EDGAR.GL. 

8804110017 

60-445 1 

8804200308 

50-443 

G 

EDGAR.G 1. 

86041 10023 

60-445 ' 

B804260028 

50-443 

G 

EDGAR.GL 

8804 11 0023 

50-445 

8604280020 

50-443 

G 

EDGAR.GL. 

8804 180030 

50-445 1 

8804290084 

50-443 

G 

EDGAR.GL 

6804260065 

50-445 ' 

88042900B4 

SO 443 

Q 

EDGAR.GL 

8804260065 

50-445 1 

8604190083 

60-282 

P 

EDGAR.GL. 

8804260260 

50 446 

8804200101 

50-282 

P 

EDGAR.GL, 

8804260260 

50-445 

8B04 220023 

50-424 

R 

EDGAR.GL. 

8804260286 

50-445 

8004210335 

50-193 

P 

EDGAR.GL 

8804260288 

50-445 

8804200114 

60-322 

T 

EDGAR.GL 

6804290128 

50-445 

8804200114 

£0322 

T 

EDISON.GE 

8803060286 

60-260 

8009190761* 

PR 


EOlSON.GE, 

8804040066 

50-250 

8408000355* 

FOIA 


EDISON.GE 

8604110218 

$0-250 

8603120387* 

FOIA 


EOlSON.GE 

8804130011 

50-250 

88041 10066 

WASTE MGT 

EDISON.GE. 

8804180204 

50 250 

8804 >30240 

WASTE MGT 

EOlSON.G.E 

8804220291 

50-260 

6803260137 

l&E 


EOlSON.GE 

8804220293* 

50 250 

88042001 13* 

60-322 

T 

EDISON.GE. 

8604280239 

SO-260 

8804200263 

50-220 

1 

EOlSON.GE. 

8804280470 

50-250 

6804130392 

SO-327 

P 

EOlSON.GE. 

6604200498* 

50-250 

8604 1401 76 

60-327 

P 

EDMONSON.LR. 

8804200475* 

CONTRACT 

8804150040 

50-327 

P 

EOWAROS.O-L. 

8804290197 

40-3463 

6004280286 

50-327 

P 

E0WAB0S.O.W. 

B8033 10201 

50-29 

8709300402 

60-264 

P 

eenigenberg.e. 

8804150406 

50-237 

8804050307 

CONTRACT 


EENIGENBURG.E 

8803260022 

50-237 

6804200305 

CONTRACT 

EENlQENeURO.E. 

6804010230 

50-10 

8804200414 

CONTRACT 


£ENICENBURG,E 

8804220163 

60-10 

8804200445 

CONTRACT 

EENIGENBURG.E 

8804270052 

50-10 

8804200566 

CONTRACT 


EICK.SO. 

6804150009* 

60373 

8804220117 

CONTRACT 


EIDSON.A.F 

8804280444 

NUREG 

8604220127 

CONTRACT 

ElSENHUT.D.Q. 

8605140262* 

FOIA 

6604280607 

CONTRACT 

eiSENSTATT.L R. 

680-1 (40197* 

PROJ 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


EILERSHAW.L E 

8804 1200 J 7* 

50298 

o 

ELLIOTT.II.L 

8804 1101 7 r 

50 604 

A 

ELLIOTT.P E 

8804060506* 

50 265 

P 

ELLIS.OW 

880330014? 

50 203 

S 

ELLIS.OW 

Q804040?00 

50 293 

S 

EUlS.O W 

8804190065 

50 293 

S 

€LLIS.J. 

080406C040 

50 445 

0 

ellis.j. 

8004260073 

50 445 

G 

El.LIS.iV.B 

8804140017* 

50 245 

( 

ELLIS.W6 

80041 4002? ■ 

50 245 

1 

CLMS.A.t 

8604 13035 1 

50 423 

R 

ELRODS 

0004010025* 

50 327 

0 

ELRODS 

0804010115* 

50 436 

Q 

ELROD, SA. 

8e03?003?l* 

50-300 

O 

EIROD.SA 

000321)0393* 

50-259 

O 

EL WARD. TV/. 

6604130024 

50-155 

n 

ELY.P 

0004100403 

71-9103 


EMERY.F J 

0004200103* 

CONTRACT 


CMSWiLEn.r.n 

0604260 181 

50 0 

p 

ENGLAND.l A 

0004040212 

50 456 

s 

CNGLAND.L A 

0604050304 

50 458 

S 

ENGLAND.L A 

0004200107 

50-456 

s 

ENGLAND.L A 

U0042U0107 

50 456 

s 

tNGLANO.L A 

00042201.39 

50-450 

s 

ENGLAND.l A 

0004250030 

50 456 

s 

ENGLC.l 

8003100022 

50 336 

p 

ENQLF..L 0 

8004050244 

50 338 

p 

ENGLE.LB 

0004050200 

50-336 

p 

gngle.lq 

6804070260 

50 336 

p 

ENGLE ,L 0 

0004130205 

50-338 

p 

ENGLE.LO 

6004(60422 

50 336 

p 

ENGLE.LB 

0004100000 

50-330 

p 

ENGLE.LO. 

0004200402 

60-336 

p 

ENN(S.JO 

0004250061* 

60 400 

o 

EPSTGIN.KC 

0004060273 

FOIA 


GRICKSON.PO, 

0604(50060 

50-406 

F 

ERICKSON.RB 

0004150005* 

50 409 

F 

ERICKSON.PO 

0004100452 

50-409 

P 

ERICKSON.P 0, 

0604(00456' 

50 409 

P 

ERICKSON.P.B 

0004100104 

50-409 

P 

ERICKSON.P 0 

0604(00200' 

50 409 

P 

ERTLE.RF 

0004070216 

50 440 

J 

ERVIN. A M. 

6004060251 

50-354 

s 

ERVIN.AM. 

0604140155 

50 354 

s 

ESELGnOTH.P 

0004050350* 

60 244 

V 

ESGLGROTH.P. 

6004250315' 

60 334 

o 

ESELGROTilPW 

0604010270 

60 336 

V 

ESELQROTM.P.W 

0004060103* 

50-57 

V 

GSELGnoni.PW 

0604060(16* 

50-309 

V 

ESELGROTH.P.W 

0004000072' 

50-170 

V 

GSELGflOTK.PW 

0604 (.30220* 

50-330 

V 

ESKniOGE.HE 

6804110005 

70 30 


EUHG.JA 

8005030128* 

PR 


EURY.L-W. 

0004060054 

50 400 

o 

EURY.L W 

6004060477 

60 400 

Q 

Eunv.L.w. 

6604(20(01 

50 400 

o 

EURY.LW. 

0804120340 

50-324 

p 

EUHY.LW. 

0004210000 

50-261 

o 

EUnY.L-W, 

66042 1003S 

60 400 

p 

EURY.LW. 

6804210067 

50 324 

0 

EORY.L.W. 

6604210216 

£0-324 

o 

EVERETT, RJ 

0004000210' 

50483 

Q 

EWINQ.CE 

0004260377* 

50 412 

O 

FAIHTILE.M 

6604220030 

60-29 

P 

FALCONE.M.A 

0603260022 

50237 

s 

FALEVITS.Z. 

66033001(3* 

50-458 

Q 

FANNON.M M 

0804200072* 

CONTRACT 


FARQER.M 

0003290350 

50-282 

S 

FARQUHAR.ItVE 

6604280435* 

CONTRACT 


FARRELL.E 

8804040107 

50-146 

J 

FARRELL.E 

6804200566 

50-2 19 

J 

FARRELL.RE, 

0804040236* 

50-267 

Q 

FAULKENOERHY.B, 

0004200460 

50-528 

0 

FAV.C.W 

6603300427 

60 266 

S 

FAY.CW. 

D003310105 

50-266 

H 

FAY.CW. 

0004050068 

60-268 

P 

FAV.C.W 

8804120415 

80-268 

R 

FAY.CW. 

8604200 176 

60-268 

P 

FAV.C.W. 

66042(0032 

50-286 

0 

feigenbaum.t C. 

B0042 10275 

50-443 

F 

FELTON. J.M 

8604140241 

ORG 


FELTON. J.M 

6604160039 

ORG 


FELT2.de. 

6604130238 

60-128 

Q 

FENG.X 

6604140167* 

PROJ 


FENO.X 

8804140224* 

PROJ 


FENN.K.W 

8804050007 

50-327 

S 

FENN.K.W. 

8004200123 

60-327 

S 

FENSTERWALD.a. 

6804160311 

FOIA 



author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

FfeRGOS0N.J C 
FERGUSON.n L 
ferguson.h L 
FERGUSO-’J.R L 
FERNANDE2.J A 

0804280177 
0804050344 
8834200223 
8004280011 
66041 10006* 

40-4492 
£0 423 P 

50 423 P 

50 423 P 

waste MGT 

ferster.a 

FERSTER A 
FERSTERa 
FIEOLEH.P 
FIEOLER.P8 

0804160067 

8604200017 

8804290017 

6804220084 

8603200241 

50 443 G 

50443 G 

50443 G 

50 219 R 

50-219 S 

FiEDLER.P B 
FIEOLEH.P B 
FIEDLER.P 0 
FIEOLEH.P B 
FIEDLER.P B 

0803300084 

8904060237 

6804070158 

8804070202 

8804190234* 

50219 P 

50-219 S 

£0219 O 

50219 P 

50-219 P 

FIEOLER.PB 

FIEDLER PB 

FIEDLER PB 
FIEOLER.PB 
FIEOLER.PB 

8804190274 

8804190207' 

6904190317 

8604200522 

0834260389 

50219 P 

50-219 P 

50 219 P 

£0-219 0 

50210 S 

FIELDS.J 

FIELOS.J A 

FIELDS.J A 

FIELDS.J A 

FIELDS.N 

8004280083 

0804050252 

6804050419 

8B04200577 

0804280216* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
50A82 5 

FIEH2.H 
FIGLHUOER.D 
FILONOWiC 2.J C 
FINEMAN.CP 
nORELLi.G 

8803080508* 

6804150034 

8804110044 

8710140348* 

8604190164* 

50 219 P 

TOPREP 
50-335 G 

50-382 P 

50528 O 

FIRLIT.J F 

FIRLIT.JF 

FIRLIT.J F 

FIRLIT.J F 

fish.h 

8803290382 

8804060330 

6804190068 

8804210342 

8804220254 

50-312 S 

50312 H 

59 312 S 

£0312 S 

50528 f 

FISH.fl F 

FISHER.O 

FlSHER.WL 

FiSIIEH.WL 

FLACK.E 

8304190134* 

8603210470 

0304100269* 

8804270144' 

8B04060334 

£0 206 0 

50498 R 

FOIA 

PR 

I8E 

FLACK.E 

FLACK.E 

FIEENOR.C 
FLEEf-'OR.C M 
FlEENOR.CM 

6004060337 

8004110081 

0804210143* 

8804130143 

8804180307 

I8E 

I8F 

FOIA 

CONTRACT 

CONTRACT 

FlEiSSNER.JW. 
FLOWERS.FO 
FlOWERS.F d 
FLYNN.B J 

FLYNN.B J 

6804150278 

8604280381 

8804280385* 

6804220206 

8004220209 

50 266 ( 

XPORTIIC 

XPORTLtC 

50 2(3 S 

£0-213 S 

FLYNN.HJ 

FLYNN.I^J 

FORO.W 

FORNEY.W 

FORNEY.W 

8804260092* 
8004 200494 
8804000046 
88040(0243 
8604040201 

50 443 G 

CONTRACT 
WASTE RES 
50-456 5 

50-374 S 

FORNEY.W 
FORNEY.W L 
FORNEY.WL 
FORNEY.W L 
FORNF.Y.WL 

86Q40800>? 

B804040139 

8804080027 

8804120366 

8804120370’ 

50454 S 

50-295 O 

50-373 0 

5023? 0 

60-237 0 

FORNEY.WL 

FORNEY.WL 

FORNEY.WL 

FOmUNA.SL 

FORTUNA.Sl 

8804 >20331 
8804150062 
8804100013 
8604120233 
BB04120324 

50456 F 

50-454 0 

50-254 0 

WASTE MGT 
WASTE MGT 

fortuna.sl 

FORTUNA.S L 
FOHTUNA.S L 
FOSSEY.FO 
FOSSEY.FG 

8604120)86 

6804120440 

8804180005 

8804060039 

8804280207 

WASTE MGT 
WASTE MGT 
WASTE MGT 
40 8084 
40-6084 

FOSTER.JE. 

FOX.8M 

FOX.8M 

FfiAGOLA.JR 

FRALEY.RF 

8604060064* 

8804140017* 

8804140022* 

8804280386 

8804080404* 

50 266 O 

50-245 1 

50-245 1 

nureg 

50-214 O 

FRALEYAF 
FRANCE.Q M. 
FRANCO.F F 
FRANCO.FF 
FRASIER.I 

8804210423 

8804120181* 

8603310073 

8804130180 

8804010126 

ACRS 

40-3392 

50-285 F 

50 285 F 

50-341 F 

FRASIER.L. 
FRAZEE.TC, 
FREDRICKSON, P 
FR£DBlCKSON,P. 
FREORICKSON.P. 

8804150338 

8805030151* 

8604050354* 

8804080325 

8804120087* 

50-341 F 

PR 

50-324 O 

50-297 S 

50-400 Q 

freeborn, W.P 

FREEBORN.WP. 

FREEMAN.M-D 

8804 1402 18* 
8604140224* 
8804280160 

PROJ 

PROJ 

40-8768 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

FRiCk.T M 

FRIEOLI.E A 
FRiSCH.nn 

FROST.J F 

FRYE.J H 

8804210382* 

B803310272* 

8804260274 

8803060520 

6804110021 

59 28? 0 

V/ASTE MGT 
£0-155 P 

40 8681 

403453 

FRYE.JH 

FULLEH.C M 
FULIER.GH 

FUNK.O 

FUR'A.nv 

88041 B0009 
8804190273 
8804260367 
6804200413* 
6804070011' 

£0-277 G 

50267 H 

y/aste res 

*0 341 0 

£0 219 P 

FURIO P 
GAGLIARDO.J E 
GAGLIAHDO J E 
GaiNES.C fl 
GALANTl.D 

8804200392 
89033 10134' 
8604060323' 
880427C055 
8804210248' 

50-318 S 

£0 192 O 

£0-450 0 

£0 392 S 

£0-266 0 

GALLAGHER JW 
GALLAGHER.JW 
GALLAGHER JW 
GALLAGHER.J'W 
GALLAGHER.JW 

8604940068 
6804040091 
8804040104 
8804110096 
8804 120384 

50 352 F 

£0277 O 

£0-352 P 

£0352 O 

£0277 P 

GALLO.J 

GALLO.H M 

GALLO.R M 

GALLO.R M 

GALLO.H M 

8804210155' 

6804010265 

8B04050355 

8804050096 

6904060109 

FOIA 

£0-352 V 

£0244 V 

50 57 V 

50-309 V 

GALLO.RM 

GALLO H M 

GALLO.R M 
GALLO.RM 

GALLO.R M 

0804960141 

8904090069 

8804130225 

8804210390 

8904250310 

'0 24 4 0 

50 170 V 

50336 V 

£0-277 0 

£0 334 O 

GALLO.RM 

gailoway.t j 

GALPIM F L 

galson.o a 

GALSON.OA 

8804260053 

0803280120 

8804190173* 

8804120262 

6804120271 

50-443 0 
£0213 S 

NUREG 

WASTE RES 
WASTE RES 

GAHCIA.P J 

GARDE S P 
GARDNER.RN 
GAflONEH.R N 
GARDNER.RN 

8804050432 
6804060049 
88033001 13' 
8804060168' 
8604120060* 

40 8902 

50 445 G 

50456 0 

50456 0 

£0-305 0 

GARONEH.R N 
GARDNER.R N 
GARFINKEL.S 
GARRNKEI.S 
GARG.HC 

8804150046' 

6804150053* 

8904130092* 

0604(30103' 

8604130302' 

50295 O 

50-315 Q 

COVMISS'ON 
COMMISSION 
50327 Q 

GARNER.B 
GARRlSON.D L 
GASPER.JK 
GAVRILAS.M 
GAVULA.J A 

8604190253 

8804050227* 

8804080271 

8804040038 

B804060432* 

50 336 n 

50498 0 

TOPREP 

50 317 n 

50-249 O 

GAVULA.JA 
GAYLEY.fl 
GBARRONIXl.L J 
GEARS.G E 
GEJDENSON.S 

8804060511* 

8804060237 

8804150094* 

8804280524 

8804130233* 

£0-237 O 

50-219 S 

contract 

50-259 0 

£0-328 U 

GENTIllON.C O 
GERTZ.C 

GERTZ.CP 

GERTZ.C P 
GERTZ.CP 

6804050264 

8804160372 

8804070256 

8604080142 

8604060157 

NUREG 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

GERTZ.CP 

GERTZ.CP 

GERTZ.C P 

GERTZ.C P 
GERTZ.CP 

8804 13034 7 
8804150305 
8804200232 
8604260363* 
8804260370* 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

GEBTZ.G P 
GIANNUZ2I.A J 
GIAROINA.R J. 
GIBSON.AF 
GIBSON.A F 

6804080202 

8803310044* 

BB04140272 

8804200569* 

8804250028 

WASTE MGT 
50324 O 
TOPREP 

FOIA 

50-424 0 

GlinER.jG 
GIITTER.J Q 
GlinER.JO 
GiinEn.JG 
GIIT7ER.JG 

880308044 1 
0804 110239 
8004 190061 
8604180266 
8804200315 

50 305 P 

50 305 F 

50-305 P 

£0 305 P 

50 305 P 

GlinEn.JG 

GlinER.JG 

GILBERT.IO 

GIIL,CF 

GILLESPlE.F.P 

8804210325 
6804290037 
8803300208* 
8804040227* 
880 1290 130* 

50-305 P 

50-305 P 

50 498 0 

60456 O 

FOIA 

GINN.R M. 

GiRARO.E H 
GLEASON.J P. 

gleason.jp 

GLEASON.J P 

6804070124* 
8803300083* 
8804180004 
8804180010 
6604 160041 

50-440 1 

50 324 Q 

50-322 G 

50-322 G 

50-322 G 

GLEASON.J P 
gleason.j.p. 

GLeASON.JP- 

8804200067 

8804200202 

6804200220 

50-322 G 

50-32? G 

60-322 G 



266 PERSONAL AUTHOR (NOEX 


author 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATCOORV 


NUMBER 

CATEOonV 


NUMBER 

CATEGORY 

GLEASON.J.P 

88042C0035 

50 322 

G 

GREENMAN.E G 

0DO420O4O3 

50 341 

P 

grimsley.o 

0804210351 

50-445 

A 

GLOERSEN.we 

8904 » 50239* 

S0 34B 

0 

GflEFNMAN.E G 

8804200421 

£0 456 

Q 

GRIMSLEY.O 

8004220149 

FOIA 


GOb'niNG.R J 

8804200463 

50 456 

f 

GREENMAN.E.G 

8804200424’ 

50-456 

O 

GRIMSLEY.O 

6804220169 

50 393 

O 

GOCOBtRG.JH 

660J040054 

SO 409 

O 

GnE£N.MAN.f G 

8804200400 

50-237 

O 

GRlMSlEy.D 

8604260069 

50-275 

P 

GOLD9ERG.J H 

860 40 504 »3 

50 499 

o 

GREENMAN.E G 

8804200572 

50-341 

P 

GRIMSI.CY.D 

8804280153 

FOIA 


GOLDBEHG.J.H 

B8042I0215 

50 498 

o 

GREEN VANE G. 

8804200564 

50-266 

S 

GRIMSLEY.O. 

8804280240 

FOIA 


GOLoeERG J H. 

8604220001 

50 499 

o 

greemman.e.g. 

8804250296 

50-457 

o 

GRlMStey.O 

8004280356 

FOIA 


goloberg.jh 

8804250076 

50 498 

Q 

GREENMAN.E.G 

0804 250304’ 

50-457 

o 

GRIMSLEY.O 

0604280395 

FOIA 


OCl DEM.W 0. 

B804220155 

50 293 

O 

GREENMAN.E.G. 

0804250314 

50 346 

p 

GRIMSLEY.O 

8804280412 

50-155 

o 

GOLD MAM. P A 

8B04CB0135 

fo;a 


GREENMAN.E G 

8004250328 

50 237 

o 

GHIMSLF.Y.D 

8804280670 

roiA 


GCLOSMirMS 

69>l£t?0264 

WASTE 

MOT 

GREENMAN.E.G 

8804260206 

50 461 

o 

GniMSLF.y.O 

8804290009 

FOIA 


GOIIA.J A 

8604200064’ 

50-289 

Q 

GRGEVES.J T 

0303300375 

WASTE MGT 

GRIMSLEY.O 

8804 290 rJ7 

FOIA 


GOC.LeR.Kft 

8503 ISO IS f 

PR 


GREGCni.R. 

80^1040227* 

50456 

o 

GniWSLEY.OH, 

8004000068 

FOIA 


GOLlGR.KO 

6503260124’ 

PH 


GRGGER.L.R. 

8804060462’ 

50 401 

o 

GRIMSLEY.O H. 

B804060090 

50-458 

o 

GOfiZAlEZ.RO 

9904060206 

40 8305 


GREGEH.L fl. 

6804060013' 

50456 

o 

GHIMSLEY.OM. 

8804060122 

FOIA 


GOOn.G.M 

8804 100 134' 

50-206 

O 

GflEGERl.R. 

880-1120400* 

£0-346 

Q 

QRIMSLEY.DH 

8604060128 

fOlA 


GOODEN.A 

6803250266’ 

50-348 

0 

GREGERL.R, 

0304140070* 

SO 341 

Q 

QRIMSLEYOH 

6804060377 

50-214 

o 

GOODEN. A 

8903300354* 

50 321 

0 

GREGGR.H 

8804130107 

50-454 

S 

GRIMSLEY.O M, 

8B04060386 

FOIA 


GORAISKC.G 

8804 150398 

£0 255 

ft 

GHEGEO.n, 

8604310202 

50-«)61 

S 

GniMSLEy.OIL 

8804070123 

FOIA 


GORDON.C S 

6804070205 

50 346 

s 

CREGG.H 

8604200064* 

50-200 

o 

GRIMSLEY.OH 

8804080137 

FOIA 


GOROON.C Z 

8B04250162* 

£0 277 

Q 

GRES:CK.J 

6804120270’ 

70-37 1 


GRIMSLEY.O H 

0804110274 

50 334 

Q 

GOHDON.C C 

6804260115 

CO 220 

F 

GH€StCK.JA 

0604120042' 

50-29 

Q 

GHIMSLEV.OH 

8804120002 

FOIA 


GOROON.L 

8804200078 

71-654 


GRIDIEY.R 

8803290339 

50-300 

K 

GRIMSLEY.OH 

B80412000S 

50498 

r 

GOHE.UF 

86040 SO 160 

50 313 

P 

GRIDLEY.R 

8603310129 

50-269 

P 

GRIMSLEY.D H 

6804120203 

50-490 

p 

GOUID.O J 

6804130305 

50-2C6 

J 

GRiULEY.n 

8804010212 

50-269 

F 

GRIMSLEY.O 11 

8804130125 

50-155 

p 

GOvE.R,.M 

88P420004I 

WASTE : 

RES 

GRiDLEV.ft, 

8804010260 

60 259 

P 

GRIMSLty.D.H, 

8804130212 

FOIA 


GHA9CR.L 

8804 280 169 

FOIA 


GniOLGY,R 

8604010285 

00-260 

P 

GBIMSLEY.D.H, 

8604140222 

FOIA 


GHACe.JN 

8803250307 

-SO 261 

r 

GRlOlEY.n 

8804040016 

50 327 

f> 

OniMSLEy.O.H 

80041 40342 

FOIA 


GRACE.J.M 

8803280005 

50-250 

o 

GRiOLEY.n 

6804040102 

50-300 

S 

GRIMSlEY.O.H 

6604140345 

FOIA 


GRACE J.ft 

880328006 1 

50 160 

p 

GR'OLEY.R 

0804040111 

53-250 

o 

GftlMSLEy.O 11 

8804140365 

FOIA 


GRACE.J.N. 

86032130344 

50 424 

o 

GRIOLEY.R 

6604040124 

50-250 

F 

GRIMSLEY.OH 

8004140462 

50275 

p 

GBACE.JN. 

88040 I0C05 

50-250 

p 

GHIOI-GY.R. 

8804040129 

50327 

O 

GRIMSLEY.OH 

0804140496 

FOIA 


GRACE. J N. 

8804010010 

50 283 

o 

GniOLEY.B 

8804040272 

50-327 

O 

GRIMSLEY.OH 

8004 140538 

FOIA 


GRACE. J N. 

8004010046 

50-413 

p 

GRlDl.EY.n 

8604050067 

50 269 

J 

GRIMSLEY.OH 

8004150332 

50 445 

A 

GRACE. JN 

8604010046 

50 280 

Q 

GRIDLEY.R 

8804060067 

50-259 

P 

GRIMSLEY.OH 

8804150433 

FOIA 


GRACE .J N 

88040 IC088 

60-414 

P 

GRlDlEY.fl 

680406024 1 

50-327 

O 

GRIMSLEY.O M 

8804180160 

roiA 


GRACE.J M 

89^010094 

70-27 


GniDlEY.R 

880406020 S 

50-259 

F 

CniMStCY.D H 

6604100101 

FOIA 


GRACE,JiJ 

8604070075 

50-250 

n 

GRIOIEY.H. 

8604C60383 

50 259 

n 

GBIMSLEY.D.H 

8804180297 

FOIA 


GRACE.J N 

6804070144 

60-160 

p 

GRlOlEY.n. 

8604060390 

50-327 

H 

GRIMSLEY.O.H 

8804180348 

FOIA 


GRACE.J N 

8304060228 

/0-I43 


GniOLEY.R. 

8804000417 

50 327 

p 

GBIMSLEY.D.H 

8804180357 

FOIA 


GRACE.J W 

8004110243 

60-200 

p 

GniDLEY.R, 

6804060427 

50-327 

p 

GRIMSLEY O H 

6604180389 

50 4Q2 

P 

GRACE.J N 

88041 10296 

50 336 

0 

GHlOLEY.n 

8604060439 

50-390 

s 

GRIMSLEY.O.H 

8804190030 

FOIA 


GHACE.JN 

880411030)’ 

60 338 

o 

GRJDLF.y.n 

8804060440 

50-327 

p 

GRIMSLEY.O.H 

6804)90050 

FOIA 


GRACE.J N 

BB0412O174 

60-335 

Q 

GRlOLEY.fl, 

8804060500 

50-390 

A 

GRIMSLEY.OH 

8804160053 

FOIA 


GhACej M 

8804120338 

5!>-4l3 

S 

onioj.Ev.n 

8804070070 

TOPHEP 


GRIMSLEY.OH 

0004100(01 

FOIA 


anAce.j n 

6804160255 

50 302 

O 

Gn(Oi.EV.n, 

6804070112 

50-390 

0 

GftlMSLEY.OH 

0604190242 

50-275 

P 

GRACE .J.M 

8804190021 

50-321 

O 

GRIDLEY.R 

0904070254 

50-259 

R 

GRIMSLEY.OH 

8804200473 

50-201 

0 

GRACE .JN 

8804100102 

60-270 

P 

GniDiEV.n. 

8604110131 

50 269 

0 

GRIMSLEY.OH 

8804210025 

FOIA 


GRACE.J N 

8804200276 

50-250 

o 

GRIDLEY.R. 

8604110206 

50 390 

O 

GRIMSLEY.OH 

8804250068 

50-3 

V 

GnAC€.J N 

8804200562 

50-250 

Q 

GRIDLEY.R. 

88041201 1 1 

50-390 

O 

GRIMSLEY.OH 

6804250350 

60-203 

p 

GRACE.JN. 

0804200676’ 

50-261 

O 

GRIDLEY.R 

6804130246 

50-259 

O 

GRIMSLEY.O.H 

880426001 1 

50-406 

p 

GRACE.J N. 

8604210162 

50-321 

P 

GRIDLEY.R 

8804)30374 

50-327 

F 

GRIMSLEY.OH 

8804270264* 

PR 


GRACE J N. 

8804210474 

60-346 

Q 

GBIDLF.Y.n 

8604140008 

50-327 

P 

GRIMSLEY.O.H 

8804200154 

FOIA 


GRACE.J N 

8804220027 

60-250 

R 

GRIDLEY.R. 

8004140009 

50-390 

Q 

GRIMSLEY.OH 

8004280178 

40-2001 


GRACE.JN, 

8304260009 

50-260 

O 

GRIDLEY.R 

9804150279 

50-327 

F 

GRIMSLEY.OH 

8604260206 

50-402 

r> 

GRACE.JN 

8004260072 

50-260 

Q 

GRIDLEY.R. 

8804200464 

50 327 

Q 

GRIMSLEY.OH. 

8B04 280287 

FOIA 


GRACE ,JN 

0804260278 

50-348 

Q 

GRIDLEY.R 

8804210017 

60 269 

O 

GRIMSLEY.OH 

8004280468 

FOIA 


GRACE.JN 

8004290261 

50 321 

P 

GRIDLEY.R. 

0804210022 

60327 

O 

GRIMSLEY.OH 

8604200504 

FOIA 


GRACF..S 

8804050370 

40 8904 


OniOLEY.R. 

6B04210023 

50-259 

O 

GRIMSLEY.OH 

8604280635 

50-289 

i» 

GRACE.S. 

8804060016 

40-8004 


GRIDLEY.R. 

68042)0024 

50-32? 

O 

GBIMSIFY.DH 

8804290240 

FOIA 


GB.ANOSTAFF.E. 

88042 J0210* 

CONTRACT 

GRIPLEy.ft. 

6804210026 

50 259 

P 

OHIN.G M 

8804270263* 

60-340 

F 

GHANT.G 

86040/0248 

50-271 

S 

GB10LEY.R 

8804210055 

50 436 

A 

GRISAK.G.E 

6604060300 

40-8904 


QRANT.HW. 

S804S2007I' 

50-250 

ft 

GRIDLEY.R 

080421031? 

50-327 

Q 

GRISAK.G E. 

8004140236 

40 8904 


GRANT.NW, 

8604220111’ 

60 260 

R 

GRlOLEY.ft 

8804220022 

50-390 

O 

GRISAK.G E 

8B04 140530 

40-8004 


GRAfir.W.B 

6604040216* 

60 467 

O 

GfllOLEY.R 

6604220032 

50-259 

O 

GRISAK.G E 

8604260536 

40 6004 


GRANf.W.U. 

8004120400* 

50-346 

O 

GRIDLEY.R 

8804220042 

NUREG 


GROCHOWSKI.T 

8604200229 

FOIA 


GRAVES.D N 

6803250295 

50 298 

V 

GRIDLEY.R. 

6B04 260032 

50-259 

P 

GROPP.R.W, 

0804199153 

50-352 

H 

GRAVES.D.N. 

8804060042* 

SO- 299 

V 

GRIDLEY.R. 

8804260371 

50-327 

K 

GRUHLKE.J.M 

8804150322’ 

NUREG 


GREEN.H.E 

8804060113 

71-64) 


GHIDIEY.R. 

8B042603B5 

50 327 

O 

GBUNSEICH.R W. 

8804280248 

60 322 

S 

GREENMAM.E Q 

0803300426 

50-205 

o 

GRIDLEY.R. 

0804270007 

50-390 

S 

gucwa.lt 

8B03250137 

50-424 

E 

GREENMAN.e Q 

8804010124 

50-461 

o 

GRIOLEY.R 

8804270164 

50-327 

O 

gucwa.lt 

8803290347 

60-424 

r 

GREENMAN.EG, 

6604010282 

50-461 

o 

GRlOI.EY.ft 

0604270223 

5032? 

O 

GUCWA.L T 

66033000(6 

60-424 

F 

QRF.ENMAN.EO 

8604050003 

50 466 

o 

GRIOLEY.R 

6804270293 

50-327 

o 

GUCWA.U.T. 

8804010263 

50-32 1 

J 

GfteeNMAN.eG 

6304060063 

60 466 

o 

GFIIOLEY.H 

6804200095 

SO 32? 

F 

GUCWA.L T 

8604040037 

60-424 

n 

QHF.eNMAN.EG 

8804060336 

50-263 

Q 

GRIDLEY.R 

8604280226 

40-1341 


GUCWA.LT 

8604040044 

50-32 1 


GREENMAN,E.G. 

6804060441 

60 2S4 

o 

GRIOLEY.R 

8604280276 

40-1341 


GUCWA.L.T 

8004040072 

50 321 

s 

GREENMAN.E.G. 

8804060460 

50373 

o 

GRIDLEY.R 

8804280635 

50 259 

O 

GUCWA.L.T 

B804040242 

60-366 

s 

GREENMAN.E G. 

88040701)6 

50 341 

o 

ORIDlBy.nL. 

0004070312 

50 390 

K 

GUCWA.l T. 

8804040277 

50-424 

n 

GREENMAN.E Q 

8804070265 

50-237 

p 

GRIDLEY.R.L 

8804 180250 

60-327 

F 

GUCWA.L T. 

6804070017 

50-424 

(» 

GREENMAN.EG 

8804 0800 IS 

50-440 

p 

GfllDlEY,aL. 

8804 180257 

50-269 

F 

GUCWA.L T. 

3804070023 

50 321 

a 

Gft£ENMAN.EG 

8604080032 

50-34 1 

p 

GRtOL£Y.R.l. 

8004220250 

60 259 

F 

GUCWA.L r. 

0804070322 

60-424 

p 

GREENMAN.E.G. 

8804120078 

50-341 

Q 

QRILtO.M. 

B 8033 10275 

60-443 

J 

GUCWA.L.T. 

8804060012 

60-424 

s 

6REENMAN.E.G. 

6804120368 

60-341 

O 

GBIMES.CI. 

8003080488 

50-446 

O 

GUCWA.L.T. 

8004080051 

60-366 

s 

GREENMAN.E.G 

0804120398 

60 341 

Q 

QRIMES.CI 

8803100014 

50-445 

A 

GUCWA.L T. 

88040B0065 

50-424 

s 

GREENMAN.E G. 

8804 13Q 344 

60 440 

O 

GRIMES.CI. 

8804010162 

50 445 

E 

GUCWA.L.T. 

8804110024 

50-321 

R 

GREENMAN.E.G. 

8804140430 

50-409 

o 

ORIMES.C.I. 

8804220078 

60-445 

P 

GUCWA.L.T. 

0004130117 

50-424 

8 

GREeNMAN.E.G. 

8B04 180098 

50 237 

p 

GRIME aCI. 

0804280634 

60 445 

O 

GUCWA.L.T. 

8804130120 

50 424 

S 

GREENMAM.e.G. 

B804 190403 

S0-31S 

o 

GRIMSELY.O.H 

8804130119 

FOIA 


GUCWA.L T. 

8804130275 

50-321 

a 
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accession 
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CATEGORY 
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GUnWA.L 1 
n\j;;wA.i t 
(UK.WA.L I 
(.iUC'.VM.L T 
r.ucwA.i. r 

fifl0'H90) K) 

dUOAPon 

OBO-IPOOPIf, 

fleodpiooia 

0flfJ4pi>oaP3 

50 321 H 

50-‘.24 P 

50 424 P 

50 424 p 

59 124 H 

HARRtLL.C V/ 
HAHBuLI.E W 
HARnFlLPH 
Harris h g 
HARRIS. jR 

CiUC;WA.I. T 

gucwa.l r 

Gl.CWA.L T 
OIJGWA.L T 

GUCWA.L T 

OB0-125C0H 
«0O<125OO5-1 
fiflonpsoags 
n»0456opa I 
OSOAPCOPTT 

50 3C6 P 

50 424 R 

50 424 O 

50 424 P 

50 424 F 

HARHIS.J R 
HARRIS.MS 
HARRIS.R 
HARR'S R 
HARHIS.R 

ci(;owA.( r 

(iUCWA.l T 

GUCWA.l T 

Gl.CVM.l T 
tiUl'WA.I r 

ftfl04p7ojo:i 

afl04?/oog7 

0BD4P70)/S 

«no427o?rir> 

flB()4p 70244 

50 366 S 

50 366 S 

50 321 ( 

50 424 O 

50-321 O 

Harris H 
HARHiSONDF 
HARflISON.F 
HARRISON .IJ 
HARRtSON J j 

riUGi-iELwo.r 
CiUCHIL'tMO.F j 
CiUCiLIL-l MO.F J 
GlJLUrMONn.WG 
(H/t.(JJ'MO.NO.WG 

BROippoipr 

B004im?»5 

0004140314 

wmocoiifi 

0BO4200r.TB 

CONTRACT 

50 213 t 

50-245 1 

50315 O 

50 346 O 

HARRISON J J 
HARRlSO.V.J J 
HARRISON J J 
HAHRISON J.l 
HARRISON J,l 

GULCJtMONO.W G 
GULL(C:K.r R 
GUSTIN.Ul 
GOSTfM.Ml. 
GWAl.TNEY.nc 

Hfl04?00.‘i4 1 • 
0004C60145' 
000031 0039 • 
0HO33 10044* 
00O4O10210 

5(7.146 O 

402259 

50-324 O 

50 324 O 

NUREG 

MARRl.SOM.JJ 
HARRISCNJJ 
HARRlSO-N.J J 
HARHISON.J J 
HART.nC 

HAAG n c 

HAI!«1L.J G 
((AGAN.r.F 
HACiAN.T.F 
MAGAH.T.F 

0004210326* 
00042C0253 
0004130140* 
0BO4ib0?2fl* 
0004 1 111). 100* 

50-313 O 

50 220 1 

CONTRACT 
COTlTRACT 
Cf'NTRAfrT 

HART R D 
HARI.HD 
HARTGEN.O T 
HARWOOD n 
MASSE.H a 

HAGAN, r F 

HAGAN.T F 

HAGAM.T 1 

1 1 AGE DORN. HJ 
MAGEY.H 

H004200504 * 
0304210160* 
0004210104* 
0804130313 
0004050270 

CONTRACT 

FOIA 

FOIA 

ACHS 

CONTRACT 

HASSE.R a 

HASSfcL.JL 

HAUGHEY.MF 

MAUGHEY.MF 

HAUGHEY74F 

IIAGfey.M 

MAQEY.H 

MAQEY.M 

HAony.u 

HAC5r.Y.H 

0004050307 
0004C60221 
0004150065 
00041500C9 
01(04 150370 

CONTRACT 
50-445 A 

CONTRACT 

CO.N TRACT 

50 320 P 

haughey.k* r 

HAUGHEY.MF 

HAUGIIY.MF 

HAV£RKA*4P0 

HAVERKAMP.OH 

iiaoey.m 

MAGEIY.H 

HAGfY.H 

HAGEY.Il 

HAGCV.M 

0004150000 
0004160237 
0004150310 
0004150329 
000419014 7 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MAVEHKAMP.OH 
HAVERKAMP.OTT 
HAVERKAMP.DR 
HAVVKINR.E F 
HAWKINS.CF 

HAGEV.Il, 

MAGEY.H. 

MAGEY.II 

HAGCV.M. 

HAGFiY.H. 

11004220061 

0004220069 

0004220156 

fl»042fl0300 

0004200420 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HAWK IMS. E F 
HAWKINS.E F 
HAWKINS.E F 
KAWKINS.E F 
HAWKINS.E F 

>)AGEV.M 

iiagey.m 

HAMN.F F 

HALE.CJ. 

haie.m 

0004200150 

fl004200495 

flaOI200444 

0094100007* 

0004190123 

CONTRACT 

CONTRACT 

NUREG 

50-445 0 

50 400 n 

HAW/KINS.E F 
HAV/KINS.E F 
HAWKINS.E F 
HAWKINS.E F 
HAV7K1NS.E F 

HAH..J.M 

hail.j n 
hall.j n. 
HALLIOAY.KB 

IIAtlS rnOM.G A 

0004210302* 
OflOJ 140521 
0004 1 50302 
0694140098* 
8004150201 • 

50 202 0 

50-331 P 

5(»-331 O 

NUREG 

50-302 0 

HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E F 
HAWKINS.E F 

HALPIN P G 
MALTIWANGER J 
HALVE nSON.n D 

1 lAMIG.A A 
HAMILTON.P 

0034200070* 

0804190133 

0004070234* 

0004200144* 

0804200145 

50-322 G 

50-395 R 

50-259 P 

50 255 0 

50-203 n 

HA VfS.JJ 
haycs.j j 
HAYES.JJ 
HAYNES.JG 
HAYNES. JO 

HAMIL'rON.PJ 
HAMILTON.P J 
HAMILTON.WU 
HAMPSHinE.D 
HAwniCH.J S 

00033C014Q 

0004070120 

0004140269* 

0004010204 

8004C60I40 

50-293 S 

50 203 S 

71-651 

50 323 S 

40-0601 

HAYNES.JG 
HA*/NES.J G 
HAYNES.JG 
HAVNES.JG 
HAVNESJ G 

HANNESSCHLAQEn 
KANNeSSCH LAGER 
HANNESSCHLAGER 
IIANSKL.JI 

MANSE N.W. 

00040504 14 

0004280210 

8004200543 

0094200146* 

8004290075* 

40 0907 

40-0007 

400907 

50445 G 

59-298 P 

HAYNES.JG 
HAYNES,J G 
HAYNES.JG 
HAYNES.JG 
HAYNES, JG 

HANSON.A S 
HARDOUR.J 

1 lAflBUCK.C C. 
HARtJCnOVG.T W. 
HAROIN.C 

0004200579 

0004180096 

8004210326* 

8004060131 

0004210509* 

70 3051 

50-275 G 

60-313 O 

40-2259 

NUREG 

HAYNeS.jG 
HAYNES.JG 
HAYNES.JG 
HAYNES.L S 
HAVNESWORTH.V 

HARD IN ,C 
HARDlN.CM 
HARDIN.CM 
HARE.SM 

HARJO.S S. 

8004210512* 

0004140276* 

8804150011* 

8804040216* 

6803160234* 

NUREG 

NUREG 

NUREG 

60-457 0 

COMMISSION 

HA2LE A J 

HEAO.G f 
HEALEY.OL 
HEIDT.J 0 

HEIOT.J 0 

HAHLOW.OS 
HARLOW.D S 
HARRELLE W. 

8004290088 

6004290086 

8803310163 

50 322 G 

50-322 G 

50 330 S 

HEIDT.J D 
IIEIOT.JO 

HEtKE.P R 
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0003310237 

e8(;4O8C029 

0603310101* 

0834203144* 

6603300129' 

50 338 
50-333 

50 285 

50 255 

53 335 

S 

S 

0 

O 

0 

HEtTNERK L 
HEiTNEHK L 
HERNER.KL 

HEl FOECHTO.l 
HElTEMES.C J 

6934110102 
6084190055 
85042S3271 
0604363 lep* 
8934370203* 

fC26/ 

59 267 

53 267 

50 305 

ER 

P 

P 

P 

1 

8894 120 too* 
8804050163 
8004070030 
86C40 70265 
0834270061 

50369 

50 313 

53 340 

50 348 

50 340 

0 

P 

F 

F 

F 

HEMMING V7 C 
HENDHiCKS.OVJ 
HSNDn:CK&DV*7 
FENRV.n K 

HENRY.R K 

8904i6:'C5?' 

8804140141' 

8534150166* 

6504210053* 

89C421CC91* 

iO 317 

r.jREG 

•*.t/F£G 

FCIA 

FO'A 

P 

8004 2 70296 
0604259341 
08033C3324 
B904O5O1G5 
8604060423 

50 340 

50 308 

50 324 

50 456 

50 249 

F 

R 

R 

0 

O 

henzlerpw 

HEPPN'cH r d 
hERBORNOi 

HF.RDT A R 

HEROr.A R 

B30 5290121 
80O42SO555 
8603310272* 
0833230135 
6305250323 

FOIA 

40 1341 
V*7ASTE M3T 
5') 324 0 

50253 O 

8804060436 
6604060505 
8BU4 120056 
0834120364 

50-305 

50237 

50 3C5 

50 255 

O 

O 

0 

O 

HEROT AH 
HEROI.AR 

HEROT A H 
HEROI.AR 

08335CO979 

B30335C330* 

6803300122 

80OJ31O270 

5(7 .324 

53 321 

50 395 
50-269 

0 

Q 

0 

0 

B90414C039 

53262 

O 

HEROT A n 

6803310302 

50 424 

0 

8834150335 

50 373 

Q 

HER01 .A H 

6604010012 

50 395 

0 

6904I50CC8* 

53 373 

O 

HEROT.AR 

8604010014* 

50 395 

0 

8604 1 5C050 

S03IS 

O 

HER01.A R 

0634010061 

5-3 335 

0 

8604260175 

50 341 

0 

HEROT A H 

68040IOC63 

50 416 

0 

8804003504 

WASTE RES 

HEROT.A R 

86040 10OC4* 

50416 

0 

8604260344 

WASTE RES 

HEROT A H 

6804010225 

50 250 

0 

8004263340 

WASTE RES 

HEROT A R 

8804013245 

50-4(3 

0 

80O426CO43 

50 322 

T 

HEROT A R 

6834050377 

50-321 

0 

6804150030 

50 304 

S 

HEHDl.AR 

6e040602j'j 

50 42S 

0 

0603290-369* 

£0315 

a 

HEROT.A H 

8604060317 

50 324 

Q 

6004040141* 

53-454 

o 

HEROT A R 

8B34070:-56 

50-369 

0 

8604160262* 

50-445 

A 

HEROT.A H 

630406-3275 

50 425 

0 

8803C80248 

50410 

p 

HEROT.An 

8604063276' 

£0-425 

0 

8804110273 

50-410 

o 

I.LROrAR 

6804120003 

50-335 

0 

6904190063 

50 410 

p 

HEROT.A R 

680412C9I8 

50 42-'. 

0 

8804160235 

50410 

p 

HEROT A R 

8804120027 

£0-424 

0 

8804280335 

50-410 

p 

HEROT A R 

630412C039 

50 416 

0 

880420044 1 

5(T220 

p 

HEROT A R 

0004(20050 

50-321 

0 

88040/0248 

59-271 

s 

HEROT AR 

880 11 20-396 

50-321 

0 

6904120190' 

50 271 

o 

HEROT.A H 

6304120104 

50 425 

0 

8834130185 

5029 

F 

HEROT A R 

88041201C6' 

50 425 

c 

6004200099* 

50-443 

o 

HEROT.A R 

8304120(54 

50 363 

0 

860-1250154* 

50 223 

0 

HEROT.An 

8604120301 

50 237 

0 

8834050416 

WASTE UGT 

HEROT A R 

880411:0(72 

50 302 

0 

8004060045 

WASTE MGT 

HEROT.A R 

B30426C057 

50 425 

0 

8804C601P9 

40-0502 


HEROT.A n 

8804280180 

50 424 

0 

890406014,3 

40 8907 


HEROT A n 

6804270106 

50 324 

0 

8604060170 

40 3453 


HEROT.A R 

6804270154 

50 400 

0 

8804060186 

40 6084 


HFROr.A R 

860429027/ 

50 324 

0 

8804060206 

406905 


HERNAN.R W 

0804280551 

50289 

p 

C804C60208 

40 BlOP 


HEHHERA.E Y 

6604153291 

WASTE MGT 

8804060295 

406659 


HERTiG.HP 

8834140121* 

NUREG 


6904060353 

40 0502 


HESS.R J 

6804220140 

50 344 

R 

8B04C60379 

40 6904 


HESSnj 

8604220145' 

50 344 

R 

8804060419 

40 8905 


HESTEHOV 

8804050264 

NUREG 


8604070043 

40 6905 


HEWARO.H W 

8804130084 

50-146 

S 

8604070086 

40- 1 162 


HEYfR HS 

8804050393 

40- 1 (62 


6804070100 

40 4492 


HEYER.RS 

8804050405 

40 299 


86040701 1 1 

40 8703 


Hf YER.n s 

8604360012 

40 6622 


8804070334 

V7ASTE MGT 

HEYER.RS 

8804060133 

VMSTE MG! 

8804130250 

50395 

p 

HEYER.B S 

8804360166 

40 6622 


8604200363 

50395 

p 

HEYEH.n S 

6804060201 

WASTE MGT 

6804260426 

50-395 

p 

HEYER.H S 

680407UI19 

40 2259 


6904060156 

50 529 

s 

HIATT.S L 

8833030244* 

50 440 

P 

88040604/6 

50 629 

s 

HIATT.SL 

8803310165 

PRM 


8904120437 

50 528 

s 

HIATT.S L 

8603310238 

PR 


8604130036 

50-529 

3 

HICKEY.JWN 

8004260562 

OHG 


6804140106 

50 529 

S 

inCKINRA 

6804050336* 

CONTRACT 


6604140143 

50-528 

S 

HICKMAN.O E 

88040101 17 

50361 

P 

8004180445 

5052B 

S 

HICKMAN DE 

6804190126 

50 361 

P 

8604190020 

50-528 

s 

hlCKMAN.OE 

8804190230 

50 361 

0 

6804193333 

50 529 

s 

HfCKMAN.DE 

8304210497 

50-206 

0 

8804200391 

50 528 

s 

HlCKMAN.OE 

8804220152 

50 361 

P 

8804210311 

50-528 

s 

HICKMAN D E 

0804260447 

50-361 

P 

6004210329 

50 530 

s 

HILOEBHAND.E P 

8804070045' 

50 493 

0 

0604220055 

50-520 

fl 

HILOEBRANO.F p 

B80'1120134* 

50-267 

0 

0804220255 • 

50-528 

F 

HILL-.JP 

0894180136* 

NUREG 


B604260007 

50-520 

S 

HILL.H 

6803230134 

50 457 

s 

8004203504' 

CONTRACT 


HILl K J 

8604200367 

50 205 

s 

0004150139 

SO 261 

n 

hill.t E 

6805030121* 

PR 


8804070046 

PRM 


HILL-WHILTON.R 

6804200030 

50 443 

G 

8003310019 

50 424 

p 

HILLWHILTON.R 

8B04200030 

50 443 

G 

8004150273 

WASTE MCT 

IfHLMAN.RE 

8834220213* 

50-443 

R 

6804040072 

60 321 

s 

HILLYER.OW 

8003280053 

50 461 

S 

0004080051 

50-366 

s 

HINDS. J- 

8804010243 

50-456 

S 

0004270003 

50366 

8 

HINOS.J 

8B040B0017 

50-454 

s 

8804270357 

50-366 

s 

HINDS. J M 

0384040142* 

50 295 

0 

6604060062 

FOIA 


HINDS.J M 

8604150076* 

50 454 

0 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEQORT 


ltlNOS.JM 

0e04200'120’ 

50-450 

Q 

hinds.jm 

600426030 5* 

60-457 

Q 

MINKEOEIN.T C. 

6604110006* 

WASTE MQT 

HINSOM.L. 

0604140109 

50-344 

S 

HINSON.l- 

8604140110 

60-344 

s 

HlNSON.l 

8604140169 

50-344 

s 

H'iNSON.L 

880420025Z 

60-344 

s 

HINT^OC 

8004040110 

60 305 

o 

HINT^.DC. 

6004040168 

60-305 

F 

fKNT^.OC. 

6004060151 

60-305 

1 

HIMTZ.O.C 

C6040 20026 

60 305 

J 

HINT2.D.C 

8604070170 

50305 

P 

M(NT2.0.C. 

6604070262 

60-305 

P 

HINT2.D.C 

80041200BO 

50-305 

P 

mNT2.£)C- 

6604120-170 

50-305 

P 

IflNTZ.OC. 

6604130113 

60-305 

s 

HINTZ.DC 

6B04 130307 

60-305 

Q 

MINT2.0C 

8604 130367 

50-305 

P 

H'NTZ.DC 

8604140010 

50-305 

Q 

HINTZ.OC. 

0804160143 

50-305 

n 

DAITZ.DC 

8004260)45 

60-305 

o 

HINTZ.DC 

0804260276 

60 306 

o 

TunU-A. 

0004 1601)0 

60 387 

fl 

HODBS.SII 

0604100000 

60 410 

n 

MOCK.OO 

6804200070 

60-267 

i 

HOOQDON.A.P 

0804160025 

60-271 

G 

HODQOON.A.P, 

0604100122 

60 271 

G 

HOOQE.OA. 

8004280210* 

50-445 

A 

HODGE.O A 

0804200216* 

60-445 

A 

IIODOR.n 

8604150046* 

50-205 

Q 

MOr-FMAN.D.P. 

6004250104* 

60-255 

P 

I-IOFFMAN.DP 
IIOFFMAN.Q L 

6604280307 

8804000276 

50-255 

40-6022 

K 

HOFFMAN. J 

0004070006 

50-200 

J 

HOFFMAN. J 

88042002)1 

60-146 

J 

HOQOON.KM 

80040101 12 

60 170 

n 

MOLAHAN.G 

0304010086 

60-237 

p 

HOl.A1IAN.tVM 

KOLOEfVLS 

6804060123 

8604270102 

60-312 

TOPRGP 

p 

HOLoenhESS.j w 

00041)0223 

WASTE MGT 

HOLLAND. W.E 

80040 10047* 

60260 

Q 

HOLIANO.WE 

0004260232* 

50-280 

Q 

IIOlLEn.E 

8804140020 

60-200 

O 

HOLtEfVej 

OaO-1000307* 

50-203 

O 

HOLtlN^S.GF. 

0604130050* 

COMMISSION 

HOLLINQSCD.M.W. 

8604130070 

50-205 

S 

II01MES.J. 

0604160046* 

60-205 

0 

HOLMES- RAY.P. 

6003300006* 

50-321 

Q 

HOLMES-RAV.P. 

8 004 150206* 

50-302 

O 

HOLMES-RAY.P 

6804250024* 

60-321 

Q 

IIOLONICH.J 

0803310003 

WASTE MGT 

HOLONICH J J, 

8803310103 

WASTE MGT 

HOLTZMAN.nO 

0804120400* 

60-340 

0 

nooo.o. 

8004160007 

60-369 

P 

HOOD.O 

0004160104* 

60-369 

P 

HOOD.DS 

0003 100025 

60-369 

P 

HOOD.DS. 

0003100080 

60-269 

P 

HOOO.OS 

0004010148' 

60424 

P 

HOOD.D S 

0804018237* 

60 389 

P 

HOOO.OS. 

8604860403 

50-260 

P 

1 1000.0. S 

6684860)24 

60-368 

P 

HOOO.O.S 

8604060127* 

60-360 

P 

HOOD.O.S 

6684220181 

60-360 

P 

HOOO.O.S. 

880422026) 

50-360 

P 

HOOO.M. 

8m010S32 

60-300 

P 

HOOD, 7.0. 

HOOK.W.F. 

8804060280* 

8004160209* 

50-344 

FOIA 

P 

HOOXEH.C.A. 

0804130015* 

50344 

O 

HOOPE8.J. 

H0PKIN3.J.A 

HOPKINSJA. 

8004200563 

0804050000 

8804058102* 

WASTE MQT 
71-652 

71-652 

HOPKINS.J.A. 

BB04080018* 

50-305 

V 

HOP KINS, J .B. 

0804060091 

50-424 

p 

HOPKINS. JB. 

0604110216 

50-425 

A 

HOPKINS. J.B. 

8604130276 

60-425 

A 

HOPKINS,J,B 

6804130201 

60-424 

P 

HOPKINS.JB. 

6604140220 

60-424 

P 

HOPKIN8.je. 

6804220063 

50-424 

P 

HOPKINS.J.B. 

0804220230 

60-424 

P 

HOPKINS. J, a. 

8804280074 

50-426 

A 

HOPKINS. J. a. 

8804280472 

60-424 

P 

HOPKIN8.J.B 

8004260516 

60 424 

P 

hopkins,p.o. 

0804168380* 

6D-395 

Q 

HOPPEfi.Q.r, 

HORA.SC. 

e60-1200558* 

0804080121 

60-259 

NUREO 

O 

HORN.QR. 

0004128306 

60-290 

R 

HORN.Q B. 

8004200238 

50-298 

S 

HORN.Q.fl. 

8804260074 

60-290 

S 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


HORM.M. 

8804180455 

40-7455 


HORNOR.J.W 

8304060448 

STATE PRO G 

HOHNOn J W. 

B804120412 

STATE PRO G 

KOSEV.C M. 

9603280237* 

70-1201 


hosey.cm 

8803280258* 

70-824 


HOSEY.C.M 

8604010008* 

70-27 


HOSEY.C.M 

8804150349* 

50 83 

Q 

HOSEY.CM, 

80O416O39C* 

50-413 

O 

HOSEY.CM, 

0804260075* 

60-260 

Q 

HOSLER.Ct 

0BO4O6O443 

50-5 

V 

HOTCMKISS.W, 

8803310168 

NUREG 


HOUSE.JG. 

8804260071 • 

50-373 

O 

House.w.a. 

8804070126 

27-47 


HOWARO.On 

8804060372 

50 313 

J 

HOWARD.O R 

8804070151 

50-313 

F 

MOWARO.O.R 

6804200085 

60 313 

1 

HOWARO.D.n. 

8804200173 

50-313 

R 

HOWARO.O.R. 

8804210163 

50-313 

O 

HOWARD.O.n. 

8004260341 

50-368 

R 

HOWARD. J.L 

8804270253' 

CONTRACT 


HOWE.A 

8804060126 

50-400 

S 

HOWE. A 

0804250240 

50-400 

S 

HOYLE.A. 

8804200451 

CONTRACT 


HOYLE .A. 

8804200462* 

CONTRACT 


HOYLE. J.C, 

8804280273 

AOVC.M 


HOYLE. J.C 

B 804200565 

ACRS 


HOYT.OW 

8804250261* 

60 206 

1 

IISII.Y 

6894140028 

TOPREP 


HSil.Y 

8804140614 

TOPREP 


HSil.Y. 

6604210481 

TOPREP 


HSU.C. 

8804080267 

NUREG 


HUBBARD.Q T. 

B 804 130302* 

60-327 

o 

HUOBARO.G.T. 

8804260957* 

50 327 

Q 

HUBER.MP. 

8604060511* 

60-237 

Q 

HUCK.PJ. 

8804109228 

WASTE RES 

HUDEC.W.S, 

8804050178* 

XPORTlIC 


HUOEC.WS 

8804280206 

XPORTLIC 


HUDEC.W.S 

8004290003 

XPORTLIC 


HUDI8URG,JJ. 

8804220245 

60-260 

P 

HUDIBUnG.JJ 

B 804 270258 

SO-250 

P 

HUDSON.OF. 

8804260210* 

50-448 

A 

HUDSPEHU.a. 

8603300029 

60-348 

F 

HUBY.F.R. 

8804190092* 

60 208 

Q 

HUG.W7. 

8804070018 

60-278 

S 

HUKILL.H. 

8804120277 

60-280 

P 

HUKILL.H.D, 

8804050059 

50-299 

P 

HUKILl.H.O. 

8304060450 

50-280 

P 

HUKILL.H.D. 

8804060469 

50-289 

R 

HUKILL.H 0. 

8004)29295* 

BO209 

P 

HUKILL.H D. 

8604120305 

50-209 

P 

HUKILl.HD. 

8804120312* 

50-200 

P 

HUKIIL.H,0. 

0804120303 

60-289 

P 

HUKILL.H.D. 

8004190158 

50-289 

R 

HULL.J.L. 

0804220055 

60-628 

R 

HUMHREY.PG. 

0603290321* 

50-309 

O 

HUMPHREY.Q.J. 

8604010266 

60-443 

U 

HUMPHREYS.MC 

8803300206* 

60-397 

P 

HUNEGS.G. 

6804060255* 

60-327 

Q 

HUNEQS.Q 

8804000188* 

59327 

Q 

HUNMICUTT.O.M 

8303300208' 

50-498 

Q 

HUNNICUTT.O M. 

8804050227* 

50-496 

Q 

HUNSAOER.S.C. 

8004120092 

50 457 

F 

HUNSAOER.S.C, 

8004 120208 

60-456 

S 

HUNSAOER.S.C. 

8804120351 

50-457 

P 

HUNSAOER.se. 

8804200154 

50-457 

P 

HUNT.M D. 

8804000278* 

50-425 

o 

HUNT.M.O. 

8804260190* 

80-424 

Q 

HUNIING.K. 

0804070054 

PT21 


HURT.n.D. 

8604130401 

PROJ 


HUTCHISON.L.B. 

6803300329 

50-307 

R 

HUTCH1SON.L B. 

8804160401 

60-397 

R 

IBRAHIM, A. 

8804260378 

WASTE MGT 

lGNATONIS,A.J. 

8803310292* 

50-269 

Q 

IQNATONIS.A.J. 

68040 10033* 

80-259 

Q 

lGNATON|S,A J. 

8004200658* 

50-259 

Q 

IMAN.R.L. 

8804080121 

NUREG 


INQEBRETSON.C. 

3804260052 

50-322 

G 

INGEBRETSOM.C. 

8804260052 

50-322 

G 

INGRAM. F. 

3804040026* 

ORG 


INQBAM.F. 

8804280120* 

50-498 

P 

INTERRANTE.CG. 

6804190169 

WASTE RES 

(NTERRANTE.C.G. 

88042)0037 

WASTE RES 

IR ELAND, R.E. 

8803300187* 

60-498 

Q 

IBELANO,R.e. 

8604120134* 

50-267 

O 

IBEUNO.R.6. 

8804140033* 

60-482 

O 

IRELANO.RE 

8804280118* 

60-267 

O 

lftVYIN,O.P. 

6804110027 

50-322 

G 

IRWIN.O.P. 

8804110927 

50-322 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


IRWIN.OP. 

8804260047 

60 322 

Q 

mwiN.op 

8604260047 

50-322 

G 

IRWIN,DP 

8804260102 

50-322 

Q 

IRWIN.O.P 

8804260102 

50-322 

Q 

IVERSON.ON 

8BO42OO109 

50-263 

S 

JAB80UR.K 

8804150038 

50-413 

P 

JABBOUH.K 

8804160199* 

50 4)3 

P 

JAB80UR.KN 

8804130309 

50-369 

P 

JAOIONSKLF J 

B8040602)6* 

50 440 

0 

JABLONSKI.FJ 

8804150000* 

50-373 

0 

JACKIW,I.N 

8804140449* 

50-409 

0 

JACKIW.N. 

6803200359 

50-282 

S 

JACKLIN.NW 

88040B0047 

50-374 

5 

JACKSON.EF 

8004130038 

50-262 

Q 

JACKSON .G 

8803080022 

71-448 


JACKSON .G 

8004290055 

70-734 


JACOBY.DL. 

8804070048 

40-8905 


JAFFE.D.H 

8803080019 

50-336 

P 

JAFFE.D.H 

8804050317 

50-336 

P 

JAFFE.OH 

8804110150 

50-336 

P 

JAFFE.OH 

8804)20012 

50-336 

P 

JAFFE.OH 

8804120047* 

50-336 

P 

JAFFE.OH 

8804120153 

50-336 

P 

JAFFE.D.H 

8804280189 

50-336 

F 

JAMES,R J 

8804060403* 

50 29 

P 

JANECEK.HF 

8B04050159 

TOPREP 


JANECEK.HF. 

8804050331 

TOPREP 


JANECEK.BF 

8804290)68* 

50-254 

P 

JANECEK.HF 

8804290166* 

50-254 

P 

JANUSKA.A 

8804110090* 

60-331 

0 

JAPB.F. 

8804010016* 

50-395 

0 

JAPE.F 

8804060298* 

50 425 

0 

JAPE.F. 

8804120054* 

60-321 

0 

JAPE.F. 

8804120303* 

50-297 

Q 

JAPE.F 

8804260060* 

60-425 

0 

JAOUE2.S 

8804140071 

50-456 

s 

JENISON.K 

8804060255* 

50-327 

0 

JENISON.K 

8804080188* 

50-327 

Q 

JENISON.K 

8804260042* 

50 327 

0 

JENISON.KM. 

8804150132* 

60-327 

0 

jenkins.be. 

8803290379 

50-410 

S 

JENKINS.HE 

6803290401 

50 410 

S 

JENKINS.R.E. 

8BO4O4O109 

50-410 

s 

JENKINS.RE 

S8Q40 70262 

50 410 

s 

JENKINS.R.E. 

8804070309 

50-410 

s 

JENKINS.RE. 

8804190038 

50 410 

s 

JENKINS.flE, 

8804200294 

50 410 

s 

JENNINGS.AO 

8804180439* 

50-482 

1 

JENSEN. H 

BB04 100301* 

50-354 

R 

JENSEN.H, 

680419039)* 

60-354 

R 

JENSEN.H 

8804190393* 

60 354 

R 

JENSEN.H 

8804190394* 

50-354 

R 

JENSEN.H 

8804190396* 

60-354 

R 

JO.JH 

8804050126* 

50-389 

P 

JO.JH, 

8804050231* 

50-382 

P 

JOHANSEN.J. 

8803310045 

1&E 


JOHANSEN.J. 

8604190035 

laE 


JOHN SON. A.H 

8803310292* 

50-259 

O 

JOHNSON.AH 

8804200658* 

50-259 

Q 

JOHNSON. A R. 

8803300167* 

50-498 

Q 

JOHNSON.A.R. 

8804)40033* 

50 462 

0 

J0HNS0N.80. 

880329027Q 

50-255 

S 

JOHNSON.B.O 

880405031) 

50-255 

R 

JOHNSON.BO 

8804050348 

60-155 

n 

J0HNS0N.90. 

6804070034 

60-255 

s 

JOHNSON.BO. 

BB0407004) 

50-255 

s 

JOHNSON.BO. 

8804220026 

50-255 

R 

JOHNSON.FN. 

8804160337* 

NUREG 


JOHNSON.1.M 

8803300255 

50-237 

p 

J0HN30N.I.M. 

8804010204 

50-237 

p 

JOHNSON.I.M 

8804060476 

50-373 

p 

JOHNSON.I.M 

8604060624 

50-237 

p 

JOHNSON,IM. 

8804270158 

50-254 

s 

JOHNSON.I.M 

8804290297 

50-254 

p 

JOHNSON.J. 

8804060185* 

50 333 

Q 

JOHNSON.J 

8804120362 

50 410 

0 

JOHNSON.J. 

8804130109 

60-220 

o 

JOHNSON,JB. 

8804040033* 

50 2B6 

o 

JOHNSON.J.R. 

8604250146* 

50-4)0 

0 

JOHNSON.P.H. 

8803280354 

50-361 

s 

JOHNSON.P.H. 

8804040235* 

50-307 

0 

JOHNSON.P.H. 

8804)90092* 

50-206 

Q 

JOHNSON.P.H. 

8604190120* 

50-397 

Q 

JOHNSON.flD. 

8804120429 

WASTE MQT 

JOHNSON.S, 

8803080496 

40-6768 


JOHNSON.?. 

8804160375 

71-546 


JOHNSON.T.L. 

8803310120* 

406500 


JOHNSON.W, 

8804290076* 

50-298 

P 
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AUTHOR 
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AUTHOR 
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AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMeCR 

CATEGORY 


NUMBER 

CATEGORY 

JOHNSON, WO 

8804210326* 

50-313 

O 

KANE.GE 

8804130030 

60 338 

S 

KeNN60Y.JE. 

8804070298 

WASTE MGT 

JOHNSON.W.G 

0804200 M 4 

50-322 

T 

KANE.Ot. 

8304150004 

50 336 

s 

KENNEDY .je 

0004150090 

WASTE MGT 

JOHNSON.W.G. 

8804200114 

50-322 

f 

KANE.G.E, 

8804200195 

50-338 

s 

KENYON.T J 

8604190118 

50-60) 

A 

JOHNSON.WJ 

8803290356 

50-601 

A 

KANE.GE. 

8804200432 

50 338 

s 

KENYON.T.J 

B804200460 

50 001 

A 

JOHNSON.WJ 

8804010131 

50601 

A 

KANE.GE 

8B0420043B 

50-338 

s 

KENYON.T.J 

8604220016 

50-001 

A 

JOHNSON.WJ. 

0804070238 

50-601 

A 

KANE.G.E 

6804220214 

SO-330 

s 

KENY0N,T,J. 

8604280334 

50 601 

A 

JOHNSON.WJ 

8804080243 

PT21 


KANE.G.E 

8504 220237* 

50-338 

s 

HENZIE.LQ. 

6604070224* 

50-259 

P 

JOHNSON.WJ. 

8604220186 

50 601 

A 

KANE.G.E. 

8804250030 

5033B 

s 

KERCH.H.W. 

6604120110* 

50-425 

O 

JOHNSTON.J.R 

8804130024 

50-155 

R 

KANE.G.E. 

8604250035 

60-338 

s 

KERR.G.W. 

6804280423* 

PR 


JOHNSTON.KE. 

0804130022* 

50-275 

Q 

KANE.S E. 

88-04190019 

60-245 

s 

KERR,GW 

8004200517* 

PR 


JOHNSTON.W.V. 

8604040019 

50-410 

0 

KANE.W.F 

6804010269 

60.423 

o 

KERR.W. 

8804140205 

ACRS 


JOHNSTON.WV 

88040801 1 1 

50-311 

0 

KANE.WF 

8804120200 

60-277 

o 

KEBB.W 

38041402)5 

50-247 

O 

JOHN8TON.WV 

6804120164 

50-213 

0 

KANE.WF. 

8004200036 

60-277 

o 

KERR.W. 

03042)0316 

Acns 


JOHNSTON,WV. 

8804120210 

50-247 

Q 

KANE.WF. 

8304250153 

50-223 

Q 

KERR.W 

8804210330 

ACRS 


JOHNSTON.W.V 

8804130132 

50-271 

O 

KANT.EW. 

8804200160 

50 461 

s 

KERR.W. 

83042)0349 

ACRS 


JOHNSTON.W.V 

8804200049 

50-263 

O 

KAPUN.A. 

8804060333 

50-440 

Q 

KERR.W 

6804210397 

ACRS 


JOHNSTON.WV 

8804200059* 

50-203 

Q 

KAPLAN.A. 

0804060347 

50-440 

O 

KERR.W 

8004220204 

ACRS 


JOHNSTON.W.V. 

8804200074 

50 334 

0 

KAPUN,A. 

8B04060480 

50-440 

P 

KERR.W 

6804270267* 

50 100 

O 

JONAS.SA 

8804180092 

50 443 

0 

KAP1AN.A. 

6804070208 

60-440 

o 

KERR.W 

8004280)75 

ACRS 


JONAS.SA. 

0804260052 

50443 

G 

KAPLAN.A 

8804070209 

60-440 

1 

KERR.W. 

6604200432 

ACRS 


JONES.OW 

0804060355* 

70-143 


KAPLAN.A 

8804070236 

60-440 

0 

KERR.W. 

6604280456 

ACRS 


JONES.K 

8804280310 

40-8905 


KAPIAN.A 

8604080116 

50-440 

F 

KEyS.P.R 

8804200401* 

CONTRACT 


JONES.n J 

8003130173* 

pn 


KAPLAN.A 

8804120420 

50-440 

P 

KllQORE.B.E, 

6604150042 

50-328 

s 

JONIS.BJ 

8101210084* 

PR 


KAPLAN.A. 

8604)40123 

50-440 

s 

KIlGORE.aE, 

8804200278 

50-327 

s 

JONES.n J 

0804280599* 

PR 


KAPLAN.A 

8804190061 

60 440 

R 

KIIGORE.B.E. 

0004270157 

50-327 

s 

JONES.SB. 

8B04070001 

50-259 

S 

KAPLAN.A 

8804270304 

60 440 

P 

KINQ.D.B 

0004280500 

NUREG 


JOnOAN.B. 

8804 130 137 

FOIA 


KAPLAN.H 

6004050074* 

60-220 

O 

KINO.t.P. 

8004080259* 

50 338 

0 

JOBOAN.E L. 

8003100157 

50-312 

P 

KARAM.H.A. 

0803280126 

50 160 

R 

KINGSLEY.OO 

8904040036 

60 416 

0 

JOROAN.EL 

66040 101B6 

REVIEW/ GR P 

KAnR.J.E. 

83040702 17* 

60-259 

P 

KISGSLEY.Oa 

8804070076 

60 416 

J 

JOnoAN.EL 

8804130224* 

FOIA 


KASKIMAX 

8004080282 

NUREQ 


KINOSLEY.O D 

8904070)35 

60 416 

p 

JORDAN C L 

8804130290* 

50 369 

O 

KASM'.CKI.DA 

8004060278* 

70-143 


KINGSLEY.OO 

8804070)07 

50 410 

s 

jonoAN.C I. 

0804130389 

REVIEW GR P 

KASSNEflJ.F. 

8804060134 

NUREG 


KINOSIEY.O.D 

8804070275 

50-4)6 

p 

JOnOAN.E L. 

8804140381 

REVIEW GR P 

KATALINAS.J.A 

0804 160359* 

NUREG 


KINQSLEY.O.D. 

8604030046 

50 410 

p 

JOROAN.EL 

8804160035 

REVIEW GR P 

KATADNAS.J.A. 

8804150369* 

NUREG 


KINQSLEY.O.D. 

8804080063 

50-4)6 

s 

JOROAN.E.L 

8804190057 

REVIEW OR P 

KATZE.O. 

8BQ4010165 

TOPBEP 


KINQSLEY.O.D. 

6004080110 

50-416 

0 

JOROAN.EL 

8804210482 

REVIEW GR P 

KAUFFMAN.JT. 

8804270047 

60-387 

fl 

KINGSLEY.OO. 

6804000277 

50-416 

s 

JOftOAN.W.H. 

6804)10026 

50-445 

0 

KAUFFMAN.J.V. 

6804250368 

ORO 


KINOSLEY.O O. 

8004130175 

50-418 

s 

JOSEPH.I. 

8804140177* 

PROJ 


KAUFMAN.N.C 

8804120373* 

70371 


KINGSLEY.OO 

0004150100 

50 416 

0 

JOSEPH.I 

8804140214* 

PRCU 


KAY.C.E 

6604210049 

WASTE MGT 

KINGSLEY.OO 

8804)90002 

50 416 

p 

jOSEPH.vn 

8804010001 

50-423 

S 

KEIMIG.B 

0304130187 

50-352 

S 

KINGSLEY.OO 

8304190089 

OO-410 

R 

JOSIGER.W.A 

8803310297 

50-286 

F 

KElMlG,R R 

8804050157* 

50-333 

o 

KINGSLEY.OO 

8004200007 

50416 

s 

JOSlGEn.WA 

8804110149 

60-286 

P 

KEJMlG.aH. 

0804060)71* 

£0-29 

o 

KINGSLEY.OO 

88042001)6 

50-416 

J 

JOSlGER.W-A 

6604220081 

SO 286 

R 

KEIMIQ.R.R. 

8804120198* 

70-1100 


KINGSLEY.OO 

00042)0013 

60-416 

p 

JOyCE.JW. 

8804070224* 

50-259 

P 

KElMIG.aa 

8804130077* 

50-293 

Q 

KINQSLEY.O.D, 

8804220200 

60-4)8 

R 

JOYCE.J.W. 

8804070234* 

50-259 

P 

KElMtO.R.R 

0804130129* 

50-293 

O 

KINGSLEY.OO 

0804250285 

50-416 

S 

JOYNER.JH. 

8604270192* 

PR 


KEIM1G.R.R. 

0804130189* 

50-213 

O 

KINNEMANJ 0. 

8604070316 

40- 0930 


JUIMN.C.A. 

8803160322 

60 269 

V 

KEIMIQ.R.R. 

8B042S0I98* 

70-371 


KINSEY.W. 

6804 130034 

50-498 

F 

JULIAN.CA. 

8803250176 

50-250 

V 

KEIM1G.B.R. 

0804250329* 

50-309 

Q 

KINSMAN.S. 

8604160045* 

NUREQ 


JUUAN.CA 

8803280058 

60297 

V 

KElSER.H.W, 

8B033 10232 

50-383 

P 

KINTERll 

88041)0156 

50-418 

P 

JULIAN.C.A. 

6803290326 

50-425 

Q 

KEISER.HW. 

6804010147 

50-386 

P 

KlNTNEn.EE 

6004110323 

PROJ 


JULIAN.CA. 

8804010120 

50-03 

V 

KElSER.H.W. 

6804040020 

50-387 

Q 

KINTNER.E.E. 

8B04160I45 

PROJ 


JUl/AN.C.A 

8804050360 

50 424 

O 

KElSEfl.H.W 

8604040 116 

£0-087 

1 

XINTNER.LL. 

0803100153 

60-418 

P 

JULIAN.CA. 

8804050368* 

50-424 

Q 

KElSER.H.W. 

000-1060175 

60-387 

1 

KIMTNER.L.L. 

0604210324 

50-416 

Q 

JUUAN.CA 

8804050373 

60-321 

V 

KElSER.H.W 

8604070149 

60-387 

H 

KINTNER.L.L 

8804220053 

50 416 

O 

JULIAN.CA. 

8804060094 

50-348 

O 

KEISER.HW. 

8004140003 

60 367 

P 

KIPPEN,TA 

0004280544 

40-1162 


JULIAN.CA, 

8804060263 

50-424 

o 

KeiSER.B.W. 

8004140007* 

50-307 

P 

KIRBY, M.J. 

0004120360 

50-29 

V 

JUUAN.CA 

8004060283 

60 425 

Q 

XEISER.HW. 

8804150431 

50-388 

P 

KIRSCH.OF. 

0804040245 

50-397 

Q 

JULIAN.CA 

8804060344 

60-280 

0 

KEI8ER.H.W. 

8804150438’ 

50-388 

P 

KIRSCH.D.F. 

8604050020 

60-526 

Q 

JUUAN.CA. 

8004110168 

50-302 

P 

KEISEn.HW. 

8804 180215 

71-9208 


KIRSCH.D.F. 

860408023) 

50-206 

P 

JULIAN,C,A 

8804260094 

50-261 

0 

KEISER.H.W. 

8B04190110 

60-387 

R 

KIRSCK.DF. 

86041300)9 

50-275 

O 

JULIAN,CA. 

8804260111* 

50-261 

Q 

KEISEB.H,W 

8804210051 

60-38? 

Q 

KinSCH.DF. 

6094130020* 

50-275 

o 

JUtlAN.E.L. 

880405004S 

50-341 

Q 

KEISER.HW. 

6604290288 

60-337 

F 

KIRSCH.OF 

8004190102 

50-520 

o 

JUSTUS.P.S. 

8804070164 

WASTE MQT 

KELLER .C.L. 

B804 140453 

FOIA 


KIRSCH.D.F. 

8804160401 

50-206 

P 

JUSTUS.P.S. 

8804070183 

WASTE MGT 

KELLER.CL. 

6604)40463 

FOIA 


KIRSCH.DF. 

8804250051 

50-344 

o 

JUSTUS,? S. 

8804070192 

WASTE MGT 

KELLEP.CL. 

6604140459 

FOIA 


klapphoth,j F. 

8904210061 

TOPHEP 


JUSTUS,P.8 

8804070195 

WASTE MGT 

KELLER.CL. 

0804140478 

FOIA 


KLEeSP1E,JM 

8804280047* 

CONTRACT 


JUSTUS.P.S. 

8804070274 

WASTE MGT 

KELLEaC.l. 

8804140403 

FOIA 


KLEIN.O.E. 

8604010022 

50-192 

n 

JUSTUS.P.8 

8804060264 

WASTE MGT 

KELLER.CL. 

0804140492 

FOIA 


KLEIN.SH, 

8804150416* 

WASTE MGT 

JUSTUS.P.S. 

8804120074 

WASTE MOT 

KELtER.Ct. 

8804140500 

FOIA 


KIEIN.S H, 

8804(50428* 

WASTE MGT 

JUTH.C.L. 

8804)50082* 

CONTRACT 


KELLER.CL 

0804140512 

FOIA 


KLElNSORGE.W.P. 

8603290325* 

50-260 

o 

KAOAMBI.N.P. 

8804010077 

50-409 

Q 

KELIER.CL. 

8804)40522 

FOIA 


KlINE.C. 

8004)80113 

SO 440 

G 

KADAM8I.N.P 

8804130311 

60-493 

0 

KEtlEH.C.L. 

8804140529 

FOIA 


KUNB,J.R. 

86041800)0 

50-322 

0 

KAHLE,J. 

8604190094 

50 338 

S 

KELLER.CL. 

0804140532 

FOIA 


KLUGE.O. 

6803080506* 

60-219 

P 

XAHie.JS. 

8804080240* 

50-280 

0 

KEliefl.C.L. 

0804 140535 

FOIA 


KNAPP.M.n. 

8604280594 

PROJ 


KAHLE.J,B 

0804120131* 

50-302 

Q 

KELLEY.O.L 

8804250067* 

60-382 

Q 

KNAPP, W.J 

0804280)65 

71-0222 


KAHLE.JB 

8804160299* 

60-348 

O 

KELLY,J.A. 

66040802)9* 

60-402 

0 

KNICELEY.Ja 

0804010029' 

50-305 

o 

KAHLE.J.S. 

8804150357* 

60-416 

Q 

KELLY.JL. 

8604050210 

50-259 

R 

KNICELEY.JR, 

8804050078* 

50-341 

o 

KAKAI.8 

8803080511* 

60 219 

P 

KELLY.J.L. 

8604130350 

50-259 

R 

KNlQHT.e.E. 

0004060305 

70-143 


KALMAN,G. 

8803080464 

60-312 

P 

KELlV.J,l 

6804140525 

60-269 

R 

KNIGHTON.G.W. 

8804050418* 

60-397 

p 

KALMAN.O 

8804080164 

60-312 

P 

KELLY.L 

0804220081 

50-266 

R 

KNIQHTON.Q.W. 

6004000197* 

50-344 

p 

KALMAN.G. 

8804120044 

50 3)2 

P 

KEaY.R.B. 

8604200147 

50 322 

T 

KNIGHTON .QW. 

8804120136* 

50-397 

p 

KALMAN.G 

8804120149 

S0 3I2 

P 

KELLYA8. 

830420014? 

50322 

T 

KNIQHTON.QW. 

3804)20187* 

60-397 

p 

KALSI.M.S. 

6804280610* 

CONTRACT 


K ELMERS. AO. 

8604200041 

WASTE RES 

KNIGHTON.G.W. 

8004 1 20276* 

50-597 

p 

KAM.F.8. 

8804280633 

NUREG 


KEMP6RJ.S. 

8804150055 

60353 

A 

KNIQHTON.GW. 

8804130234* 

60J97 

p 

KAMMEREH.C 

8803300431 

STATE PROG 

kennedV.e.e. 

8804060349 

40-8903 


KNtGHTOM.QW. 

6004130321* 

50-397 

p 

KAMMEREH.C. 

8804130083 

WASTE MGT 

KENNEDY.E.6. 

8604280216 

40-8903 


KN1QHTOM.Q.W. 

8804190142* 

60-344 

p 

KAMMERER.C. 

8804200134 

state PROG 

KENNEOY,6.M. 

8604050365* 

60-293 

U 

KNIOHTON.Q W. 

8804210347* 

50097 

p 

KAMMEBEfl.C. 

8804280639* 

50-289 

P 

KENNEDY. J. 

8804260128’ 

50-498 

P 

KNIQHTON,G.W 

8004210425* 

60-397 

p 
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NUMBER 

CATEGORY 

kniqmion.G.w 

Bfl0'l?803r>7 

50-307 

P 

KNICiinON.a.W. 

aD0*2an3?-t 

50-312 

P 

KNIQinON.G.W 

800420037? 

50-381 

P 

KNIGMTON.G.W 

80042004^2 

50-312 

P 

KNianroN.o.w. 

8604200073 

50-312 

P 

KNOP.n c. 

0004110160 

50-341 

O 

KNOP.n c 

0004 UO 173 

50-440 

P 

KNOP.n c 

0004110272 

50-40 1 

P 

KNOi*.n c 

0004200304 

50 341 

P 

KNOI>.n C:. 

6004200467 

50 305 

Q 

KNOP.n c. 

0004200400' 

50 305 

O 

KNOP.nc, 

0004200511 

60 2CG 

Q 

KNOP.n 0. 

0804210262 

50 341 

Q 

KNOP.n c 

00042/021 1 

£0 341 

R 

KNOX.E 

8S04S(i03 1 5 

CONTRACT 


KNOX.E 

0804200500 

CONTRACT 


KOllCR.nW. 

0804120173 

50 244 

P 

KOrrNGMM 

0804200113’ 

50322 

T 

KCGNiG.HA 

8004000210 

NUREO 


KONV\IINSKI.O fT 

8804000120 

400502 


KOMWINSKI.O M, 

0004000200 

40 0102 


konwinski.g n 

0004060353 

40 0502 


KOSl lY.T. 

0004120223* 

50 247 

Q 

KOWALSKI.SJ 

0004070225 

50 353 

S 

KOWALSKI.S J 

0004150230 

50-277 

Q 

KOZUP.CS 

0803200270 

50-265 

S 

KOZUf'.CS 

0004070034 

50-255 

s 

KOZUP.C S 

0004070041 

50-255 

s 

KRAEQCn.BA 

0604220162* 

CONIRACT 


KHAJICEKJ E. 

0003300201* 

60-307 

p 

KRAJICEK.JE. 

0003300204* 

eo-397 

l‘ 

J<r\A80P0UL0S.A 

0804000413* 

60 31 1 

o 

khasopoulos a 

0804 130 142’ 

60-27 1 

o 

KRAUSE.CW 

0804120415 

60-266 

n 

KRAUSKOPF.K.Il, 

8804130300 

Acns 


KRAUSKOPF.KB 

0804130341 

Acns 


KMAuss.j r 

0804140200* 

f>ROJ 


KREIIJL 

68042C0020* 

60 327 

o 

KIVEGEH.K, 

0003300333 

60 247 

n 

KrtiMM.n w 

80042701 13 

60 440 

F 

Kiid/M.n w 

8004270131 

50-440 

F 

KIIOHN.J.1. 

8U04060023 

50-120 

R 

KRCWCM.C 

8004200303 

60254 

S 

KROPP.WJ 

0804040210* 

60457 

O 

KROPP.W.J 

0004C60210* 

60-440 

O 

Kf?YSIAK MW. 

0603200210 

50 304 

S 

KUCHARSKl.S 0 

8804050240' 

60 336 

O 

KUEMIN JL 

0004110010 

£0-256 

P 

kuemin.j L 

0804130030* 

50-255 

P 

KUEM'N.JL 

6804220040 

60-255 

P 

KUMAR.A 

08033C0435* 

WASTE MGT 

KUNCl.I. o 

6804120307 

50-200 

P 

KUNCl.EQ 

0004120425 

50-208 

P 

KU3KO.A 

0004120105* 

50-327 

P 

KOZO.G (J 

0004010008* 

70-27 


KUZO.OO. 

8004160340* 

CO 03 

o 

LAOtIuNA.S 

88040C025I 

60-3S4 

s 

LARRUNA.S 

0804140155 

50-354 

s 

lAOnuNA.S 

8804 190025 

50 354 

s 

LAOnuMA.S 

0804100300 

50-364 

R 

l.AOnuNA.S 

8004200083 

50354 

S 

tAttnUWA.S 

8804200200 

50-354 

s 

UAOnuNA.S 

8004260263 

50354 

s 

lainas.q c 

0004200070 

50-250 

p 

LAMDE.W.M. 

0004130301 

50348 

M 

iawbertpa. 

0604000500* 

50-205 

P 

LAMUEnr.P.A. 

0804220041* 

50-220 

P 

lAMUEnT.W.H 

6004200242 

OA909 


lancaster.w k. 

8604130077* 

60-203 

o 

LANCASTER.WK 

8804130120* 

50-263 

o 

LAKCASIER.WK 

8004250320' 

50-300 

o 

LANDlS.Wn 

8004150181 

-10-7604 


LANOnETH.K 

6804100166 

FOIA 


lANDSMAN.n 

68033001 13* 

50-456 

Q 

LANGE.O. 

8804060363 

60-220 

S 

LANOlEY.J.n 

6804150168 

TOPREP 


LANQLEY.JR. 

8804160162 

TOPBEP 


LANGteY.J.n, 

8804 100305 

TOPREP 


tAMMPER.lC 

0804000102 

£0-322 

Q 

LANKSBUnV.R D. 

8804040210* 

60-467 

O 

LANNING.W. 

3804050237 

£0-374 

S 

LANNINQ.W 

8004160374 

50 468 

S 

LANNINQ.W 

8004210304 

50-267 

s 

I.ANPHEH,L C. 

0804050016 

50-322 

o 

LANPKER.LC 

0004050016 

50-322 

G 

IANPHER.L C- 

0804050016 

60322 

G 

LANPHER.LC 

0804030016 

50 322 

G 

lANPMER.LC 

0804080102 

60 322 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


LANPHER.L C 

6604100042 

50-322 

G 

LANPHEH.t C 

3804180042 

50322 

G 

LANPHER.L C 

8804300001 

50-322 

G 

LANPHER.L C 

6604360110 

50-322 

T 

LANPHER.L C 

6804360110 

50 322 

T 

LANPMER.LC 

8804360116 

50322 

T 

LANPHER.L C 

8604360110 

50-322 

T 

LANPMER.LC 

8804260136 

50-322 

G 

LANPMER.LC 

8804360136 

50-322 

G 

LANPMER.LC 

8604360136 

50-322 

G 

lANPMER.LC 

8804290161 

50 322 

G 

LANPMER.LC 

8804200161 

50 322 

G 

LAROCME.G 

8804260130' 

ORG 


LAROCHE .G 

BB04200180 

40-7604 


LARSCN.Ce 

8804010210 

50 2C3 

Q 

LARSON.CG 

8804060-498 

50-263 

O 

LARSON.C.E 

8604110174 

50 263 

O 

LARSON.C.E 

8804150374 

50 282 

O 

LAHSON.CE. 

8804100244 

50263 

F 

LARSON.C.E, 

8804180248 

50-263 

F 

LARSON.C.E, 

8304100252 

50-263 

F 

LARSON .C G. 

8804160250 

50-282 

F 

L ARSON. C E 

GB04 100261 

50-282 

F 

LARSON, C 0. 

8604200554 

50 282 

O 

LARSON .CE 

8004210327 

50-262 

O 

LARSON. SM 

000414020-1* 

NUREG 


lASM.T.R. 

8003310250 

PR.M 


LATMAM.SQ 

8004060102 

50 322 

G 

LATHAM.S U 

6604060102 

50 322 

G 

LAIMAM.SB 

8004 180057 

50-322 

G 

LATHAM.S B 

RB04 160057 

50 322 

G 

lATHAM.SB 

8804200048 

50-322 

G 

LATHAM.SD 

8804200048 

50-322 

G 

LATHAM.SB 

8804280089 

50 322 

C. 

LATHAM.S B 

6804 260 103 

50 322 

G 

LATHAM.SB 

8804260103 

50 322 

G 

LATHAM.SB 

0804200021 

50-322 

G 

LATHAM.SB 

6604290021 

50 322 

G 

LATHAM.SD 

8804290030 

50-322 

G 

LATHAM.SB 

8804290030 

50 322 

G 

LATHAM.S 8 

8804290068 

50 322 

G 

LATHAM.SB 

860-1290068 

50 322 

G 

LATHAM.S 0 

3901290ISI 

50-322 

G 

LATHAM.S B 

6804290161 

50-322 

G 

LATZ.JE 

6803090166 

WASTE MGT 

lATZ.JE 

8804019199 

WASTE MGT 

LATZ.J b 

8804C60346 

WASTE MOT 

LATZ.JE 

B604070130 

WASTE MGT 

LATZ.JE 

8804080090 

WASTE MGT 

t ATZ.JE 

880-1060261 

WASTE MQT 

LAT2.J E 

BB04 220240 

WASTE MGT 

lATZ.J e 

0804220249 

WASTE MGT 

LATZ.J E 

0804260401 

WASTE MOT 

LAUGH ERY.K R 

0804050255* 

CONTRACT 


LAUGHERY.KR 

B004 200503* 

CONTRACT 


LAURINO.H K 

8804050314* 

CONTRACT 


LAWRENCE. M J 

8804260122 

WASTE MGT 

LAWTON.MD 

8B04060039 

40 8084 


LAWTON.MO 

8804140407 

40-8084 


LAZARUS.W 

6804120237' 

50 443 

O 

LAZARUS.WJ 

8804040042* 

50-272 

O 

LA2ARUS.WJ 

6804130215' 

50-317 

O 

LAZAnUS.Wj 

6804250162* 

50 277 

O 

IJVZO.n M 

8804260143 

50 250 

G 

LE nOY.S.F.. 

8604180243 

50-369 

S 

LE ROY.S.E. 

8804250037 

50 369 

S 

lECIIMAIER.J. 

8804130047 

50 265 

S 

LEE.BE 

8804060390 

50 327 

R 

LEE.HW. 

8804210177 

MISC 


LEE.TD 

6804120006' 

70-27 


LEE.T O 

8804190D06* 

70 143 


LEE W S. 

6804040050* 

50-260 

Y 

lEECH.PM 

6804140422 

PROJ 


tEHMAN.UW 

6804260389 

50-219 

S 

LEWGRUBER.E 

8804070054 

PT21 


LEMONS.J n 

8804080168 

50-317 

S 

LEMONS.J H, 

8804130325 

50-317 

o 

LE.MONS.J n 

8804109330 

50-317 

n 

LEMONS.J R 

8604200389 

60-316 

s 

LEMONS.J R 

8804200392 

50-318 

s 

LEMONS.J.R 

8804220)84 

50-318 

s 

LEMPGES.T.E 

8803290379 

50-410 

s 

LEMPGES.TE 

8803290401 

50-410 

s 

I.EMPGES.T.E. 

6803300346 

50-220 

R 

L6MPGeS.TE 

6893310040 

60-220 

s 

LEMPGES.TE. 

8804010002 

60-220 

s 

LEMPGES.T.E- 

8804040199 

50-410 

S 

LEMPGES.T.E. 

8B04060189 

60-220 

s 


AUTHOR 

ACCESSION 

SUBJECT 



number 

CATEGORY 

LEMPGES.TE 

0804070282 

50 410 

S 

LEMPGES.T.E 

8804070309 

50 410 

S 

LENMARTZ.JA 

8604060018* 

50 305 

V 

LENTINE.FG 

0804220005 

50 467 

P 

LEONAHD.JD 

8803300.380 

50 322 

H 

iEONAHD.jn 

080330943-1 

50-322 

P 

LEOMAfiD.J.O 

8803300439 

50-322 

J 

LEONARD JD 

8803310055 

50-322 

1 

LEONAHD.JD. 

8604040136 

50-322 

P 

1EONARO.JO 

8804190368 

50-322 

0 

LEONARO.JO 

8604210209 

50 322 

0 

LEONARO.JD 

8604280081 

50-322 

F 

LEONARD.B 

8604010036 

50 369 

F 

LEONAHO.R 

8804270194 

50-369 

F 

LEROY.SF 

6804010151 

50-370 

S 

LEROY.SE 

8804010154 

50-370 

s 

LEROY.SE 

8604200320 

50 369 

s 

LEROY.SE 

8604270345 

50-370 

s 

LCSSER.MS 

B8033000/5' 

50 413 

o 

LESSER.MS 

8804060181* 

50 413 

o 

LF.TSCHE.KJ 

8604 200048 

50 322 

G 

LtTSCHE.K J 

6804200048 

50-322 

G 

lEUGEHS.MJ 

8804050046 

50-322 

G 

LEUGERS.MJ 

8804050946 

50-322 

G 

LEUGERS.M J 

880406C066 

50 322 

G 

LEUGERS.MJ 

6804060066 

50-322 

G 

iCUGEflS.MJ 

8804060238 

50 322 

G 

LEUGERS.MJ 

8804060236 

50-322 

G 

LEVICK.Ml 

8804290287* 

FOIA 


LEV1NE.JM 

88040602 1 1 

50-300 

S 

IF.VINC.JM. 

8804060226 

50-313 


LEVINE.JM 

8804120410 

60-313 

R 

LEVINE.JM 

6604130399 

50-300 

E 

LEVINE.JM 

8804200014 

50 360 

s 

LF.VINE.J M 

8804200027 

50-313 

s 

LEVINE.JM. 

8804200343 

50 313 

o 

LEVINE.J M 

8804210168 

50-313 

o 

LEVINE.JM, 

8604210461 

50-368 

s 

LEWAIO.GH 

8804050045 

50 443 

G 

LFWAID.G H, 

8804050045 

50 443 

G 

I.EWALD.G H 

8604060088 

50-443 

G 

LEWAIO.GH 

8804200100 

50 443 

G 

LEWALO.GH. 

88042C0100 

.50 443 

G 

lewald.gh. 

8804290013 

50 443 

G 

lEWALD.T.G 

0804290047 

50-443 

G 

I.EWALO.TG 

880-1290042 

50 443 

G 

LCWIS.J P 

8004200310* 

CONTRACT 


LEWIS.M 

0004150163* 

50-32? 

0 

LI.H.C 

6804050272 

ORG 


U.HC. 

0804280531 

TOPREP 


LICHTEN8ERGER 

0804190342* 

/o 1 too 


LICHTMAN.GS 

0804050436* 

50 275 


LICITRA.EA 

8804050097 

50 520 


LICITHA.EA 

0804 150 130 

50 528 

IS 

LIC1TRA,E A 

8804200500* 

50-528 

u 

LICITRA.EA 

8804210437 

50 528 

p 

LICITRA.E A 

8804280561 

50-528 

p 

LIFBERMAN.EB 

8804200082 

50-322 

T 

IIEBERMAN.EB 

8804200082 

50-322 

T 

LIEBERMAN.J 

8803310033 

50 311 

Q 

LIEBERMAN.J 

8803310045 

18E 


t1f8EHMAN.J, 

8004060334 

ISE 


LIEBERMAN.J 

0804060337 

l&E 


LIE8ERMAN.J 

86040604/2 

50-285 

0 

LIEQERMAN.J 

6804060466 

50-23/ 

G 

LIEBERMAN.J 

8804080006 

50-62 

C 

LIEBERMAN,J 

8604080044 

50-313 

C 

LIEBERMAN.J. 

8804110081 

l&E 


LIEBERMAN.J. 

6804130266 

1&C 


LIE8ERMAN.J 

8804180309 

MISC 


LiEBERMAN.J 

8804180312 

OBG 


LIEBERMAN.J. 

8804160457 

ORG 


LIEBEBMAN.J 

8604180459 

ORG 


LIEBERMAN.J. 

6804 190010 

50-528 

C 

I.IEBERMAN..I. 

8804190035 

l&E 


LIEBERMAN.J 

6804 190248 

50-423 

c 

1 lEBERMAN.J. 

8804200295 

50-285 

E 

HE BERM AN, J 

8804250243 

60-305 

E 

UILVMAN.W.J 

8004190379* 

50-326 


LINDBERG.B J. 

8804210309’ 

CONTRACT 

LINDELI.MK 

880420014/ 

50-322 

1 

L1NDELL.M.K. 

0804200147 

50-322 

1 

linoemann.f.c. 

8804180200* 

FOIA 


LINDEMANN.FC 

6804180223* 

FOIA 


IINOEMANN.F.C. 

atm 18025)' 

FOIA 


linoemann.f.c. 

8004180276* 

FOIA 


11N0EMANN.F.C. 

6804180293* 

FOIA 


LINONER.J. 

8804040154* 

TOPKEP 
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ACCESSION SUBJECT 
NUMBER CATEGORY 


LINDNER.J 

na0'10<;0l63’ 

TOPREP 


IINDSAY.E J 

f)t)0^H0336 

50 245 

S 

LINtHAN.J J 

(ioosaioisn 

WASTE MGT 

LINEN OERGEHG 

0004050124 

50 440 

T 

LlNENOEnGER.G 

1)004100090 

50 275 

G 

IINENBEROER.O 

000'I^OCOJ5 

50 440 

C 

tlNVILLE.J 

0004120209 

50 277 

P 

LINVILLE.J. 

0004130055 

50 277 

F 

L/NVILLE.J 

000414002? 

£0 277 

P 

LINVILLE.J C 

0004120212' 

50 277 

O 

LINVILLe.JC 

8004120225 

50277 

R 

LINVILLE.JC 

0B0413C046 

50277 

P 

LIPPOLD.WJ 

0004130134 

50 317 

P 

LITTLE.DH 

0004040216* 

50 457 

o 

LIVEBMORE.MH 

000300031 1 ■ 

50 445 

o 

LIVERM.OHE.H M 

0003300014* 

50-445 

o 

LlVERMORE.HH 

0004120433* 

50 445 

o 

LIVERMORE.HII 

eC04 190007' 

50 445 

o 

LIVERM.OBE.U H 

0004200400* 

50-445 

o 

LO.n 

0003100023 

50261 

p 

LO.R 

0004200300 

50-261 

p 

Lo.nu 

0004150117 

50-261 

p 

to.s 

0003250275' 

50 445 

A 

LOACH.R.E 

0004150303* 

NUREG 


LOCKE.n F 

0004120400 

50 133 

1 

LOESCH.n 

0004000130* 

50-244 

O 

LOESClI.n. 

0004120270* 

70-371 


LOFOREN.G V 

0004200306 

NUREG 


LOFLIN.L 1 

0003310035 

50324 

o 

LOFLIN.L.I 

0004040040 

50 324 

p 

LOFLIN.LI 

0004050009 

50-324 

p 

LOFLIN.LI 

0004060445 

50-261 

0 

LOFLIN.L 1 

0004070009 

60 261 

p 

LOFLIN.LI 

0004070101 

50-400 

F 

LOFLIN.LI 

0004070174 

50 201 

J 

LOFLIN.L.I 

0604120207 

50-324 

P 

LORUN.L.I 

0004120434 

50.124 

P 

LOFLIN.LI 

0004130320 

50-261 

Y 

LOFLIN.L 1 

0004210144 

50-400 

P 

LOFY,n,A. 

0004140507* 

CONTRACT 


LOGSDON.M J 

0004200390 

WASTE RES 

lOGUE.RH 

0003200104 

50-352 

S 

LOGUE.RU 

0903300272 

50 277 

s 

LOGUE.RH 

0004040035 

50-277 

s 

LOGUE.RH 

0004060035 

50 362 

s 

LOGUE.RH 

8004060043 

50-277 

s 

LOGUE.RH 

B0040B003 1 

50 352 

s 

LOGUE.Ti H 

0004000034 

50-277 

s 

LOGUE.RH, 

0004000050 

50-277 

s 

LOGUE.RH 

0004000147 

50-352 

s 

looue.nn 

0004000151 

50 352 

s 

LOGUE.RH 

8004000102 

60-277 

s 

LOGUE.RH, 

0004080220 

50-352 

s 

LOGUE.RH 

0004 130063 

60-277 

s 

LOGUE.RH 

0004130970 

50 352 

s 

LOHAUS.P.H, 

0OO3JIOII0 

40 6500 


LOHAUS.PH 

0004070120 

WASTE MGT 

LOHMILLER.D 

0004100333* 

60-322 

u 

LONQ.An, 

0004260042* 

50 327 

0 

LONO.J A 

0004060229 

70-143 


LONQ.JA 

0004190324 

70-143 


lONG.J.A 

0004200293 

70 143 


LONG. J A 

0004200500 

70-143 


LONG.J.L 

0003200224 

00 327 

s 

lONG.JL 

0004050006 

60-320 

s 

LONG.R.l 

0004260165 

50 219 

H 

lONQ.WO 

0804000250 

50-200 

p 

LONO.W.O 

8004200455 

50-290 

F 

LONQ.WO 

0004200064 

50-200 

P 

LORIG.L 

0804070230 

WASTE RES 

lorig.l j. 

0004000510* 

WASTE RES 

LOUX.RR 

0803310112* 

WASTE MGT 

LOUX.RR 

0004130090 

WASTE MGT 

LOUX.RR. 

0804140395 

WASTE MGT 

LUEBKE.E A, 

0004260143 

50 250 

G 

LUEHMAN,J 

0004100010 

50-528 

O 

LUEHMAN,J. 

0004100240 

50-423 

0 

LUKASIK.M. 

0804150175* 

CONTRACT 


lundvall.ae 

0804120330* 

50 317 

P 

LUPBERGEB.E 

0004250115* 

60-382 

1 

LUPOLO.T.R. 

0004080160 

60-317 

s 

lupold.tr. 

0004220104 

50-310 

s 

LYKlNS.fl.D. 

8004200203 

50-402 

p 

lYONS.J.E. 

8004280040* 

50-445 

0 

LYONS.P.J. 

0804200219 

40-299 


MACCABEE.H 0 

0B04 150045* 

NUREG 


MACOONALD.CE. 

8804060 MO 

71-051 


MACOONALO.C-E- 

8004050143* 

71-651 



AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

MACDONALD C £ 

8994050107 

71 9216 


MaCOONALO.C E 

8004050257 

71-6717 


macdonalo.c E 

8804050363 

71 6717 


MACDCNALD.Ce 

6804050397 

71 9222 


MACOO.NALO.C E 

8804050400* 

71-9222 


MACOCNALO.C £ 

8804060087 

71-500 


MACOONALO.C E 

8804060106 

71-499 


MACOONALO.C F. 

8804060179 

71-9167 


MACOONALO.C E 

8804060164* 

71-9167 


MACOO.NALO.C E 

8804070078 

71 9193 


MACOONALO.C E 

8604070080* 

71 9193 


MACOONALO.C E 

8804110224 

71-9006 


MACDONALD CE 

B804 120261 

71-9152 


MACOONALO.C E. 

6804120267 

71 490 


MACOONALO.C E 

8804120275* 

71-490 


MACOONALO.C E 

0604150140 

71-423 


MACOONAlO.CE 

8804150144' 

71-423 


MACOONALO.C £ 

8904150153 

71 S45 


MACDONALD C E 

8804150162* 

71-545 


MACOONALO.C E 

8804150 184 

71-641 


MACDONALD C C 

8604150187* 

71 641 


MACOONALO.CE 

8804150221 

71-420 


MACCONALOCC 

8804159222* 

71 420 


MACOONALO.CE 

8804190052 

71-9168 


MACOONALO.CE 

6804160075 

71 9103 


MACOONALOCE 

8804190125 

71-9001 


MACOONALO.CE 

8804190167 

71 9222 


MACCONAtOCE 

8804190321 

71-4906 


MACOONALO.CE 

8804190347 

71-9193 


MACOONALO.C E 

8904210400 

71 5926 


MACOONALOCE 

8804220206 

71-9208 


MACOONALO.C E 

0804250357 

71-9015 


MACOONALO.C E 

8804270320 

71-9036 


MACOONALO.C E 

8804230006 

71-598 


MACOONALO.CE 

0804290008* 

71 598 


MACOONALO.CE 

6804290154 

71 5450 


MACOONALO.CE 

0604293206 

71 9222 


MACDONALO.D 

8804190146 

50 293 

O 

MACDONALD J A 

8604150142 

50 443 

F 

MACE.M 

8804150182 

CONTRACT 


MACE.M 

0804 150 198* 

CONI PACT 


MACE.M H 

8804150192* 

CONTRACT 


MACE.M H 

8804150202* 

CONTRACT 


MACE.M H 

8604150210 

CONTRACT 


MACE.MH 

8804150217* 

CONTRACT 


MACEDO.P 0 

8804140218* 

PROJ 


MACKINNEY.A L 

8604070166 

TOPREP 


MACMIll AN.S 

8604120038* 

CONTRACT 


MACMIILAN.S 

8804200340* 

CONTRACT 


MADDEN.P.M 

8004200497* 

FOIA 


MAIEH.SM. 

8003250275’ 

50 445 

A 

MAIYA.PS 

8804080134 

NUREG 


MAJEWSKI.JL 

8804130058 

50-213 

S 

MALARO.JC 

8604200583* 

PR 


MALLETT.Q 

8803300026 

ISE 


MALLE TT.e 

8803300035 

i&E 


MALLEI T.e 

6004050072 

50 341 

0 

MALLETT.e 

860406044/ 

l&E 


MALLE n.a 

8804000211 

50-315 

S 

MALLEH.t) 

6804130193 

ISE 


MALLETT.Q 

8804140036 

l&E 


mallett.b 

6B04 140383* 

NUREG 


MALLETT.Q 

8604210194 

l&E 


MALLEn.B 

8804210207 

l&E 


MALLEn.BS 

8804010027 

50 305 

0 

MALLETT.B S 

6804060466 

50 150 

F 

mallett.b S 

8B042 10245 

50 266 

O 

MALLETT.B S 

8804260213 

50 403 

F 

MALLEn.BS 

8804270156* 

PR 


MAILOY.M 

8803080478 

50 445 

A 

MALLOV.M 

6004110031 

50 445 

T 

MA1.ODV.CW 

8804010143 

70 1257 


MALONC.O D 

88940700)4 

50323 

S 

MALONE.DO 

8604070024 

50 323 

S 

MALONE.DO 

8804220104 

50-275 

R 

MALON6.R. 

88042G0108* 

50 498 

P 

MANGAN.C. 

8804130421* 

50-220 

P 

MANGAN.C V 

68040-10158 

50-410 

0 

MANGAN.CV 

8804040161 

50-220 

0 

MANGAN.CV. 

8804060291 

50-220 

P 

MANGAN.C V 

8804060294* 

50 220 

P 

MANGAN.CV. 

8804060382 

£0-220 

H 

MANGAN.CV. 

8804110194 

SO 410 

P 

MANGAN.CV. 

0804120230 

50-220 

P 

MANGAN.CV 

8804130418 

50-220 

P 

MANGAN.CV. 

6804150389 

60-220 

P 

MANGAN.C.V. 

8804210903 

50 410 

P 

MANGAN.CV. 

8604210007 

60-220 

0 


ACCESSION SUBJECT 
NUMBER CATEGORY 


MANGAN.C V 
MANGAN.C V 
MAN3AN.C V 
MANGAN.C V 
MANGAN.C-V 

MANGAN.C V. 
MANGANAROF F 
MAN3ANARO.F F 
MANGANARO.F I 
MANN.OE 

MANN 0 E 
MANN.O E 
MARABITO.n 
MARGAHtTiSP J 
MABGULIES.M B 

MARKLEY M 
MARSHALL.F M 
MARSHAU.F M 
MARSHALL J S 
MAflSHALL.JS 

MAHSHALL.W 
MARSHALL.WJ 
MARSTON fl R 
MAR TIN J B 
MARTIN.J 0 

MARTIN JB 
MARTIN.J B 
MARTIN.J B 
MARTIN J 0 
MARTIN.J B 

MARTIN.J 0 
MARI.N.ja 
MARTIN.J8 
MARTIN.R 0 
MARTIN.RD 

MARTIN.R E 
MARTIN RE 
MARTiN.RF. 
MARTIN R E 
MAR TIN, T T. 

MARTIN T T 
MARTIN T T 
MARTIN.WG 
MARTIN.WG 
MARTIN.WG 

MAnuYAMA.T 
MASCHKA.P R 
MASNIK.MT 
MASNYK.OM 
MaSNYK.O M 

MASNYK.OM 
MASSARO.M j 
MASTBANGELO.P 
MaTHISJI 
MATHUH.A 

MATHURA 
MAHHEVVS.E F 
MATTHEWS.M L 
MATfSON.Rj 
MAUOERLY.JL 

MAULOEN.JL 
MAUHA.F a 
MAXWELL. e 
MAXWElL.fl 
MAXWELL DC 

MAXWELl.G r 
MAXWEU.JC 
MAY.EL 

MA2?AFERR0.P a 
MA22AFERRO.P A 

MAZZAFERRO.P A 
MAZZAfERRO.PA 
MAZZAFERROPA 
MAZ2AFERRO.PA 
MCAUISTER.SA 

MCALPINE.E J 
M.CALPINE.E J 
AlCAlPiNE.Ej 
MCALPINE.E J 
MCALPINE.E J 

M.CAM1LIAN.S 
MCAPHNE.EJ 
MCBURNEH.M A 
•MCBURNETT.M a 
MC eUHNETT.M A 

MCaURNETT.M A 
MCBUBNETT.M a. 
MCeURNtfT.MA 


860421C0B2 

50.221) 

0 

8804223036 

50 220 

P 

8834320059 

50 220 

P 

8804270118 

50 410 

F 

8B04270167 

50 410 

P 

8834370199 

50 220 

H 

8904210435 

SO 210 

F 

869435031}I 

517219 

F 

6604250303 

50 219 

Q 

8904080163 

V7ASTE MGT 

6804033184 

waste mg 

T 

80O43BO131 

V7ASTE MGT 

fl6C4t4C04l 

ISE 


6804280499 

FO'A 


8804250035 

50 440 

G 

8304120042* 

50-29 

0 

8004260295 

50-423 

S 

6804260295 

50423 

S 

8604210188 

50 445 

S 

8604210205 

50 445 

S 

8804200063 

50-302 

F 

8304140347 

50269 

F 

8804150357* 

50 416 

U 

8604040083 

50526 

0 

8804040225 

50397 

0 

8804120464 

50 351 

P 

86041300/5 

50-361 

P 

6804190031 

50 206 

o 

8804190104 

50-528 

o 

6004190112* 

50 320 

o 

8804190145 

50-344 

o 

6804200103 

50-528 

o 

6804200112* 

50 528 

Q 

8SC4C60437 

50-72 

O 

6804150378 

50298 

O 

8604110125 

50-277 

P 

6804140501 

50 277 

0 

8804190093 

50-277 

p 

8804220077 

50 277 

0 

6802250390 

50-272 

Q 

6804050153 

50-333 

0 

6804130072 

50 293 

Q 

8604050157* 

50 333 

Q 

8804050171* 

5029 

0 

8804 130169' 

50 213 

Q 

8804050230 

X PORT Lie 


8904120041 

70-1359 


8604110049* 

50 320 

G 

8804110528* 

50280 

0 

6804250070* 

50 327 

0 

68042600C6* 

50 338 

O 

8604070091* 

50 354 

P 

8804130196’ 

50 293 

F 

8.904 120171* 

50 416 

0 

8804140177* 

PROJ 


8804)40214* 

PROD 


6604280494 

WASTE MGT 

8604280473 

WASTE MGT 

8804)50059’ 

50353 

A 

8604280444 

NUREG 


8804200085 

50-313 

1 

6804200408* 

50 461 

0 

88040701)7 

50346 

P 

6004130115 

FOIA 


8604150406 

50-237 

R 

6804120067* 

50400 

O 

8804130364 

50 275 

O 

8604200293 

50 29 

5 

8803310040 

50220 

S 

6804010002 

50 220 

S 

6804060189 

60-220 

S 

8604150075 

50 220 

S 

8634200283 

50-220 

S 

8804200303 

50220 

S 

8804270250 

503Q9 

s 

8803290269’ 

50 413 

0 

8904010100* 

70 1113 


8804060355* 

70 143 


0804120086* 

70-27 


8804190006* 

70 143 


8804280264* 

CONTRACT 

6804060278* 

70-143 


0803210476 

50-498 

R 

8803300228 

50498 

P 

8803300258 

50 498 

J 

6804070204 

50 498 

H 

8804120254 

50-498 

V 

6804 130034 

50-498 

F 



AUTHOR 


MCaURNETT.M A 
WCOURNeTr.M A 
WCaUHNETT.MA 
MCOURNETT.MA 
MCaUONETT.MA 

MCQUnNElT.MA- 
MCCAOEE 
MCCAQE.E 
WCCAQE.E C 
MCCARE.EC. 


MCCABE.EC 
MCCABE.E C 
MCCACLUM-N 
MCCAIITY.OE. 
MCCAUGHEV.O A, 

MCCLUNQ.ee. 
MCCLUNQ.n W. 
MCCOILOM.K A 
MCCONAQHV.W.J. 
MCCOY.F. 

MCCOY .F. 
MCCOY.F.n, 
MCCOY.F n. 
MCCOY.F n. 
mccoy.fr. 


MCCOY.F H 

M.CCOY.SO 

MCCRACKEN.CE 

MCCnACKEN.K.W 

MCCRACKEN.K.W 

MCCnACKBN.K.W 
MCCnORY.St 
MCDONALD. D. 
MCDONALD. D. 
MCOONAID.O. 

MCDONALD, O. 

mcoonalo.o.q. 
MCOONALD.0.0 
MCDONAIO.D Q. 
MCDONAIO.DQ 

MCOONAID.OO 
MCDONAIO.R P. 
MCDQNAlD.nP. 
MCQT'NAlD.n.P. 
MCDONALD .n P- 

MCOONALD.RP 
MCDONAIO.R P. 
MCOONALD.n P. 
MCDONALD, n P 
MCDONALO.R P. 

MCOONALO.RP. 

MCOONALD.nP 

MCOONALD,nP. 

MCOONALD.nP. 

MCOONALO.RP. 

MCDONALD.R.P. 
MCDONALO.R P. 
MCDONALO.R P. 
MCOONALD.n P. 
MCOONALO.ei P. 

MCOONAlD.n.P. 

MCOONALD.n.P. 

MCOONALD.VYO. 

MCDONALO.WO 

MCOONALO.WO 

MCDUFFIE.M.A 
MCDUFFIE.MA. 
MCELfrtNNEY.T F. 
MCELHINNEY.T.F. 
MCFARLAND.J.T. 

MCGEE.T.O. 

MCQEE.T.D, 

MCQOWAN.JK. 

MC0OWAN.J,W. 

MCaOWEN,J,V\'. 

MCQUiRE.O.fl. 

MCOUIRE.O.R 

MCGUIRE.D.n. 

MCQuinE,aa 

MCouinE.D.n. 

MCOUJPE.O.R. 

MCOUinE.D.H. 

MCOUIRE.D.B. 

mcouire.dr. 

Mcouine.o.fl. 

MCOUIRE.O.R. 

MCfNrOSH.T.W. 

MCKNIOHT.E.M. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

HUMBER 

CATEOORV 


NUMBER 

CATEGORY 


6004130160 

50- 405 

H 

MCLAUOHllN,J 

3804166219 

71-3001 


MEYEH.HE. 

8004 1 50356 

50 498 

J 

MCLAUGHLIN,J E 

8804199302 

50-142 

W 

MICHAELS.! S. 

8004190059 

SO 498 

R 

MCMILLEN.MA. 

8804080109 

60-333 

F 

MICHAELS.T.S 

8804260172 

50 493 

P 

MCMURHAY.CM- 

8804290021 

50-322 

Q 

MICHAELS.TS 

0804270174 

50-498 

P 

MCMUHRAY.C M. 

6804260021 

50-322 

G 

michaels.ts. 

0804270243 

60- 493 

J 

MCMUHHAY.tLM. 

8004290060 

50-322 

G 

MICHAELSON 

8804 140370 

50-336 

S 

MCMUHRAY.C. M. 

8804200068 

50-322 

Q 

MICHAELSON 

8804200386 

50-423 

s 

MCNAMARA.A E 

8604220120 

50-244 

R 

MlCMALK.P.l 

8004010272* 

60-423 

Q 

MCNEIL.M. 

8004060373 

WASTE MGT 

M1CHALK.P.L 

8804120203 

SO -423 

0 

MCNEIL.SA 

8804210175 

60-317 

P 

michalk.pl. 

6004200033* 

50-245 

0 

MCNE1L.SA. 

8804210182* 

60-317 

P 

MICHAUD.PW. 

8804200194* 

60-336 

0 

MCNEIL.SA 

6804210362 

50-317 

P 

MIDOLETON.LL 

86040702 1 7* 

60 269 

P 

MCNEIL.SA 

3604210388* 

50-317 

P 

MIHALCIK,J.A, 

6804200563 

WASTE MGT 

MCNEIL.SA. 

8804220203 

50 317 

P 

MILETl.OS. 

0804110314* 

70 1069 


MCNEIL.SA. 

8804280034 

50 317 

P 

MILETi.OS 

Q804260100 

60-361 

G 

MCNEIL.SA 

6604280090 

60 317 

P 

M1LLER.0B. 

8804060170 

NunEO 


MCNEIL. S.A. 

6804290113 

60-317 

O 

MILIER.OB 

8804110028 

50-44$ 

G 

MCNEltl.CA 

86040)0144 

60-277 

O 

MILLSfl.0,8. 

8804010203 

PROJ 


MCNElLL.CA 

8804060210* 

60 352 

P 

MILLER.OB. 

8003290355* 

50327 

Q 

MCNEILL.CA 

8804070271 

60277 

H 

MILLER.OB 

00040901B8* 

60 327 

O 

MCNElLL.CA 

B 804 150226 

50-277 

V 

MILLER.OB 

8604060249 

50-327 

O 

MCNEILL.CA 

SB042S0020 

60-277 

P 

MILLER.O.B. 

0804060252* 

50327 

Q 

MCNEIL L.WM 

8803300127* 

50482 

o 

MILLER.OB 

6604060185 

50-327 

O 

MCPEEK.Q 

8804130141* 

50-165 

p 

MILLER.OE. 

0804160132* 

50-327 

O 

MCPHERSON.D 

8804140177* 

PROJ 


MILLER.G 

8804260040 

50-327 

O 

MCOUILL4N.PG 

8803250320 

50445 

s 

MILLefl.H,J 

8804060021 

WASTE MGT 

MEADE.KE. 

8804050004 

50-327 

s 

MILLER.HJ. 

6804160261 

REVIEW GR P 

MeADE.K E 

8804050010 

50-320 

s 

MILLER.H J. 

8804140093 

50-346 

f 

MEADE .K E. 

8804160029 

50-328 

s 

MILLER.HJ. 

8604200043 

50-340 

F 

MEADE.KE 

8804150033 

50-328 

s 

MILLER.HJ 

0804260126 

60-348 

F 

MEARSE.SO 

6804010193 

CONTRACT 


MILLER.HJ. 

8803290324’ 

60-206 

V 

MEARS6.SO. 

8804100346 

CON TRACT 


MILLefl.HJ 

8803290403 

50-293 

o 

MEOAL.MJ. 

8804200088 

71-653 


MILLER.HJ. 

8804100227 

60-293 

o 

MEDFORO.M.O 

0603300096 

50-206 

o 

MILLER.H J. 

9804210519 

£0-293 

o 

MEOFORO.M.O. 

8803310226 

50-206 

P 

MlLLEfl.H.J. 

8004220045 

60-293 

F 

M6DFORD.M.O. 

6803310239 

60-208 

P 

MILLER.J 

6804050130 

50-293 

P 

MEDFORO.M.O. 

8804010217 

60-206 

P 

miller,l. 

0804110329 

60-293 

P 

MEDFORD.M.O. 

8804010221 

60-206 

s 

MILUR.l. 

8804120410 

50-293 

P 

MEDFORO.M.O. 

6804070310 

50-206 

p 

MILLER.L F. 

8804190130 

50-293 

F 

MEDFORO.M.O. 

8804110104 

50-206 

p 

MILLER.LF. 

0804250170 

80-293 

P 

MEDFOBO.MO 

8304110202 

50-361 

p 

MILtER.M. 

08032601 45 

50-364 

S 

MEOFORO.MO. 

0804120341 

50-206 

p 

MILLER.MA 

8804040093 

50-348 

Q 

MEDFORD.MO. 

8904160010 

50-206 

p 

MIILER.MA. 

8804040178 

60-348 

P 

MEOFORO.MO, 

8804210004 

50-206 

Q 

MILLER.MN. 

8804060324 

60-348 

S 

MEOFORO.M.O 

8804210039 

50-206 

P 

MILLER.M.S. 

8604060526 

50-364 

R 

MEDFORO.M.O 

.8804210187 

60361 

P 

MILLER.M.S 

8804080085 

50-348 

F 

MEOFORO.MO. 

8804250245 

60-206 

1 

MILLER.M.S. 

8804080094 

50-348 

Q 

MEOLOCK.R.L 

8804280514 

40-8462 


MILLER.MS. 

8604080168 

50-340 

S 

MEEHAN.8. 

8804050291 

CONTRACT 


MIL(.ER.R A. 

8804110121 

50-348 

O 

MEEHAN.B. 

8804050333 

CONTRACT 


MILLER.V.l 

6904110194 

50-348 

F 

MEEHAN.e. 

8804050390 

CONTRACT 


MILlEaV.L 

8804110147 

50-348 

J 

MEEHAN.B.. 

8804060332 

CONTRACT 


miller.w.h. 

6804110277 

50-348 

P 

MEEHAN.B. 

8804200461 

CONTRACT 


MILLER.W.H. 

8804110337 

60-348 

R 

MEEHAN.B. 

8804200462 

CONTRACT 


MILLS.WA 

8804140001 

50-348 

O 

MEeHAN.B. 

8804210306 

CONTRACT 


M1LTENBERGER.S. 

8804140005 

60-348 

O 

MEEHAN.B. 

8604280343 

CONTRACT 


MILTENBEROER.S. 

8304150032 

60-364 

S 

MEEHAN.B 

6804200067 

CONTRACT 


MILTENBERGER.S. 

8804190141 

60 364 

B 

MEEHAN.B. 

6804290099 

CONTRACT 


MILTENBEROER.S. 

8804190144 

50-348 

R 

MEEHAN.B. 

8804290191 

CONTRACT 


MILTENBERGER.S. 

8604200371 

60-364 

S 

MeEHAN.a.O. 

8804200361 

CONTRACT 


MILT£N8EflQ£H.S. 

8804220212 

60-364 

S 

MEEHAN.B.O. 

6804210181 

CONTRACT 


MILTENBERGER.S 

8804290298 

50-348 

S 

MEHOLICK.J.A 

8804210204* 

FOIA 


MIITENBERQEB.S. 

6804130371 

ORQ 


MEISNER.M J. 

8803310009 

60-302 

P 

MILTENBERGER.S. 

8804210076* 

FOIA 


MELFU 

8804190164* 

50-528 

o 

MILTENBEROER.S 

8604270110* 

PR 


MEILEN.L 

88042601 14* 

60-261 

o 

MILTENBEROER.S 

6604060284 

60-324 

P 

MELLINOER.G B. 

6604140210* 

PROJ 


MIL.TEN8EROER.S. 

8604 1 lOOSO 

60-324 

Q 

MEN0EZ.R 

8804040141* 

80-454 

Q 

MlUENSEHGEfl.S. 

6803250284 * 

60-250 

Q 

MENOOCA.MM. 

8804250048* 

50-344 

Q 

MUENBBRGER.S 

8804280218* 

60-250 

Q 

MENOONCA.M. 

8804190113* 

60-628 

Q 

MINOGUe.RB 

8804050029 

50-322 

G 

MeNOONCA.M.M. 

8804130022* 

50-276 

O 

MINOGUE.B.B. 

6804140075* 

NUREG 


MENOONCA.M M 

8804250043* 

50-344 

Q 

MINOGUE.R.B. 

8804140130* 

NUREG 


MENaERS.C.A 

8603280104 

50-352 

S 

MINOGUE.R.B. 

8804270296 

60-348 

F 

MENQERS.CA. 

8804060035 

60-352 

s 

MINOQUE.R.S. 

8804070285 

60-348 

F 

MEMGERS.CA 

6804000031 

50-352 

s 

M1NOfl.Q,C, 

8804200045* 

60-346 

F 

MENQERS.CA. 

8604080147 

50-352 

s 

MINOR .OC. 

8604060368* 

70- 143 


M£NaefiS,C.A. 

8604080151 

50-362 

s 

MINOR, Q.C. 

8804110328* 

80-280 

Q 

MENQERS.CA. 

6804080220 

50-352 

s 

miraqLia,f.j. 

8804120020* 

50-321 

O 

MENGERS.C.A. 

8804130070 

60-352 

s 

MIRAQLIA.FJ. 

8804120176* 

50-335 

O 

MENNINOJE 

8803300068* 

60-321 

o 

MIBAGLIA.F.J. 

8804250056* 

70 143 


MENNING.J.E. 

6804260024* 

60-321 

Q 

MISSAL.MJ. 

8804250061* 

SO-400 

o 

MERKLE.J.G. 

8804010275 

NUREG 


MIS3AL.MJ. 

8804250070* 

50-327 

o 

MERRICK .0. 

8804060290* 

60-269 

F 

M(TZ£LFeLT.R. 

8804250085* 

60-424 

Q 

MESERVE.R.A 

8804040063 

40-2061 


MIZNER.J.H. 

8604230006* 

80-338 

Q 

MESERVE.H.A 

8804040063 

40-2061 


MOFFAn.LW. 

8804260010* 

50-305 

O 

MES£nVE,RA 

3804100203 

40-2001 


MOFFATT.L.W. 

8604260034* 

60-348 

Q 

METZENBAUM,H.M. 

8804130409* 

60-440 

U 

MOFFAn;.L,W. 

8604140206’ 

PROJ 


MEYEauC 

8804060236 

NUBEO 


MOFFATtX-W. 

6804070099 

60-255 

P 

MEYeR.L.C. 

8604080238 

NUREG 


MOFFATT.LW- 


ACCESSION SUBJECT 
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a804 130335 
8804050421 
B8041B01B5 
8804220100 
8804280405 

6803300322 

8803300328 

8804060211 

8804130399 

8804210461 

6804040236* 

8804220040 

8803250284 

BB04200147 

8804200147 

BB03280128 

8803290219 

8803310064 

8804130058 

6804190130 

8804220206 

BS04220209 

8804270265 

8804120400* 

8804190289 

8803300105 

8803300109* 

8803300164* 

8804060191 

8804060196* 

8804060207 

8604060212' 

8804070237 

8804150016 

8804150018* 

8803290205 

8803290351 

8504070338 

8804120375* 

BB04280633 


WASTE RES 
50-150 P 

60 193 F 

50-128 P 

60-113 P 

50-316 R 

50-315 R 

50-386 S 

50-368 S 

60-368 S 

50-267 Q 

50 277 R 

50-317 P 

50-322 T 

60-322 T 

50-213 S 

50-213 R 

50-213 S 

50-213 S 

50-213 R 

50-213 S 

50213 S 

50-213 S 

50-348 O 

50-382 R 

50-458 O 

50 456 Q 

60-456 O 

50-316 O 

50-316 Q 

60-440 Q 

50-440 O 

60-331 P 

50-295 Q 

50-295 Q 

I8E 

50-312 S 

50-312 S 

50-312 Q 

NUHEG 


8804060080 

8804050161 

8804190429 

8804260190* 

8804160057 

8804160057 

8804200058 

8804200058 

8804070124* 

8804140149* 

830A270378' 

8804060267* 

8804200497* 

8804280632* 

8603300046 

8803300210 

8603310022 

6804010180 

8804010164 

9804040100 

8804060446 

8804070088 

6604070316 

8804120326 

8804180109 

8804210372 

8804220018 

8804260194 

8804280249* 

8604280637* 

8B042B0845* 

8804280649* 

8804280665* 

8804200084* 

8804200064* 


l&E 

REVIEW QR P 
REVIEW GR P 
50-424 Q 

50-322 O 

50-322 O 

50-322 T 

50-322 T 

50440 » 

NUREG 

PR 

50-348 Q 

FOIA 

PR 

50-272 O 

60-311 O 

50-272 P 

60-272 O 

50-272 Q 

50-272 P 

50-354 P 

60-354 P 

50-272 O 

50-354 O 

50-354 P 

50-354 K 

50-354 O 

SO-354 P 

PR 
PR 

PR 

PR 

PR 

50 322 T 

50-322 T 


8804290038* 60-322 

8803240426 50-3 

8804080088 50-3 

8804220167 50-206 

6804050031 50-322 

8604060031 50-322 D 

8804280567 40-8911 

6804200073 60-443 C 

8M404O1O3 60-302 ; 

8804120367 60-302 ‘ 


860413010Q 60-302 
6^04200380 50-302 
8804200382 60-302 
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MOlST.RN 

BB04050)4Z’ 

OA9d0 


MROCZKA.E.J. 

8804I10JI5 

50210 

P 

murphy.w p 

0604010159 

60-271 

O 

MOKHTAHIAN.K 

BQ0401021S 

NURF.G 


MROCZKA.E J 

8304110315 

50 213 

P 

MURPHY.W p 

0004010164 

50 271 

O 

MOLEH.RB 

8804060254 

WASTE RES 

MROCZKA,E J 

8904120247 

60 423 

P 

MURPHY.W P 

8604140477 

£0 271 

R 

MCLER.flB 

8804130363 

WASTE HES 

MROCZKA.e J 

8804120247 

SO 423 

P 

MURPHY.W P 

B804I80CB5 

50271 

O 

M0L2LER.0 S 

8004200366 

50-285 

S 

MROCZKA.E J 

8804120354 

60 423 

0 

.MURRAV.Q 

8004050263* 

50458 

o 

monnie.oi 

8001260033’ 

50 305 

P 

MROC2KA.E J 

8804120354 

50423 

o 

MURRAY.a 

6604250336* 

50 382 

0 

M0NNIE.0 1 

8601260033* 

50395 

P 

MROCZKA.E J 

8004120364 

50 213 

p 

WURRAV.a 

8BD4260031* 

50-313 

o 

UONTGOMERY.J L 

0004040112 

70-734 


MROCZKA.E J 

6804120423 

50 213 

p 

MORRAV.a 

8604260046* 

50 482 

0 

MONTGOMERV.J L 

0604040115* 

70 734 


MROCZKA.E J 

6804120423 

50 213 

p 

MunRAy.H D 

8804060031* 

50 128 

Q 

MONTGOMERY.J L 

8804060475 

50-344 

O 

MROCZKA.E J 

8804120423 

50 213 

p 

MUSCLF.O 

8 B 03300236 

50 263 

V 

MONTGOMEHY.J L 

8804150089 

70 734 


MROCZKA.E J 

8804130218 

50 423 

p 

MU50LF.D 

8903300243 

50-282 

V 

MONTGOMEHY.J 1 

8004230202 

50-397 

o 

MROCZKA e J 

88041.30218 

50-423 

p 

MUSOLF.O 

0004150115 

50 2S3 

n 

MONTGOMERY. JL 

8804270037 

70-734 


MROCZKA.E J 

8804180173 

71-9015 


Muso'.r.o 

8804150133 

50-282 

n 

MONT60MERY.J L 

8004270137* 

PR 


MROCZKA.E J 

8604180173 

71-9015 


MUSOLF.D 

6804150326 

50-263 

V 

montogmehy.j L 

80042 7CQ9 7 

70-734 


MROCZKA.E J 

6604190041 

50-423 

p 

MUSOLF.O 

8904150362 

£0-282 

V 

MOORE 

8804110233' 

WASTE MGT 

MROC2KA.E J 

8 804 100041 

50-423 

p 

MUSCLF.O. 

3604200109 

60-263 

s 

MOOREJ E 

8804050065 

50 445 

G 

MROCZKA.e J 

8804200505 

50-245 

Q 

MUTO.NF 

8004200113* 

50-322 

T 

MOOnE.J£ 

8804050092 

50-445 

G 

MROCZKA.E J 

6804200606 

50-245 

0 

MYERS.CJ 

8804120375* 

50-312 

O 

MOORE.JE 

8804200031 

50 445 

G 

MnOCZKA.E,J 

8804200533 

£0-336 

P 

MYERS.H 

8804280650* 

50-289 

P 

MOORE.ML 

8604010112 

50 170 

R 

MROCZKA.EJ 

8004200633 

60 336 

P 

MVERS.il. 

8C0428C631 * 

50 269 

P 

MOORE. P 

8804050371* 

50 424 

Q 

MROCZKA.E.J 

0BO42C0539 

£0 213 

P 

MVERS H. 

0804280664* 

60-289 

P 

MOORE.S E, 

8804010215 

NUREQ 


MROCZKA.E J 

8804200539 

50 213 

P 

MYRABO.A.L 

68041 SOI IS 

60 263 

n 

MOOnmN.BJ 

880 W80Z8Q 

40-200 


t7ROCZKA.EJ 

0804SI0077 

60-423 

P 

WAOAI.Y. 

5603089-195 

50 219 

p 

MOOSE.J M 

0004190100 

60-483 

R 

MHOCZKA.E J 

8604210077 

60423 

P 

NAIK.JA 

6804150022 

50 327 

s 

MORALES.E M 

8804060015 

40 8907 


MROCZKA.E J 

0804210150 

50423 

o 

NAIK.J A 

6604200131 

£0328 

s 

MORALES.EM 

B804280251 

40-8907 


MROCZKA.E J. 

8804210159 

£0423 

o 

NAIK,J A 

8304270074 

50 32? 

s 

MORAN.DH 

8604130184 

50-269 

P 

MROC2KA.F J. 

B004220097 

50 423 

p 

NAin.P. 

0804190364’ 

WASTE MGT 

MOflAN.D.H 

0804 1303 10 

50-259 

P 

MROCZKA.E J. 

0004220097 

50-423 

P 

NANSTAD.n K 

6804010275 

NUREG 


MORAN.DH 

0804200368 

50-259 

P 

MnOC2KA.E J. 

8804 2 £0249 

50-213 

1 

NAPOLITANOOG 

8803310254* 

50 309 

p 

MOKAN.OM 

88042604 79 

50-259 

P 

MROCZKA.EJ. 

8804250249 

SO 213 

1 

NAPOi.1JANO.OG 

0804210012’ 

£0-20 

p 

MORAN.DH 

0804280618 

50-259 

P 

MROCZKA. E J 

8604250248 

50-213 

1 

NAnoUT.P 

8804190113* 

£0-528 

o 

MORAN.O.M. 

8804200065 

40 3463 


MROCZKA.EJ 

8804250267 

50-245 

F 

NARBUT.PP 

9904130022* 

50-275 

0 

M0HGAN,.H E 

8804200137 

60-361 

R 

MROCZKA.e j 

8604250267 

50-245 

F 

NAnOACCl.G A 

6803280080* 

50-289 

n 

MORGAN.C. 

8603310206 

50 416 

F 

MROCZKA.EJ 

8804260070 

50-213 

0 

NAHDl.A J 

0304100043 

50-87 

w 

MORGAN.HE 

6804200216 

60-361 

S 

MROCZKA.EJ 

8604280070 

50-213 

Q 

NAROI.A J 

6904260003 

70-1151 


MORGAN.tie 

8803300191 

50-206 

3 

MnOCZKA.EJ 

8804260285 

60-423 

P 

NAROl A.J 

8904280015 

70 list 


MORGAN.HE. 

8804040105 

50-361 

S 

MROCZKA.E J 

8804260285 

50-423 

P 

NAflOONE.P 

8604160395 

50 443 

R 

MORGAN.HE 

B004060001 

60-361 

F 

MROCZKA.EJ 

8904270231 

50-213 

P 

NASH JO. 

8804080173 

PHM 


MORGAN.HE. 

8804060195 

50-208 

S 

MROCZKA.EJ 

8804270231 

60-213 

P 

NAUMAN.DA 

8303260131 

50 396 

0 

MORGAN.HE 

8604060240 

50 362 

s 

MBOCZKAEJ 

9304280282 

50 245 

P 

NAUMAN.OA 

8903290274 

£0 395 

1 

MORGAN.H E 

8804200128 

50-206 

n 

MR0CZKA.E J 

8804290282 

60-245 

P 

NAUMAN.DA 

8603290300 

50396 

P 

MORGAN.HE 

8804200224 

60 361 

s 

MUEILER.RC 

9004250126 

60-409 

1 

NAUMAN.OA 

8804010059 

50 395 

S 

MORGAN.HE. 

8804200247 

60-206 

s 

MULDER.no 

8803080467 

5062 

P 

NAUMAN.O A 

8804010230 

50395 

R 

MORGAN.HE, 

8804200267 

60-381 

s 

MULOER.R U 

6003310227 

5062 

P 

NAUMAN.O A 

8604010242 

50 395 

F 

MORGAN.HE 

8804210339 

50-206 

o 

MUlOEH.n U 

B904060357 

5062 

O 

nauwan.cxa 

8004060391 

50-335 

P 

MORGAN.HE 

8804260407 

50-206 

8 

MULDER.R.U. 

8804070193* 

50 62 

P 

NAUMAN.D.A, 

8304060394 

50-395 

P 

MORQAN.RE 

0804150139 

50-261 

R 

MULtER.O.n 

6803030125 

50-373 

P 

NAU.MAN.O.A. 

3334110266 

50-395 

O 

MORGAN.W.e 

8804140023 

60-295 

Q 

MULtER.On 

8603090455* 

60-373 

P 

NAUMAN.O A 

8904110202 

50-395 

o 

MORQAN.WE 

8804140056 

60-295 

Q 

MULiefl.DR 

8804040240* 

S0-29S 

P 

NAUMAN.O A. 

9304160137 

50-395 

p 

M.OHGAN.WE 

8604260039 

50-10 

P 

MULIER.DR. 

0604050133* 

50-254 

P 

NAUMAN.DA. 

8304160133 

60-395 

R 

MOnoENSTEHN.M 

0803080283 

40-7102 


MULten.O.R. 

8004110220 

50-205 

P 

NAUMAN.OA 

3004210242 

fiO-395 

P 

MOHGENSTERN.R 

8804150407 

50-481 

S 

MULlER.O.n. 

0804110235* 

50-205 

1’ 

NEFF,JO 

8804210395 

waste MGT 

MOnONEY.RF. 

8804130111* 

COMMISSfO N 

MULLEB.O.R. 

8604130243 

50-401 

o 

NElQHBOnS.J D 

9004100165 

50-266 

P 

MORRIS.B.M 

8804050250 

PROJ 


MULLER.O.n. 

6804140543* 

50-454 

p 

NElSLeR.J.H 

8004060199* 

60-456 

O 

MORRIS.BM 

6804 150231 

PROJ 


MULLER.DR 

8904100277 

50-454 

p 

NEISIER.J H 

0804120080* 

60-305 

Q 

MORRIS.BM. 

6804270062* 

PR 


MULLER.OR 

3804160283* 

60 454 

p 

NE1SLER.J.H, 

0804150033* 

60-315 

Q 

MORRIS.BM 

8804270205* 

PR 


MULLER.DR 

8004180316 

60 467 

o 

NELIIS.D. 

0804270103* 

PR 


MOUNJ.O.K 

6805030161* 

PR 


MULLER.OR. 

3804(60307* 

C0 454 

p 

NEltlS.O.O. 

8804270040 

PR 


MOXLEY.M 

8604290009 

40 4492 


MULLER.OR 

9004220007* 

60-464 

p 

NCLSON.J 

8004070067 

50 424 

0 

MflOCZKA.E J 

8803300412 

60 245 

Q 

MULLER.OR. 

860422 0244* 

50-295 

p 

NELSON.J E 

0804200302* 

CONTRACT 


MROCZKA.EJ. 

8803300412 

50-245 

Q 

MUlLIKIN.R. 

0803310101* 

60-265 

Q 

NERON.G 

8904130060 

50-339 

R 

MROCZKA.E J 

8803310043 

50-213 

0 

MUNNO.A.M 

00040 10 112 

50 1 70 

n 

NERSES.V 

6004060 ISO 

53433 

O 

MROCZKA.EJ. 

8803310043 

50-213 

O 

MUNRO.J F. 

8003250181* 

50-250 

V 

NEflSES.V, 

8804130430 

50443 

0 

MROCZKA.E J 

6803310043 

50-213 

O 

MUNRO.J F 

8804050370* 

60 321 

V 

NERSGS.V 

9804220062* 

50233 

F 

MROCZKA.EJ 

8803310109 

50336 

Q 

MUNflO.J J 

6604130401 

71-9036 


NEflSES.V. 

8804220246 

50443 

P 

M.ROCZKA,E J 

8603310117 

60-213 

O 

MUNSON, LF. 

88041 t0039' 

60-320 

Q 

NeSBSTA,J J. 

B803210476 

50 408 

R 

MROCZKA.EJ. 

8803310207 

60 246 

P 

MURAWSKI.TF 

8604140165* 

PROJ 


NESRSTA.JJ. 

8804160059 

50499 

n 

MROCZKA.E.J 

8803310207 

60-245 

P 

MUROOCK.S. 

8604060276 

40-6622 


NEWBURG1I.G 

9904130054 

60-245 

R 

MROC2KA.EJ. 

88040)0140 

50-213 

P 

MURLEV.TE 

8711030480* 

PR 


NEWMAN. JR. 

8304050033 

50-445 

0 

MROCZKA.EJ 

8804050005 

50-245 

K 

MURLEV.T E. 

6801270288 

REVIEW GR P 

NEWMAN.JR 

BB040S0033 

60446 

G 

MROCZKA.ej 

0004050005 

60-245 

K 

MURLEV.TE. 

6903060233 

50-440 

P 

NEWMAN.JR 

8304050039 

60 446 

G 

MROCZKA.EJ 

8804050376 

50-336 

O 

MURLEV.TE. 

8803100 156 

ORQ 


NEWMAN.JR, 

0604050039 

50-445 

0 

MROCZKA.E.J 

8004050376 

60-330 

0 

MURLEV.TE. 

6903100160 

ono 


NEWMAN. JR 

8804050044 

60449 

0 

MROC2KA.EJ 

6804060003 

60 245 

F 

MURLEV.TE 

8903180091 

60-312 

P 

NEWMAN.J.B 

8B040S0044 

£0-44 9 

G 

MROCZKA.EJ. 

8804060003 

60-245 

F 

MURLEV.TE. 

8903260063 

60 490 

P 

NEWMAN.J fl. 

8804050109 

50-445 

G 

MROCZKA.E J 

8804060055 

50-423 

S 

MURLEV.TE. 

9804010249 

ORQ 


NEWMAN .JR. 

6804200023 

SO 445 

Q 

MROCZKA.E J. 

8804060055 

50-423 

S 

MURLEV.TE. 

38040 5 0093 

50-312 

P 

NEWMAN.J fl 

6604200023 

50 446 

G 

MROCZKA.E.J 

8604070118 

50-246 

J 

MURLEV.TE. 

8004050200 

50-312 

P 

NEWSOME.R.W. 

6803200325* 

50-250 

0 

MROCZKA.e J, 

8804070118 

50 245 

J 

MUBIEY.T.E- 

680412038B* 

&O-403 

P 

NEWSOME.R.W. 

8903310280* 

50-260 

0 

MROCZKA.E.J. 

88Q4Q7Q2D1 

60-213 

H 

MURlEV.re. 

0304130241 

50 320 

P 

NEWTON.Q J 

8804280444 

NUREG 


mroczka,e.j 

8804070291 

60-213 

H 

MURIEY.T-E, 

0804130261 

60-322 

P 

M’.CHOLAS.J.B. 

8804050263* 

£0-468 

O 

MROCZKA.EJ 

8804070291 

50-213 

H 

MURLEV.TE 

8604200491* 

FOIA 


NICHOLAS. J 8. 

9804260336* 

60-362 

Q 

MROC2KA.EJ. 

8804070293 

50-213 

J 

MURLEY.T.E. 

6804250297* 

50-498 

P 

NICHOISON.L.F.. 

8804010047* 

50-260 

0 

MROCZKA.EJ 

8804070319 

50-24S 

O 

MuflLEY.TE. 

0604260100 

SO-400 

P 

NICHOLSON.l E. 

8804260232* 

60 2B0 

Q 

MROCZKA.EJ. 

8804070319 

50-245 

0 

MURLEV.T E. 

8804 2 70303 

50-312 

P 

NICKERSON, J. 

8804250340 

60-283 

P 

MROCZKA.EJ. 

8004080058 

50-213 

R 

MUftlEY.TE. 

6604260462 

ORG 


NICKERSO.N.J.M 

880-12S03I3 

FOIA 


MROCZKA.E.J 

aR04flRn3BR 

fin-94& 

F 

Ml IRPMV AO 

fi9Q4lfi030ft* 

CONTRACT 


NiCQI ETTP V F. 

3804280588 

NUREG 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

NOLAN.D. 

8304 UOW9 

71-4086 


OSIENSHY.J L. 

6804180003 

WASTE RES 

PEGG.IL 

0804140218' 

PflOj 


noonan.t.p. 

8ft03?B0034 

60-334 

S 

OSTER.J 

8804120216 

50-10 

J 

PELCHAT.J. 

8804060060 

lAG 


NOONAN.T.P. 

8803290304 

50 412 

S 

OSTER .1 

8804250042 

50 254 

J 

PELESCHAK.S 

BB04 130301 

60-219 

0 

noonan.t.p. 

D80404P22I 

60-334 

s 

PACE.M E 

87)0140348* 

£0-382 

P 

PELESCHAK.S 

3804130066 

50 289 

0 

NOONAN.T.P. 

8804000080 

50-334 

s 

PACe.N E 

8710140348* 

50-382 

P 

PEUET.JL 

8803230324' 

50 285 

V 

NOONAN.T P 

0804130088 

60-334 

s 

PACILIO.J.D 

8803380204 

50 265 

S 

PfcLLET.JL 

8804C60042* 

50-298 

V 

NOCNAN.T P. 

8B04 130091 

60-412 

s 

PACKARO.G C 

B804 150396 

50255 

R 

PEU ET.JL 

8804060329' 

50-205 

V 

NOONAN.T.P. 

8804140166 

50-334 

s 

PADOVAN L M 

0804 130022' 

50 275 

Q 

pelleiier.jp 

880406010/ 

50 271 

S 

NOCNAN.T P. 

6604220087 

50334 

F 

PAGE.T A 

8804250248* 

50 206 

1 

pelletieh.jp 

8804070068 

50-271 

S 

WOnot'RG.J 

8n(}4t20a-4& 

50-336 

P 

PALOMINO.FG 

690418C057 

50322 

G 

P£LLETIEH.JP 

8804200148 

50-271 

S 

OOnonRHAUG.L R 

BQ042 70044 • 

70 734 


PALOMINO.FG 

8804290030 

50 322 

G 

PENA.S 

6804050346* 

XPORTLIC 


NORELJUS.C E. 

8804040230 

50-45S 

o 

PANG.J.F 

$108260083’ 

fOlA 


P£7>IN(N6rOW.VV S 

8804 1 10205 

40-3392 


NOREtIUS.C E. 

0804070007 

50-305 

F 

PAOLINO.R J 

8004120199* 

50-213 

Q 

PENNINGTON.WS 

8604120166 

40 3392 


kohelius.c e. 

0804070159 

50-237 

O 

PAPANIC.G 

8804040149 

50 29 

J 

PENTZIEUDC 

880422004 1 • 

50-220 

P 

NOr»U*l.lUS,C,E 

8604200410 

50-341 

o 

PAPANIC.G 

B804060I01 

5029 

H 

PERE1RA.DB 

8804259048' 

50-344 

0 

nohelius.ce. 

6804200481 

60-331 

o 

PAPANIC.G 

8804060406 

50 29 

1 

PGRE2.G 

8804120375* 

50-312 

0 

NORKtN.O-P. 

8804200840* 

50 445 

o 

PAPANIC.G 

88041401 17 

5029 

P 

PERKINS.K 

8004080267 

NUREG 


NORMAN.Oe, 

8604250110* 

00-267 

o 

PAPANIC.G 

8804210010 

50-29 

P 

PERKINS.KE. 

8603080446* 

50 30S 

P 

Nonnis D s. 

6804060103* 

50-57 

V 

PAPERIELLO.CJ. 

8804060010 

50-456 

O 

PERKINS.K E 

6004 1 10244* 

50 306 

F 

Nonnis.os. 

6804060116* 

50-309 

V 

PAPPAS.J 

8804210012* 

50 29 

P 

PERKINS.K E 

8804110335* 

50-266 

F 

Konnis.o.s. 

8804000072* 

50-170 

V 

PAQUETTE.JF 

8604130361 

50 277 

P 

PERKINSKE 

0804220057* 

50-266 

P 

Nonnis,j A 

8804040238 

50 295 

p 

PARK.J Y 

8804080134 

NUREG 


PERKINS.KE 

880422028 1 

50 403 

P 

Nonnis.j A 

8804110230 

50 206 

p 

PARKHILl.n 

6604190113* 

50-628 

O 

PERKINSKE 

8804380010 

50-483 

P 

Nonnis.j A, 

8804220113 

50 295 

F 

PARKINSON.K 

8604150046* 

50-295 

O 

PERKINS.K E 

8004280551' 

50-266 

P 

Nonnis.j A 

8804220242 

60-295 

P 

PARLER.WC. 

8802170361 

SECY 


PERKINS.K R 

8804060126' 

50-309 

P 

NOMTH.HS 

8B04060500* 

60 520 

O 

PAHLER.WC. 

8804130133 

COMMISSION 

PERKINS KR 

8604050231' 

50-382 

P 

HOnTH.P.J 

B0033000S7 

50270 

s 

PARLER.WC. 

8804280037* 

50-498 

P 

PERKINS.P.J 

8804200294 

50-410 

S 

KOnTH.Pj 

3804060145 

50-269 

s 

PARRIS.HG 

8804260013 

50-298 

P 

perkihs.t j 

8304130159 

50-220 

R 

NORIH.PJ 

8604180256 

60 269 

s 

PARTtOW.JG, 

0507030700* 

FOIA 


PER K INS. TJ 

6004130166 

50-410 

R 

NoniH.pj 

8804260231 

50269 

s 

PARTLOW.JG 

8507030703* 

FOIA 


PGRKINS.T J 

8804150075 

50-220 

S 

Nonrow.e 

BB040 50041 

50-275 

G 

PAR7LOW.JG 

0507)00064* 

FOIA 


PERKINS T J 

0004190038 

50 410 

S 

NOVACHEK.r J 

6803290283* 

50-267 

P 

PARTLOW.JG 

8507100084' 

FOIA 


PFRKIN5.T J 

8804190067 

60-410 

S 

NOVACHEK.F.J 

8B04 190273 

50-287 

H 

PAHTLOW.JG 

8507100091' 

FOIA 


PERKINS TJ 

8804190257 

50-220 

S 

NOVAK.T.M 

8710280311* 

PR 


PASCHIS.J A 

6B040802I8 

NUREG 


PF.BKINS.T J 

8804200253 

50-220 

1 

NOVAK.T M, 

B604250U7 

ORG 


PASCIAK.W 

8804200163' 

50 286 

Q 

PERKINS.T J 

0804200283 

50-220 

S 

NUSSBAUMCn.D A. 

8803060018* 

40-8027 


PASCIAK.WJ 

8004110319* 

50-277 

Q 

PERKINS.T J 

8804200303 

50-220 

S 

NUSvSBAUMERO.A. 

8804270216' 

PR 


PASCIAK.WJ 

8604200046' 

50 334 

O 

PERHV.CG 

8804200084' 

50-322 

T 

0-CONNELL.P.V, 

880404004 1 

40-7604 


PASCIAK.W.J. 

8804200127' 

50-317 

O 

PEHRY.CG 

8804200094' 

50-322 

T 

0’CONNQR.D J 

8604070146 

50-29 

J 

PASTIS.H.N 

6804210350 

50269 

P 

PERSON.L S 

6803300020 

WASTE MGT 

0’D0NNELL.E 

8804080272 

NUREG 


PASTVA.MJ. 

0BO339O2S1 

50-325 

S 

PfTCnStN.Lfi 

0004150196' 

CONTRACT 


OOEGAAnr)GW.n H 

8804040244 

TOPREP 


PASTVA.MJ. 

88040C0277 

50-325 

s 

PETERSON.C.H 

8804060001 

WASTE RES 

OOEGAAROEN.n H 

6804120014 

71-6218 


PASTVA.M J. 

8604070163 

50-325 

s 

PETEHSON.C.M 

8804130078 

WAST F. MGT 

OOEOAARD6N.RH 

6804120019 

71-6076 


PASTVA.MJ. 

8604110041 

50-325 

s 

PETERSON.C.H 

8804130266 

WASTE RES 

ODEQAARDEN.n H 

8 B04 140362 

Ml SC 


PASTVA.MJ 

8804130331 

60 324 

s 

PF.TERSON.GC 

8804070027 

50-331 

F 

OOEOAAnOEN.n H 

8804200517 

Ml SC 


PASTVA.M J 

BB04 260001 

50-324 

s 

PEIERSON.MR 

8804040197 

XPTDHTL1C 


OOEGAAnOEN.RH 

8604200523 

Ml SC 


PATE.R J 

8804050040 

50-344 

o 

PETERSON.M R 

8604050104 

XPORTLIC 


OOEGAAROEN.H H 

8604200580 

71-9183 


PAT6.R J 

6804120401 

50 344 

o 

PETEHSON.M R 

8604050119 

XPORTLIC 


ooegmrden.ru 

8804200536 

710212 


PATE.R J 

8804180416 

50-397 

o 

PETERSON.M H 

880405013/ 

XPORTLIC 


ODEGAARDEN.RII. 

BD042501 13 

71-9213 


PATE.R J 

8804190381 

50 27 

V 

PF.TERSON.MR 

8804050170 

XPORTLIC 


OOEOAARDEN.R H. 

8804250230 

71-9202 


PATE.Z 

8504130161* 

FOIA 


PETERSON.MR 

8804050197 

XPORTLIC 


OOEGAARDEN.RH. 

6804270249 

71-202 


PATE.Z T. 

8804130140* 

FOIA 


PETERSON.M R 

8804050273 

XPORTLIC 


ODETTE.G H. 

8604130422 

ACRS 


PATE.Z T. 

8804130167' 

FOIA 


PETERSON.M R 

8804050337 

XPORTLIC 


OELKERS.E 

8804060041* 

WASTE MG1 

PATE.Z.T 

3604130284* 

COMMISSION 

PETERSON.MR 

6804050336 

XPORTLIC 


OHYAMA.T 

8804050196 

XPOflTLIC 


PATE.Z T 

8804190197* 

FOIA 


PE reflSON.M R 

8804050349 

XPORTLIC 


OI.OHAM.J.Q, 

8804130128 

WASTE MGT 

PATE.Z.T 

8804190226’ 

FOIA 


PETERSON.MR 

8604280413 

XPORTLIC 


OUVER.HW. 

8804150273 

WASTE mot 

PATE.Z.T 

8804100244’ 

FOIA 


PETEnsON.WH 

8804280475 

XPOHTLIC 


OLMSTEAD.CA 

6804120311 

50-344 

fl 

PATE.2.T 

6804 190260* 

FOIA 


PETERSON.MR 

8004280493 

XPORTLIC 


OLMSTEAO.CA 

8604140109 

fiO-344 

S 

PAIE.ZT 

8804190263* 

FOIA 


PETERSON.MR 

6804280515 

XPOHTLIC 


OLMSTEAD.C A 

8804140110 

50-344 

S 

PATE.Z T 

8804190276* 

FOIA 


PETEHSON.M R 

8804280625 

XPORTLIC 


OLMSTEAD.CA 

8804140160 

50-344 

s 

PATE.Z T. 

8804190283' 

FOIA 


Pt lERSON.M B 

8804290176 

XPORTIIC 


OIMSTEAO.C.A 

8804200257 

50-344 

s 

PATEL.C. 

6B04050204 

.50-280 

p 

PETERSON.M R 

8804290276 

XPORTLIC 


OLSEN.AF. 

6804070847 

50-13 

J 

PATEL.C 

8804210407 

50-280 

p 

PETERSON.M W. 

8604190(14 

SO-456 

n 

OLSENAF, 

8604140361 

70-824 


PATEL.CP. 

8803080620 

50-280 

p 

PETKUS.L L 

0804140185' 

PROJ 


OtSEN.A.F. 

8804270279 

70 024 


PATRICK.WC. 

8804100364* 

WASTE MGT 

PETBIUK.H.W 

8804200113' 

50-322 

T 

OtSEN.T.T 

8304070334 

WASTE WGT 

PATTENSO.V.AA. 

8804200230* 

50-445 

A 

PETTENGILLH J 

0004050288 

4O-a064 


OlSHAN.L N. 

9804140541 

50454 

P 

PATTERSON.C 

8804190097 

50 321 

S 

pettengill.h j 

8804050290 

40-1 162 


OlSHAN.L N. 

3604180381 

50-454 

p 

PATTERSON. J 

6803290343* 

50-237 

o 

PeT7ENGILL.HJ 

0804050393 

40-1162 


OLSHAN.L N, 

6804220004 

50454 

p 

patterson.jp 

8804060064* 

50-266 

o 

PETTENGIH .H J. 

8804050395 

40-B681 


OLSH INSKUA 

8804200567* 

FOIA 


PATTeRSON,JP 

8604200509' 

50-331 

Q 

PETIENGILL.HJ 

8804050405 

40-299 


ORDERS.W. 

8803290330* 

50-369 

o 

PATTISON.n S 

8804280023 

40-8084 


PErTENGILL.HJ 

8804050412 

40-1162 


OROERS.W 

8803310285* 

50-369 

Q 

PAT riSON.H S 

8804280530 

40-8004 


PETTENGILL.H J 

8804050432 

40-8902 


ORLOSKV.P.M. 

8804120405 

71-5971 


PATTON.JO 

8804080215 

40 8102 


PEnENGILL.HJ 

8804060012 

40-6622 


ORSER.WS. 

8303310147 

50-341 

3 

PAt/L.R A 

0804140070* 

50-341 

o 

PETIENGILL.HJ 

8804000038 

40 8762 


ORSEB.W.S. 

8804050172 

50 341 

S 

PAULK, QL 

8803310292* 

50-250 

Q 

PETTENGIl L,H J 

8804060133 

WAS1E MGT 

ORSER.WS. 

8804050185 

50-341 

S 

PAULK.G.L 

8804010033* 

50-259 

O 

PEnENGIU..HJ 

6804060137 

40-8452 


ORSER.WS. 

8804150406 

50-341 

S 

PAULSON.W A. 

8604060078 

50-458 

P 

PETTENGILL.H J 

B804060166 

40 6622 


ORSER.W S. 

8604150417 

50-341 

S 

PAULSON.W.A, 

8604110330 

60-458 

P 

PETIENGILL.HJ. 

6804060201 

WASTE MGT 

ORSER.WS- 

8804190129 

50-341 

R 

PAUl.SON.W.A. 

8804120030 

50-456 

P 

PETTENG1LL.H J 

8B04060260 

40 4492 


onsER.w.s. 

8804100238 

50-341 

S 

PAUtSON.W.A. 

8804180326 

50-458 

P 

P£nENG«t.H.J 

6604060314 

40-8908 


ORSER.WS 

8804200139 

50-341 

S 

PAULSON.W.A. 

6804190215 

50-458 

P 

PETTENGILL.H J 

8804060339 

40 8064 


OBSEB.W.S. 

8804200169 

50-341 

s 

PAULSON.W.A 

8804290172 

50 450 

P 

PETTENGILL.HJ 

8804070090 

40-890? 


ORSER.W.S 

8804200375 

50-341 

s 

PAUSTIAN.H H 

8804070009* 

50-219 

P 

PETTENGILL.H.J. 

8804070119 

40-2259 


ORSERW.S. 

8304270004 

50-341 

s 

PAyNE.DF. 

8804280067' 

CONTRACT 


PETTENGILL.HJ 

8804260119 

40-8913 


OSOORN.T.G. 

B80406038B 

40 8904 


PEE9LES.T.A, 

BB03200336* 

50 369 

0 

PETTIJOHN.S 

8804140410' 

NUBEQ 


OSBORN, T.Q. 

8804280133 

40 8904 


PEEBLES.T.A. 

8803300075* 

50-413 

o 

PFAFF.S J. 

8804060089 

40-8659 • 


OSaORN.T.Q. 

6804260538 

40-6604 


PEEBLES.T-A. 

8803310286* 

60 369 

Q 

PFAFF.S.J- 

8804140250 

40-6659 


OSIENSKY.J. 

8603300340* 

WASTE RES 

PEESCeS.T.A. 

8804080101’ 

50-413 

O 

PH(tLlPS.M P. 

6603200063' 

50-315 

C 

OSIENSKy.J. 

8804120477* 

WASTE RES 

PBERAN.SM. 

8804120105* 

60-32? 

P 

PHILUPS.M.P. 

8804040141' 

50-454 

c 


rcnourtHL. HumUH INUtA 2/!) 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

PHII.LIPS.M l» 
f’iCK.G A 

PICK.G A 
f’lCK.Ci A 

PlEPEL.GF 

1)004203400' 

8803310134' 

0n040603?3' 

800425008/' 

8004140210' 

50-461 0 

50-102 Q 

50 450 Q 

50 302 Q 

PROJ 

OUERl0.n.E 

RABY.T.M 
HAMSPOT7.1 0 
RANDAZZA.J B 
RANEY.RG 

8804190259 
880419021/' 
0004 150071 
8603310253 
8804260115 

50-456 S 

ORG 

WASTE MGT 
50-309 P 

WASTE RES 

f'lERCC.n N 

PiEHCE.H N 
PlERSON.nC 
I'lERSON.FlC 
(’(GOTT.Ofi 

0804060037 

8804060041' 

8804130302' 

0004280057' 

0804280150 

WASTE MGF 
WASTE MGT 
50-327 0 

50-327 O 

60-361 G 

RANGE.0 M. 
RANGE.OM 
RANSQN.Ce 
RASHIU.Y R 

RAl rELSDORFER 

8604070095 

8804290193 

8801260033* 

8604060463* 

8604190040 

406102 

40-6064 

60 395 P 

50 29 P 

FOIA 

piGon.on 

PiGOTT.on 

PILMER.OF. 

PiRTLE.G 

PITCAIRN.DH. 

0004260150 

0004260150 

6004210412 

0004200413' 

0003310039' 

50 361 Q 

50 361 G 

50-361 O 

50-341 O 

50 324 Q 

RAVENSCHOFT.N 
RAY.M J 

HAY.M J 

RAYMOND.W 

RAYMONO.W 

6604280265 

BB04260095 

8804260165 

8604140370 

6604200366 

XPORTLIC 
50027 0 

50327 O 

50-336 S 

50 423 S 

PinWAN.J.W 

PLENIEWICZ.n 

PLKNIEWlCZ.n 

FLfSSCr.MS 

PLETTlNGEn.UA 

8004150195 

0004150224 

0004260000 

0804)30200 

0004060004 

CONTRACT 
50-454 S 

50 454 n 

ACHS 

50450 O 

REAVIS.J A 

REAVIS.J A 

REAViS.J A 

REOMONO.L 

HEEVES.OL 

8804200152 

6804200156 

6604200166 

8804190250 

6804100018' 

50-269 R 

50 369 R 

50-4)3 R 

50-456 5 

50 299 S 

PLGTTNliR.E A 
PLIML.GJ 

PLIML.G J 

PLIML.G J 

PLKUl.GJ 

000-1060397' 

0003290240 

0003300339 

0004040002 

0004000292 

50 290 O 

50-304 S 

50-304 R 

50 295 S 

50-295 S 

REEVES.OL. 
REEVES.OL 
REEVeS.E A 
REEVES.EA 

REGAN. WH 

8604200256 

8804250080' 

88041)0264 

8604260200 

0004290003 

50-298 S 

50-268 S 

50346 M 

50348 0 

ORG 

PLIML.G J 

PLIML.GJ 

PLIML.GJ. 

PLIML.G J 

PLIML.G J 

0004140350 
0004150030 
0004 15025) 
0004220153 
0604220 169* 

50-295 H 

50 304 S 

60-205 n 

50-205 R 

50-205 R 

REGENOA.Mj 
REGENDA.M J 
REHM.TA 

HEHM.T A 

REHM.T A 

6804150367* 

8804190355 

8804060230 

8804120055 

8604120123' 

WASTE MGT 
WASTE MGT 
COMMISSION 
COMMISSION 
50 498 P 

PLISCO.L n 

PLOSKI.T 

PLOSKI.T J 

POHLE.JA. 

POHLE.J.A 

0004060210' 

0803200343' 

0004050064' 

0003090345 

0004000004 

50 440 O 

50-237 Q 

50 254 O 

WASTE RES 
WASTE RES 

REHM.T.A 

HEHM.T A. 

REHM.T.A 

REIMUS.M A 

REIS.E J. 

8804120211' 

8804200407 

8B04280518 

6804140210* 

8804110018 

SO 498 P 

COMMISSION 
COMMISSION 
PHOJ 

50-322 G 

POHLE.JA 

POHLE.JA 

POnCH.T. 

POLK.PJ. 

POLLACK.M J. 

0004120)83 

0004120424 

0004100164' 

0004130250' 

6004210047' 

WASTE RES 
WASTE RES 
50-520 Q 

FOIA 

50-272 S 

RE1S.E J. 

REIS.E J. 

HflS.E J 

REIS.T. 

RESCHESKE.P.R 

8804200037 

8804200250 

8604290025 

6803310101' 

8604040141' 

50322 G 

50-443 G 

50-322 G 

50-285 O 

50 454 0 

POLLACK.MJ 
POLLAHO.n 0. 
POOLE.GR 
POPARAO.C J 
POPE.JM 

0004260061 

0004050094' 

0004150106' 

0004250147 

0004140200* 

60-272 S 

50 312 P 

CONTRACT 

PT21 

PROJ 

RESSLER.W.C 

REYES.LA. 

reyes.la 

HEYES.L A 

REYES.LA 

8803280079 

8303250291 

8803250292' 

8804060392 

8804260019 

50 289 R 

50-250 O 

50250 Q 

50-261 P 

50-261 P 

POTAPOVS.U. 
POWELL.1,B 
POWELL.TO. 
POWER.E J 
J’OVVCnS.C.M 

0804050142* 

0003200321' 

0003200303' 

0004200133' 

0003000320 

QA009 

50-390 O 

50-250 Q 

50-275 O 

50-397 n 

REYES.LA 
REYNOLOS.N S 
REYNOLOS.NS 
REYNOLDS.SA 
HICCAROBLIA.P 

8804270065 
88041)0038 
8804110038 
8804060216* 
88033 10039' 

60-425 A 

50460 G 

50 460 G 

50-440 Q 

50-324 0 

POWERS.CM 
PRENDEROAST.K 
PRENOERGASr.K 
PRESCOn.P 
PRESTUOLT.P T. 

00041 5040 1 
80040401 10' 
0004040125' 
0004130000' 
8604000003 

50-307 R 

70-734 

60-3)2 a 

50-520 O 

WASTE MQT 

RICE.PD, 

RICE.P.O 

RICE.PO 

RICE.PD 

RlC£,PO 

8803210067 
8804060008 
8604200540 
8804210277 
88042 I02B1 

50-425 F 

50424 K 

50-425 Q 

60-424 S 

60-425 S 

PRESTHOLT.P.T 

PRES n IOLT.pt 
PRESTHOLT.P.T 
PRESTHOLT.P.T 
PRESTHOLT.P.T. 

8804150402' 
8004210380 
0804210456 
880421 0463 
8004260356 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

RICMAROS.RR. 
RICHAROS.S. 
R1CHARDS.S A, 
RICHAROS.S A 
RICHAROS.S. A. 

8804160352' 

8804190164* 

8804040090* 

8804160417' 

8804190113' 

WASTE MGT 
50-528 0 

50528 Q 

50-397 0 

50-528 0 

PRESIHOLT.P.T 
prcstholt.pt 
PRESTHOLT.P.T. 
PREVAnE.R.L, 
PRICE.E R. 

0004260359 

0004200360 

0604260372 

6004150386' 

8004280656' 

WASTE MGT 
WASTE MGT 
WASTE MQT 
60-305 O 

PR 

niCllAROS,W.J 
HICHAfiOS.WJ. 
RICHARDSON.S 
RICHARDSON.S D. 
niCHAHOSON.S 0. 

8803310243 

6804070086 

8604210211 

8604010037 

8804010068 

PRM 

PRM 

50 326 S 

50-327 0 

50327 0 

PUPILS.A S. 

PUPIIS.A S, 
QUAIN.P.B 

OUA1N.P.B. 

QUALLS.PM 

0003300322 
8003300326 
0004200332 
0604200080 
8804 120375* 

50316 R 

50-315 R 

XPORTLlC 
XPORTLIC 

50-312 O 

niC1IARDSQN.S.O. 
RICHARDSON.S D 
RICHEY.R 0 
RICHEY.R.8 
fllCHEY.R.B, 

8B040 10060* 
8804280040 
8603310223 
8004080247 
6804210033 

50-327 0 

50-327 Q 

50-324 P 

50 261 0 

50 261 P 

OUAY.r. 

QUAY.TR 

OUAY.T.R. 

QUAY.TR 

OUAY.T.R 

B804 140408 

8803100061 

0003100070* 

8804000140 

0604110251 

60-341 P 

60-34 1 P 

60-341 P 

60-34 1 P 

60-34 ) P 

RICHTER.MH 

flIDGE.T 

RIOKY.HW 

RIECK.T. 

fllECK.T.A 

8804140127 

8804140223' 

6804080272 

8804200260 

8804120307 

50-374 S 

50-155 P 

NUREG 

80 295 f 

50304 P 

QUAY.T.n 

OUAY.T.R 

OUAY.r.n, 

OUAY.T.R. 

OUAY.T.R, 

0804120060 

8004190176 

6004100101' 

8004100196 

8004100211 

60-341 P 

60-341 P 

60-34 1 P 

60-341 P 

60-341 F 

BILEY.J.A. 

RINO.M 

RING.MA 

RINO.M A 

HING.M A 

8804280501 ' 

8804040201 

8304080030* 

8804120378' 

8804190017' 

CONTRACT 
50374 S 

50073 0 

60 237 Q 

50-264 Q 

OUAY.T.R, 

OUAY.T.R 

QUAY.TR. 

QUERIO.RE 

QUERIO.RE. 

6804210453 

0604280303 

S0042B0500 

8003280134 

080414007) 

60 34 1 P 

50-341 P 

50-341 P 

60-457 8 

50-456 S 

RINGSDORF.J.E 

RinENBERG.R.8 

RIVARD.DA. 

BlVEN0ARK,Q 

fllVENBARK.G 

0804070222 

8804180133 

8804150111 

8803100155 

8804120031 

50-317 

27-48 

50309 R 

60-321 P 

60-354 P 

QUERIO.R,B 

OUERIO.fl.E. 

QUERIO.RE. 

0004140077 

00041001)4 

6604190251 

50-456 S 

60-456 R 

60-457 S 

fllVENBARK.G 

fllVENBARK.G 

RIVENBARK.G. 

8804160150 

8804160394 

6804280222 

60-364 P 

50-354 P 

l&E 


AUTHOR 


ROB ARE. OJ. 
RO0ERTS.GW 

R08enrs.Gw 

roberts.jp 

roberts.jp 

RODERTS.J P 
ROBERTS.J P 
R08EY.RA 
ROBEY.RA 
ROB1NSON.EW 

ROGINSON.E W 
/108!NSON,C W. 
H08INS0N.E.W 
ROBINSON.E W 
HOBiNSON.G C 

ROeiNSON.C M 
ROCHE.M B, 
ROCKHOLO.HC, 
RQCKHOLO.H C 
ROOABAUGH.E C 

RODER.MJ 

ROESNEfl.GJ 

nOGERS.Jj 

ROGERS.PC 

ROGERS.! 

ROGERS.!. 
HOGERS.T. 
ROGGE.JF 
R0GGE,JF 
ROMAN. T W. 

ROMAN.! 
ROMAN.! 
ROMBERG.WO. 
ROMBERG, W D 
RONAFAUW.J 

RONAFALVY,J 
HOOO.H 
ROOO.H 
HOOO.H 
ROONEY.V L 

ROONEY. VL. 

ROSA. F 
ROSANO.R 

ROSB. HO 
R0SE,H0 

ROSE.HO 
ROSENTHAl.JE 
ROSENTHAL, J E 
R0S£N!HAL.JE 
ROSENTHAL.JE 

ROSLONIEC.OJ 

ROSS.OF. 

ROSS.RR 

ROSS.RR 

ROSS.T 

ROSS.!. 

ROSS.T 
R08S.WJ 
nOSSELLE.CJ 
ROSSI. A R 

ROSSI.CE. 

ROSSI.CE 

ROSSI.CE 

ROSSI.CE. 

R0TF.LLA.T,S 

HOTEtU.TS, 

HOTELLA.T.S 

ROTELLA.TS. 

ROTHERF.IVC 

ROTHERT.WC 

ROTHERT.WC 
ROTHERT.WC 
ROUGHAN.C M 
ROUNtREE.R 
ROUSE. L.C 

ROUSE.IC. 

ROUSE.L.C 

ROUSE.IC 

ROUSE.L.C 

ROUSE.LC. 

ROUTT.KR. 
ROY.BA. 
RUBENSTEIN.L S 
RUBENSTEIN.L S 

RUBENS reiN.ts 

RO0ENSTEIN.L.S 

RUBENSTEIN.U-S. 

BU8ENSTEIN.L.S. 


ACCESSION 

NUMBER 


8804150017' 

8803140040 

6804070114 

B804050I80 

8804050431 

8804130203 

8804280658 

6804210353 

8804220070 

8804140166' 

8804140351' 

6504140353' 

6804140355' 

8804140358* 

8804010275 

8804280441 

8804260299 

6804280052* 

6804280052' 

8804010215 

6804180-150 

8804270282' 

880329024) 

8804200027 

8804650007 

8804150022 

8804150042 

8804250034' 

8604260190* 

8804260415 

8803300346 

8804130159 

8804250257 

8804290282 

8804190044 

8804190048 

68040)0(27' 

8804050164* 

8804050427 

8804)20256 

8804280615 
84)1)30333' 
6804260) )3' 
6804050395 
8804050314 

8604260121' 

6804010056 

8804040022 

8604250106 

6804260137 

8804200346 

8602100002* 

8804160)25 

8604160125 

6804050127 

6804210436 

8804280270 

8804080240* 

6804260382 

8804200113' 

8803210090 

6804010256 

8804060370 

8804140425 

6803060517 

8803100145 

8804010073 

8804290167 

6804010)19 

8804060493 

8304110098 

6604120016 

8804180246 

8804140077 

8803080015 

8803 1000 18 
8604110305 
8804220029 
8804220067 
8804220105' 

8804)40107' 

8804190267 

80O3O8Q487 

8803080494' 

88032.50184 

8803250248 

8804010187 

8804040266 


SUBJECT 

category 

50 458 P 
WASTE MGT 
WASTE MGT 
71.9010 
PROJ 

50-269 Y 

PROJ 

£0 254 P 

50-254 R 

NUREG 

HUBEG 
NURFG 
NURbG 
NUREG 
NUB EG 

40 3453 
£02)9 P 

50317 P 

50 317 P 

NUREG 

50046 S 

50483 P 

50 219 S 

50 313 S 

50327 S 

£0-327 S 

50-328 S 

50 424 Q 

50424 O 

50220 F 

50 220 R 

50-220 R 

50-245 F 

50245 P 

50 311 R 

50272 R 

50-36) P 

50397 P 

50-275 P 

50271 P 

50 271 P 

FOIA 

70- 1113 
40-8661 
40 6908 

40-8913 
REVIEW GR P 
ORG 
ORG 
ORG 

50-285 S 

FOIA 

50-322 G 

50-322 G 

50 254 P 

50-254 O 

50 254 F 

50250 Q 

WASTE RES 
50322 T 

50 3 
603 
503 

REVIEW GR 
50-327 

50 327 T 

60-327 T 

50 326 P 

50-33) O 

50331 O 

50-331 O 

50.33) P 

71- 9)47 

50456 S 

40 6027 

40-2061 
70-1063 
70 754 
70-143 
70 143 

PROJ 
7). 9224 
50-224 P 

50-224 P 

50-2 P 

50-5 P 

PROJ 

50409 P 


•D xOOO 
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AUTHOR 

ACCESSION 

SUBJECT 


author 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

rubensteinx s 

6804080015 

50 601 

A 

SCACE.S.E 

8804070116 

50-423 

S 

SHACKLETON.OC. 

8804260106* 

60-275 

P 

RUBENSTEliN.LS 

8604120140 

50 538 

P 

SCACE.S E 

8804130051 

50-423 

R 

SHACKLETON.OC 

8B04260133* 

50 575 

Q 

RUBENSTEIN.US 

8604180266 

ORG 


SCACE.S.E 

8B04 130051 

50-423 

R 

SHAFER.W 

6804060242 

60-331 

S 

RU9ENSTEIN.LS 

6604160296 

50 409 

P 

SCACE.S.E 

8804130054 

50-245 

R 

SHAFER.W 

8B04130197 

50-454 

S 

nUBEMSreiNX s 

8904130335 

PROJ 


SCACE.S E 

8804 130034 

50-245 

B 

SHAFER.W 

6804210202 

50 461 

s 

RUBENSIE1N.L S 

8804160071 

50-3 

P 

SCACE.SE 

8804130060 

50-336 

R 

SHAFER.W D 

8803290341 

50-237 

0 

RUBENSTEIN.L S 

8804190187' 

SO-400 

P 

SCACE.S E 

6604130060 

50-336 

R 

SHAFen.WO 

8803300310 

40-3302 


RUBENS! E IN. LS 

68041 902 S4 

50-460 

A 

SCACE.S E. 

8B04130332 

50-336 

V 

SHAFER.WO. 

8804050061 

50-254 

0 

bubensteim.l.s 

6804200493 

50-601 

A 

SCACE.SE 

8804130332 

60-336 

V 

SHAFER.W 0 

8804060059 

50-266 

Q 

RUBENSTEIN.L.S 

8804320017 

50-131 

F 

SCACE.S E 

8804140038 

60-245 

s 

SHAFER.WO 

8804060455 

50 461 

O 

R(/seNST£(N.L.S 

8304220024 

50-601 

A 

scAce.se 

880-4140036 

60-245 

s 

SHAFER.WO. 

6804(10057 

.50-331 

0 

RUBENSTEIN.L.S 

8304320102' 

60-126 

P 

SCACE.SE 

8804140042 

60-245 

s 

SHAFER.WO 

8804110119 

50-461 

Q 

RUBENSTEIN.L S. 

8804260114 

60 460 

A 

SCACE.S E. 

8804140042 

50245 

s 

SHAFER.WO 

6804120178 

40-3392 


nUBENSTEI^J.L 5. 

6804280275 

PROJ 


SCACE.SE 

8804190019 

50 245 

s 

SHAFER.WO. 

8804120395 

50-346 

o 

RUBENSTEIN.L S. 

8804280425 

ORG 


SCACE.S E 

8804190010 

50-245 

s 

SHAFER.WO 

8804140060 

50-34 1 

o 

RUBENSTEIN.L S 

6804260001 

ORG 


SCALEni.OC 

8804050408 

50 605 

A 

SHAFER.WO 

8804140104 

50-373 

F 

RUBENSTEIN.L S 

8004290245* 

50 62 

P 

SCALETTI.O C 

8804110232 

50-805 

A 

SHAFER.WO 

8804190335 

50-123 

Q 

HUOtS.MA 

8804060048 

QA999 


SCARANO.R A. 

8804070140 

50-275 

F 

SHAFER.WO. 

8804260068 

00-373 

O 

RUOV.JR. 

8804260140* 

00483 

P 

SCHADRACK.M A. 

8804060361 

F01A 


SHAFER.W.O 

8804270139 

50 440 

O 

FIVFF.A 

88040)0087* 

50-416 

O 

SCHAEFER. WO 

8802250098* 

60-171 

U 

SHAFER.W D 

BB04270274 

60-282 

F 

RUFF.A B 

8804260160’ 

50-424 

O 

SCHAEVE.L 

8804060292 

60-295 

s 

SHAFER.WO, 

8804270284 

50 461 

F 

nUITEfl.GH 

6804150(43 

50-305 

R 

SCHAPK£ft.J.F, 

6804060432' 

60-240 

a 

SHAFFEB.fl 

8604060110 

40-6502 


RULAND.WH 

8804050354' 

50-324 

O 

SCHAPK6R.J.F 

8604060444* 

50-305 

o 

SHAFFER.R 

8804280252 

40 8684 


RUNION.D. 

8804210167 

CONTRACT 


SCHAUF.J. 

6804260235* 

60 445 

A 

SHAFFNER.J A 

6603310063 

27-40 


RUNION.D 

6804210210* 

CONTRACT 


SCHAUF.J M. 

8804260205* 

60-445 

A 

SHANOAKY.M 

8804120042* 

6029 

Q 

runyan.w.f. 

SB04200400' 

50-445 

o 

SCHAUE.JM, 

8804260237* 

60-445 

A 

SHANBAKY.M 

8804)20053’ 

50-277 

Q 

HUSL1NG.0 H, 

6804150365 

50-274 

p 

SCHAUF.J.M. 

8804260241* 

50445 

A 

SHANBAKY.M M 

8804060136* 

60 244 

0 

RUSSELL.J.E 

8804120466* 

50-206 

o 

SCHAUF.J,M 

8604260243’ 

50445 

A 

SHANBAKY.M M 

8804120270* 

70-371 


RUSSELL.J.R. 

8604070057 

50-259 

p 

SCHAUF.JM 

6804260247* 

60 445 

A 

SHAN8AKY.M.M 

6804120327* 

60-220 

O 

RUSSELL.J.R 

6804070180 

50-259 

p 

SCHAUF.J M. 

8804260250* 

50-445 

A 

SHANNON.JM 

8804260052 

60 443 

Q 

RUSSELUJO. 

8804070203* 

50-259 

p 

SCHAUF.J.M. 

8804260253* 

50 445 

A 

SHEAIY.HG. 

8805030070* 

PR 


RUSSELL.V. 

8604200570* 

CONTRACT 


SCHAUF.J M. 

8804260254* 

50 445 

A 

SHEFFEY.RA 

8804290091 

60-322 

G 

RUSSELL. WT. 

3604050326 

60-272 

o 

SCHELL.RJ 

8604 T303O3 

50 309 

P 

SHFFFeY.RA 

8S0429009I 

50-322 

Q 

russell.w.t. 

8804060142 

60 245 

o 

SCHELL.R J 

8804200192 

so 309 

P 

SHEFFEY.RA 

8804290147 

60-322 

0 

russell.wt. 

8804110311 

50-322 

Q 

SCHERER,A E 

3604140263 

70-36 


SHEFFEY.RA. 

8804290147 

50-322 

Q 

RUSSELl.WT. 

8804110317* 

50-322 

Q 

SCHeREfl.AE. 

8804150167 

70-1100 


SHELTON.OC 

8803300054 

50 346 

J 

ftUSSELL.W.T. 

8804120432 

50-311 

O 

SCH£REn.A E. 

3804200629 

50-470 

K 

SHELTON.DC. 

8803300385 

50-348 

P 

RUSSELL.WT. 

8804120436* 

50 311 

Q 

SCHEHER.R.W. 

8604270182’ 

50-321 

1 

SHELTON.OC, 

8804060308 

60346 

V 

ruther.we 

8804080134 

NUREG 


SCHEUERMAN.J T. 

8804 1 20306 

60-298 

R 

SHELTON.OC, 

6804060442 

50-346 

P 

flUTTEH.S. 

88040S0023 

60-312 

S 

SCHIERMAN.SL. 

8804060172 

40-8681 


SHELTON.OC 

8804080449* 

60-346 

P 

HUTTBR.S. 

6804210136 

50-312 

S 

SCHMID.S P. 

8804150363 

70-1308 


shelton.d.c 

0804110144 

50-346 

P 

RYOER.TS 

8604040217 

50-337 

s 

SCHMiD.S P. 

6804270323 

70-1308 


SHELTON.D.C 

8804150429 

50 346 

Q 

HYDER.T.S 

8804120073 

50-388 

s 

SCHMUTZ.T.A 

8804200038 

50-445 

G 

SHELTON.D.C 

8604200060 

60-346 

P 

RYCCR.T.S 

B30425003S 

50-385 

s 

SCHvYEBLLG A 

8803250294* 

50-250 

O 

SHELTON.D.C, 

S804220I3I 

50-346 

P 

nYGQ.O E. 

8603260306* 

50-395 

p 

SCMNEBLI.G A 

8804260218* 

60-250 

O 

SHELTON.D.C 

8804220134* 

60-346 

P 

RYTKONEN.B 

6804060275* 

CONTRACT 


SCHNELL.O.F. 

6804040119 

60 483 

P 

SHELTON.OC, 

8804250148 

50-348 

P 

SAAO.E E. 

8604140224' 

PROJ 


SCHNELL.D.F. 

8804060002 

60-483 

F 

SHELTON.D.C 

8604260201 

50 346 

R 

SAIAWON.G 

8804130144 

50-250 

s 

SCHNELL.O.F 

8804060173 

60-403 

1 

SHELTON.OC, 

8804260005 

60-346 

P 

SALAMON.G 

6804260303 

50-250 

S 

SCHNELL.DF. 

8804070069 

60 483 

J 

SHEMANSKI.P. 

8803080447 

60-373 

P 

SAMOUNSKI.SJ. 

6804140330 

50-373 

R 

SCHNEll.OF. 

8804150408 

50-483 

O 

SHEMANSKI.P. 

6604130377 

50-373 

P 

SAMPSON.R. 

8604050374 

60-374 

s 

SCHNELL.O.F. 

8804160412 

50-483 

o 

SHEPARO.DL 

88040800.8’ 

50-305 

V 

SAMSKY.D. 

8804070177* 

50 483 

s 

SCHNEIL.0 F. 

88Q420O4S8 

50 4B3 

o 

sheranko,r 

6604200222 

60-388 

S 

SAMUELS.JL. 

8804040087* 

60 458 

J 

schneluo.f. 

8604200507 

50-483 

Q 

SHERANKO.RG 

8804060269 

60-388 

s 

SAMUELS.JL. 

3804 140055 

60468 

J 

SCHNELL.OF. 

8804210016 

60-483 

F 

SH1FFER.JD. 

6803290362 

60-133 

n 

SAMUELS.JI 

8804160374 

60-313 

J 

SCHNEIL.OF. 

8804210028 

50-483 

P 

SHIFFER.JO 

8803290368 

SO- 133 

n 

SAMUELS.JL 

8804190382 

TOPRCP 


SCHNELL.OF. 

8804210071 

50-483 

P 

SHIFFER.JD 

8803290400 

60-323 

s 

8AM0EL8.J L. 

8804200020 

50-458 

J 

SCHULTZ.DA 

8604200363 

50-382 

S 

SHIFFER.JO 

8804010284 

60-323 

s 

SAMUELS.JL 

8804200026 

50-331 

J 

SCHULZ,HK 

8304080272 

NORFQ 


SHIFFER.JO. 

8804040009 

80-275 

H 

SAMUEIS.J L 

0804200277 

50-458 

J 

SCHUMACHER.M.C. 

8804110090* 

50 331 

o 

SHIFFEn.Jia 

8804050091 

50-276 

F 

SAMUELS.J L. 

8604200420 

50 313 

J 

SCHUMACHER.M.C. 

8804120181* 

40-3392 


SHIFFER.J 0 

8804070014 

50-323 

S 

SAMWORTH.fl.a 

8804120130 

50-397 

p 

schumacher.m C. 

8604260071* 

60-373 

a 

SHIFFEH.JO 

8804070019 

60-275 

S 

SAMWORTH.R B. 

8604120186 

60-397 

p 

SCHUMAKER.AR, 

8604270262 

50-348 

F 

SHIFT ER.JD. 

8604070024 

50-323 

s 

SAMWORTH,RB 

6604120266 

50-397 

p 

SCHWABENBAUER 

8804 130293 

60-400 

S 

SHIFFER.J,0. 

0804200337 

60-276 

F 

SAMWORTH.R B. 

8804130230 

50.397 

p 

SCHWARTZ.I 

8804080125 

NUREG 


SHIFFER.J.O 

8804200521 

60-276 

O 

SAMWORTH.RB. 

6604130314 

50-397 

p 

SCHWOERER.F. 

8904150128 

71-9102 


SHIFT Eft.J.O, 

6804200531 

50-275 

Q 

SAMWORrH.R.a 

6804130322 

50-397 

p 

scott.br 

8804280444 

NUREG 


SHIFFER.J.0 

6604210449 

60 275 

O 

SAMWORTH.R.8 

8604210341 

60-397 

p 

scon.w.E. 

8803100002 

50-155 

P 

SHIFFER.J.O. 

8804220276 

60-27$ 

F 

SAMWORTH.fl.8. 

6804210418 

60-397 

p 

scorr.we. 

8804210473 

50-155 

P 

SHIFFBR.J.0. 

8804250017 

50-275 

P 

SAMWORTH.RB. 

6804210451* 

50-397 

p 

scon.wE. 

6804250298 

50-165 

P 

SHIFFER.J,0 

8804260018* 

60-275 

P 

SAMWORTH.R 0. 

8604260539 

60-397 

p 

SEARCHINGER.T 

8804290040 

60-277 

G 

SHIFFEH.J.D 

8804260207 

60-275 

O 

SAMWORTH.RB. 

8804290101 

50 397 

o 

SEARS.C.F. 

8804120423 

60-213 

P 

SHIFFER.J.O. 

8804260218 

50-133 

P 

SANCHEZ.C. 

8804280183* 

40-6902 


SEARS.C.F. 

8804120423 

50-213 

P 

SKOEMAKER.CJ. 

8804160028 

60-443 

Q 

8AN0BEH0.H.N. 

8804060075 

XPORTLlC 


SEAnS.C.F. 

8604200533 

50-336 

P 

ShOEMAKER.CJ. 

BB041B004B 

50-322 

Q 

SANOOU>ST.Q M 

8804060459 

50-72 

H 

SEARS.C.F. 

8804200539 

50-213 

P 

SHOEMAKER,CJ. 

8804290024 

SO 443 

O 

SANDS.SP. 

8804040218* 

50-457 

0 

SEARS.C.F. 

8804210159 

60-423 

O 

SHOEMAKER.CJ. 

6804290026 

50-443 

Q 

SANDS.SR 

SB04U0S41 

50-454 

P 

8EARS.aF, 

8804250249 

50-213 

1 

SHOEMAKER.CJ. 

8804290031 

50-322 

Q 

SANDS.S.P. 

8804 180361 

50-454 

P 

SEAflS.CF. 

8804250249 

60213 

1 

SHOEMAKER.CJ. 

8804290098 

60-443 

Q 

SANDS.S.P. 

8804220004 

50-454 

P 

SEARS.C,F. 

8804280070 

50 213 

Q 

SHOLLY.S.C 

8604190039 

FOIA 


SANKINICK.MQ 

8603300413 

50-458 

Q 

SEARS.C.F. 

880426026$ 

50-423 

P 

SHOLLY.SC. 

8604290038* 

50-322 

a 

SARTOR.W.M. 

8803280132' 

50-413 

Q 

SEARS, CF. 

8804270231 

60 213 

P 

SHON.F.J. 

8804180010 

60-322 

Q 

SATO.T. 

8603060511* 

60-219 

P 

SEARS.CF. 

6604270231 

60-213 

P 

SHOPENN.NM 

8804050288 

40-6084 


SAVIGMAC.N. 

8604080130 

40-8698 


SEDAR.J.H. 

8604220084 

60-219 

a 

SHOPENN.N.M. 

8604050290 

40-1102 


SAX70N,C.H. 

8804270047 

50-30? 

R 

SEIOLE.W.C. 

8804050227* 

50-408 

Q 

SHOPENN.NM 

8804080038 

40-8752 


SCACE.S E. 

6804010001 

50-423 

S 

SEIDLE.W.C. 

8804250067* 

50-^82 

o 

SHOPENN.NM. 

8804060260 

40-4492 


scace.se. 

8604010001 

60-423 

S 

8ERKIZ.A.W. 

8804180483 

REVIEW GR P 

SHOPENN.N.M 

8804060339 

40-6064 


SCACE.S.E. 

8804070049 

50-245 

s 

seymour,o.a. 

8803290269* 

50-413 

o 

SHRIVER.T.D. 

8604060158 

60-528 

3 

SCACE.S.E. 

6804070049 

50-245 

s 

SHA.W.T. 

8804010116 

NUREG 


SHRIVERJ.D. 

8804130038 

50-520 

S 

8CACE.S.E. 

6904070118 

50-423 

s 

SHACK.W.J. 

8804080134 

NUREG 


SHRIVER.T.D. 

8804140106 

50-529 

S 
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SHRiVEn.T.D 

000<l1B0<1il5 

60528 

S 

suniven.T.o 

an04 li/0033 

50-529 

5 

SHRIVER.T D 

B80430030 1 

50-520 

8 

SHHIVER.T D. 

080421031 1 

50-520 

S 

SHtllVEn.TO 

0804260007 

50 520 

S 

snuucnr.uw 

00041504(4 

50- 205 

S 

SHYMLOCK.M 

8804050371* 

50 424 

0 

SHYMLOCK.M 

0004160103* 

50-327 

0 

SIACOn.E R 

8804200128 

50 206 

R 

SIACOn.ER 

8804200137 

60-361 

R 

SIEBEn.JD 

0004010130 

60 334 

Q 

sieber.j.d 

0004040058 

60-334 

R 

SIEBEnj 0 

0004050359 

50 334 

P 

SIEBEn.JD 

8004070110 

50 412 

P 

SIEBERJO 

8004120352 

50334 

O 

SIEOEn.J.O 

0004 130 I 30 

50412 

P 

SIEGER. JO 

8004130257 

50-334 

Q 

SIEOER.JD 

0004190038 

50-334 

R 

SIEOEn.JO 

0804220087 

50-334 

F 

SIEDER.J D 

8004260340 

50 412 

n 

SIEOER.JD 

8004200374 

50-412 

o 

SiEGEL.B 

SIEGEI.0 L 
SiKOriSKI.G 

0804120066 

0004000214 

0004130172* 

TOPREP 
NUREG 
COMMISSIO N 

SILAOY.J A 

0004010007* 

60-237 

p 

Sliy^OY.J A 

0804000315 

50 237 

Q 

SII.AOY.J.A 

8004060407 

50 265 

P 

SILADY.J A, 

0804110084 

50-237 

P 

SILO ERG .J.£. 

8804260000 

50440 

G 

SILUERO.JE 

0804260088 

50 440 

Q 

Kll K.D 

8004050358* 

60-244 

V 

SllK,OM. 

0004130220* 

60 336 

V 

SIL VER.M, 

8804010163 

60-302 

P 

SlEVER.H 

0804010277 

60-302 

P 

SILVEH.H. 

0604050195 

50-302 

P 

SILVER.II 

0004050300 

60 302 

P 

SILVER.H. 

8004190107 

50-302 

P 

SIUVER.H 

8004100357 

60-302 

P 

siLven.H 

OBO42CO102 

50 302 

P 

SILVER.H 

0004200406* 

50-330 

P 

SIMPSON.AK. 

8804210214* 

COMMISSIO N 

SIMPSON.EC. 

0004010270 

60-302 

1 

SIMPSON.E.C, 

8004210001 

50-302 

o 

SIMPSON.SI 

0004000130 

WASTE MQT 

SINGH.A. 

6803300200* 

60 400 

0 

SINGM.A 

0804120134* 

60-267 

o 

SINGH.A 

0004250050* 

50-313 

o 

SINQH.MM 

0804200032 

WASTE RES 

SINQM.S 

0004140050 

50-354 

p 

SINHA.R.S 

0004260370 

WASTE MOT 

SINKULE.MV. 

0SO33OOO6O* 

60-321 

Q 

SINKULE.MV. 

8004250024* 

60-321 

Q 

SINKUIE,M.V. 

8004260034' 

60-424 

0 

SISK.OP. 

8003200400 

50323 

S 

SISKA.O. 

0004050004 

50-327 

S 

SISKA.0 

8804050006 

60-320 

S 

SISKA.D. 

0004160029 

50 320 

s 

SISKA.0 

0804270167 

50-327 

s 

SISKA.DP. 

0004200276 

60-327 

s 

SISKINO.O 

0804190308 

WASTE RES 

SJOBLOM,Q 

SKOLNICK.F, 

0701070400* 

8004110050 

PR 

50-320 

Q 

3KOLN1CK.F. 

0604110050 

60-320 

Q 

SKOiNiCK.F. 

88041(0187 

60-320 

0 

SKOLNICK.F. 

0804110107 

60-320 

0 

SKOVHOLT.OJ. 

8604200153* 

60-275 

p 

SLAWINSKI.WJ 

8804060482* 

60-401 

0 

SLAWINSKI.W-J, 

8804 M0070* 

80-34 1 

0 

StOSSON.M. 

6804200001* 

50-247 

p 

SLOSSON.M.M 

0604130260 

60-247 

p 

SLOSSON.M.M 

8804200022 

60-247 

0 

SLOSSON.M.M 

6804260071 

60-247 

p 

S MALLE Y.M. 
SMALLEY.M 
SMEDLEY.RW 

8004260322* 
8004280461 • 
8604040067 

CONTRACT 

CONTRACT 

60-265 

p 

SMEOLEY.H.W 

6804200171 

60-265 

p 

SMERDON.E.T. 

0004070161 

60-113 

o 

SMITH.OA 

SMITH.E.W 

SMtTH.GC. 

0804280668* 

8004010106* 

8804130077* 

PR 

CONTRACT 

50-293 

Q 

SMITH.Q.C. 

0804130120* 

50-203 

Q 

SMITH.I.W. 

8004050324 

60-443 

T 

SMITH.IW. 

8804100045 

60-443 

0 

SMITH.1.W. 

8804100006 

50-276 

G 

SMITH.I.W. 

8804200284 

50-443 

G 

SMIIH.I.W. 

8004260068 

50-443 

0 

SMITH,I,W. 

B804260097 

60-443 

G 

SMITH.I.W. 

8804260101* 

60 443 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SMITH.IW 

8804260105* 

SO 443 

G 

SMITH.IW, 

6804260110* 

SO 443 

G 

SMITH. J.C, 

8804060024 

40 6622 


SMITH.J C 

3804060240 

40-6622 


SMITH.JC 

8804060270 

40 6622 


smith. J.O 

8804130040* 

50 324 

F 

SMITH.JF 

68040G0432' 

50-249 

0 

S.MIIH.J.F. 

3804260103* 

50-341 

0 

SM1TH.JS 

6804180461* 

50 324 

F 

SMITh.J.T 

8804200113* 

50322 

T 

SMITH.L P 

6804130148* 

CONTRACT 


SMHH.M 

6603230343' 

50 237 

Q 

SMRh.M J. 

8803300319* 

403392 


SMITH.P. 

0604060010 

CONTRACT 


SMITH.P 

8804060025* 

CONTRACT 


SMITH.P. 

6804150067 

contract 


SMITH.P 

8804150082' 

CONTRACT 


SMITILPA 

8804120010 

CONTRACT 


SM1TH.H D 

8804050410 

WASTE MGT 

smith.ro 

8804050429 

40-8027 


SMITH.H.D 

8804060009 

40-6681 


SMITM.RQ 

8804060108 

WASTE MGT 

SMITH.R 0 

8804060120 

408752 


SMITH.RD 

8604060194 

40-8064 


SMITH.R 0 

6804060198' 

40-8064 


SMITH.RD 

8804080220 

40-8908 


SMITH.RD. 

BB04060326 

40-8681 


SMITH.R 0 

8804060411 

40-8902 


SMITH.RD 

8804060415' 

40 6902 


SMlTH.fl 0 

8804970055 

WASTE MGT 

SMITH.R D 

8804070335 

WASTE MGT 

SMITH.R G 

8104020605* 

PR 


SMITH.R M 

8804270100' 

PR 


SMITH.SJ 

8803290224 

50 327 

S 

SMlTH.SJ 

8B040 10258 

50327 

F 

SMITH.S J 

6804050004 

50-327 

S 

SMITH.SJ 

8004050006 

50 328 

S 

SMITH.SJ. 

8804050007 

50-327 

S 

SMITH.SJ 

BB04050010 

50 328 

s 

SMITH.SJ 

8804050014 

60327 

s 

SMITH.SJ 

8804110309 

50-327 

s 

SMITH.SJ 

0804130343 

50 327 

S 

SMITH.SJ 

8804150022 

50-327 

s 

SMITH.SJ 

8804150029 

50-326 

S 

SMITH.SJ 

8804150033 

50-328 

s 

SMITH.SJ. 

8804150042 

50-328 

s 

S.MITH.SJ 

8804200)23 

60-327 

s 

SMITI1.SJ 

8804200131 

50-328 

s 

SMITH.SJ 

8804200278 

60-327 

s 

SMITH.SJ 

8804220020 

50-327 

R 

SMITH.SJ 

0804270074 

60-327 

s 

SMITH.SJ. 

0604270157 

50-327 

s 

SMITH.w.F. 

8804040252' 

S0-3B2 

Q 

SMITH.WG 

8803300322 

50-316 

R 

SMITH.WG 

8803300326 

60-315 

R 

SMITH.W.G 

8804190250 

80-316 

S 

SMITH.WG 

6804210251 

50316 

s 

S.MITH.W,Q 

8604220090 

50-315 

s 

SM1TH.WJ. 

8891040566* 

50-382 

Q 

SMYTHC-W. 

BB04 190166 

50289 

R 

SNElOEfl.C S, 

8804200068 

50443 

G 

SNELL.W 

8803290343' 

50-237 

O 

SNELL.W. 

8804060064* 

50-266 

O 

SNELl.W. 

8804060242 

50-331 

S 

SNELL.W.Q 

8604050064* 

50 254 

O 

SNELL.WG 

8804200509' 

50-331 

O 

SNIEZEK.JH 

0803120377* 

FOIA 


SNIE2EK.J.H 

6609170458* 

fOlA 


5NIE2EK.JH. 

6004280626' 

PR 


SN1PE8.M,8 

0804280444 

NUREG 


SNOW.B A 

8804140044 

50-244 

s 

SNOW.8 A. 

6004 140074 

60-244 

0 

SNOW.B A 

8804140147 

50244 

S 

SNOW.B.A. 

6804180442 

60-244 

S 

SNOW.B A 

8804200219 

50-244 

F 

SNOW.8 A 

8804200573 

50-244 

P 

SNOW.B.A. 

8804220120 

50-244 

R 

SNOW.R M 

8804060144* 

50 244 

Q 

SOL6ERO.O 

8305020041' 

PR 


SOLBERQ.O.E. 

8401200070' 

PR 


SOO S.L. 

86040101 IS 

NUREG 


SOONG.A 

B804280641 

70-143 


SOONG.A.L. 

6604220099' 

70-143 


SOONG.S 

6804200455 

70-143 


SORENSEN.G.C. 

0803300288 

60 397 

P 

S0REN3EN.0 C. 

6604070038 

50-307 

0 

SOPENSEN.GC. 

8804110122 

60-397 

P 

SORENSEN.G.C. 

6804110249 

60-397 

0 


AUTHOR ACCESSION SUBJECT 

number category 


SORE USE N.GC 

8804120001 

50397 

F 

SORENStN.G C 

8604120052 

50 397 

P 

SORENSEN.G C 

6834140010 

50 397 

P 

SORENSEN G C 

8804140062 

71-9079 


SORENSEN.G C 

8804150313 

50 397 

F 

SORENSEN.G C 

8904200103 

50 397 

0 

SORENSEN.G C 

B804200228 

50 397 

0 

SORENSEN.G C 

8804210034 

50 397 

P 

SORENSEN GC 

8804260080 

SO 397 

F 

SPAETH.M 

8804160363 

WASTE MGT 

SPANGENBERG F 

8803260053 

50 461 

S 

SPANGENBERG F. 

8804010271 

50 461 

s 

SPANGENBERGF 

89340/0074 

5346) 

o 

spahgenberg.f 

8804 1 10253 

50 461 

p 

SPANGENBERG.F 

BS04 150407 

60 461 

s 

SPANGENBERG F 

8904200160 

50 481 

s 

SPAN3EN3ERG.F 

6804200196 

50-461 

R 

SPANGENBERG F 

8804260197 

50 467 

S 

SPANGENBERG.F 

8804270178 

50 46) 

P 

SPARKS.SE 

8804010016* 

50-395 

O 

SPEIS.T P 

8609190081* 

FOIA 


SPEIS.T P 

8702050106* 

PR 


SPEIS.T P 

8703310385* 

FO!A 


SPESSARD.R L 

0904130290* 

59-369 

O 

SPlKEROL 

8803290263* 

50 267 

P 

SPINNEY.KB 

88042100)2* 

50 29 

P 

SPLET2ER.8 L 

8804280588 

NUREG 


SPRAUL J G 

8804060167 

QA999 


ST LAURENT.NN 

8804200293 

50-29 

s 

STAChEw.J C 

6804260387 • 

50 267 

p 

STAHLE.C 

8804050136 

50-244 

p 

STAHLE.C 

8804180265 

50 244 

p 

STAHLE.C 

6804280044 

50 244 

p 

STAHLE.C 

8804280063 

50 244 

0 

STAHIE.C 

8804280214 

50-244 

p 

STAKER.T H 

8804040252* 

50-382 

0 

SfALLMANNF W 

8804280633 

NUREG 


STANOEBFER.F fl 

8803310008 

50-320 

p 

STANDERFEB.F R 

8803310197 

50 320 

p 

stanoerfeh.fr 

6804060069 

50320 

p 

STANOEHFEH.F fl 

68340800/3 

50 320 

p 

STANDERFER F fl 

8604080077* 

60 320 

p 

STANDERFEFI.F R 

B804200551 

50 320 

p 

STANCE RFER.F H 

8804210029 

50320 

Q 

STANSBERRY.W W 

6804110336* 

50 280 

O 

STANSBERRY.W V7 

6804120176* 

50-335 

O 

ST ANTON. JR 

8804)40141* 

NUREG 


STASEK.S 

8604200408* 

50-461 

O 

STAUIER.J.C 

6803060530 

40-8905 


STAUTEH.JC 

8604010136 

70 925 


STAUTER.J C 

8804060243 

40-8027 


STAUTER.JC 

8804150366 

40-6027 


stauter.jc 

8804190)55 

40 8027 


STAOr£fl.JC 

6804 190 193 

40-8027 


STAUTER.JC 

8804280244 

40-2061 


STAUTER.J C 

6804280457 

40-8027 


steele.to 

6804080216 

NUREG 


STEENLANO.OS 

8804050052 

50-443 

G 

steenlano.os 

8804050052 

50-443 

G 

STEENLANO.OS 

8804200102 

50-443 

C 

STEENLANO.OS 

8804200102 

50-443 

G 

STEFANO.JJ 

8803100123 

50 263 

0 

STEFANO.JJ 

6804110334 

50-263 

P 

steger.wa 

8604280460 

FOIA 


STEIGER.WE 

8804260248 

50-322 

s 

STCIN.R 

0803240290 

WASTE MGT 

STEIN.fl 

6004060239 

WASTE MGT 

STEIN.B 

8804110003 

WASTE MGT 

STEISS.A.W. 

8804060335* 

CONTRACT 


STEISS.AW 

8804290196' 

CONTRACT 


STELLO.V. 

8802170349' 

PR 


STELLO.V 

8802190122 

SECY 


STELLO.V. 

8603310111 

WASTE MGT 

STELLO.V 

8804050101 

FOIA 


STELLO.V. 

0804050201 

50-29 

p 

STELLO.V. 

6804060434 

50 155 

p 

STELLO.V 

8804060160 

FOIA 


STELLO.V. 

8604060264 

FOIA 


STELLO.V. 

8804060316 

FOIA 


STELLO.V 

6804060331' 

FOIA 


STELLO.V. 

8804110249 

SECY 


STELLO.V 

8804120090 

50-327 

p 

STELLO.V. 

0804120245 

FOlA 


STELLO.V. 

8804130166* 

FOIA 


STELLO.V. 

0804130260 

50-369 

0 

STELLO.V. 

8804130357 

50-171 

p 

STELLO.V 

8804130404 

50 440 

u 

STELLO.V. 

6804140193 

50-155 

p 



nw 1 nvn 


AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


STELIO.V 

8604140243* 

FOIA 


SULLIVAN.R L 

ST ELLO.V 

880414053? 

ono 


SUNDEniANO.P H 

STEllO.V 

8804150339* 

fOlA 


SUPniNA R N. 

STELIO.V 

8e04lC03?Z 

£D 322 

U 

SURMt Itaj J 

STF.UO.V 

3004100213 

ORO 


SURMElEn.J.1 

STEILO.V 

6804103256* 

FOIA 


SUTPILN.ITN. 

STELIO.V 

8804HW384 

WASTE MG 7 

SUZUKI.O 

STELLO.V 

8604220050 

50 327 

H 

SVILAR.O P 

STELLO.V 

8804260224 

50275 

E 

SWAILES.M P 

STELLO.V. 

0804283130* 

PR 


SWAILES.MP 

STEEHENS.K VW 

0604 06052 7 

WASTE HES 

SWEENEv.M 

STEPHENSON. J.D, 

0804200440 

50 302 

F 

SWETLANO.P 

STEPHENSON. J D, 

6804270322 

50-302 

F 

-SWET LAND.P 

STEPriENSON JO, 

6004293209 

50-302 

F 

SWETLANO.P 

STtTKA.T. 

0603290320* 

50 302 

O 

SWETLANU.P 

STETKAJ. 

8604 150206 ■ 

50 302 

O 

SWETLANO.P 

STET?.JP 

8804260206 

50 423 

s 

SWETLANO.PO 

STEVEN9.G 1.. 

8804110052’ 

50-324 

o 

SWETLANO.P O 

STEVENS.J. 

8804220161 

50-461 

p 

SWIFT. J J 

SI EVENS. J A 

8004110271 

50-461 

o 

SYLVt'STER.E 0 

STevtNS.J.A, 

6804100464 

50-461 

p 

SYLVESTER.E O 

STEWART.M.E 

6804103231 

50-275 

p 

SYLVESTER.ED 

STEWAnr.nc 

890.1300127* 

50-482 

o 

SVLVESTER.E O 

STEWART.F C 

8604250050* 

50-313 

Q 

SYLVESTER.E D 

SfEWAni.S.A. 

8604150380 

50-302 

n 

SYLVESTER.E O 

STEWART.Wt. 

8803X3328 

50-338 

o 

SYLVESTER.E O 

STEWAnr.WL. 

6803310012 

50-260 

o 

SYLVeSTER.EO 

STEWART.WL. 

8004040070 

50-280 

p 

SYl.VESIEn.E O 

STEWART.WL. 

8604000248 

EO 338 

p 

SYLVESTER.EO 

STewAnr.WL. 

8804060263 

60-260 

p 

SYLVESTER.E □ 

STEWAnr.WL. 

6804060431 

59 336 

Q 

SYLVIA Bfl 

STEWAnr.WL 

8604070142 

50 260 

F 

SVLVIA.0R 

STEWAfl r.WL. 

0604070252 

50 338 

R 

SYLVIA.BR 

STEWAnrWL. 

860408009/ 

50 330 

P 

SYLVIA.B R 

STEWAITTW.L. 

0604060252 

50-339 

o 

SYLVIABR 

STEWAnr.WL 

6804060255* 

50339 

o 

SYLVIA a n 

STEWAnr.WL 

6004 1 20382 

50-260 

J 

SYLVIA.B H 

STOODART.PG 

6004120131* 

50002 

o 

SYLVIA B R 

STODOARf.PG 

0004150299* 

50 346 

o 

SYLVIA.B ft 

STOFIEY.P 

0004190304 

STATE PROG 

SYLVIA.B ft 

STOlin JP 

8603280123 

50-413 

o 

sylvia.br 

STOiin.jp 

0003300348 

50 321 

o 

SYLVIA.B a 

STOHn.JP. 

0804 1 50289 

50 346 

Q 

SYLVIA.B H 

STOitn.jp. 

0804250082 

50-424 

O 

SYLVIA.BH 

STOIL.L M 

0004000153* 

50 305 

1 

sylvia.br 

SrOLZ..J.F 

0604010011* 

50-245 

P 

SYLVIA.B n. 

STOIZ.J.E 

08040502/6* 

50-213 

P 

SZCZEPANIEC.A 

STOLZ.J.F 

0804050320* 

50-33C 

P 

SZC2EPANIEC.A 

sroiz.jr. 

6804060207* 

50-245 

P 

SZYMANSKI.J.S. 

STOLZ.jr 

8604110170 

50-320 

P 

TALHEHT.J 

sroizj.p. 

68011 10172* 

50-330 

P 

TALWANI.P 

sroiz.jp. 

6804120070 

50-209 

Q 

TAM.P S 

SIOIZ.JF 

6604140306 

50-289 

O 

TAM.P S 

STOlZ.JF. 

8604140515* 

50-334 

P 

TAM.P S, 

STOLZ J F. 

6604100214' 

50-213 

P 

TAM.P S 

STOL2.J F. 

6004190278* 

50-334 

P 

TAM.PS 

STOLZ.J F. 

8604100314* 

50-210 

P 

TAM.PS 

STOLZ.JF 

8804200231* 

50-423 

P 

TAM.P S 

STOLZ. JF 

8804260104* 

50-336 

F 

TAM.P S 

STOLZ.J F 

6804280361* 

50-269 

P 

TAM.P S 

STOLZ.JF. 

0804280012* 

60-423 

P 

1 ANA,E T 

STONE .J. 

6804 130098* 

60-620 

O 

TANG.SS 

STONE.J.C 

8604040034 

OAg09 


TATUM.J. 

STONE .J.C 

8604050134 

OA999 


TAYLOn.H S 

STONE.J,C 

8904060302 

OA999 


TAYLORJ h. 

STONE.J C. 

8804 120445 

OA939 


1AYLOH.J H, 

9TONE.JC. 

8004140323 

OA990 


TAYLOR. J.H 

STONe.J C. 

8004140348* 

OA909 


TAYLORJ L. 

STONE.JC. 

8804140156* 

OA999 


TAYLOR.J L. 

STONE.J.C. 

6804190024 

QA999 


TAYLOH.J L. 

STONE.J.C. 

8804 220 M6 

OAasa 


TAYLORJ.M 

6TONE.J.C. 

8804270330 

OAogo 


TAYLOR.JM 

STOnz 

8804270263' 

50-346 

F 

TAYLOR.J M 

STORZ.L.F. 

0803290376 

50 346 

R 

TAYLOR J M 

STORZ.LF. 

830407020S 

50 346 

S 

TAYLOfl.JW. 

STORZ.LF. 

8604150393 

50-346 

F 

TAyLOR.JW 

STOnZ.L F. 

8804180450 

60-346 

S 

TAYLOR.J W, 

STORZ.L F 

8604220044 

60-346 

R 

TAYLOH.JW. 

STORZ.L.F. 

8804250086 

50-346 

S 

TAYLOR.L A 

STOT2.J. 

8804250086 

50-346 

S 

TAYiOR.L A 

ST0T2.J.C 

00042003 1 1 

50-346 

s 

TAYLOB.MA. 

STnArl^oRo.n.j 

BB04050413 

XPOHTUO 


TAYLOfl.P.A 

STRONOJ-R. 

8804180119' 

NUREG 


TAYLOfl.nG. 

STRosNfoeaJ. 

8804200075' 

60-334 

o 

tedrow,j. 

STnuCKMEYER.R 

6004290185 

NUnEG 


TEDROW,J 

SUH.O.Y. 

8604250043’ 

60-344 

Q 

TEMUS.C J. 

SULLAVVAY.M F. 

0604060483' 

50-29 

P 

TENaFiOOK,W.K 

SULUVAN.K. 

6804130302' 

60-327 

Q 

TENER2.E. 


accession SUBJECT AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY NUMBER CATEGORY 


0304080242 

SO-21 9 

F 

TEST A.EO 

8804250011' 

50-260 

0 

8904069018* 

50-305 

V 

THADANI.W- 

8804250021 

60 367 

P 

96042C0I13* 

50 322 

T 

THADANI.MC 

8004080178 

50 259 

P 

3803300305 

WASTE WGT 

THAOANf.M.C 

0004140484 

50 387 

O 

0004070178 

WASTE MGT 

THADAN1.M.C 

880428021 1 

50 308 

P 

830329 3C69* 

50-315 

O 

THIELEN.t 

8804280333* 

CON TRACI 


ae<?4060374 

WASTE .WGT 

THOMAS.CO 

0804250010 

ORG 


0804000304 

40 1162 


THOUAS.CO 

0804280317 

50-259 

U 

6004280362* 

contract 


THOMAS.G 

8B0407005I 

50 4 43 

P 

8604280501 • 

CONTRACT 


THOMAS.G S 

8804040202 

50 443 

P 

8804130260' 

50 498 

P 

THOMAS.G.S 

8804050045 

50 443 

G 

0003280066' 

50-247 

O 

THOVAS.G.S 

8804050055 

50-443 

0 

8603290132' 

50-247 

o 

THOMAS.G S 

8804050058 

60-443 

J 

0804070246 

50 272 

s 

THOMAS.G.S 

8804070138 

PR 


6804130607 

50272 

o 

THOMAS.G S 

8004070221 

50 443 

F 

8804130012* 

50 354 

o 

THOMAS.G S 

0804080122 

50-443 

F 

8804120227 

60-247 

o 

THOMAS.G S 

8804140092 

50-443 

F 

6804130407 

50 247 

o 

THOMAS.G S 

0804 150 142 

50-443 

F 

88041 103 14* 

70-1068 


THOMAS.G S 

0804150395 

50-443 

R 

8803080293 

60-324 

o 

thomas.gs 

8004200004 

50 443 

F 

8004080201 

60 324 

p 

THOMAS.G S 

0BO421OO59 

50-443 

P 

8004110227 

50-324 

p 

Thomas.gs 

8804210089 

50-443 

P 

0004140120 

50324 

p 

TJ-IOMAS.Q S 

8004220196 

50-443 

n 

6004140285 

50 324 

p 

THOMAS.G S 

8804270216 

50-443 

E 

8004140239 

50-324 

p 

Thomas.gs 

8804260064 

50 443 

F 

8004130421 

50 324 

p 

TKO.MAS.R 0 

8804040116’ 

70-734 


6804210336 

50324 

p 

TROMAS.W 

8804120053' 

50 277 

O 

8604210411 

50-324 

p 

THOMAS W 

8804120270* 

70 371 


8804220047 

50 324 

p 

thompson.o 

6804250085' 

50-424 

O 

8004280160 

50 324 

p 

THOMPSON.D H 

8804120176* 

50 335 

0 

8604010000 

50-341 

p 

thompson.o H 

8804250056' 

70- 1 43 


8804010103 

50-341 

p 

1 HO.'kilPSON 0 H 

8804260034* 

50-340 

O 

800406036/ 

50 341 

o 

THOMPSON.D H 

8804260113* 

70- 11 13 


6004960516 

50 341 

o 

THOMPSON.H L 

8804140238* 

FOIA 


0604070133 

50-341 

J 

ThOMPSON.HL 

8804280648 

MISC 


0804110154 

50 341 

o 

THOMPSON.R 0 

8804010196* 

CONTRACT 


BB04130110 

50 341 

o 

THOMPSON.H 0 

8804120038* 

CONTRACT 


8604140025 

50-341 

K 

THOMPSON.R D 

8804190348* 

CONTRACT 


8804140490 

50 341 

p 

Thompson BD 

8804280087* 

CONTRACT 


8804190008 

50 341 

s 

TIEN.C 

8604130426 

ACRS 


6604210266 

50-341 

p 

TIERNANJ A 

0803310247 

50-317 

P 

8804210319 

50-34) 

.) 

riERNAfJ.JA 

8804010226 

60-317 

fl 

6804260026 

50-341 

p 

riERNAN.J A 

8804050001 

50-3 1 7 

P 

6904260045 

60 341 

p 

TiERNAN.J A 

8804050271 

50-317 

K 

6804270191 

50-341 

p 

TlEnNAN.JA 

8804060481 

50-3 1 7 

0 

8804270203 

50-341 

p 

TIERNAN.J A 

6804060402 

50-317 

P 

6804060298' 

50425 

Q 

TIERNAN.J A 

8804060520 

50-317 

R 

8804260060* 

50-425 

Q 

TIERNAN.J A 

8604110108 

50-317 

P 

88033101 13' 

WASTE MGT 

TtCnWAN.JA 

8804120330* 

50-317 

P 

8803300296' 

50 397 

P 

TIERNAN.J A 

BS04220093 

50-317 

0 

8804010240' 

50 395 

n 

tiktinsky.oh 

8804120357 

WASTE RES 

0804010129 

60 334 

p 

TILLMAN.A 

0804250085* 

50 424 

0 

8004 120025 

50-334 

p 

TILLMAN.A 

8804260010* 

&0-385 

o 

8804120237* 

50-334 

p 

TINGEN.SG 

8004120054' 

50-321 

0 

0804140511 

50-334 

p 

TO0IAS.ML 

8004010223 

NUREG 


8B04 140528* 

50-334 

p 

TOBIN.W 

8804 120026* 

50 321 

0 

9804190268 

50-334 

p 

T03IN.W J 

8804060368* 

70-143 


8804210359 

50-334 

p 

TOB1N.W.J 

88042601 13* 

70-1113 


6804280116 

50-412 

Q 

TODD.G A, 

8803290269* 

50-413 

0 

6804280464 

50-334 

P 

TOKAR.M 

8803290414 

WASTE MGT 

8604260351 

WASTE MGT 

TOKAR.M 

8803300001 

WASTE MGT 

0803310044' 

£0-324 

O 

TOKAR.M 

8803300003 

WASTE MGf 

8003290364 

50-361 

s 

TOKAR.M 

8804070206 

WASTE MGT 

6804060523 

TOPRF.P 


TO.MLINSON.E 

6604130166 

50-410 

R 

8604150049 

TOPREP 


) OMDNSON.K M 

80033)0272* 

WASTE MGT 

0804160447 

50 369 

p 

TOPPAN.WC. 

6804270248* 

PR 


0804200260 

TOPREP 


TORRB.J G 

8B04050246 

50-414 

S 

000420004? 

50 322 

G 

ronRE.jG. 

8004050308 

50 4)4 

S 

860420C047 

50 322 

G 

TORRE.JG 

8804050390 

50-414 

S 

8804260089 

50-322 

G 

TOHRE.J.G, 

8804080030 

50-413 

S 

0802090430' 

FOJA 


TOfinF,JG 

8804060032 

50-414 

S 

6802090446' 

FOIA 


TORRE. J G 

8804080213 

50 413 

5 

8804210065* 

FOIA 


TORRE .JO. 

8604180426 

50-414 

S 

8604290100* 

FOIA 


TORRE .JG 

6804190264 

60-413 

S 

0604060104 

50 409 

P 

TORRE.J G 

6604200317 

50-414 

S 

8004080108* 

50409 

P 

TORRE ,JG. 

8804200323 

50-413 

S 

8804130370 

50 409 

O 

TOSHIKAQO.M 

8804260418 

XPORTLIC 


8804260135 

60-409 

F 

TOuniGNY.e.Q, 

8604110266 

50-335 

P 

8804060220 

50-313 

S 

TOUHIGNY.E.Q. 

6804 130333 

50-335 

P 

0804200014 

50 368 

s 

TOURIGNY.E.Q 

8804130429 

50-389 

P 

8609100240* 

FOIA 


TOUR1GNY.E.G 

8904260122 

50-389 

P 

8804260190* 

50-424 

o 

TOIIRIGNY.E G, 

8904260058 

50-336 

P 

0804120017* 

50-298 

o 

TOWNSENO.J.O. 

8804200337 

5027$ 

F 

8803290320* 

60-302 

Q 

TOWNSEND.JD 

8004220104 

60-275 

n 

8804 1 50200* 

50-302 

O 

TBACI.RM 

8804190162* 

contract 

8004150252 

71-8079 


TRAHCONTE.J. 

8804200106 

60-443 

G 

0804190160' 

50-528 

Q 

TRAFICONTe.J. 

8804260003 

SO 443 

G 

8804040145 

TOPREP 


TBAFICONTE.J.C. 

8804200059 

50 443 

G 
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NUMBER CATEGORY 


IfTAMMELL.CM 

n0040002T7 

f-0 2C6 

P 

1 nAMMELl.C M 

200.15 

50 200 

P 

TRAMMELL.CM 

O0O4»3O4'J2 

50-206 

P 

TnAMMELL.CM 

00042)031*0 

50 206 

0 

TRAMMELl.C M 

O0O42nO4tiO 

GO 206 

P 

TFtAMMELU.CM 

0)104290114 

50 208 

P 

TfiAMMEl L.J W 

0)104060177 

40 2(>‘J 


rnAMMELL,J W 

)))*))4);80)2-j 

•10 209 


TnAMMELLJW 

)*0042)S02GO 

4029!* 


TRAN.P T 

0)104 110052* 

50 324 

O 

iRAVF.nS.WO 

0004110042* 

50-320 

G 

inAXUER.G 

0004200006* 

CONTRACT 


TREAT .J 

00O4C6O27O* 

CONTRACT 


IREBY.SA 

0804270 120’ 

PR 


TREJO.J 

0004110000 

50 272 

H 

TRENT.RK 

0004010005* 

70-27 


TREVORS.G A 

0003200271 

50 290 

P 

TREVORS.G A 

0004050320 

60 290 

P 

TREVORS.G A 

0004000233 

50-206 

P 

TJTEVOHS.GA 

0)10412037/ 

5)).290 

0 

TREVORS.G A 

0004130026 

50-206 

F 

TREVORS.G A 

00)71100320 

50-296 

Q 

TREVORS.G A 

))0O42OO12U 

50-200 

J 

TREVORS.G A 

000420056'J 

50-208 

P 

fRIFUWAC.MO 

6004 t303*lfl 

Acns 


TRIPP.l E 

0004120453 

50317 

O 

rflIPP.L e 

0004130153* 

50 300 

O 

TRIPP.L E 

0004130100 

f.0-334 

P 

1 ROJANOWSKI.n 

0004190103 

l&E 


TUCCINAROl.T 

0)104120237* 

50-443 

O 

TUCKCR.HB 

0710270200 

50 360 

P 

lUCKDR.UO 

0003250321 

50-269 

0 

TUCKER.HQ 

0003200097 

50-413 

p 

lUCKER.H B 

0003300007 

50-270 

s 

TUCKER.HB 

0003300263 

50 413 

p 

TUCKERDO 

)M1040)OI5I 

.50.370 

s 

TUCKER.TIB, 

0004010164 

50-370 

s 

TUCKER.HO. 

000-1010235 

50 300 

o 

TUCKERHO 

0n040t0(>24 

50 289 

Y 

TUCKER.HO 

0004040020* 

50-289 

Y 

TUCKER.MB 

8004040101 

50 4 13 

Q 

TUCKER.MQ, 

0004050246 

50-414 

S 

TUCKER.H D 

0)10-1050330 

50 309 

R 

rUCKER.HB 

)ia04050300 

50 4 H 

S 

TUCKER.H 8 

0004050300 

00 414 

S 

TUCKER.MB. 

0004000030 

50 413 

S 

TUCKER.HO, 

0004000032 

50-414 

s 

TUCKER.H D, 

0004060400 

50-360 

o 

TUCKEB.H0. 

0004000470 

50-207 

0 

TUCKER.H D 

0804070329 

PR 


TUCKER.H B. 

0004000145 

50-269 

S 

TUCKER.HO 

0004060213 

50-413 

s 

TUCKERHO. 

)))104» 10117 

50-413 

F 

TUCKER.HO 

0004110123 

50-269 

F 

TUCKER.H 0 

00041 10207 

50-413 

P 

TUCKER.HO, 

0004110290 

60-369 

O 

tucker.h.q. 

0004110331 

50-260 

Q 

TUCKER.HO, 

6004 120036 

50-1 13 

P 

TUCKER.HO. 

8004120061 

00 413 

0 

TUCKER.H B 

0004I20COO 

60 413 

P 

TUCkER.H.0. 

8804120317 

50-260 

P 

lUCKER.M.B. 

0604120320 

60-309 

F 

TUCKER.MB 

0004130001 

50-309 

P 

TUCKER.H B. 

0004130100 

50-309 

S 

TUCKER.MB 

0004130400 

50-360 

P 

TUCKER.MB 

0804150103 

50-369 

Q 

TUCKERHO. 

0004150241 

50 360 

P 

TUCKER.MB. 

0004100243 

50 300 

S 

TUCKER.MB. 

8804100250 

50-260 

S 

TUCKER.HO. 

08O4»)1O424 

60-413 

S 

TUCKER.MB 

0004100426 

50-414 

S 

TUCKER.HO 

88(M)))044t 

50 413 

S 

TUCKER.H.B 

8004190056 

50-368 

P 

TUCKER.M.B 

6004190264 

50-413 

S 

TUCKERHO 

6004200152 

60-269 

R 

TUCKER.MB. 

80042001 56 

50-360 

R 

TUCKeR.H.B. 

0004200)60 

50-413 

H 

TUCKER.MB 

0004200317 

60-414 

S 

TUCKEn.H.B. 

8B04 200323 

50-413 

S 

TUCKER.H 0. 

8004200328 

SO 369 

S 

TUCKEH.H,B. 

0804200524 

50-413 

O 

TUCKER.H.B, 

8004200536 

50-270 

P 

TUCKER.H.B 

8804200571 

50-413 

Q 

TUCKERH B 

8804210202 

60-369 

P 

TUCKER.MB 

0804250001 

50-413 

P 

TUCKER.H.B. 

6804200037 

60-369 

S 

TUCKER.H.B. 

8804260002 

50-413 

o 

TUCKER.H.B 

0004260070 

50-369 

P 


AUTHOR 

ACCESSION 

SUBJECT 



number 

CATEGORY 

tUCKER.H B 

8804260099 

50 413 

P 

TUCKER.H B 

6804260231 

50-269 

S 

TUCKER.H 8 

0604266310 

SO 413 

p 

lUCKER.H B 

8804260361 

50-369 

R 

TUCKCR.HB 

8004270045 

50 3/0 

S 

TUCKER H B 

6804290249 

50 269 

F 

TUCKIMN.MS 

6903310070* 

SO 269 

v 

ruRBAK.M S 

8604140004 

50254 

0 

TURK.SE 

6804200083 

50 443 

G 

TURK.SE 

8B04290073 

50 443 

G 

TURNER.CL 

B804070062 

50-46) 

J 

TUBNER.RH 

8604200101* 

50 322 

T 

TURNER.RH 

8804200101* 

50-322 

T 

UDAU.MK 

8904280657* 

50-269 

P 

UOY.AC. 

8605300376* 

50-338 

P 

ULMER.F J 

8804120311 

50 344 

R 

UNOERKOFIER J 

8804060157* 

50 305 

( 

URBAN1K.T 

8804200051* 

50-322 

T 

VAN BRUNT E E 

8603300116 

50 528 

P 

VAN BRUNT.E E 

8603300130 

50528 

P 

VAN BRUNT E E 

8803310049 

50-528 

S 

VAN BHUNT.E e 

8604010251 

50 528 

P 

VAN BRUNT E E 

8804040062 

50-530 

P 

VAN BRUNT.e e 

6804040128 

50-528 

P 

VAN DHUMT.e e 

8004060403 

50 528 

J 

VAN BRUNT.E E 

68040604G5 

50 528 

P 

VAN BRUNT.E E 

8B040 70002 

50-528 

P 

VAN BRUNT.E E 

6804130351 

50 530 

P 

VAN BRUNT.E E 

8004130360 

50 528 

P 

VAN BRUNT.E E 

8604130368 

50-526 

P 

VAN BRUNT.E E 

8604130372 

50 526 

0 

VAN BRUNT.E E 

8804150023 

50 530 

P 

VAN OOORN.P K 

8803300075* 

50 413 

0 

VAN OOOHN P K 

8B04OB0)»l* 

50 4)3 

0 

VAN KESSEL.H F 

6804010274* 

60353 

0 

VANKESSEL.HF 

8804070251' 

60353 

0 

VARGA.SA 

8803080083 

50 200 

F 

VARGA S A 

8803080094* 

60 280 

F 

VARGA.SA. 

8804050218 

50-336 

F 

VARGA.SA 

8B04000226* 

50-338 

F 

VARGA.SA 

8804050251 

50-322 

F 

VAHGA.S A, 

8604130062 

50-322 

P 

VARGA.S A 

8804150093 

58 317 

P 

VAHGA.S A 

8804280480' 

50-2)9 

P 

VASSELLO.JV 

8804210044 

50334 

P 

VAUGH.GE 

8804010068 

50498 

S 

VAUQHN.GE 

8803290288 

50 496 

s 

VAUGHN.G E 

8803300254 

50-498 

o 

VAUGHN.QE. 

8803300260 

50 498 

p 

VAUGHN.QE 

8604010074 

60 498 

s 

VAUGHN.QE 

8804060005 

50 498 

0 

VAUGMN.GE 

8804120259* 

60-493 

V 

VAUGHN.G E. 

8804 120346 

50-498 

s 

VAUGMN.GE 

8804130127 

50 498 

s 

VAUGHN.G F. 

8804130136 

50 498 

s 

VAUGMN.GE 

8804130157 

SO-498 

s 

VAUGMN.GE 

8B041S0368 

50 466 

0 

VAUGHN.QE. 

8804200201 

SO-498 

s 

VAUGHN.G E 

8804280218 

50498 

s 

VAUGHN.QE 

8604210014 

50-498 

0 

VAUGMN.GE. 

8804210154 

50-468 

0 

VAUQHN.GE 

8804210332 

50-496 

s 

VAUGHN.G E 

6604260227 

50-498 

s 

VAUGMN.G.E 

8604270146 

50-496 

Q 

VAUGHN.G E 

8804290260 

50-498 

p 

VAUGMN.GE 

8804290264 

50409 

A 

VAUGHN.G E 

8804290302 

50-498 

F 

VAUGHN.WA 

8804200462* 

CONTRACT 


VELASOUE2.J R 

8804280562 

40-8907 


VELEZ.P 

8804050078 

CONTRACT 


VELEZ.P 

8804060193 

CONTRACT 


velez.p 

8804060402 

CONTRACT 


Vt‘LEZ.P. 

6604150179 

CONTRACT 


VELEZ.P 

8804150263 

CONTRACr 


VEIEZ.P, 

8804190)74 

CONTRACT 


VELEZ.P 

8804200398 

CONTRACT 


VEteZ.P 

8804270247 

contract 


VELEZ.P. 

8804280570 

CONTRACT 


VELEZ.P A, 

8804050312 

CONTRACT 


VELeZ.PA 

0804060134 

CONTRACT 


VELEZ.P. A 

8804060259 

CONTRACT 


VELEZ,P A. 

8804200465 

CONTRACT 


VELEZ.P.A 

8804260245 

CONTRACT 


VELEZ P A 

6604280283 

CONTRACT 


VEH STEEG.C.J. 

8804200469* 

contract 


verelli.om. 

8804060262 

60-348 

0 

vernetson.w.g 

66040)0034 

50-83 

S 

vernetson.w.g. 

8804050)77 

50-93 

P 


AUTHOR 

accession 

SUBJECT 

VERNETSON.WG 

number 

8834050169* 

CATEGORY 

50-83 P 

VERNETSON.WG 

88040001 >12 

50 63 

S 

vEHNEtSON.WG 

VEnHELUOM 

8604200669 

8803250256 

70 1068 

50 400 

O 

VEHRELLlOU 

8804010054 

50 416 

O 

VEHHELLI.DM 

0804050353 

50 324 

0 

VErtRELLIOM 

6834060231 

50324 

0 

VEHRELLI.OM 

8804120071 

50 400 

O 

VEHRELIIOM 

8804120076* 

50 400 

0 

VERHELlP.DM 

0804)20)63 

50 416 

0 

VERRELll.OM 

8804120167* 

SO 416 

0 

VEBREILIOM 

8834150154 

50 348 

0 

VERRELLI.DM 

8804 150303 

50-340 

O 

VERRFLLIOM 

8804150315 

50 416 

0 

VFRRELLI.OM 

8804150346 

50 395 

0 

VEBRELLIDM 

8804150361 

50 395 

o 

veHflEt.LI.OM 

8804150411 

50 348 

0 

VERRELLl.OM 

6804150425* 

50348 

0 

VERRFLLIOM 

6804260242 

50 324 

o 

VICkREy.R 8 

89033002C8* 

SO 498 

0 

VICKREY.RB 

8803310134* 

50 192 

o 

VlLLFOaTH.JC 
ViRGlllO M J 

8804140186* 

6803080161’ 

NUHCG 

50 255 

p 

VIRGIUO.M J 

8604080)60* 

50-341 

p 

VIRGIUO.MJ 

8604190096* 

50 262 

P 

VIRGILIO.M J 

8804210457* 

50 341 

p 

VIRGIUOMJ 

8804250014 

50341 

p 

VIRGIUO.MJ 

8804260129* 

50282 

p 

VlRGILllO.M J 

8804060104* 

50 2 55 

P 

VISSING G S 

8803090071 

50 460 

A 

VISSING.G S 

VO.T.V, 

89042)0448 

8804050160 

PROJ 

50 313 

P 

VOGIEH B H 

6804050054 

50275 

G 

VOCLER.BH 

88041)0046 

50 361 

G 

VOGLER.B H 

6804200054 

50 335 

G 

VOGLER.SH 

6804280150 

50 361 

G 

VOLLMEB.R H 
VOLTURA.N 

B0O42OO50I* 

8804130045 

FOlA 

WASTE MGT 

VRLA.MP 

6604200212 

50-373 

S 

WAGNCR.OII 

8B040S0280 

50-266 

P 

WAGNEfl.OH 

6804110333 

50-266 

F 

VVAGNER.OH 

8604200314 

50 266 

P 

WAGNER.O H 

6804210356 

50266 

P 

WAGNER.O H 

8004220048 

50-266 

P 

WAGNER.O H 

8804220252 

50-266 

P 

WAGNER.O H 

8904230540 

50-266 

P 

WACNFH.JF 

wagner.j f 

WAGNtfl.PC 

8804060148 

8804060161 

8804120433* 

40S76S 

40 8714 

50 445 

O 

WAGNER.WJ 

8604180417* 

50-397 

a 

WALOHOP.CG 

e60419030& 

STATE PRO G 

WALKER.H A 

6304060216* 

50-440 

o 

WALKER. J 

8604070254 

50-259 

Ft 

WALKEB.J G 

6804060487 

50-259 

s 

WALKERJ 0 

8B04070001 

60-259 

s 

WALKER. J G 

6804070219 

50 259 

s 

WALKEfl.J G 

8804190140 

50-259 

R 

WALKER.L P 
WALKER.R F 

6804060146 

8804200079 

PROj 

50 267 

1 

WALL.KC 

8804190130 

50213 

R 

WALIIN.G A 

0604140477 

50271 

P 

WALT.T 0 

6804270186 

50344 

F 

WALTER.HF 
WALTER.n T 

8804150037 

8804070182* 

PROJ 

50-354 

P 

WALTERS.SM 

8803300185 

50-265 

S 

WALTON.G 

8804010025* 

50327 

O 

WALTON.G 

8804010115* 

50-43B 

0 

WALTON.G A 

8803290321’ 

50-300 

O 

WADON.G A 

8603290393* 

50-259 

0 

WAMBACH.T V 

8803080149 

50 255 

P 

WAMBACH.T V 

0603100059 

50255 

0 

WAMBACH.T V 

8604060065 

50-255 

P 

WAM0ACH.TV 

8604080120 

50 255 

P 

WAMBACH.T V 

6804190207* 

60-34 1 

P 

WAMBACH.T V 

8604210396 

50255 

P 

WAMBACH.T V 

8804250303* 

50-155 

P 

WAMBACH.T.V 

6804280110 

50-255 

0 

WAMSLEY.RM 
WANG.A B 

8804010092 

8803080310 

NUBEG 

50-213 

P 

WANG.A B 

8603080503 

50-213 

p 

WANG.A 0 

8804050274 

50-213 

p 

WANG.A B. 

6804050276 

50 213 

p 

WANG.A B 

8804110207 

50213 

p 

WANG.A e 

8804140412 

50 213 

0 

WANG.A a 

8B04 190204 

60-213 

p 

WANGLEn.ME 

WARO.OW. 

wahfmboubg.ow 

8804 150055 
88030e00?5* 
6804130327 

71-3003 

71-448 

50-267 

P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WARNER.J 

66040 BO 103* 

WASTE MGT 

WHiniER.QO 

6804060256 

71-9222 

WIGGINS.J.T. 

0804010211 

60 334 

P 

WARNEBJ- 

8804 1 20082* 

WASTE MGT 

WHiniER.G D. 

8804110278 

50-309 0 

WIGQINS.JT. 

8604120182 

50 271 

Q 

WARNICK.R F. 

8803080287 

50 445 

O 

WHITTIEH.G 0 

8604160111 

50-309 R 

WIGGrNS.J.T. 

8804130029 

60-271 

P 

WABNICK-B F. 

8803050292* 

50445 

o 

WHirriER.G 0 

8804150274 

50309 1 

WIGGINSJ.T. 

8804130035 

50-271 

0 

WAHNlCK.n.F. 

8803080301* 

50445 

o 

WHITTIER.GD. 

6804190336 

50-309 P 

WIGOINSJ.T 

8804130150 

60-309 

Q 

WAHNICK,RF 

8803300009 

50-445 

o 

WHirilER.OO. 

8604210232 

60-309 F 

WIGGINS.J.T. 

8804200096 

50 443 

0 

WARN'-CK.R F. 

8604040258 

50 445 

o 

WHiniER.QD 

8804270250 

60-309 S 

WIGQINSJ T 

8804200209 

60-322 

Q 

WARNICK.RF 

6604 050260 

50 445 

o 

WICHERS^OL. 

8804060 t 66 

40-8502 

WIGQINTON.DL 

0SO4O0O2O9 

60-302 

P 

WARNlCK.a F 

8604060063 

50 445 

Q 

WIChERS.DL 

8804060313 

40 8502 

WIGGINTON.O L. 

8804110002 

50-382 

P 

WAR NICK. R F. 

8804120431 

SO-44S 

O 

WICHEHS.Ol 

8804260035 

40-8502 

WIGGINTON.OL 

8804140276 

60-382 

P 

WAHNICK.R F 

8604100003 

50 445 

Q 

WICHERS.DL 

8604280097 

40 6502 

WIGGINTON.O L. 

8804180165 

60-382 

P 

WABNICK.R.F. 

8804200367 

50-445 

Q 

WICHERS.DL. 

8804280477 

40-6502 

WIGGINTON.OL. 

8804210376 

50 382 

P 

WAnNICK,BF 

880426001-4 

50-445 

O 

WICK.E 

8803310136 

WASTE MGT 

WilBORN.L. 

8B03310110 

ISE 


WASHK.J S 

8804130262 

50-346 

F 

WIOMAYEft.OA 

6604070108 

WASTE MGT 

WILEY.J.S. 

8804060079' 

50-362 

a 

WATHEN.T.n. 

6804070136 

WASTE 

MGT 

WIEOE.JS, 

8604260018' 

50 446 O 

WILGUS.W.S 

6804010172 

60 302 

p 

WATSON.RA 

8B04010055 

50-400 

S 

WIEOEMAN.O 

8804060447 

l&E 

WILQUS.W.S. 

8604040165 

60-302 

F 

WATSON.n A 

8804060126 

50-400 

S 

WIEDEMAN.O. 

8604140038 

l&E 

WILGUS.WS 

6604070020 

TOPREP 


WATSON.RA 

8804060454 

60-400 

O 

WIEOEMAN.O 

6804140041 

lAE 

WILKOWSKI.G.M 

8804080262 

NUREG 


WATSON.RA 

3804 130293 

£0-400 

S 

WIEOEMAN.O 

6604140383* 

NUREG 

WllL1AMS.Fl 

8804050165 

50-262 

R 

WATSON.RA 

8804160123 

50 400 

R 

WIEDEMAN.O. 

8604210194 

t&e 

WILLIAM8.G 

8604280674' 

CONTRACT 


WATSON.R A 

8804260240 

60 400 

S 

WIEOEMAN.O. 

8804210207 

i&e 

WILLIAMS J.H. 

8804120212' 

60-277 

0 

WATSON.SN. 

8804050169 

71-404 


WieSEMANN.RA 

8803250267* 

50-445 A 

WILLIAMS.M.G. 

8804050361 

50-462 

s 

WATTERS. JP. 

8604190329 

70-1201 


WIGSEMANN.R.A 

6803290305’ 

50-395 P 

WILLIAMS.MC. 

8804200204 

50-482 

R 

WATTERS.J P. 

8804280148 

79-1201 


WIESEMANN.RA 

6803290356* 

50-601 A 

WILLIAMS.MG 

8004200312 

60-482 

5 

WEAQOCK.A. 

8804060136* 

50-244 

o 

WIESEMANN.R A 

8804010133* 

50-601 A 

WILLIAMS.H.E. 

8603300330 

WASTE RES 

Wt'HOr.RR 

6604940096 

50 367 

s 

WIESEMANN.RA 

6804070243* 

50 601 A 

WILLIAMS.RE. 

6003300340' 

WASTE RES 

WEHRY.RH. 

8804060257 

50 387 

s 

WIESEMANN.RA. 

8604210364* 

60-282 0 

WILLIAMS.R.E. 

8604120471 

WASTE RES 

WEI.P. 

e804070009’ 

50-219 

p 

WIESEMANN.R A. 

8004220191* 

50 601 A 

WILLIAMS.RE. 

8804120477' 

WASTE RES 

weii.c.H. 

6804130164' 

50-155 

s 

WIGGINGTON.D L 

8804060247 

50-302 P 

WILLIAMS,R.O. 

8803260282 

50-207 

P 

WciSMAN.R M 

88041(0030 

50-352 

G 

WIGGINS.E 

8604060200' 

CONTRACT 

williams.ro 

8804000261 

50-267 

F 

WEISSMAN.S 

6304140450 

FOIA 


WIGGINS.E, 

6804060275' 

contract 

WIILIAMSR.O. 

8804060400 

60 267 

P 

WEISSMAN.S 

6604180268 

FOIA 


WIGGINS.E 

8804150079' 

CONTRACT 

WiLLIAMS.fl.O. 

8B04060414' 

60-267 

P 

WENSKE.P. 

8604180364 

50-482 

P 

WIGGINS.E. 

8604150151* 

CONTRACT 

WILLIAMS.R.O, 

8804070130 

50-267 

P 

WEN8LAWSKI.F 

6604040123 

50-312 

o 

WIGGINS,e, 

6804210309' 

CONTRACT 

WlLLIAMS.R.O, 

8804070320 

50 267 

Q 

WENSUAWSKI.F A 

6604060501 

50-528 

Q 

WIGGINS.E 

8604220129' 

CONTRACT 

WILLIAMS.R.O. 

8804110034 

60-267 

P 

WENSlAWSKI.F A 

6504120318 

50-362 

Q 

WIGGINS.E. 

8804280451 * 

CONTRACT 

WILLIAMS.R.O. 

8804110324 

60-267 

F 

WEN5LAW5KI.F.A 

8804120442 

50-200 

Q 

WIGGINS.E 

8804280619' 

CONTRACT 

williams.ro. 

8804220182 

50-267 

P 

WENSLAWSKI.F A, 

6304120446' 

50-206 

O 

WIGGINS.E 

8604290072' 

CONTRACT 

WILLMON.J 

8804160273 

WASTE MGT 

WENSLAWSKI.F. A 

6604130008 

50-397 

0 

WIGGINS.E 0 

8804220069' 

CONTRACT 

WILSON.A.E. 

8804060474 

50-284 

R 

WENSLAWSKI.F A, 

8304130013 

50-344 

O 

WIGQINS.e.O. 

6804280264' 

CONTRACT 

WILSON.fl A. 

8803290312 

50-302 

O 

WENSI AWSKI,F,A 

8804(30014' 

60-344 

O 

WIGGINS.E J. 

6804040237' 

CONTRACT 

WILSON.BA. 

8803290316' 

50-302 

Q 

WENSLAWSKI.FA. 

3804160 131 

60-206 

Q 

WIGGINS.E J 

8804050090' 

CONTRACT 

WILSON.B.A 

6604060301 

50-335 

O 

WENSLAWSKI.F.A 

8804190132' 

60-206 

Q 

WIGGINS.E J 

8604050255' 

CONTRACT 

WILSON.BA 

8604080253 

60-338 

Q 

WEi ;SLAWSKI.F A 

8804190154 

60 528 

Q 

WIGGINS.EJ. 

8804050284* 

CONTRACT 

WILSON.BA 

0804080267' 

60-338 

O 

WENSLAWSKI.F A 

8804190157* 

60-528 

Q 

WIGGINS.E J. 

8304050297' 

CONTRACT 

WILSON.8 A 

0004150205 

60-302 

O 

W6NSLAWSKLF A 

8804 190377 

50326 

O 

WIGGINS.E. J. 

8604050314' 

CONTRACT 

WILSON.B.A 

8604150254 

60-260 

o 

WENSLAWSKI.F A 

680420047? 

50-113 

o 

WIGGINS.EJ. 

8804050329' 

CONTRACT 

WILSON.BA. 

8804260202 

60-250 

Q 

WEN2INGEfl.EC 

8803280066 

50-247 

Q 

WIGGINS.E J 

6604050336' 

CONTRACT 

WILSON.B.A, 

6804260211' 

60-250 

O 

WENZbNGER.E.C 

8803290123 

50-247 

O 

WIGGINS.EJ. 

8804050391' 

CONTRACT 

WILSON.BA. 

8604280228 

60-280 

o 

WENZINGER.E.C 

8804040028 

50 288 

o 

WIGGINS.E J 

8804050404' 

CONTRACT 

WILSON.BA 

8804270051 

60-200 

Q 

WENZINGER.E.C 

8604060174 

50-333 

Q 

WIGGINS.E J. 

88040504 20' 

CONTRACT 

WILSON.BA 

8804270226 

50-302 

O 

WENZINGER.E.C. 

6804070332 

50277 

O 

WIGQINS.E.J. 

8804060138' 

CONTRACT 

WILSON.K.R. 

8804010169 

60-302 

P 

WENZINQEB.E.C. 

6604070337 

50-352 

O 

WIGGINS.EJ. 

8604060233' 

60-445 A 

WIL80N.KR 

8804040103 

60-302 

s 

WEN2INGER.ee, 

8604130006 

50-354 

O 

WIGGINS.EJ. 

8004060270' 

CONTRACT 

WILSON.K.R. 

6804120367 

50 302 

s 

WENZINOER.E C. 

6804130040 

50-272 

O 

WIGGINS.EJ. 

BB04060336' 

CONTRACT 

WILSON.K.R. 

6804130100 

50-302 

s 

WEN2INGER,6 C. 

8604130052 

50-247 

O 

WIGGINS.EJ. 

8004000407* 

CONTRACT 

WILSON.K.R 

8804130362 

60-302 

o 

WENZINGER.E C, 

6804200089 

50-286 

O 

WIGGINS.E J. 

8604140507' 

CONTRACT 

WIL80N.K.R. 

8804150380 

60-302 

R 

WENZINGEft.EC 

86042000S5 

50-410 

Q 

WIGGINS.EJ 

0804150074' 

CONTRACT 

WILSON.KR 

8004100230 

50-302 

F 

WENZINGER.C.C 

8604200206 

50-333 

0 

WIGGINS.E J. 

8904160003' 

50-320 P 

WILSON.K.R. 

8604180241 

60 302 

F 

WENZINGER.E C. 

6804200221 

50-220 

O 

WIGGINS.EJ. 

6804150094' 

CONTRACT 

WILSON.K.R. 

8604200380 

60-302 

S 

WENZINGER.EC 

8804250144 

50-410 

0 

WIGGINS.EJ. 

6804160188* 

CONTRACT 

WILSON.KR. 

8604200382 

60-302 

s 

wescott.ro 

8804130302' 

50-327 

O 

WIGGINS.EJ. 

6804160196* 

CONTRACT 

WILSON.K,R. 

8804200544 

60-302 

o 

WESSMAN.R.H. 

8803100092 

50-244 

P 

WIGGINS.E.J. 

8804160240' 

CONTRACT 

WIISONI.RF. 

8804070003 

60-219 

p 

WESSMAN.RH. 

8804050145' 

50 293 

P 

WIGGINS.EJ 

8804160346* 

CONTRACT 

WILSON.R.F. 

8804070004 

60-219 

p 

WESSMAN.RH 

8804050152* 

60-244 

P 

WJGQlNS.e.J. 

8804200310* 

CONTRACT 

WILSON.R.F. 

8804070005' 

50-219 

p 

WeSTERMAN.T.F. 

6803310101* 

50 285 

Q 

WIGGINS.E J 

0804200401 * 

CONTRACT 

WILSON.RF. 

BG0407010B 

60-219 

p 

WESTERMaN.T F, 

8604040236* 

60-267 

O 

WIGGINS.E J. 

8804200449' 

CONTRACT 

WIL80N.R.F. 

8804130346 

60-219 

o 

WESTERMAM.T.F 

8004110265 

50 267 

S 

WIGGINS.EJ. 

8804200469' 

CONTRACT 

WILSON.RF. 

6804160016 

50-219 

p 

wesreRMAN.TF 

8804(40043 

50 267 

s 

WIGGINS.E .J 

8804200476' 

CONTRACT 

WIMBROW.RT. 

6804060290* 

50-259 

F 

WETTERHAHN.M.J 

6804060044 

50-352 

Q 

WIGGINS.EJ. 

8804200670' 

CONTRACT 

WINDHAM.S.T. 

8804190173* 

NUREG 


Wf TTEPHAHN.M J. 

BS040a0044 

50-352 

G 

WIGGINS.E J. 

8004220072' 

CONTRACT 

WINGeR.M.A. 

0803300320' 

60-334 

n 

WErrERHAHN.M J. 

8604180024 

50-352 

G 

WIGGINS.EJ. 

5604220121* 

CONTRACT 

WIN0ER.M.A. 

0604040064' 

50 334 

R 

WErrERHAHN.MJ. 

8804180024 

50-352 

G 

WIGGINS.EJ. 

8604270253' 

CONTRACT 

WINQER.M.A. 

6804190038 

60-334 

n 

WHILTON.Ra 

8604200053 

50-443 

G 

WIGG1NS.E.J. 

8804280322' 

CONTRACT 

WINNJ.A. 

8804040055 

WASTE MGT 

WHILTON.B.S. 

8804200053 

50-443 

G 

WIGGINS.E J. 

8604280333* 

CONTRACT 

WlNSlOW,T.P. 

8804110101 

70-1113 


WHIPPLE.S 

6603300342 

50-29 

R 

WIGGINS.EJ. 

8604260340* 

CONTRACT 

WINSLOW. T.P, 

8804)00276 

TOPREP 


WHIPPLE ,S. 

6804160054 

50-29 

R 

WIGGINS.E.J. 

8804280382* 

CONTRACT 

WINTERS.P.A. 

8804 160074' 

CONTRACT 

WHITE.J 

8803280205 

I6E 


WIGGINS.E. J. 

8604260435' 

CONTRACT 

WINTeBS.R.W. 

8804060074' 

50-220 

o 

WHITE.J. 

6804060060 

I8E 


WIGGINS.EJ. 

8604260471* 

CONTRACT 

WlNTeBS,R.W. 

8804200075* 

50-334 

o 

WHITE.J R. 

8804160330 

40-6936 


WIGGINS.E.J. 

8804280501' 

CONTRACT 

WISE.R. 

8804050263' 

50-458 

o 

WHITE,P. 

8804160044 

80-311 

R 

WIGGINS.E. J. 

8604280674' 

CONTRACT 

WISE,R.. 
WISEMAN.Q.R. 
WISEMAN, Q.R. 

880425O336' 

50-382 

Q 

Whire.p 

8804160048 

60-272 

R 

WIGGINS.E.J. 

0604260598* 

CONTRACT 

8604010062' 

60-335 

Q 

WHITE.S.A 

8804060378 

80-390 

A 

WIOQINS.E J 

6804280009* 

contract 

8804080319* 

60-324 

Q 

WHIT1N0.A.B. 

8804060041* 

WASTE 

MGT 

WIGQINS.EJ. 

8604280047* 

CONTRACT 

WISEMAN^.R. 

W(THERS.B.0. 

8804200497* 

FOIA 


WH(TING.A.fi. 

8604190384* 

WASTE MQT 

wiaQiNs.e.j. 

8904280666' 

CONTRACT 

8804080381 

50-482 

S 

WHin.M.S. 

8804200173 

S0313 

R 

WIGGINS.EJ 

8604290103' 

CONTRAQT 

CONTRACT 

WITHERS, B,0. 

8804060077 

60-402 

Q 

WHirTEMORe.J 6. 

8304069329* 

50-285 

V 

WIGGINS.E-/. 

8804280180* 

WlTHEflS.B.O. 
withers, B.D, 

8SM0602eS 

60-482 

Q 

WHinEMOHE.W.l 

8804190222* 

ORQ 


W1GGINS.E.J. 

8604290228' 

CONTRACT 

0804060425 

60-482 

P 





cu f 


AUTHOR 

ACCESSION 

NUMBER 
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NUMBER 
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CATEGORY 

withers.qo 

6004080225 

SO 402 

S 

WniGH T.GC 

8304040133 

60 464 Q 

WITHERS.e D 

8B04060230 

50 482 

J 

wright.gc 

8804040193 

£0-156 V 

WITHERS.BD 

0804120353 

50-482 

P 

WRIGHT.GC 

88040402)3 

59467 O 

WITHERS.QO 

0804130042 

50 402 

F 

WRIGHT.GC 

8904040215* 

59 467 Q 

WlTHEnS.BO 

0004 130425 

50-482 

0 

WRIGHT.GC 

8B04040233 

50255 V 

withehs.b D 

8804100420 

50-482 

1 

WRIGHT.G C 

8804060013 

50-305 V 

WITHERS.BD 

0004200204 

50-402 

H 

WRlGHT.Q C 

0804060236 

50 268 P 

WITHERS.QO 

8804200260 

50-402 

Q 

wniGHT.G C 

8604110054 

50 282 V 

WITHERS.B O 

8004200312 

50-482 

S 

WRIGHT.G C 

6804110326 

50 346 V 

WITHERS.QO 

8004200313 

50-402 

J 

WRIGHT.GC 

8804200405 

50461 O 

WITHERS.BD 

8804210331 

50-482 

P 

WRIQHT.R J 

8804150170 

50-263 P 

WITHERS.QO 

0804210337 

50-482 

0 

WRIGHT.R W 

8803200330* 

50-426 O 

WITHERS.BD 

8004270151 

50-482 

0 

wniGHT.n W 

8804060286* 

50-425 O 

Win.WA 

8004270262' 

50-463 

P 

WL/.S 

fle04080l3( 

.NUREG 

WITTMAN.R 

0804 200072 

50-302 

F 

YALE. JO 

8804160165* 

FOIA 

WITTMAN R 

6804200063 

50 302 

F 

VALE.JO 

880-1180205* 

FOIA 

WOLO.G J 

8004140186* 

NUREG 


YALE.J 0 

8804160236* 

FO'A 

WOLFE.B 

8804060396 

SO 605 

A 

YALE.JO 

6804160264* 

FOIA 

WOtFE.SJ 

8804050047 

50-443 

G 

YAMA^AKP.F 

8803080511* 

50-2 ts P 

WOIFE.SJ 

0804050070 

50-443 

G 

yandell.i. a 

8804040261* 

50446 O 

WOlFE.SJ 

8804050116 

50-352 

G 

YANDELL.L A 

8004110137 

60-120 O 

WOLFC.SJ 

8804050130 

50 301 

G 

YAPCHANYK.O J. 

8804070049 

60-245 S 

WOLFE.SJ 

8804110177 

50-320 

Q 

YOCMHE1M.E 

8804060330 

60-312 R 

WOLFE.S J 

8804200035 

50-320 

G 

YORK.J, 

8804010925* 

60 327 O 

WOLFE.SJ 

8804290015 

60-320 

G 

YORK.J 

8804010115* 

60-438 0 

WOLFE.SJ 

8804200027 

60-443 

G 

YOSHIMURA.r 

8804040255 

XPORTLIC 

WOLFE.SL- 

88040501 1 1 

50 320 

G 

YOSHIMURA.T 

8804050108* 

XPOHTLIC 

WOLKENHAUER.W 

8803300296* 

60-307 

P 

YOSH'.V.URA.T 

8804050394* 

XPORTLIC 

WONG.H 

6003310033 

50 3 n 

O 

YOUNG.J.E 

0004260140 

50 445 G 

WONG.K.S 

8803310234 

PR 


YOUNG.M.A. 

B004050024 

50322 G 

WOODARO.JO 

8603280145 

50 364 

S 

YOUNG.M A, 

8604050036 

50 322 G 

WOOOARO.JO. 

8804060324 

50-346 

s 

YOUNG.MA 

8304050037 

50 322 Q 

WOODAnD.JO 

8804000190 

60 348 

s 

YOUNQ.P W 

6804200167 

40-2061 

WOOOARO.JO 

8604150032 

60-364 

s 

youngblood.b j 

8603090164 

WASTE MGT 

WOOOARO.JO. 

8804190141 

50-364 

n 

YOUNGBLOOD.OJ 

880331012) 

WASTE t/.CT 

WOODARO.JO, 

8804190144 

50 346 

R 

younqblood.o j 

0803310123 

WASTE MOT 

WOODARD, J 0 

0004200057 

50-346 

F 

YOUNGBLOOD.B J. 

8603310126 

WASTE MGT 

WOOOARO.JO. 

8804220212 

50-364 

S 

YOUNGBLOOD.B J 

8803310128 

WASTE MGT 

WOOOARD.J 0 

0804290290 

60-348 

S 

YOUNGBLOOD.B J 

8603310142 

WASTE MGT 

WOOOHEAD.CP. 

8804110032 

60-320 

G 

YOUNGBLOOD.B J 

8603310146 

WASTE MGT 

WOODLAN.OR 

8803250223 

50 445 

A 

YOUNGBLOOD.B J 

8803310149 

WASTE MQT 

WOOOLAN.DR 

8804050028 

50-445 

S 

YOUNGBLOOD.B J 

8803310154 

WASTE MGT 

WOODLAN.OR. 

6804050027 

60-445 

S 

YOUNGBLOOD.B J 

8803310157 

WASTE M.QT 

WOOOLAN.DR 

8604050034 

50 445 

s 

YOUNGBLOOD.B J 

8803310160 

WASTE MGT 

WOOOLAN.O R. 

0604050038 

50 445 

3 

YOUNGBLOOD.B J 

9803310175 

WASTE MGT 

WOOOLAN.DR. 

6004060106 

50445 

8 

YOUNGBLOOD.B J 

8803319178 

WASTE MQT 

WOODLAN.OR 

6804060517 

50-445 

O 

YOUNGBLOOD.B J 

8003310211 

WASTE MGT 

WOOOLAN.DR 

8804 1 tot 1 3 

50 445 

A 

VOUNQOLOOO.SJ 

0004880139 

WASTE MGT 

WOOOUN.O H 

8804110325 

50-445 

Q 

YOUNGBLOOD.B J 

8804070166 

WASTE MOT 

WOODLAN.OR 

0804130238 

50-445 

A 

YOUNGBLOOD.B J, 

0004120371 

WASTE MGT 

WOODLAN.OR, 

8604210092 

60-445 

S 

YOUNGOLOOD.B J. 

8004120444 

WASTE MQT 

WOODLAN.OR 

6004270189 

50 445 

F 

YOUNGBLOOD.B J 

0804120474 

WASTE MGT 

WOODRUFF.RL. 

8804 IS0 103 

l&E 


YOUNGBLOOD.B J 

0604130017 

WASTE MGT 

WOOOS.QR. 

8804280511* 

FOIA 


YOUNGBLOOD.B J 

0604130101 

WASTE MOT 

WOODWARD.JO 

8804280371 

60364 

S 

VOUNQBLOOD.B J, 

8804130216 

WASTE MQT 

WOODY.CO 

8803260264* 

50-389 

R 

YOUNGBLOOD.B J 

8804140024 

WASTE MQT 

WOODY.CO. 

6803260284* 

50-3G9 

R 

YOUNGBLOOD .B 

8004080287 

NUREG 

WOODY.CO 

0004010181* 

50 260 

V 

YUHAS.GP. 

8804060509* 

50-528 O 

WOOLORtOGE.H A 

8804180019 

SO-44S 

G 

YUHAS.GP 

8804120456* 

6804130009* 

60-206 O 

WOOLOHIOGF..R A. 

8804180019 

50-445 

Q 

YUHAS.G P. 

50-397 O 

WOflTHY,J£ 

8804070224' 

50269 

P 

YUHAS.GP. 

8804(30015* 

60-344 0 

WflIGHT.G C, 

8803290065 

60-315 

O 

YUHAS.Q p 

8804190160* 

50-528 O 

WRIOHT.GC. 

0803300025 

60 315 

V 

ZAHLER.R E. 

0604200080* 

40-3453 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ZAHLER.R E 

8B04200090* 

40 3453 


ZAHNUEOTER.R J. 

8804960102 

50-322 

G 

ZAHNlEUTER.n J. 

6804200048 

50-322 

G 

ZAHNLEUTER.n J. 

8804260103 

50-322 

G 

zahnleuter.b j. 

8804290021 

50-322 

G 

zahnleuter.rj. 

6804230068 

50-322 

G 

ZAHNLEUTER.B J. 

8904290161 

50-322 

G 

zahuleuter.h j. 

8604260089 

50-322 

G 

ZAPINSKI.SM 

6804190251 

50-457 

S 

ZAPOLSKI.M. 

8904160301* 

50-354 

R 

ZECH.G.G. 

8804010062 

50-259 

P 

ZECH.G Q. 

8804110226 

50-327 

)> 

ZECH.G.G. 

8904110261 

50-259 

P 

2ECH.G.G. 

880414008) 

50-327 

P 

ZECH.G G. 

0804140097* 

50-32/ 

P 

ZECH.G G 

8004190122 

50-327 

O 

2ECH.LW. 

8803180100 

COMMISSIDN 

ZECH.L W. 

B804050343 

50-293 

U 

ZECH.L.W 

8804130918 

COMMISSION 

ZeCH.L.W 

8804130933 

COMMISSION 

ZECH.L.W 

6004139082 

COMMISSION 

ZCCH.L.W 

0604130149 

COMMISSION 

ZECH.L.W 

8604130206 

COMMISSION 

ZECH.L W 

8804130222 

60-328 

U 

ZL-CH.l W 

8504)30239* 

FO.*A 


ZECH.L W 

8804130278 

60 499 

P 

ZECH.L W 

6804130283 

COMMISSION 

ZECH.L W 

8604130356 

50-171 

u 

ZECH.L W. 

8804210195 

COMMISSION 

ZECH.L W. 

8804130247 

COMMISSION 

ZELLNEB.n J. 

8804100334 

40 8800 


ZEMAN.J.S. 

6804060162 

FOIA 


ZEUGIN.L S 

830405006) 

50-322 

G 

ZEUCIN.LB 

8804000061 

50-322 

G 

ZIBULSKY.H. 

6804200127* 

50-317 

Q 

ZIEMiANSKI.E J 

8004130166* 

50-293 

F 

ZILL.R 0 

0804260205* 

50-445 

A 

ZILL.RO. 

0304260215* 

50-445 

A 

2ILL.HD 

8804260222* 

50-445 

A 

2ILL.B D 

8B04260226* 

50-445 

A 

ZILL.B.D 

6804260230* 

50-445 

A 

ZILL.RD. 

8804260235* 

50-.145 

A 

ZILL.R.0 

0804200237* 

60-446 

A 

ZiLt.n.O. 

8804260241* 

50-445 

A 

21LL.R.O. 

0804260243* 

60 445 

A 

ZILL.R 0. 

8604260247' 

60 445 

A 

ZILL.RO. 

0804260250* 

59 445 

A 

ZILL.no. 

8004260253* 

50-445 

A 

ZILL.RO. 

6804 260254* 

5(7445 

A 

zimmerman.r 

6804080249 

60-276 

0 

ZIMMERWAN.n 

6894120068 

60 312 

0 

ZIMMERMAN.R P. 

8804100119 

SO 397 

o 

ZIMMERMAN.R P, 

8804200261 

50-312 

0 

zimmerman.r P 

6804250039 

50 344 

Q 

ZIMMERMAN.R.P. 

8804250046 

50-344 

Q 

ZIM.MERMAN.R P, 

8804270206 

50-312 

Q 

ZI-ATOS.B 

8804110257 

50-334 

0 

ZUPKO.J.M 

8604060053 

50-31 1 

S 

ZUPKO.J.M 

8004190044 

50-311 

R 

ZUPKO.J M 

0004100048 

60-272 

R 

ZUPKO.JM 

0004210043 

50 272 

S 

ZUPKO.J M 

0004210046* 

50-272 

S 

ZUPKO.JM 

8804260034 

50 272 

S 

ZUPKO.JM 

8804260061 

50-272 

S 




The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 50*232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFILIATION 


ANA1ECH Kosoofcli Corp 
ASC Olllco FurnilufO 
ASEA Atom. Iiic 


Aco-FodornI Ropoflofs. Inc. 

Advanced Nucloar Fuols Coip. (formorly 
Exxon Nucloar Co.. Inc ) 


Aprlculluro. Oopl. Of. Gradualo School. 
Woshinolon. OC 

A'r Foico. Oopl. ol 

Airport Cortnocllon, Inc 
Alabantn Power Co. 


AHrod Univ.. Allrad. NY 

All Cliamlcal Isotope Enrichmenl. Inc. 


Alhanco Moving & Storago, Inc. 
Al'iad-Signal Corp. 


ACCESSION 

NUMBER 


080<10604D3’ 
6804100306* 
8804040 t 45 
8804040154* 
0804040163* 

0604310204' 

0003300291* 

0803300294* 

8804010143 

0804260208 

0804150186' 

0004100179* 

8804070098 

0804050404* 

0003200145 

0803300020 

0004040093 

0804040093 

00040401 78 
0804060324 
8804060526 
8804070030 
8804070030 

OB040702Q5 

0804070205 

8804080085 

0004000085 

0804000094 

8804080094 

8804080108 

8804110121 

0804110121 

0804110134 

8004110147 

8804110277 

0804110277 

8804110337 

0004130265 

8804140001 

0804140001 

000414000S 

080414C005 

8804140093 

8804140093 

8804150032 

8804100141 

8004100144 

0804200043 

0004200045* 

8604200057 

8804200057 

8804200371 

0604220212 

6004250126 

6804270061 

8804270061 

8804270206 

6804270296 

8804290298 

8004140214* 

8804050220 

8804110157 

880425024.2 

8804260339 

8604280501’ 

8804190136 


SUBJECT 

CATEGORY 

50-29 

CONTHACT 

TOPREP 

TOPREP 

TOPREP 

FOIA 
50 397 

50-397 

70-1257 

TOPREP 

CONTRACT 

CONTRACT 

PRM 

CONTRACT 

50-364 

50-348 

50-348 

50-348 

SO-348 

50-348 

50-364 

50-348 

50-348 

50-340 
50-340 
50-348 
50-348 
50 348 

50-348 
50-348 
50-348 
50-348 
50 348 

50-348 
60-346 
50-348 
60-348 
50 348 

50-348 

50-348 

50-348 

50-346 

50-340 

50-348 

60-364 

50-364 

50-346 

50-346 

50-348 
50-348 
50 348 
50-364 
50-364 

50-346 
50-346 
50-340 
50 348 
50-348 

50-348 

PROJ 

50-803 

60-604 

50-603 

50-604 

CONTRACT 

40-3392 


P 


P 


P 


S 

F 

O 

Q 

P 

S 

R 

F 

F 

F 

F 

F 

F 

Q 

O 

S 

Q 

O 

F 

J 

P 

P 

fl 

F 

O 

O 

o 

o 

F 

F 

S 

R 

R 

F 

F 

F 

f 

S 

S 

F 

F 

F 

F 

F 

S 

M 

A 

F 

F 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEQOFIY 


American Elaclnc Power Co.. Inc 
Amancan Nucloar Corp 


American Nuclear Socioly 
American Socioly tor OuaMy Control 


American Society ol Mechan cal Engineers 
Ametsham Corp 

Anaconda Co. (div. ol Atlantic Richfield 
Co) 

Anaheim. CA 
Anthony. R.L. 

Argonno National Lahoralory 

Aiirons Nuclear Power Projeci (lormedy 
Arizona Public Service Co.) 


8604190265 

403392 

6804080095 

50 315 

8804060164* 

40 4492 

8804060183 

40 4492 

8804000279 

40 4452 

8804280177 

40 4492 

8604280311 

404492 

6804280391 

404492 

8803310243 

PHM 

8803140040 

WASTE MGT 

8803140046* 

WASTE MGT 

6804070114 

WASTE MGT 

8804070120* 

WASTE MGT 

8804040055 

WASTE MGT 

8004180246 

71-9147 

8804280174 

40-8902 

8804280183* 

40 8902 

8604250251* 

50 2C6 

8804290110 

50-352 

8804910116 

NUREG 

6804080134 

NUREG 

6003300116 

50 528 

8803300116 

50 528 

8803300116 

50 528 

0803300123* 

50 528 

8003300123* 

50528 

8003300123* 

50-528 

6803300130 

50-526 

8803300130 

50-528 

8803300130 

50 528 

8803300133* 

50 520 

8803300133* 

£0528 

8803300133* 

50 528 

8803310049 

50 528 

8803310049 

50-528 

6803310049 

50 528 

8804010251 

50-528 

8504040062 

£0 530 

8804040128 

50 528 

8804040128 

50 528 

6804040128 

50-528 

6604060158 

50528 

8604060463 

50 528 

8804060463 

S0 528 

8804060463 

50-526 

8804060463 

50528 

6804060465 

50 528 

8604060465 

50 523 

8804060478 

50 529 

8804070002 

50-528 

6804070002 

50 526 

8604070002 

50 528 

8804120437 

50 528 

8804130036 

50 529 

6804130351 

50 530 

8804130355* 

50 530 

8804130360 

50 528 

8604130360 

50-528 

8804130360 

50-528 

6804130363* 

50-528 

8804130363* 

50-528 

8804130363* 

50520 

8804130368 

50 528 

8804130368 

6O-520 

8604130368 

50528 

8804130369' 

50 528 


283 


Arizona, Stale of 

Arizona. Univ. ol. Tucson. AZ 


Arkansas Power 8 tiQW Co 


Afkairsos Tech Univ . RussolMlie. An 
Armod Forces Radiobiological Resoarch 
Instiiuto 

Army. Oopl ot. Army Engineer Waleniyays 
Expenmon' Slaiion 

Arthur Anderson & Co 
Associated Technologlea. Inc 

Atlas Corp 


Austin, TX 

8WR Owners Group 


Betwoch & Wilcox Co 


8604130369' 

6804130369* 

6804130372 

8604130372 

6604130372 


60-S28 
SO 526 
50-528 
50-528 
60-620 


P 

P 

Q Babcock 8 Wilcox Operating Plants Owners 

O Group 


8804140108 

8804140143 

6604160023 

8804150026* 

3804180445 


SO 526 
50-528 
50-530 
50-530 
50-628 


S BacKws. Moyer & Solomon 

S 
P 
P 

s 


8804190023 

8804190033 

8804200301 

8804210311 

8804210320 


50-528 

50-528 

50-628 

50-528 

50-530 


S 

S 

S 

S 

S 


BaJoy Controls Co. (aubs ol Babcock & 


8804220055 

8604220255* 

8804220255* 

8804260007 

8605030139* 


50-528 
50 528 
50-528 
60-52& 
PR 


R Wi'-COxCo) 

F Baltimore Gas ft ElocincCO 

F 

S 


8604070161 

8804200425' 

6804260609' 

3804280647' 

6803200313 


50113 

CONTRACT 

CONTRACT 

CONTRACT 

50-313 


Q 

F 


8803200318 

8803200318 

8803200335 

8803300352 

8003300353 


50-313 

50313 

50313 

50-313 

50^13 


F 

F 

F 

F 

F 


8803300360 60 313 
8804060211 50-368 
6604060226 50-313 
8804060372 60-313 
8804080372 60 313 


F 

S 

8 

J 

J 


8804070151 50-313 
8604120418 50-313 
8804130309 50-360 
6804200014 50-388 
8304200027 50-313 


F 

O 

S 

S 

S 


8804200085 50-313 
8804200173 50-313 
8804200343 50-313 
8804210054 50-368 
8804 2 10057* 60-368 


I 

R 

Q 

P 

P 


8604210163 60-313 
8804210168 60-313 
8604210168 60-313 
8804210270 50-313 
0604210273' 50313 


Q 

O 

O 

P 

P 


6&042104&t 

8804250341 

6804200462* 

8804018112 

50-368 

50-383 

CONTRACT 

50-170 

S 

R 

R 


8804010092 

NUREG 



8804280596* 

6804130285 

8804080136 

CONTRACT 

50 213 

WASTE MGT 

1 


0604200060’ 

8804260115 

8804280369 

8804280406 

0804280434 

40-3453 

40-3453 

40-3453 

40-3453 

40-3453 


Basler & Hotmanrr 

Bales, A K. . — . 

Baltelle Human AflaWs Research Cenlers 
BallaKe Mamotlal insiltuto. Columbus 
Labo-ralorlos 

8804280440* 

83042B0507 

8804290197 

8804120169 

8804050159 

40-3453 

40-3453 

40-3453 

50-498 

TOPREP 

P 

Battolle Memorial insTitole. Paciltc 

8804050331 

0804050342* 

8604290166* 

6804010095* 

8804050063 

TOPREP 

TOPREP 

50-254 

70 27 

70-135 

P 

Northwest Laboratones 

86040500B5* 

8804060275* 

8 804070047 
8604070169 
8804080212 

70-135 

CONTRACT 

50-13 

TOPREP 

70-1201 

J 

Batielie New England Marine Research 
Laboratory 

Bishop. Cook, Purcell 8 Reynolds 

8804110053 
0804120329* 
8804140361 
8804 150040 
8804150175* 

PR 

50-269 

70-824 

TOPREP 

CONTRACT 

P 

Boston Edison Co. 

8804180447 

6604190329 

8804200235* 

8804200280 

50-369 

70-1201 

70-1201 

TOPREP 

P 



8804270279 

8004280140 

8004280149* 

8804070029 


70-824 

70-1201 

70-1201 

TOPREP 


8804200052 60-443 
8804200052 50-443 
8804200062* 60-443 
8804200062* 50-443 
8804260086 60-443 

S804290082 50-443 
0804290082 60-443 
6804200092* 50-443 
8804290092* 60-443 
8804070169* 50-364 


8603250284 50-317 
8803310247 50-317 
8804010226 60-317 
BB04010226 50-317 

B8040 10229* 50-317 
8804010229* 50-317 
8804010230* 50-317 
8804040038 50 317 
0804040038 50-317 


8804050001 60-317 
8804050271 60-317 
0004050271 50-317 
8804060481 60-317 
8804060481 50-317 


8004060492 

8804060492 

8604060520 

0804060620 

8604070154 


60-317 

60-317 

60-317 

60-317 

60-317 


6804070222 

8804070222 

8B04080I6B 

8804110108 

8804110108 


50-317 
50-317 
50 317 
50-317 
50-317 


8804120336 60-317 
8804120339* 50-317 
8804130134 60-317 
6804130134 50-317 
8004130325 60-317 


8804130325 

8804180336 

8804180338* 

8004180338* 

8804100343* 


50-317 

60-317 

50-317 

60-317 

50-317 


8804200016 

8804200010 

8804200021 

8804200021 

8804200034 


50-317 

50-317 

50-317 

50-317 

60-317 


6804200034 60 317 
0604200389 60-318 
8804200392 50-318 
8804220093 60-317 
8804220 184 60-316 


8603080508* 

8804120213 

8803310272* 

0804080282 


50 219 
50-327 
WASTE MGl 
NUREG 


8804150336* 

8604220068* 

8804280181 

8804280471* 

8804050160 


CONTRACT 
CONTRACT 
50 6 

CONTRACT 
50 313 


8804070264 

8804080131 

8604110039* 

8604140106* 

8804140200* 

8804140210* 

0604220213* 

8804110036 

8803300142 

8803300146 

8804040130 

6804040208 

8804070129 

8804070198 

6804080155 

8604110181 

8804130069' 


WASTE MG 
NUREG 
50-320 
NUREG 

PROJ 

PflOJ 

50-443 

60 460 

50293 
60-293 
50-293 
60 203 
60-293 

60-293 

60-293 

60-293 

50-293 


AUTHOR AFflLIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEOORV 



8804130191 

50-293 

F 


8004130194' 

60-293 

F 


8004130196' 

60 -293 

F 


8004190065 

60-293 

S 


8804190085' 

50-293 

F 


a804fe0l0t' 

60-203 

F 


8804200145 

50-293 

R 


8804200336 

60-293 

F 


8004210006 

60 293 

F 


8804210000 

60-293 

Q 


8804210299 

60-293 

P 


8004270089 

SO 293 

H 


8004280073 

60293 

O 

B<an-Shon, Inc. 

8804260080 

71-853 


8604280093* 

71-653 


Brigham Young Univ.. Pfovo, UT 

8804130030 

50-262 

Q 

Brookhaven National Laboratory 

8604050 120' 

SO-389 

P 

8804050231* 

50 382 

P 


6804080267 

NUREQ 



B8Q4 130302* 

50-327 

Q 


8804160048* 

60-295 

Q 


6004190366* 

WASTE RES 



6804190386 

WASTE RES 



6604280217* 

60-348 

O 

Bryan. Lykins. Hejtmanok & Wulz 

8804280203 

50-482 

P 

BuHalo Materials Research Center 

8804120405 

71-5971 


Burditt. Bowies, Radriua & Ruberry, Ltd. 

8804280167 

40-2061 


C-E Operating Plants Owrters Group 

88040B0271 

TOPHEP 


CTI Group. Inc. 

8804140096* 

NUREQ 


CTI, Inc (tormerly Alaska Welding 

8804050169 

71-404 


Center) 

Calilornia institute of Technology. 

8804130290 

ACRS 


Pasadena. CA 

Caiiloinia. State ol 

8803310234 

PR 



8804140450 

FOIA 



6804150102' 

60-206 

P 


6604180208 

FOIA 



8004270308' 

60-312 

P 

Cal lornla. UnIv. of. Berkeley. CA 

8804080272 

NUREQ 


8604130438 

ACRS 


Celifornia. Univ. Of. Irvine, CA 

8804190379' 

BO-326 

O 

Calilornia. Univ ol. los Angelas. CA 

8804190302 

50-142 

w 

8004200101' 

60-322 

T 

Calilor'rla. Unkr. of. Santa Barbara. CA 

8804120038* 

CONTRACT 


6804130422 

ACRS 



8004260284* 

CONTRACT 



8804260340* 

CONTRACT 


Campaign Research. Inc. 

8804200114 

50-322 

T 

Canada. Oovt. of 

8004 1 40076* 

NUREQ 



8804140130* 

NUREQ 


Canonle. Inc 

8804290321* 

40-1)62 



8804280331* 

40-1102 


Carolina Power & Light Co. 

8603290251 

69-320 

S 

8803300324 

60-324 

R 


6803310036 

60 324 

Q 


8603310223 

50-324 

P 


8804010085 

60-400 

S 


8604040040 

50-324 

P 


8804040005 

60-261 

V 


8804050009 

80-324 

p 


6804050021* 

60-324 

p 


8604060054 

60-400 

Q 


0804060128 

60-400 

S 


8804060347 

60-261 

0 


8804060277 

60-325 

S 


8804060384 

50-324 

P 


8804060386* 

60-324 

P 


8804060446 

60-261 

Q 


6804060454 

60-400 

Q 


8804080477 

60-400 

0 


8604070089 

60 261 

P 


8804070101 

60-400 

F 


86040701S3 

60-326 

S 


6604070174 

60-261 

J 


8804070174 

00-261 

J 


8804070174 

60-201 

3 


6804070174 

50-261 

J 


8804110041 

50-325 

S 


8604110050 

50-324 

o 


8804120191 

50-400 

Q 


8804120287 

60-324 

P 


6604120287 

50-324 

P 


8804120348 

60-324 

P 


8804120340 

60-324 

P 


6604120360* 

60-324 

P 


8604120360* 

60-324 

P 


8604120434 

60-324 

P 


6604120434 

50-324 

P 


8804120450* 

50-324 

P 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8804120450* 

50-324 


8804130040* 

50-324 


8604130293 

60-400 


8804130328 

50-281 


6804130331 

50-324 


8604130350 

50-324 


8604130350 

50-324 


8004160139 

50-261 


8004150385 

50-324 


8094150386 

60-324 


5804190454 

50-324 


8804180464 

60-324 


0004180461* 

50-324 


8804160461’ 

60-324 


0804190123 

SO 400 


8604200090 

50-324 


8804200516 

60-324 


BB042t0099 

60-281 


8604210933 

60-261 


880421003$ 

60-400 


6804210936* 

59 400 


8804210087 

50-324 


6804219144 

60.400 


6804219218 

50-324 


8604210218 

60-324 


8804250217 

50-261 


8604250218 

50-261 


8804260219 

50-324 


880 42502 19 

50-324 


6094250221 

50-324 


0004260221 

50-324 


0004260222 

60 400 


S 804250223 

50-400 


0804260240 

60-400 


0304280001 

60-324 


8804270089 

60-324 


8804270080 

50-324 

Calhoi-c Univ. of America, WasWngicn. D 

0004140167* 

PBOJ 

8604140218* 

PROJ 


8804140224* 

PROJ 


8804140228* 

PROJ 

Center for Nuclear Waste Rogulatory 

8804199384* 

WASTE MQT 

Analyses 


8804220249 

WASTE MGT 


8804200401 

WASTE MGT 

Corner for Pfannfng Resesrch.fnc. 

8804050314* 

CONTRACT 

Centertor Energy 

8804970124* 

50440 

8604970215 

50-440 

Cantial (tveiiigence Agency 

6004130111* 

COMMISSfO 

Central Research Inatituie of Elecirio 

8804080282 

NUREQ 

Power Irjdusfry 

Cerec, Inc. 

8894290050’ 

XPORTLIC 

Chem-Nuclear Sysiama. Inc. 

0004070084 

WASTE MGT 

8004070126 

27-47 


0804130362* 

WASTE MGT 

Chichlbu Cement Co , Lid. 

0804060074 

WASTE MQT 

8804060070* 

WASTE MQT 

Cibzens Aaaoclaiion for Sound Energy 

8C04060049 

60-446 

8804260073 

50-445 

Cftfzena Concerned Aboul Nuefesr Power, 

8604010010 

60 498 

Ino. 

Clevaiand Efectrld IHuminafing Co. 

8604060333 

50-440 

8604060347 

59-440 


6804060480 

59-440 


98040 70i208 

50-440 


8804070209 

50-440 


8804070231* 

60-440 


6804070235 

SQ440 


8804070235 

60-440 


8804080115 

60-440 


6004120420 

60-440 


8004120426* 

60-440 


6804140123 

50-440 


8804190081 

50-440 


8804280068 

50-440 


8004270166 

60-346 


8804270304 

60-440 

Oeveiand-Ciiffs Iron Co. 

8804080000 

40-0714 


8804060178 

40-8714 


8604120331 

40-6714 


8804200383 

40-8714 


8804200552 

40-8714 

Cohen & Dlppell, P.C. 

Colorado Stale Univ., Fort Collins, CO 

88042001 14 

50-322 

8804200147 

50-322 

Colorado. Slate ol 

8804070046 

PPM 


68041 10327* 

50-287 


8004190304 

STATE PRO 


88942S0333* 

CONTRACT 

Columbia Univ., Ne«v Vorh, NV 

8894200101* 

50-322 


■ex oytvttfo *nOOO- 0"000 lOO 2« t>-n (OMe^<_c- c„(-c_«_c- 00"80 t> ■«-oOOO B-n-n-n-n -n-naJOO w-<cft-n-o 







AUTHOR AFFILIATION 

Conitiu^t'an Erig'n^ejirkg. Inc. 


Cortiiretco. Oopi of. Naiional 6ut«aiio1 
Standards 

Coinmiiloo on Inlor agency Rad adon 
Roscarch & Policy Coord-naiien 

CofTimonMOallh Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8804200310* 

CONTRACT 


8604290228* 

CONTRACT 


8604010257* 

50 528 

P 

8604010257* 

50 526 

P 

8804010257* 

50-528 

P 

8604010259* 

50 526 

P 

8304010259* 

50-526 

P 

8B04010259* 

50 528 

P 

8604110085 

70-36 


8804110095* 

70-36 


8904140263 

70 36 


8804150157 

70-1100 


8604190342* 

70-1100 


8804200529 

60470 

K 

6804200542* 

60-470 

K 

8804070152 

50 184 

H 

8804190169 

WASTE RES 


8804100217* 

ORG 


8304210037 

WASTE RES 


3004140174' 

NUREG 


0004 160271* 

NUREG 


8803150081 

50-254 

P 

8803 180044* 

50-254 

P 

8003280022 

50-237 

S 

8803280134 

50 457 

S 

6803293246 

50304 

S 

0803300185 

50 265 

S 

8603300204 

50-265 

S 

8803300255 

50-237 

P 

6803 300255 

50 237 

P 

6803300257* 

50-237 

P 

8003 300257* 

50-237 

P 

0003300339 

50-304 

R 

8803310262 

50 466 

P 

8804010087* 

50-237 

P 

6604010204 

BO-237 

P 

0804010206* 

60-237 

P 

8604010209* 

50237 

P 

8604010236 

£0-10 

R 

6804010236 

60-10 

R 

6804010238 

60-10 

R 

6804040092 

50-295 

S 

8304050263 

60 254 

S 

8804050374 

60-374 

s 

8804060292 

50-295 

s 

6804060315 

50-237 

o 

8804000476 

50-373 - 

p 

0604060407 

50^205 

p 

6604060524 

50-237 

p 

6304060524 

50 237 

p 

8804060524 

50-237 

p 

8304060524 

50 237 

p 

8804070035* 

50-265 

p 

8804070082 

50-454 

Q 

8804070326 

50-373 

R 

8804080047 

60 374 

S 

3B04080115 

50-440 

F 

8604 110084 

50-237 

P 

8804110084 

60-237 

P 

68041 10066* 

50 237 

P 

6804110086* 

60-237 

P 

8804120020 

50-295 

O 

6604120020 

50-205 

O 

6804120062 

50457 

F 

8804120208 

60 456 

S 

8804 1 20216 

50-10 

J 

6604120218 

50-10 

J 

8804120216 

50 10 

J 


8804120307 60 304 P 
8B04 120351 50-457 P 
8804 130047 60-266 S 
SB04 130138 50-454 F 
8804130152 50 373 F 

8804 130162 50-373 F 
8604140004 60-254 O 
8604140023 60-285 O 
8804140023 50-295 O 
8804140023 50-295 O 

6*04140023 50-295 O 
8*04140023 50-296 O 
8*04140023 50-295 O 
8804140023 50-295 O 
*804140056 60-296 O 

8*04140059 50-295 O 
8804140056 60-295 O 
*304140056 50-295 O 
*304140056 60-295 O 


AUTHOR AFFILIATION 


Computar Engineering Associates, loo. 


ACCESSION SUBJECT 

NUMBER CATEGORY 

8804140056 50-295 

8604140056 50 295 

8004140071 50-456 

0604140077 50-456 

8804140127 60-374 

8804140330 50-373 

8804140330 50-3/3 

8804140350 50-295 

8804140359 60 295 

8804140447 50-454 


8804150030 50-304 S 
8004150084 50-456 P 
8804 150224 50-454 S 
0804150251 60-295 H 
8804150251 60-295 R 

8804160406 50-237 R 
6804150406 50-237 R 
B8O410O114 60 456 R 
8604190114 50-456 R 
8804190251 50-457 S 

8804190259 50 456 S 
8804200110* 60-10 fl 
8804200110* 50-10 R 
8004200110 ' 50-10 R 
8804 200 154 60-457 P 

8804200212 50-373 S 
8004200260 50-295 F 
8804200387 50-265 S 
8804200303 50-254 S 
8*04200463 60 466 F 

0804210343 50-456 F 
6804210343 60-466 F 
8004210353 50-254 P 
8604220005 50-457 P 
8804220012 50-373 K 

8804220013* 60-373 K 
8604220035 60-454 F 
0804220035 50-454 F 
6804220070 90-254 • fl 
8804220070 50-254 fl 

8804220163 60-295 H 
8804220163 50-295 R 
8804220164* 50-295 H 
8804220164* 50 295 R 
8804220159* 60-295 R 

8804220159* 50 295 B 
8804220163 60-10 R 
0804220165* 50-10 R 
BB04220165* 50-10 R 
8804220165* 50-10 R 

8804250006 50-373 F 
8804260006 50-373 F 
8804260042 50 264 J 
8804260064 50-454 F 
8804260078 50 10 F 

8804260009 50-464 R 
8804270052 50 10 R 
8604270158 60-264 S 
8804280039 50-10 P 
6804260039 50-10 P 

8804280039 60-10 P 
8804280039 50-10 P 
8804280039 60-10 P 
6804280039 50-10 P 
8804280039 60-10 P 

6804280039 50-10 P 
8804280039 50-10 P 
8804280039 50-10 P 
8004280039 50-10 P 
8804280039 60-10 P 

8804280039 50-10 P 
8804280039 60-10 P 
8804280069* 50-10 P 
8804280069* 50-10 P 
8804280069* 60-10 P 

8804260009* 60-10 P 
8804280060* 60-10 P 
8804280069* 60-10 P 
8004280069* 60-10 P 
88042B0069* 50-10 P 

8804280069* 50-10 P 
8804260069* 50-10 P 
8804280069* 60-10 P 
8804280069* 60-10 P 
6804280069* 60-10 P 

68042B0069* 60-10 P 
8804290166* 50-254 P 
8804290297 50-264 P 


8804200401* CONTRACT 


XCCOCOCli- 



AUTHOR AFFILIATION 


Concept Communicaiiona. Inc. 

Concerned Citizens of Lake, Geauga A 
Ashtabula Counlios. 01 1 
Conference of Radiation Control Program 
O.reciors. Inc 


Connecticut light & Povror Co (subs ol 
Nortneasi uoi tiosf 

Connecllcul Yankee Atomic Power Co 


Connor S Weiiorhahn 


Consad Rosoarch Corp 

Conso'idated Ed-son Co. ot New York. Inc 


Consumers Power Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0604200S04’ 

CONTRACT 


6004180113 

50 440 

G 

0804140141' 

NUREG 


0604140276' 

NUREG 


0804 1 soon* 

NUREG 


0804 150403* 

NUREG 


0804180119* 

NUREG 


0804210509' 

NUREG 


0804210512* 

NUREG 


0804140017' 

50-245 

1 

8803280138 

50-213 

S 

8803290219 

50 213 

R 

0003290221' 

50213 

R 

0003310043 

50 213 

Q 

8803310043 

50-213 

O 

8003310984 

50 213 

S 

0803310117 

50213 

O 

0804010149 

50-213 

p 

0004070291 

50 213 

H 

8004070291 

50-213 

H 

8004070293 

50 213 

J 

6894080950 

50-213 

n 

8804110315 

50-213 

p 

8004130364 

50-213 

p 

6804120376' 

50-213 

p 

8004120423 

50-213 

p 

0634130050 

50-213 

s 

8004130285 

50-213 

1 

0004190130 

50 213 

R 

0804200539 

50-213 

p 

8804220206 

50-213 

s 

8804220209 

50 213 

s 

80042S034S 

50 213 

1 

8004260249 

50-213 

1 

0804280070 

50-213 

Q 

08042702GS 

50 213 

S 

0004080044 

50352 

G 

0004100024 

50-352 

O 

8804200460 

roiA 


8803300333 

50-247 

R 

0BO40S0042 

50 3 

P 

0904050051* 

503 

P 

0804000139 

50 247 

Q 

6804110091' 

50-206 

R 

00041 10093* 

50 286 

R 

000-1110097* 

50-280 

n 

8804110127' 

60-286 

R 

00041(0141' 

EO-200 

R 

8804110145* 

50-286 

n 

0004110145* 

50 288 

fl 

0004120337 

50-3 

F 

6304190028 

50-247 

p 

00042 094 B6 

60 247 

o 

0004200540 

50-247 

0 

8094250138 

60 247 

o 

8004260005 

60-3 

p 

8004260005 

50-3 

p 

8004260099* 

S03 

p 

8604260090' 

50-3 

p 

0B04260093* 

50-3 

p 

9004260093' 

50-3 

p 

0604260292 

50-247 

p 

8003200278 

60-255 

s 

0003200202 

50 267 

p 

8803300044 

50-155 

p 

8603300050' 

50-155 

p 

8803300051* 

60-165 

p 

6604040087 

50-255 

p 

0804050311 

60-255 

R 

8804050340 

50-155 

H 

8004050346 

50-155 

R 

8804070034 

£0 265 

S 

8804070041 

60-265 

S 

8804070039 

60-265 

P 

8804110010 

50-255 

P 

8804110011' 

50-265 

P 

0804110288 

60-155 

P 

0804120476* 

50-29 

V 

0804120470' 

50-29 

V 

8804130024 

69-165 

R 

860<1 130031 

50-255 

P 

0804130039* 

60 255 

P 

0804130049* 

50266 

P 

0804:30190 

60-265 

P 

8804160398 

60-255 

H 

6804190047 

50-265 

P 


AUTHOR AFFILIATION 


Coopor Oossemer Corp. 
Corn off Urtiv.. Ithaca. NY 
Cosmos Broadcestii’.g Corp 


Covington & Quri ng 
Cf»afO. Inc. 

Oo ivland Power CoDpoiaWa 


Data Baso. Inc. 
Ooiro'i Edison Co 


OICkslein. Sfiapiro A Mono 
Doc Soarch Associates 


Don Hondi-clce S Associates, tnc. 
Dow Chemical Co. 


Oressor Iniusiries. Inc. 

Drexol Univ., Phi'adolphla. PA 
Duka Power Co 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

0904100049* 

50 255 

8004200171 

50265 

8804220026 

50255 

6904220040 

50255 

8004250194’ 

50255 

B804S60274 

50 155 

890426039/ 

50 255 

9604200058 

50 155 

8804280091 

50-155 

6804260001 

50 1 55 

6604280437* 

50-155 

8804200242 

QA999 

8004120249* 

50-97 

6804070117 

50-346 

6804130116 

FO'A 

0804040063 

40-2061 

8804(90203 

40-2001 

8.404050336 * 

CONI RAC 1 

8804080104 

50-409 

0804080100' 

50 409 

3804130370 

60 409 

0804250128 

60 409 

6804260135 

60 409 

8804209449* 

contract 

060331014? 

50 341 

8004010090 

50 341 

0604010093* 

50 341 

6804010103 

50 341 

8004010100* 

50 341 

0601010126 

50-341 

8804030172 

50-341 

0604050185 

50 341 

8804060085 

50-341 

8804060367 

50 34( 

6004060516 

50-341 

8804070133 

50-341 

8804110154 

60-341 

88041.10110 

50-341 

8804(40025 

50-341 

8804140087* 

60-341 

8304140490 

60-341 

8804140606' 

£0-341 

8804150338 

60 341 

0804150405 

50 341 

6004160417 

£0-341 

0004100003 

50 341 

8004160129 

50-34 1 

8804199236 

£0-341 

800-1200139 

50 34 1 

6804200 159 

50-341 

0604200375 

50 341 

8804210206 

50-341 

68042103(0 

50-341 

8604260026 

50-341 

8804260030* 

50-341 

8804260046 

60-341 

8894260048* 

50-341 

88042/0004 

50-341 

8804270191 

50-341 

88042/0203 

50 341 

88042(0083* 

FOIA 

8804210091' 

FOIA 

890405010/ 

FOIA 

8004060310 

FOIA 

8804060389 

60 369 

8804120235 

FOIA 

8804120457 

FOIA 

8B04I600Q4 

FOIA 

8604280143 

FOIA 

6804260627 

FOIA 

8804280630 

FOIA 

6804190166* 

NOBEG 

8803300430 

WASTE MGT 

8803300435* 

■WASTE MGT 

6893300438* 

WASTE MGT 

8804270162 

TOPREP 

6«040fi0420 

50-413 

8804280(44* 

50-256 

87(0270269 

50 309 

8903250321 

50-260 

8803290097 

50-413 

8503300067 

60-270 

8803300283 

50-413 

8803300263 

50-413 

8803300287* 

50 413 

8803300267* 

50 413 

0603310070* 

50-269 

6801010036 

50-3S0 

88040(0151 

50-370 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8804010154 

50-370 

S 

6004010235 

60 369 

O 

8804040024 

60-269 

Y 

6604040024 

50-260 

y 

6804040024 

60-269 

Y 

8B04040024 

60-269 

y 

6604040025* 

50 269 

V 

0804040025* 

50-269 

Y 

6804040025* 

60-269 

y 

6604040025* 

50 269 

y 

8604040029* 

50-269 

y 

8804040029* 

50-269 

y 

8804040029* 

50-289 

Y 

8804040029* 

50-269 

Y 

8804040049* 

60 269 

Y 

8804040049* 

60-269 

Y 

8004040049* 

50-269 

Y 

8804040049* 

60 289 

Y 

8804040060* 

60-269 

Y 

6804040053* 

60-269 

Y 

8804040053* 

60 269 

Y 

8604040053* 

50-269 

Y 

8804040053* 

50-269 

Y 

8804040059* 

50-268 

y 

8804040059* 

50-268 

Y 

8604040059* 

60-260 

Y 

8804040059* 

50 269 

Y 

8804040101 

50-413 

Q 

8604040101 

60-413 

O 

8604060248 

50-414 

S 

0804050339 

50-369 

H 

8604050339 

50-369 

R 

6804050386 

50-414 

S 

B804050390 

50414 

S 

0804060030 

50-413 

s 

8604080032 

SO-414 

s 

8804080409 

50-369 

Q 

8 804060470 

50-267 

O 

8804070329 

PR 


8604080145 

50-268 

s 

6804080213 

50-413 

s 

8804110117 

60-413 

F 

8804110117 

60 413 

F 

8804110123 

60-269 

F 

8804110297 

50-413 

P 

8804110297 

60 413 

P 

8604110299 

50-399 

Q 

0804110299 

50-309 

O 

8804110299 

50-389 

Q 

8804110299 

50-389 

O 

BB04 110300* 

60-413 

P 

8804110331 

60-269 

Q 

8804120036 

50-413 

P 

8804120038 

50413 

P 

9804120061 

50-413 

O 

8804120069 

60-413 

P 

6804120317 

60-266 

P 

6804120317 

50-266 

P 

6604120317 

50-266 

P 

8604120317 

50-266 

P 

8804120328 

50-369 

F 

8804130061 

60-369 

P 

6804130081 

60-366 

P 

8804130168 

50-369 

S 

6604130406 

50-389 

P 

6604130406 

50-3&9 

P 

6804130408 

50-369 

P 

8604130406 

50-369 

P 

6604130406 

60-3&0 

P 

6804130410* 

60-369 

P 

8004130410* 

50-389 

P 

6804130410' 

50-389 

P 

8804130410* 

50-389 

P 

6604130410* 

50-369 

P 

6804160103 

50-369 

o 

6804160183 

60-369 

0 

8804 160241 

60-369 

p 

8604150241 

50-369 

p 

8804180243 

60-369 

s 

8804160266 

60-269 

s 

6804180424 

50 413 

s 

6804 180426 

50-414 

s 

6604180441 

50 413 

s 

8804190056 

50-369 

p 

6804180056 

60-369 

p 

6604180056 

60-369 

p 

6804190056 

60 369 

p 

6804190056 

50-369 

p 

8804160056* 

60-369 

p 


AUTHOR AFFILIATION 


Ouquesne Light Co. 


EOAG Idaho, Inc. (subs of EOAG, Inc.) 


ACCESSION SUBJECT 

NUMSen CATCGORT 


8004160058* 50-369 P 
6604190058* 50-369 P 
8804190058* 50-369 P 
8604190058* 50-369 P 
8804190364 60-413 8 

8804300152 50-289 H 
8804200152 60-269 R 
6804200152 50-289 B 
8804200158 50-369 H 
8804200188 50-413 R 

8804200168 50-413 fl 
8804200317 50-414 S 
8804200323 50-413 S 
8804200326 50 369 S 
8804200524 50-413 0 

8804200538 60-270 P 
8804200571 50-413 0 
8804200571 50-413 0 
8804210282 50 369 P 
8804210262 50-369 P 

8604210282 50-369 P 
8804210262 50-369 P 
8804210282 60-369 P 
88042 1 0287* 60-369 P 
8804210287* 60-369 P 

8604210287* 50-369 P 
8804210287* 50-369 P 
8804210287* 60 369 P 
B804250001 60-413 P 
6804260001 60-413 P 

8804260002* 60-413 P 
8804250002* 60-413 P 
8804260037 60-369 S 
8804260002 60-413 O 
BB04260002 60-413 0 

8804260078 50-36S P 
8804260078 60-369 P 
8804260078 60-369 P 
B804260078 50-369 P 
8804260082* 50-369 P 

6804260099 60-413 P 
6804260099 60-413 P 
8804260104* 60-413 P 
8804260104* 50-413 P 
8804260231 60-269 S 

8804260310 50-413 P 
6604260310 60-413 P 
8804260381 60-369 R 
880426038 f 60 368 B 
8804270045 60-370 S 

8804270194 50-369 F 
8804270194 50-389 F 
8804290249 60-269 F 
8804290274* 50-266 F 
8804290274* 50-269 F 

8804290274* 50-269 F 
6803280034 60-334 S 
8803290304 50-412 S 
8803300320* 50-334 R 
8804010138 50-334 Q 

8804040058 60-334 R 
8804040064* 50-334 R 
8804040221 60-334 S 
8804050359 50-334 P 
8804050364* 60-334 P 

8804060095 50-334 fl 
8604070110 50-412 P 
8804080060 60-334 S 
8804120362 50-334 0 
6804130086 60-334 S 

8804130091 60-412 £ 
8604130130 60-412 F 
8804130267 60-334 C 
680411W257 60-334 C 
8804140166 50-334 £ 

8804190036 60-334 F 
8804210044 60-334 ( 
8804220087 50-334 f 
8804260349 60-412 F 
6804260374 50-412 < 

8804260377* 60-412 ( 
8606300376* 50-338 I 
8710140348* 50-382 I 
8801260033* 60-395 I 


8804050264 NUREO 

8804080236 NUREG 
8804280052* 50-317 

8^280387* 60-207 

6S04280S05 NUREG 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATCQORV 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEQORV 


EHC Inteinalional. Inc. 

EcoTech. Inc 
Edlow Imematiortal Co 
Eigen Engineeflng. Inc. 

Electric Power Research Insiitule 

Eoecoiech. Inc 
Enercon Services 
Energy. Dopl. ol 


880 4 150059* 
8804190402' 
8804280265 
8804260200' 
8804060275' 


50-353 

70-143 

XPORTLIC 

50-354 

CONTRACT 


A 


P 


8604280441 

8804220247* 

8803240260 

8803310113* 

8803310268 


40-3453 

60-250 P 

WASTE MOT 
WASTE MGT 
WASTE MGT 


Erin Er^g^neering & Hesaarch. Inc. 
Evaluation Research Corp. 


8804060058 

8804060163 

6804060289 

8804070037 

6804070148 

8804070266 

8804070262 

6804060065 

8804060142 

8804080157 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


8804060166 
8804080 1 BO' 
8804060202 
8804110003 
8804110013 


PROJ 

PROJ 

WASTE MGT 
WASTE MGT 
WASTE MOT 


86041 10016' 
8804110016' 
0804110020' 
8804110022' 
6804110047 


WASTE MGT 
WASTE MGT 
WASTE MOT 
WASTE MGT 
WASTE MOT 


Exxon Corp. 


8804110061 
8604110069 
88041 10139 
8804110233 
8804110269 


WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MOT 


FW Energy Applications, Inc. 

Failure Analysis Associates 
Fansteei Metals (subs, of Fansieel. Inc. 


8804150322* 

NUREG 

8804 1901 73* 

NUREG 

8804280210 

408907 

8804280543 

40-8907 

8804260632* 

PR 

0804060280* 

50-344 

8604260205* 

50-445 

8804260210* 

50-445 

6804280215* 

50-445 

8804230219* 

50-445 

6804260222* 

50-445 

6804260226* 

50-445 

8804200230* 

50-445 

8604260235’ 

50-445 

8804260235* 

50-445 

8904260237* 

50-445 

860426024 1 * 

60-445 

930426024 1 * 

50-446 

8804260243* 

50 445 

8604280243* 

60 445 

8604260247* 

60 445 

6004260247* 

50-446 

8804260250* 

50 446 

8604260250* 

50-445 

8804260253' 

60-445 

8804260254* 

50445 

8804280254* 

50-445 

8804070095 

406102 

8604070104* 

40 8102 

8804070108* 

40-6102 

8804080215 

40 8102 

8804290193 

40 B064 

8804280431 

PROJ 

8804120105* 

50 327 

8804050122 

40-7580 


8804130213 
0804130223' 
8804130237 
8804 1 30240 
8804130347 


WASTE MOT 
WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


Federal Emorgericy Manage nnanl Agency 


8804070027 60-331 
8804110028 * 50-331 
8804260087 60-443 
8804260087 50-443 
8804260092* 60-443 


8804130363 

8804140151 

8804140206* 

8804160037 

8804150282' 


WASTE MGT 
PROJ 
PROJ 
PROJ 

WASTE MQT 


FonI* & Sctason. Inc, 


8804260092* 

8804270113 

8804270131 

8804160367' 

8804190355 


50-443 

50-440 

60-440 

WASTE MGT 
WASTE MQT 


8804150283* 

8804160291 

6804150305 

8804160345' 

8804150371* 


WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 


Fotrol Exploration Company ol NebrasKo. 
Inc. 


8804280042 40 8829 

6804280048' 40 6829 
6604280417 40'-8829 
8604280489 40-8943 


8804150416* 
8804160418* 
8804160410* 
8804 150426' 
0804 180002 


WASTE MQT 
WASTE MQT 
WASTE MGT 
WASTE MQT 
WASTE MQT 


Florida Power & Llghl Co. 


0804290065* 40-8943 
8603290210 60-335 
6803290254* 50-389 
8803290280 50-369 
8603290284* 50389 


8804180006 

8804100339 

8804100349 

8804190354 

8804200232 


WASTE MOT 
WASTE MQT 
WASTE MQT 
PROJ 

WASTE MQT 


6803290363 50 250 
8803290363 50 250 
8603300224 50-389 
8803300400 60-250 
8803300400 60-250 


8004200281* 

8804200563 

8804210049 

8804210093* 

8804210193* 

8804210365 

8804260122 

B804260IS1 

8804260170' 

8804260214 


WASTE MGT 
WASTE MQT 
WASTE MQT 
WASTE MOT 
WASTE MGT 

WASTE MOT 
WASTE MQT 
WASTE MOT 
WASTE MGT 
WASTE MQT 


8804260238' 

8804260249* 

8804260265* 

8804260262' 

8804280363' 


WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 


8804260370' 
8B04 280001 
6804280131 
8804280185 
8804280302 


WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MGT 
ORQ 


Energy, Dept. of. Idaho Oporatlona OHIc 


8804280464 

8804280473 

8804280494 

6804280568 

8604200002 


PROJ 

WASTE MQT 
WASTE MQT 
PROJ 
PROJ 


Engineers Inlemational, Inc. 
Envkonmental Prelection Agency 


8804190228 

8604200032 

8604050414 

8804140141* 


WASTE RES 
WASTE RES 
40-8807 
NUREQ 


8803300400 50-260 
8903310206 50-250 
8903310206 60-250 
8904010049 60-250 
8804010049 60-250 

8004010181* 60-260 
88040S0150* 60 389 
8804060010 60-260 
6804060010 60 260 
8004070176 50 260 


8804070176 50 250 
0804070175 50-250 
8604070176 SO 250 
B004070179 50-250 
8804070179 50-250 

8804070276 60-250 
0 804070278 50-250 
6804080069 60-369 
8804060112 50-389 
8804080163* 60-369 


8004110074 60-260 
9004110074 60-250 
8804110076* 60-250 
86041 10078* 60-260 
8604120267 60-250 


8804120257 60-260 
8804120272* 50-250 
8604120272* 50-250 
6804120332 50-335 


CORPORATE SOURCE INDEX 


AUTHOR affiliation 


flotida Power Corp. (sobs, ol Florida 
Proflfoss Corp.) 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


« 804 120345 
e804120345 
8804120422 
8804120422 
8604120447 


6804120447 

8904120459 

8804130)44 

8804130177 

8604130315 


68041303)8* 
8804)40297 
8004140297 
6804150190 
0BO4 150100 


6804150194 

6804150194 

8604)50270 

8804150270 

6804180242 


8804)60242 

6804190)35 

6804100135 

8904100272 

8804200005 


8904200005 

8804200)99 

9804200)99 

8804200359 

8804200359 


8604200372 

8804200372 

68042)0)35 

8804210)35 

6804220074* 


8604220074* 

6804220074* 

B804220074’ 

6604220108 

8804220)08 


8904220111* 

8B04220245 

8804220245 

8804250094 

8904250094 


6804260303 

9904270)72 

8804270172 

8804270258 

3804270256 


88040)0172 

88040)0278 

8804010279* 


8804040103 

8804040155 

8804120397 

6804130100 

8604)30352 


8804150380 

8804)80236 

8B04I80241 

8804200063 

BB04200072 


8804200380 

6804200382 

8804200440 

8804200544 

880421000) 


FlotWa, Slalo ol . _ 

Florida, Univ. ol, G8'ne-svilla, FL 

8804270322 

8804290289 

6604080173 

88040)0034 

8804050177 

FMd Physics IND 

Food & bmg Admlnistraiion 

8604050189* 

8604080192 

8804260669 

6804190162* 

8804140439* 

Food Ittad-alion Response 

8804160136’ 

8604)40481 

8604280278 

Fwid to' P«ace*^ Seconty 

8804280144* 

8804)40463 


aanAi jnanT 


60-83 

50-83 

70-1068 

CONTRACT 

NUREG 


author affiliation 


GA Technologies. inc.yGenoial Atoroic Co. 


Gas Cooled Reaclof Associates 
General Eloctric Co. 


General Public Ulilitlos Corp • GPU 
Service Corp 


ACCESSION 

number 


SUBJECT 

CATEGORY 


8804140483 

8804)40492 

8804140500 

8804140512 

8004140522 


8804140520 

9804)40532 

8804)40635 

8B04110068 

8804)10092 


98041)0107 

8804)90222* 

8804270227 

8804290051* 

8804260160 


8804060146 

8803310018 

8003310020* 

8804060345 

8804060398 


PHOJ 
50 605 
50-605 
TOPREP 
50-605 


8804060506* 

8804070009* 

6804060205 

8804)10052* 

8804110101 


8804160017' 

8804160363 

6804190)85 

8804)90275 

88042)0061 


50-456 

70-1308 

TOPREP 

TOPREP 

TOPREP 


8804210406* 
680422004 1 * 
8804270323 
8804280381 
8804260385* 


50-354 

60-220 

70-1308 

XPORTLIC 

XPORTLIC 


8803080495 


8803280079 

8603290241 

8803300084 


8803300089* 

8803310008 

88033)0)97 

8804050059 

8804060060 


8804060069 

0604060071* 

8804060117 

8804060237 

8804060460 


8804060451* 

8804060452* 

8004060469 

8604070003 

8804070004 


8604070005' 

8804070006* 

8804070011* 

8804070)66 

8804070198 


8804070202 
8804080073 
8804080077* 
880408 00 BO* 
8804080242 


88041)0323 
0804 12027 7 
8804120295* 
8804)20302* 
8604)20305 


8B04120312* 

88041203)4* 

8804120356 

8804)20393 

6804)30252 


8804)30346 

8804140016 

8804140347 

8804150)46 

8804160018 


8804190015 
6804 190 I 68 
8804190234* 
8804.190239* 
8804100274' 


6604)90287' 

8804190296 * 

0804190317 


-nO-9-O-O ^-03*0-0 O U T) *0 ^ "O « => 


AUTHOR AFFILIATION 


Genera! Sorv.cos Administiaiion 

Goo'ogical Socfeiy of America 
Georgia insinuie of Technology. Atlanta 
GA 

Georgia Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8804200522 

50.219 

0 

8004200551 

50 320 

P 

0804210020 

50-320 

Q 

8804210436 

50 219 

F 

8004220084 

50219 

R 

8804250162 

50-219 

Q 

8804250301 

50-219 

F 

0004250309 

60-219 

O 

8804260165 

50-219 

11 

8804260299 

50 219 

P 

8804260299 

50-219 

P 

8604280301 * 

50219 

P 

8004260389 

50-210 

S 

8804130092' 

COWMISSiO 

N 

8804130103* 

COMMISSIO 

N 

8804260) 15 

VMSTE RES 


8803260126 

50-160 

R 

8804210309* 

CONTRACT 


8004270250 

60-160 

Q 

0603210067 

60-426 

f 

8803250137 

60-424 

F 

0803250137 

60424 

F 

0803290340 

60 424 

F 

6803200347 

50-424 

F 

8003290347 

50 424 

f 

8803300016 

50 424 

F 

8003300016 

50-424 

F 

0603300010* 

50 424 

F 

6803300016’ 

50-424 

F 

8803310019 

50-424 

P 

8803310021* 

50-424 

P 

8003310145 

50-425 

A 

8604010263 

50-321 

J 

8804010283 

50-321 

J 

8804040037 

50-424 

R 

8804040030* 

60-424 

n 

6604049944 

50 321 

H 

6804040044 

50-321 

R 

8804040065 

50425 

F. 

8804040072 

50-321 

S 

6804040069 

60-424 

F 

8804040106 

50-424 

F 

8804040242 

60-366 

S 

0804040277 

60-424 

R 

8804060098 

60-424 

K 

8804060098 

60 424 

K 

8804060100' 

50-424 

K 

6804060109* 

50-424 

K 

8804070017 

50 424 

P 

8804070023 

50-321 

Q 

6804070322 

50-424 

P 

8004080012 

50-424 

6 

8804080051 

50-3e6 

S 

8804080055 

50-424 

S 

8804110024 

60-321 

R 

8804110024 

50-321 

R 

8604110053 

50-426 

A 

8804110055* 

50-426 

A 

6804130117 

50-424 

S 

8804130120 

50-424 

S 

8804130276 

50-321 

Q 

6604130276 

50-321 

O 

88041001 16 

50-321 

R 

8804100118 

50-321 

R 

8804200164 

50 424 

P 

8804200215 

50-424 

P 

6804200540 

50-425 

Q 

8804210019 

SO-424 

P 

8804210277 

50 424 

3 

8B04210277 

60-424 

S 

8804210281 

50-425 

S 

8804220923 

50-424 

R 

e&042&OOI3 

50-424 

F 

8004260013 

50-424 

F 

8B04260041 

60-366 

P 

8804250054 

60-424 

R 

8804250095 

60-424 

Q 

8B04260281 

60 424 

P 

8604260291 

60-424 

P 

BBO426O203 

69-424 

F 

8804270003 

50-366 

8 

8804270067 

60-366 

S 

8804270176 

50-321 

1 

8804270182* 

50-321 

1 

B604270162* 

50-321 

1 

8804270182* 

50-321 

1 

8804270 182* 

50-321 

1 

0804270220* 

60-424 

P 


AUTHOR AFFILIATION 


Gaorg a. Siala ol 

Goweroroent Accountab ily Projaci 


Governreeni Printing OiLco 
Govornrnont Technology Sorvicos. Inc 

Gull Power Co 
Gvll States UMit es Co 


HAFA Inll. Inc 

Heighi, Oxitson. Brown A Bonesleol 
Harmon & WoJss 


HQvothiii, MA 

Honlih & Homon Sotvrcoo. Dopi oi. U S 
Public HoalKi Sorvico 


Horilego Reporting Co'p. 


H'Mi Faslon'ng Sysioms 


Homosiaho Mining Co 

Hope Collogo. Hoi’and. Ml 
House ol Rep 


House ol flop . Energy & Comma»co 
House ol Rep . Govornment Operations 
House of Rep . (ntorici A Insular Affo r 


Hotislon Llght'ng A Powor Co 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8004270236 

50 424 

Q 

8804270244 

50 321 

O 

8804270244 

SO 321 

0 

8005030121’ 

PR 


8804060049 

50-445 

G 

8004120384 

50 403 

P 

8804260126* 

50 400 

P 

6804260160 

FOIA 


8604080407* 

COftTRACI 


8604230574* 

CONTRACT 


6604130402 

59-458 

O 

8603309413 

59 458 

0 

88 34040031 

50 453 

J 

6804040212 

50 458 

S 

8804050384 

50-458 

s 

8004070166 

50-459 

p 

0804080194’ 

00-459 

o 

8804110304 

00-458 

0 

680412006B 

50-458 

0 

8804I20C96 

50-459 

p 

6804120118 

50 468 

J 

8004150012 

60-450 

p 

8804160014* 

60 459 

p 

8804160277 

50-456 

F 

6804200133 

60 458 

R 

8804200187 

50 458 

s 

8604200197 

50 45B 

3 

8604220137 

50 466 

S 

0804220139 

50-458 

s 

8604220279 

50 468 

o 

8804 250036 

50 458 

s 

0901200091* 

50346 

p 

8004060152 

FOIA 


6804180387 

50 443 

G 

6804180067 

50 443 

G 

6804260-367 

50 443 

G 

8804260076’ 

50 443 

G 

8804260076* 

50-443 

G 

8304260079 

50-443 

G 

88O420C3O1* 

50-443 

G 

8804260091 • 

50-443 

G 

6804260102 

50-322 

G 

8004260124 

60443 

G 

8604290017 

50-443 

G 

0804110012 

60 443 

G 

0604140188' 

NIIRCG 


8604140204* 

NUBEG 


6604140351* 

HUREG 


880-1140353* 

NUREG 


8804140355* 

NJBEG 


6804149350* 

NUREG 


8004140363* 

NUHEG 


8604150045* 

NJREG 


0004150227* 

NUREG 


8804210124* 

FOIA 


8904210234* 

FOA 


8804210244* 

FCIA 


8804250147 

PT2I 


3004250161* 

PT21 


8804060340 

40-8003 


8804280218 

40 0903 


0604160082* 

CONTRACT 


6804130280’ 

60 498 

P 

8804140223* 

80-155 

P 

B80422C054* 

50 327 

H 

8804 1301 72* 

COMMISSIO 

« 

8604130118* 

COMUlSSiO 

N 

6604(30233* 

5032A 

U 

8804280657* 

50-209 

P 

8 B 032 104 76 

50408 

R 

8603200289 

50-498 

S 

8803300228 

50 499 

P 

8B03300264 

50-498 

O 

8803300268 

50 499 

J 

8803300269 

50-498 

P 

8803300274' 

50-496 

P 

8304010068 

50-490 

s 

8804010074 

60-408 

s 

B8040400S4 

50-490 

o 

8804060005 

60-498 

o 

8804060473 

50-496 

o 

8804070204 

SO 498 

H 

8804070204 

50 496 

H 

8004120254 

50 408 

V 

6604 120254 

59-4 88 

V 

8804120250* 

50-498 

V 

8804129259* 

59-498 

V 

8804120264* 

50-498 

V 



AUTHOR AFFILIAnON 


Hunlon & Williams 


H/dfogen Conlrol Orn^is Q/oup 


INTER A Technologies, loc 


IT Corp. 

ITASCA Consi/lling Group. Inc. 


Idaho National Engineoring Labotalory 


ieTaho Slate ilniv.. Poceiollo. 10 
iliiito-'s Power Co. 


Illinois, Stale of 
in-Situ, Ino. 

Indiana Michigan Power Co. (formerly 
Indiana t KUchlgan Ciectnio Co.) 


ACCESSION 

SUBJBCT 


NUMBER 

CATEGORY 


eSM 120264* 

50-4ge 

V 

6804(20346 

60-498 

S 

6804130034 

50-498 

F 

6804130034 

60-498 

F 

6604130127 

50-498 

S 

6804130136 

50-496 

s 

6804 1 30 t 67 

60 498 

s 

6604130160 

50-496 

H 

6604150356 

50-498 

J 

8804150366 

50-498 

Q 

8604190050 

50-496 

R 

6604160258 

50 499 

A 

8604160262’ 

50-499 

A 

8604200201 

50-498 

S 

8804200216 

50-496 

S 

6604210014 

50493 

0 

3604210154 

50-498 

0 

8804210215 

50-498 

Q 

6604210332 

50-498 

S 

6604220001 

50498 

O 

8604250076 

50-498 

0 

8804260076 

50 498 

0 

6804260172 

50-498 

P 

8804260227 

50498 

S 

6804270008 

50499 

0 

8804270146 

50498 

Q 

8804270174 

50-498 

P 

8604270243 

50-498 

J 

8604290280 

50 490 

P 

6804290284 

60-499 

A 

8804290302 

50-498 

F 

8804050046 

50-322 

Q 

8B040600S1 

50-322 

G 

88040S0C66 

60-322 

G 

8804060219 

50322 

G 

8804060238 

50-322 

G 

8604110025 

50-322 

G 

8604110027 

50-322 

G 

6604180020 

50-322 

G 

€804260047 

50-322 

G 

8604290052 

60-322 

G 

8604290066 

50-322 

G 

8BO4290077* 

50-322 

G 

8B04290C86 

50 322 

G 

8804290087 

50-322 

G 

0604200091 

60-322 

G 

8604290096* 

50-322 

G 

8B04290147 

50-322 

Q 

6604150166 

TOPREP 


6804160162 

TOPREP 


3804190395 

TOPREP 


8304060300 

40-8904 


8604060388 

40-6904 


8804140236 

40-8904 


8304140539 

40-8904 


8804260133 

40-8904 


8804260536 

40-8904 


8804280538 

40-8904 


8804110006* 

WASTE MGT 


6804060504 

WASTE RES 


8604060510* 

WASTE RES 


8804070239 

WASTE RES 


8804260344 

WASTE RES 


8804260348 

WASTE RES 


8710140348* 

60-382 

P 

8801260033* 

60-395 

P 

8804080236 

NUREG 


8604280052* 

50-317 

P 

8604060474 

60-284 

R 

8803260053 

60-481 

S 

8804010271 

50-461 

s 

8804070062 

50-461 

J 

8804070074 

50-481 

Q 

88041 102S3 

50-481 

P 

8e04tt025e* 

50 461 

P 

8804150407 

50-461 

S 

8804160031 

60-461 

R 

B804200160 

50-461 

S 

8804200108 

50-481 

R 

8804260197 

50-461 

S 

8804270178 

60-461 

P 

8803310250 

PRM 


8804280503 

40-2061 


6S040S0218 

NUREG 


8803300322 

50-818 

R 

6803300326 

60-315 

R 

6804010026 

60-315 

F 

8804010026 

50-315 

F 


AUTHOR AFFItlATfON 


Indiana Univ. Foundation, Indianapolis. 

IN 

Industry Degraded Core Rulemaking Progra 


Inslituieol Nuclear Power Operations 


fnlerior. Oept. of 

Interior, Oept. of. Bureau of Indian 
Afleirs 

Interior. Dept, of. Geological Survey 


interior.Oepl.of. Bureau of Reclamation 

Irtlernational Research & Techrioiogy Corp 
InternallonBl Technology Co^ 


Iowa Electric Light & Power Co. 


Iowa, Slate of 

(rving Trust Co. 

■sham, Lincoln & Beale 
Isotc^ Products Laboratories 
JEBCO Seismic, Ino. 


Jacobs Engineering Group. Inc. 

Japan. Govl. of 

Johnson & Higgins Insurance 

Justice. Oept. of 
KLO Assoclalas, Inc 

Katsi Enolneerlng. Inc. 

Kansas City Power & Light 

Kansas City Star/Kansas City TTmaa. 
Kansas City, MO 

Kerr- McGee Chemical Corp. (subs ol 
KerrMcGea Corp.| 


Kirkpatrick & Lockhart 


Kissimmee Utility Authority 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8604010035 

50-315 

8804010035 

50-315 

8604040143 

50-315 

8804110191 

60-315 

8804110193 

50-315 

6804190250 

50-316 

8604200090 

50-315 

6804210015 

60-316 

8604210015 

50-315 

8804210251 

60-316 

8804220090 

50-316 

8804220090 

50-315 

6804280435* 

CONTRACT 

8804190060* 

FOIA 

0804190069* 

FOIA 

8804190077* 

FOIA 

8803100052* 

FOIA 

8804130137 

FOIA 

8804130146* 

FOIA 

8804130161* 

FOIA 

8004130167' 

FOIA 

8804130173* 

FOIA 

8804130284* 

COMMISSIO 

8804190197* 

FOIA 

8004190226* 

FOIA 

8804190244* 

FOIA 

8804I902S5' 

FOIA 

8804190260* 

FOIA 

8604190263* 

FOIA 

0804190276* 

FOIA 

8804100283* 

FOIA 

6804200460* 

CONTRACT 

8804280140' 

50-403 

8804280282 

40-8907 

8804060350 

WASTE MGT 

8604 150273 

WASTE MGT 

8804150366 

60-274 

8804260376 

WASTE MGT 

0804120041 

70-1369 

8804190060' 

FOIA 

6804100069* 

FOIA 

8804190077* 

FOIA 

6804010119 

60-331 

8804060493 

60-331 

8804110098 

50-331 

8804120016 

60-331 

8804120026* 

60-331 

0805030128* 

PR 

8804070025 

40-8681 

8804210165* 

FOIA 

8804050346* 

xportlic 

8804050096 

71-652 

8804050102* 

71-852 

8804050105* 

71-652 

6804050436’ 

60-276 

8604110223 

WASTE MGT 

8804280418 

xportlic 

6603310275 

50-443 

8604220121* 

CONTRACT 

8804200082 

50-322 

8804220030 

50-346 

8804280619* 

CONTRACT 

8804180439* 

50-482 

8804160364 

50-482 

8804040063 

40-2061 

8804280244 

40-2061 

8604050016 

60 322 

8604050031 

50-322 

6804060102 

60-322 

8804140354 

60-322 

8804180042 

50 322 

8604180057 

50-322 

8804160125 

60-322 

8804200047 

50-322 

8804200046 

50-322 

8604200066 

60-322 

8804280081 

60-322 

8804260103 

60-322 

8804260116 

60-322 

8804260136 

60 322 

8804290021 

50-322 

8804290030 

SO-322 

8804290068 

50-322 

8804290161 

60-322 

8804010261* 

60-302 


F 

F 

O 

Q 

S 

S 

1 

Q 

O 

S 

s 

s 


N 


P 


P 


o 

Q 

O 

P 

P 


P 

J 


I 


.OOO OOhOO -iODOO O-bOOO tj - *h-i 



AUTHOR AFFILIATION 


Kraflweik Union AKliongesollschalt 
LN Tochnologlos Corp (lormeily London 
Nuctoa^ SvGS. Inc ) 

Labor. Depl. of, Occupational Safety & 
Hoallh Admin. 


Logouts, Clart, Hill-WNlion & McGuire 


Lawienco Livermore National Laboratory 


Llmtlorque Corp. 

tinsley. Kraoger & Assoclatea. Lid 
Long Island Lighting Co. 


Louisiana Power & Ligtil Co. 


ACCESSION SUBJECT AUTHOR AFFILIATION 

NUMBER CATEGORY 


B804t 50036' 
8804060021 

8804150359* 


8804150369* 

8604200030 

6604200030 

6604200053 

8804200053 

8602040318 

8804070157 

8804120451 

8804150071 

6604160330* 

6804190350 

8804260162 

8604290075* 

8803250320 

6804220162* 

8603300380 

8803300381* 

6803300386’ 

8803300434 

8803300430 

8803310055 

8804040136 

660405004B 

8604060061 

6804060066 

8604060219 

8604060238 

8804110026 

8804110027 

8804160020 

8804100368 

8604200082 

8804200114 

8604200147 

8804210209 

8804260047 

8604260102 

6804260246 

8B042600BI 

6804290052 

8804260086 

8804200077' 

6804290086 

6804260087 

8804290061 


TOPREP 
WASTE MCT 

NUREG 


NUREG 
50-443 
50 443 
60 443 
50-443 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE MGT 
WASTE MQT 

WASTE MGT 
WASTE MOT 
S0 29B 
SO 445 
CONTRACT 

60-322 

50322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

60-322 

60-322 

60-322 

60-322 

50-322 

60-322 

50-322 

60-322 
60 322 
60-322 
60-322 
60-322 

60-322 

80-322 

60-322 

50-322 

50-322 

50-322 

50-322 

60-322 

60-322 

60-322 


G 

G 

G 

G 


P 

S 


R 

R 

R 

P 

J 


I 

P 

Q 

Q 

G 

6 

Q 

G 

G 

Q 

Q 

T 

T 

T 

Q 

G 

G 

S 

F 

G 


§ 

O 

Q 

Q 


L-ouisiana, Slate of 

Lovelace Biomed & Environmental Researcb 
Instiiuie 

MHB Technical Associaies 


MK-Farg-uson Co 
MPR Associates. Inc, 

Madison Gas S Elecirtc Co. 

Maine Yankee Atomic Power Co. 


Maine, State of 


Maiapai Resauicos Co. 


Marsh & Mclennan. Inc. 


Martin County Consenration Alliance 
Maryland, Slate ol 

Maryland, Unhr. of, Corege Park, MD 
Massachusetts, Commonwealth ol 


8804290096* 60-322 Q 
8604290 147 60-322 Q 
8603200037 50-382 S 
8803280086 60-382 S 
8803300176 60-382 P 

6803300180* 60-382 P 
8803300241 60-382 P 
8603300242* 60-382 P 
8803310009 60-382 P 
6603310104 60-362 J 


Malatials Engineering Associates. Inc 
Mathlech. Inc. 


6803310171 60-382 
8803310173* 60-382 
0603310266 60-382 
8803310266* 60-362 
6804040057 60-382 


P Maiwail.JC. , « 

p McOean-Rohco. Inc. (formerly McGean 

p Chemical Co., Inc.) 

p Memorial Hasp. Of Sheridan County. 


8804040061 * 60-382 
8604040107 60-382 
8804040206 50-382 
8804060302 50-362 
8804060305* 60-382 


p Sheridan. WY (formerly Memorial Hosp. 0 

F 

O 

P 

P 


8804070127 60-382 
6804070166* 60-382 
8804070207 60-382 
8004070213 60-382 
8804110165 60-382 

8804110166 60-302 
6804110269 60-382 
8804110270* 60-382 
6604130342 60-382 
8804160224 60-382 


F Met Lab. |r»c. 

F Metailurg, Ino. (formorly Shield Alloy 

S Corp.) 

p MelfOiec, Inc 

P Michigan Stale Univ . East Lansing, Ml 

0 Micro Analysis A Design 

0 

P Mlcrolorm, Ino 

Q Middle South UtliiMea, inc. 


8004190239 60-302 
8304160291 60-382 
0604200373 60-382 
8804200377 60-382 
8804200379 60-382 


6804200383 

8B042I02S9 

8604260103 

6604260109* 


50-382 

60-382 

60-382 

60-382 


R Missouri. Un'iy. ol. Rolla, MO 

F 

I Mitsubishi iniernatkjnal Corp. (subs, ol 

3 Mitsubishi Corp.) 

s Mitsui & Co. (USA), Ino. (subs ol M.tso 

8 & Co.. Lid ) 

1 Moflot, Larson « Johnson, Ino. 


ACCESSION 

NUMBER 


8804270055 

8804140)41* 

6804280444 

8804)90039 

B804200084* 

8804290038* 

8804130126 

8804150083* 

8804060162* 

8603310253 

8604010118 

6804080178* 

860406025$ 

8804110278 

8804)10280* 

6604150111 

6804150274 

8804160336 

6804210232 

8804270250 

6804)30303 

8804200192 

8804270246* 

6804060169 

8804060313 

6804260035 

8804280097 

8604280103* 

8604280477 

8803310256 

8804040087* 

8804040167 

6804070065 

8804070148 

6804140055 

8804190374 

8604190362 

6804200020 

8604200026 

6804200211 

8804200277 

6804200420 

6804200566 

6804110044 

8602260096* 

6804080272 

0804160092 

8604160092 

8804200066 

8804200088 

6804200106 

8804220155 

8804260052 

8604280052 

8804260059 

6804260083 

6804280083 

8604280240* 

6804050329* 

8604150266* 

8804130364 

6804180334 

8604160158 


SUBJECT 

CATEGORY 


50382 

NUREG 

NUREG 

FOIA 

50-322 
50-322 
WASTE MGT 
50-320 
SO 305 

50-309 

50-309 

50-309 

71-9222 

50-309 

60-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

PR 

40-8502 

40-6502 
40-8502 
40 8502 
40-8502 
408502 

50-260 
50-458 
50 146 
50-269 
50-29 

50-458 

5a313 

TOPREP 

50-458 

50-331 

50-146 

50-458 

50-3)3 

50-219 

50-335 

60-)71 
NUREG 
60-443 
60-443 
60 443 

50 443 
50 443 
50-293 
50^443 
50 443 

50 443 
50-443 
50-443 
FOiA 

CONTRACT 

CONTRACT 

50-275 

40-8600 

FOIA 


8804160165* FOIA 
B804 180205* FOIA 
6804160223* fOIA 
6604160238’ FOIA 


8804)60264* FOIA 
B803080026* 71-446 

8803080283 40-7102 

8804280382* CONTRACT 


8804200)47 

8604050255* 

6804200583* 

6604140424 

8a04250n6* 


50-322 

CONTRACT 

CONTRACT 

FOIA 

50-382 


8604190297 

8804)90337' 

8804190351* 

8604050230 


60-123 

50-123 

50-123 

XPORTLIC 


8004040264 XPORTLtC 

8604050196 XPORTLIC 

8804200084 ' 50-322 


294 CORPORATE SOURCE INDEX 


AUTHOR AFFlUATtON 

ACCESSION 

SUBJECT 


MTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

category 

Morisot Kriudsen Engineers, l«c. 

se04070136 

WASTE MGT 


Newbury, MA 

8B04200030 

50-443 

NUS Corp 

ee04 200475* 

CONTRACT 



6804200030 

60 443 


8804260159 

FOIA 



8804200053 

60-443 


6804280347 

FOIA 



8604200053 

50-443 

Nalionai Congress at American ind ans 

8803160284* 

COMMISSIO 

N 

Nowman & Holtnnger 

8804050033 

50-445 

National Governors' Associaiion 

8804150360* 

NUREG 



8804050033 

50 445 

Natural Rignts Center 

8804120213 

60327 

P 


8B04050039 

50-445 

Ne):rasHa Public Power Qislncl 

8803290271 

60-298 

F 


8804050039 

50 445 


8804050328 

50 298 

P 


8804050044 

50-445 


6804050330* 

60 298 

P 


6804050044 

50 445 


8804080233 

50-298 

F 


8804050109 

50-445 


8604120306 

50-208 

R 


8B04050109 

50-445 


8804120377 

50 200 

Q 


8804110017 

50 445 


8804 120387 

50-298 

P 


8804110017 

50 445 


8B04 120404* 

50-298 

P 


8804110023 

50-445 


8804120425 

50-298 

P 


8804110023 

50-445 


8804120426* 

50-298 

P 


8804180030 

50 445 


8804130026 

50-298 

F 


6804200023 

50-445 


8604180328 

50-298 

O 


6804200038 

50-445 


6804190018* 

50-208 

S 


8604260065 

50-445 


8804200129 

50-298 

J 


6804280085 

50-445 


8804200256 

50-298 

S 


8804260260 

50-445 


8804200307* 

50-208 

F 


6604260260 

50-445 


6804200559 

50-298 

P 


8804280286 

50 445 


8804250074 

60-298 

S 


8804290129 

50 445 


8804250080' 

60 298 

S 

Niagara Mohawk Powor Corp 

8803290379 

50-410 


8804260013 

50-298 

P 


8803290401 

50-410 


8804260017* 

60 -206 

P 


8803300346 

60-220 

Nobraslia. Slate of 

8805030170* 

PR 



8803310040 

50 220 

Neutron Producis, Inc. 

6804140295 

71-9168 



8804010002 

50-220 


8804150128 

71-9102 



8804040158 

50410 

Nevada. Stale ol 

8803310112* 

WASTE MGT 



8804040181 

50-220 


6804130099 

WASTE MGT 



8804040198 

50 410 


8804140395 

WASTE MGT 



8804060189 

50-220 

New Eng'and CoaMion on Nuclear 

8804180067 

50 443 

G 


0804060291 

50-220 

Pollution 





8804060294* 

50-220 


8804160067 

50-443 

G 


8804060297* 

50-220 


8B04260C67 

50-443 

G 


88040S0382 

50-220 


8004260076* 

50443 

G 


8804070282 

60-410 


8004260076* 

50 443 

G 


8804070309 

50 410 


8304260079 

50-443 

G 


8804110194 

50 410 


8804260091* 

50-443 

G 


8804110198* 

50 410 


8804260091* 

50-443 

0 


8804120230 

50-220 


8604260124 

50443 

G 


8804130159 

50-220 


0SO429OO17 

50-443 

G 


8804130166 

50-410 

New Jersey. Slate ol 

8804140058 

50 354 

P 


8804130416 

60-220 

New Mexico. Stale ol 

8804080184 

WASTE MGT 



8804130421* 

50-220 


6804 2003 10 

408905 



8804130424* 

50-220 


8804280567 

40-891 1 



8804150075 

60-220 


8804230600 

40 8907 



8604160389 

50 220 

New Mexico. Unhr of. Alboqi/erqoe. NM 

8804050)65 

50-252 

R 


3804180091“ 

50-220 

New Orleans Public Service Co 

880425011!' 

60 382 

1 


8804190038 

60-410 

New VorK Power Aulboriiy (lorrnerly Power 

8803300015 

50-333 

P 


8804190067 

50-410 

Auihoiily ol Iho Sialo ol New York) 





8804190257 

50-220 


8303310207 

60286 

r 


6804200253 

50-220 


8804080109 

50-333 

F 


6804200283 

50 220 


8804060114 

50-333 

P 


8804200294 

50-410 


8804110063 

50-236 

R 


8804200303 

50-220 


3604110149 

50-286 

P 


8604210003 

50-410 


8804110100* 

60-286 

R 


8804210007 

50-220 


8804130384 

60333 

F 


8804210082 

50-220 


8804130405 

50333 

S 


8804220036 

50-220 


8804130412 

50-333 

S 


8804220059 

50-220 


8804150054 

60-333 

R 


8804260415 

50-220 


8804150289 

50 280 

F 


8804270118 

50 410 


8804190161 

60333 

P 


8804270167 

50-4 to 


8804220081 

50 286 

n 


8804270106 

50-220 


a804220m 

50 333 

p 

Nleslto Iwai Anwf(can Corp. 

8804040255 

XPORTLIC 


8804220107* 

50333 

P 


8804050108* 

XPORTIIC 


6804270271 

50-288 

o 


8804050394' 

xportlic 


8B042B025B 

71 240 


Nofcom Inlernaflonai Corp itormerfy 

8804200289* 

CONTRACT 

New York. Slate Univ. ol. Albany. NY 

8804150074* 

CONTRACT 


Noriega Communicaiions Corp.) 



New York. Slate Univ. ol. Stony Brook, N 

8804200101* 

50-322 

T 

Notmandoau Assoclaiea. Inc. 

8804220207' 

60 443 

New York, State ol 

8804050016 

50322 

G 

North Central Michigan College. Petoskey 

8804210210* 

CONTRACT 


8804050029 

50-322 

G 

Ml 




6804060102 

60-322 

G 

North Dakota. Slate ol 

8805030161* 

PR 


8804160042 

50-322 

G 

Northeast Nucloar Energy Co. (subs ol 

8803300412 

60-245 


8804180057 

SO-322 

G 

Northeast Ulrlities) 




8604200048 

60-322 

G 


6803310043 

50-213 


8804200094* 

50-322 

G 


6803310043 

60-213 


8804260043 

50 322 

T 


8803310207 

50-245 


8804260089 

50-322 

Q 


8804010001 

50-423 


6604260103 

50-322 

G 


8804040196' 

60-246 


8804260118 

50-322 

T 


6804050005 

60-245 


8304260138 

50-322 

G 


8804050376 

50-336 


8804290021 

50-322 

G 


8804060003 

60-245 


8804200030 

50-322 

G 


8804060003 

60-245 


8804290068 

50-322 

G 


8804060056 

50-423 


8804200181 •• 

60 322 

Q 


6804070046 

60-245 


AUTHOR AFFILIATION 


Northeast Utilities 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


08040701 t6 

60-423 

S 

88040701 18 

50 245 

J 

8804070291 

50-213 

H 

8804070291 

50-213 

H 

8804070319 

50-245 

Q 

6804080269 

50-245 

F 

8804080269 

50-245 

F 

8804080260 

50-245 

F 

8804110320* 

50-213 

P 

0604120247 

50-423 

P 

8804120354 

50-423 

Q 

6804120423 

50-213 

P 

8804130051 

50-423 

R 

8804130054 

50-246 

n 

8604130060 

50 336 

n 

8004130218 

50-423 

p 

8604130332 

50-336 

V 

8604)40036 

60-245 

s 

8804140042 

50 245 

s 

8804180173 

71-9015 


8804160019 

60-246 

s 

8804100041 

60423 

p 

6804 J00045 ■ 

60-423 

p 

8804200506 

60 245 

Q 

8804200533 

60-336 

P 

8804210077 

50 423 

P 

8004210159 

50 423 

O 

8804220097 

60 423 

P 

e60422009&* 

50-423 

P 

0804250249 

60-213 

1 

8804250240 

60 213 

1 

8004250240 

50-2)3 

1 

6604250249 

50-2)3 

1 

8804250249 

60-2)3 

1 

8804260267 

50-245 

F 

8804250267 

50-245 

F 

0804250267 

50-245 

F 

8804260205 

50-423 

P 

8804260287* 

50-423 

P 

8804260205 

60-423 

S 

8004270231 

60-213 

P 

8804270231 

60-2)3 

P 

8004270231 

60-213 

P 

6604270231 

50-210 

P 

8804270231 

60-213 

P 

8004200282 

60-246 

P 

8604200282 

60-245 

P 

8804200202 

60-246 

P 

8803300412 

60-245 

0 

8803310043 

60-213 

0 

BB033 10043 

60-213 

Q 

8803310100 

60-336 

0 

8803310207 

50-245 

P 

8804010001 

50-423 

S 

8604050005 

50-245 

K 

8804050370 

50 336 

Q 

8804060003 

60-246 

F 

8804060003 

60-245 

F 

8804060055 

50-423 

S 

8004070049 

50-245 

S 

8804070116 

50-423 

S 

8804070119 

50-246 

J 

8804070291 

50-213 

11 

8004070319 

50-245 

Q 

B8O4OOO209 

50-246 

F 

8804080260 

50-245 

F 

8004000260 

50-246 

F 

8604110316 

60-213 

P 

8804120247 

60-423 

P 

6804120364 

60-423 

0 

8804120423 

60 213 

P 

8804130061 

60-423 

R 

0804130054 

60-245 

H 

8004130080 

60-336 

n 

8804130216 

60-423 

p 

6804100332 

50-336 

V 

8804140014 

60-246 

1 

8B04I40014 

60-246 

1 

8804140036 

60-246 

s 

6804140042 

60-245 

s 

8804180173 

71-9016 


8804190019 

60-246 

s 

8804100041 

50-423 

p 

8804200506 

50-245 

Q 

8804200533 

80-336 

p 

6804200539 

SO-213 

p 

8804210077 

50-423 

p 

8804210169' 

60-423 

Q 

0604220097 

60-423 

P 


AUTHOR AFFILIATION 


Noilfiorrt States Power Co, 


Noctliorn Wyoinine OagnoshC Rad olOQy. 
Inc . Stioiidan. WY 


N'odoa/ Assufftoco Ccip 
Noc'oai Ooia. Inc 
Nuclear Energy Services, litc 


Nodear Fuel SotvkQs. Inc. {suds of 
Golly Oil Co.) 


N't/doa/ Matats. inc 
Nucloor Packag ng. Inc 


Nuc'oar Tlicorv & Technologies 
Nucloor Waste Consu'iants. inc. 


Nuloc, Inc 
O'F/otvony & Myers 
OCR Services, Inc. 

OoK Hidgo Associaied Ua.vs 


Oak Ridge National Laboratory 


Ohio Citizens tor Respoitsible Energy 


Ohio, State ot 

Ohsokl Research ingiituio. inc. 
Ol-vet Springs. TN 
Omaha Public Power Disirlcl 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8804250249 

50-213 

8004250249 

50-213 

B8D42S0249 

£0-213 

8804260207 

60-245 

0804250267 

50 245 

0804250267 

50 245 

8804260070 

50 213 

8804250285 

50 423 

8804260295 

£0 423 

8804270231 

50-213 

6804270231 

SO- 2 13 

68042/0231 

50 213 

8804270231 

50-213 

8804290282 

£0 245 

8804290282 

50 245 

6804290232 

50245 

8603300236 

50 263 

8803300243 

50-2 B 2 

8804010210 

50-263 

88 04 060490 

50 263 

8504110174 

50-233 

8804150115 

50 263 

8804150133 

50-282 

8904150320 

50 263 

8804160362 

50 282 

0804150362 

50 282 

8904100374 

£0-202 

8804180244 

50-263 

8804160248 

50-263 

0804180252 

50-283 

0004180252 

50-263 

8004180252 

50-263 

8804180259 

50-262 

8004180258 

50-282 

8504180261 

50-282 

8804 180251 

50-202 

8804200189 

50-203 

0804200554 

50-282 

0604200554 

50-28? 

8604210327 

50-202 

8804210327 

50 202 

8604189200* 

FOIA 

8804180251* 

FOIA 

8604180278* 

FO‘A 

6604180203’ 

FOIA 

6604190402' 

70- 143 

8694070177* 

50483 

6804040341 

40 7604 

8804040043* 

40-7604 

9804180403 

71-8193 

8804190074* 

71-9193 

0604060229 

70-143 

8804060366 

70-143 

6804190324 

70-143 

8804280293 

70-143 

8004260508 

70-143 

B0042C0236 

XPORTIIC 

6804150252 

71-9079 

0804160253* 

71-9070 

0804140209 

FO'A 

B604 140352 

WASTE RES 

8804140417 

WASTE RES 

8604280390 

WASTE RES 

8004010203 

pnoj 

8804060381 

FOIA 

8804183348* 

COM TRACT 

6604150181 

40-7004 

8804180187* 

79-734 

8804180456 

70 734 

8604180460* 

70-734 

0804010215 

NUREO 

88040)0223 

NUREG 

68040)0275 

NUREG 

8804080170 

NUREG 

8804000232 

NUREG 

8804130336 

WASTE RES 

8804180176 

70 734 

B80420004 1 

WASTE PBS 

8804280633 

NUREG 

8603080244* 

50-440 

8003310185 

PRM 

8803310238 

PR 

6004270123* 

50-440 

880306051 1 * 

50 210 

6804110171* 

60 804 

8803290112 

50-265 

8803310073 

50 286 


I 

I 

I 

F 

r 


o 


s 


p 


F 

P 

A 

f 

F 
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AUTHOR AFF 1 LI ATION ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBEH 

CATEQORT 



NUMBER 

CATEGORY 

8604010081 

SO 285 

P 


0BO4 150438* 

50-388 

6804040003 

50-285 

F 


8804150439* 

so-see 

B804070060 

50 265 

O 


8804180215 

71-9208 

86040/0186 

50 285 

O 


8804190110 

60-387 

8804110308 

SO 285 

Q 


B8041901IO 

60 387 

6804120356 

50-265 

P 


8804200222 

50-388 

6804130079 

50-23S 

S 


8804210051 

60-387 

8804130160 

50-285 

F 


8804250032 

50-386 

8804150414 

50-285 

S 


8804270047 

60-367 

8804200093 

60 285 

S 


8804270047 

50-387 

8804200142 

SO 285 

R 


8804290288 

60-367 

8804200346 

60 285 

S 


8804290288 

50-387 

8604200366 

50-285 

S 

Pennsylvania Stale Untv., Harrisburg. PA 

8804060443 

50 5 

8804200428 

50-285 

F 

8804060499* 

60-6 

8804250003 

60-285 

P 

Pennsylvania, Commonwealth ol 

8804290040 

50-277 

8804250004* 

50-205 

P 

Pepper, Hamilton & Shoetz 

8804210020 

FOIA 

8804250005* 

50-285 

P 

Petrolomics Co. (lormerly Getty/Petrotom 

8804060089 

40 8659 

8604250007 

50-285 

P 

Ics Co ) 



6804250012* 

50 285 

P 


8804140250 

40-6659 

Onick, Kedingtofl 8 Sutclille 6804260150 

50-361 

G 

Philadelphia Electric Co. 

8803280104 

60-352 

Paciric Gas 4 Electnc Co. 6803290362 

50-133 

H 


8603300272 

60-277 

8803290388 

50 133 

R 


8803310075 

50-352 

8B032S0400 

50-323 

S 


8804010144 

50-277 

8804010264 

50-323 

S 


8804010144 

50-277 

8804040009 

50-275 

R 


8604040035 

50-277 

8804040009 

50275 

R 


8804040068 

60-352 

8804050041 

50 275 

G 


8804040068 

50-352 

8804050091 

50-276 

P 


8804040075* 

60-352 

8804050091 

50 275 

P 


6804040075* 

50-352 

8304070014 

60323 

S 


6804040091 

50-277 

8804070019 

50-275 

S 


8804040104 

50-352 

8804070024 

50 323 

s 


8804040104 

50-352 

8804070289* 

50-275 

p 


B804040108* 

60-352 

6604120409 

50-133 

1 


8804040 108* 

50-352 

6804120409 

60-133 

' 


8804060035 

60-352 

8804120409 

50-133 

1 


8804060043 

50-277 

8804120409 

50-133 

1 


8B04060044 

60-352 

8604 190231 

50-275 

p 


8804060079* 

60-352 

6804200337 

60-276 

F 


8804060204 

60-352 

8804200521 

50276 

Q 


8804060204 

60-352 

8804200521 

60-276 

O 


0804060210* 

50-352 

8804200531 

50 275 

0 


8804060210* 

60-352 

8804210449 

60-276 

Q 


8804060239* 

50-352 

8804210449 

60-275 

O 


0804060239* 

60-362 

8304220104 

50-276 

R 


8804070225 

50-353 

8804220276 

50-275 

F 


BB04070271 

50-277 

8304250017 

50-275 

P 


8804070271 

50-277 

8804260017 

50-275 

P 


8804070271 

50-277 

8804250018* 

50 275 

P 


8804070271 

60-277 

8804260018* 

50-275 

P 


8804080031 

60-352 

8804250022* 

50-275 

P 


8604080034 

60-277 

88042 S0022* 

50-275 

P 


8804080056 

60-277 

8804280207 

50-275 

Q 


8804080147 

60-352 

6804260216 

60-133 

P 


B80408015) 

60-352 

8604280234* 

50-133 

P 


8804080162 

50-277 

Pailen Johnson Assoctaios, Inc. 8804060200* 

CONTRACr 



8804080220 

60-352 

Peometer. Inc. 8804050391* 

CONTRACT 



8804110096 

50-352 

8604140507* 

CONTRACT 



8804120384 

60-277 

6804200382* 

CONTRACT 



8804120364 

50-277 

8604200485* 

CONTRACT 



8604130063 

60 277 

6804210190* 

CONTRACT 



8804)30070 

60052 

Paiurindef Mines Corp. 8804060024 

40 6622 



8804)30)45 

50-352 

8604060029* 

40-6622 



8804130181 

60-171 

8804060)31 

40-2269 



0804130361 

50 277 

8804060145* 

40-2259 



880413036) 

60-277 

8804060)59* 

40-2259 



8804)30366* 

50-277 

8804060240 

40-6622 



6804130366* 

50277 

8604060278 

40-0622 



8804150055 

50-353 

Pennsylvania Power & Light Co. 08033)0232 

£0-388 

P 


8804160225 

50277 

8803310235* 

50-388 

P 


6804160225 

50-277 

8804010147 

50-388 

P 


8804150230 

50277 

6804040020 

50-387 

Q 


88041 50230 

50-277 

B804040020 

50-367 

O 


8804150230 

60277 

8804040096 

50-387 

S 


8804)50230 

60-277 

B80404O1 16 

50-387 

1 


8604150230 

50277 

8804040217 

50-387 

s 


8804180024 

50-352 

8804080176 

50-3B7 

1 


8804)90088 

50-171 

8804060257 

60-307 

s 


8804190088 

60-171 

8604060269 

50-388 

s 


8804190088 

50-171 

8804070149 

50-367 

H 


8804190153 

60-352 

8804070149 

50-387 

H 


8804190387 

60-352 

8804120073 

50 388 

8 


8804190397* 

50-277 

8804140003 

60-387 

P 


8804190397* 

50-277 

8804140003 

50 387 

P 


8B04220040 

50-277 

8804140007* 

50-387 

P 


8804250020 

60-277 

8804140007* 

50-387 

P 


6804270235 

60-277 

8804140008* 

50-387 

P 

Pitisburgh Press PtUsburgh.PA 

8804280195 

71-9222 

8804140008* 

50-387 

P 

8804 110257 

50-334 

8604150431 

50-388 

P 

8804140340 

50-334 


CORPORATE SOURCE INDEX 297 


author affiuatiom 


Plain Oealei. Cleveland. OH 
Plateau Reeoorcee, Lid 
Portland General Clocirlc Co. 


Pottelown. PA 

President ol U.S. & Executive Olllcea 
Public Otiiefi Litlflalion Group 
Public Citizen's Crincal Mass Energy 
Prelect 


Public Service Co ol Colorado 


Public Service Co. ol New Hampshire 


ACCESSION 

number 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


0804060273 
8004080130 
8B04040Q4B 
8604040088 
a 804040 t 60 


FOIA 
40-8693 
60-344 
60-344 
50 344 


P 

P 

P 


8804050389 50 344 
8804060272 50344 
8604070294 50 344 
6804070323 50-344 
0004110065 60-344 


F 

P 

F 

J 

P 


8004110067* 60-344 
68041 10068* 50-344 
8004120311 60-344 
0804140109 60-344 
8804140119 60-344 


P 

P 

R 

S 

s 


8804140169 

8004200013 

8804200257 

0804200384 

8804200566 

6804210261 

8804210294’ 

8804210268* 

0804220140 

8804220145* 

8804220173 

0BO422O177 

8804220277 

6804270186 

8804060025* 

6804150287' 

6804060136 

6804040031' 

8804180337 


50-344 
60-344 
60-344 
50-344 
60 344 

60-344 

50-344 

50-344 

50-344 

50-344 

60-344 

60-344 

50-344 

60-344 

CONTRACT 

KUREO 

FOIA 

OflG 

FOIA 


S 

Q 

S 

O 

F 

P 

P 

P 

R 

R 

P 

P 

F 

F 


Pub'ic Service Elecinc & Gas Co ol New 
Jersey 


8804210030 

0003290283* 

8803300083 

8003300350 

6803300355* 


FOIA 

50-267 

60-267 

60-267 

60-287 


P 

P 

Q 

O 


8803 300359 

0603300383* 

6803300391* 

8803300411* 

8803300417* 


60-267 

50-267 

60-267 

60-267 

60-267 


F 

Q 

O 

Q 

O 


8804060281 60-267 
0804060400 50-287 
8804060414 * 60-287 
0604060418* 60-267 
8804070130 60-207 


F 

P 

P 

P 

P 


8604070320 

8804110034 

8804110324 

6804120268 

8804120385 


60-267 

60-287 

50-267 

60-287 

60-267 


Q 

P 

F 

J 

J 


0804120478* 
8804 130327 
8804190273 
8804200079 
6804220182 


60-29 

60-267 

60-287 

60-267 

60-287 


V 

P 

R 

I 

P 


8803310210 60-443 
8004040202 60-443 
6804040202 60-443 
6604050045 60-443 
8804080046 60-443 


H 

P 

P 

Q 

O 


6804050052 60-443 
6804050062 60-443 
8804060066 60-443 
8604050058 60-443 
8804050056 60-443 


0 

Q 

Q 

J 

J 


0804060080 60-443 
8804060069 60-443 
0804050401 * 60-443 
8804050401* 60-443 
8804060068 50-443 


Q 

O 

F 

F 

Q 


0804070051 

8004070061 

8804070138 

8804070221 

6804070221 


60-443 

60-443 

PR 

60-443 

50-443 


P 

P 

F 

F 


6604000122 

0804000122 

0804080123* 

8604080123’ 

6804140092 


60-443 

60-443 

80-443 

60-443 

60-443 


F 

F 

F 

F 

F 


6804140092 

8604140094* 

8804140094* 

6804150142 


60-443 

60-443 

60443 

50-443 


F 

F 

F 

F 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8804160395 50-443 
6604200004 50443 
8804200004 50-443 
8B04200019* 50-443 
6804200010* 50-4*3 


6804200100 50-443 
6804200102 50 443 
8604200102 50-443 
6804200308 60-443 
8604210069 60-443 


G 

G 

Q 

O 

P 


8804210069 60-443 
8804210080 60-443 
8804210009 60-443 
8804210275 60 443 
8804210275 50-443 


8804220108 60-443 
8B04270218 50 443 
6804270218 60443 
8604280004 50-443 
8804280084 50-443 


6804290028 50-443 
8604290047 50-443 
8804290047 50-443 
8804290054 * 60-443 
B604290064* 60-443 


8804290084 50-443 
8005030263 * 60-443 
8003300046 60-272 


0803300210 60 311 


6803300215' 

8803310022 

8803310023* 

8804010180 

8804010160 


60-311 
60-272 
60 272 
50-272 
50-272 


8804010164 

6604010184 

6004010184 

8004010184 

8804040100 


50-272 

50-272 

50-272 

50-272 

60-272 


8004040100 60-272 
0804060053 60-31 1 
8604060251 60-354 
BB04060448 60-354 
8BQ4070088 50-354 


8804070091* 

8804070315 

8604070316 

8604070316 

8604110008 


50-354 

50-272 

60-272 

60-272 

50-272 


8604120326 

8604140165 

8604180109 

0004190025 

8804190044 


50-364 

60-354 

60-354 

60-354 

60-311 


8804190045 

8604190301* 

8604190389 

8804190391* 

8804190393* 


60-272 

50-364 

59- 354 

60- 364 
60-354 


6804190394* 

8604100396* 

8604200068 

8804200289 

6804210043 


60-354 

60-354 

60-364 

60-364 

60-272 


8804210046* 
0BO42 10047* 
0804210372 
0804210378* 
8604210392* 


80-272 

60-272 

60-354 

60-354 

50-364 


P 

S 

s 

p 

p 

p 

o 

Q 

Q 

H 

O 

s 

p 

s 

p 

F 

F 

f 

F 

f 

I 


8804210395* 

6804210401* 

8804210406* 

6804210416* 

8804210416* 


60-354 

50-354 

60-354 

60-354 

50-364 


8004210422* 

0804210424* 

8804210427* 

8804210429* 

8804210431* 


50-354 
60-354 
60-354 
60 364 
60-364 


8804210432* 

8804210435* 

8804210430* 

8804210440* 

8804210441* 


60-354 

50-354 

50-364 

50-354 

60-354 


8804210442* 

0804210443* 

0804210444* 

8804210445* 


60-354 

60-364 

60-354 

60-364 


a.aQ.u.u. a:iiiliiu.u. OOOOO OtCO O 00-000 OOOOO- 


AUTHOR AFFILIATION 


08R Clio c. BKflnaick. NO 
Oueryiech Associaios 
Qu-viia M fling Co. 


fiBECO 

RTS Technology, Inc 

nacliailon Management Corp (RMC) 

Regulatory Gfoup. Inc 

Resour CO Technical Services, Inc. 

RhoOe Island. Slate ol 

Rio Aigom Mining Co/p 


Rivers'de. CA 

Robetl L Cloud Assoc'aios. Inc, 
Rochester Gas & Electric Corp 


Rochester. Univ. ol. nochealer. NY 
Rockwall Engineer.ngCo.. Inc. 
Ropes & Gray 


Ryder/iacobs Lefls;ng (formerly Jacobs 
Leasiivg) 

SCM O'Oonnell & Associslas. Inc. 

. r\ r > — .,^11 « Associates. Inc) 


ihiy Oistrlcl 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6804210448* 

50-354 

K 

8804210447* 

50-354 

K 

8804210460* 

60-364 

K 

BB04210456* 

60 354 

K 

8804210468* 

50-354 

K 

8604210462* 

50354 

K 

8804210466' 

50-354 

K 

8604210463* 

50 354 

K 

8804210469* 

50-354 

K 

60042104 75* 

50 354 

K 

8004210477* 

50 354 

K 

8604210470* 

50-354 

K 

0804210463* 

50-354 

K 

B804210484’ 

50-354 

K 

8804210486* 

50-354 

K 

080421 0487* 

50-354 

K 

8804210488* 

50-354 

K 

8804210489* 

50-354 

K 

8804210490* 

50-354 

K 

8604210491* 

50 354 

K 

8604210492* 

60-354 

K 

8804210493* 

50354 

K 

33(31210494* 

50354 

K 

8804210495’ 

50-354 

K 

B0042 10499* 

50 354 

K 

0804210501* 

50 354 

K 

6604210502* 

50 354 

K 

8604220018 

50-354 

Q 

6804260054 

50-272 

S 

8804260061 

50-272 

s 

8804260194 

50-354 

p 

8804260263 

50-354 

s 

6804160209* 

FOiA 


8804130274 

ACRS 


88030SOS30 

40 0305 


8804280367 

40 8905 


8804280389* 

40 8905 


8804 150355* 

WASTE MGT 


8304180401 

7 1 -9036 


beo32800a0* 

50-289 

R 

6804290103* 

CONTRACT 


3604290121 

FOIA 


88042 10335 

50-193 

P 

8804060039 

40-8084 


8804140407 

40-8064 


8804280023 

40-80S4 


8804280207 

40-8084 


8804280342 

40-8084 


8804280530 

40-8064 


6804250254* 

50-206 

I 

8804200452* 

50-445 

A 

8804060144* 

60-244 

O 

8604120173 

50 244 

P 

8604140044 

50-244 

s 

8804140074 

50 244 

o 

8804140147 

50-244 

s 

8804180442 

50 244 

s 

8804200219 

50-244 

F 

6804200573 

50-244 

P 

8804229120 

50-244 

n 

6804150151* 

CONTRACT 


8804060048 

OA999 


8804050045 

50-443 

G 

8804050045 

50-443 

G 

BB04 050052 

50-443 

G 

8804050052 

60 443 

G 

6804200100 

SO 443 

G 

8804200102 

50-443 

6 

8604200306 

60-443 

G 

6804200303 

50-443 

G 

8804290013 

50-443 

G 

6804290013 

50 443 

G 

8804290028 

50-443 

G 

8804290047 

50443 

0 

6804290084 

60 443 

G 

8804SS0329‘ 

CONTRACT 


8804280451* 

(XDNTRACT 


8804050090* 

CONTRACT 


8804 150346* 

CONTRACT 


8603290382 

50-312 

S 

8603290369 

60-312 

S 

8804010234 

50-312 

P 

8804040073 

60-312 

H 

8804040148 

50-312 

Q 

8804050023 

60 312 

S 

8804050205 

50 312 

P 

8804060330 

50 312 

R 


AUTHOR AFFILIATION 


San Diego Gas & Electric Co. 

San Luis Obispo Mothers for Peace 
Sandia Nat'onal Laboratories 


Sargent & Lundy, lr\c. 

Saxton Noefesr Expenmonlaf Corp. 


Science & Engineering Associates. Inc 

Science /yjp'icalions Inteinallonal Coif 
(lormerly Science AppUcallons. Inc.) 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8804060454 

50-312 

8804070053 

60-312 

8804080045 

50 312 

8804080195 

&0312 

8804130288 

S0-3t2 

8804I9006B 

50-312 

8804190360 

60-312 

8804200125 

50 312 

8804200141 

50-312 

8804200184 

50 312 

8804200272* 

50 312 

8804210136 

50-312 

8804210342 

50-312 

8004270136 

50-312 

8804270219* 

50-312 

8604270230* 

50 312 

8804270238* 

50-312 

8804250240* 

50 206 

8804260150 

50-361 

880429QOt9 

50 276 

6803310204 

WASTE RES 

8604060131 

NUREG 

6804080274 

NUREG 

8804110006* 

WASIEMGT 

6804110142 

WASTE RES 

8804160352* 

WASTE MGT 

8804190370 

WASTE RES 

8804200592 

WASTE RES 

6804210058 

WASTE RES 

8604210062 

WASTE RES 

8804210208 

WASTE BES 

8604260386 

NUREG 

6804280588 

NUREG 

8B04060523 

TOPHEP 

8804130084 

50-146 

BB04280509* 

FOIA 

8804280511* 

FOIA 

8710080577* 

50-245 

8002230016’ 

50 331 


8003040290’ 
8604050297* 
8804050428* 
8804 1 503 t 7* 
8804190383 


8804190372 

8804210344 

8804260361 

8804280386 

08O428OB68* 


60-295 
CONTRACT 
CONTRACT 
WASTE MGT 
WASTE MGT 


WASTE WOT 
WASTE MOT 
WASTE MGT 
NUREG 
CONTRACT 


Scieriioch. Inc. 


8804290267* 

8804200271* 

8804050284* 

6604150094* 

8804220072* 


FOIA 

FOIA 

CONTRACT 

CONTRACT 

CONTRACT 


Soacoast Anti -Pollution League 


Seattle Univ., Seattle, WA 
Senate 


Senate. Commerce, Science & Transportall 
on 

Senate. Environment 8 Public Works 
Senate. Labor & Homan Rasouroas 
Sensearth. tnc. 

Sequoyah Fuels Corp. (subs, ol Kerr-McGo 
Nuclear Corp.) 


Shaw. Pittman, pons 8 T rowlbrlrfge , 


<• :. L- ' ■ 

. 

Sitnklns Industries, Ino, ■ r 
Small Business Admlni8^ratl9l),^.• ! %■' t 

i . . -.v- <•'. . ■•’IH 


8804200062* 

60 443 

8804260086 

50-443 

8604260107 

50 443 

8804290062 

50-443 

8804290082 

50 443 

8804290092* 

50-443 

6804390092* 

60 443 

88040401 13 

70-600 

8804010286 

50 443 

8804 130409* 

50-440 

8804130050* 

COMMISSI© 

0804130178* 

COMMISSI© 

8804210214* 

COMMISSI© 

8804050365* 

50-293 

8803080253' 

50 440 

8804010136 

70-925 

8804060243 

40-8027 

8804150368 

40 8027 

8804190166 

40-0027 

6804190193 

40 8027 

8804280190 

40-8768 

0804260457 

40-8027 

8804060117 

60-320 

8804180018 

50-320 

8804200065 

60-320 

6804200080* 

40-3463 

8804260088 

50-440 

8804200570* 

CONTRACT 

B804060200* 

CONTRACT 

8804130148* 

CONTRACT 

8604160079* 

CONTRACT 

8804160064’ 

CONTRACT 


OO_'0‘0 DTStnwo sOtjOw ■o'O'o'o 


AUTHOR AFFtLIATtON 


Sonalysis. Inc- 


South Carolina Elocinc 8 Gas Co 


South Carol-na. Slate ol 


South Ca/o'<na. Univ, of. Columbia. SC 
Soulhamiitoh. NY 


Southern CaMotnia Etliscn Co 


Souihorn Catilornia. Univ. ol, Los 
Ange'es. CA 
Southern Co. 

Southwest Research Institute 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFEJUATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


B80428I>382* CONTRAOT 
8DO<12ao50r CONTRACT 
800404 0237 * CON TRACT 

88041 5004 C* 50-205 Q 

8804 1 50 » 06' CONfRACT 


8604120429 
6804 150192 • 
8804150202' 
88041 502t7' 
8804150228' 


WASTE MGT 

contract 

CONTRACT 

CONTHAC1 

CONTRACT 


0004290145' 

FOIA 


8803250131 

50 395 

O 

0803200274 

50-395 

1 

8803290300 

50 395 

P 

8804010059 

50-395 

S 

8804010239 

50-395 

R 

8804010242 

50 395 

F 

6804060301 

50395 

P 

8804060304 

60-395 

P 

8804110206 

60-396 

Q 

8804 U 0292 

60 305 

Q 

8804180137 

60-305 

P 

0004190133 

50-335 

n 

8804210242 

50-395 

P 

0004100306 

STATE PRO 

G 

B0O5O3OO7O" 

PR 


8804010240* 

50-305 

R 

0BO4O5OO16 

50-322 

G 

88040EOI02 

50-322 

O 

8804180057 

50-322 

G 

8804200048 

50-322 

G 

0804260103 

50-322 

G 

8804260118 

50-322 

T 

8804290021 

60-322 

G 

0004290030 

50 322 

G 

8804200068 

50-322 

G 

8004290161 

50322 

0 

BD03300098 

50-206 

O 

8803300102* 

50-206 

O 

8803300191 

50-200 

s 

8803300304 

60-208 

1 

86033 10226 

50-206 

p 

0803310239 

60-206 

P 

0004010217 

50-206 

p 

0804010221 

50-200 

s 

0804040106 

60-361 

s 

0804060001 

60-301 

F 

0804060105 

50-206 

S 

8004060248 

50-382 

S 

8804070310 

60 200 

P 

8804110104 

50-206 

P 

0804110202 

50-361 

P 

8804120341 

50-206 

P 

8004120300 

50-29 

V 

8904120360 

50-26 

V 

0804120478' 

50-20 

V 

0804120478* 

60-29 

V 

6804120478' 

60-20 

V 

8004100064* 

60-362 

o 

0804130380 

50 206 

J 

8804130306 

50-206 

J 

B804150019 

50-200 

p 

8804200126 

50-206 

n 

8804200137 

60-301 

R 

8804200137 

50-361 

R 

8804200216 

60-361 

8 

8804200224 

60-361 

S 

9604200247 

60-208 

S 

3804200287 

50-301 

s 

8804210004 

50-208 

o 

8004210039 

50-206 

p 

0804210187 

50-361 

p 

0e<M210339 

60-200 

o 

6804210412 

60-361 

o 

8804220190 

50-206 

p 

8904220202* 

50-206 

p 

8904220210' 

60-206 

p 

08042602-16 

60-206 

1 

8BO4250263' 

60-200 

1 

8804260160 

60-361 

Q 

8804260407 

60-200 

S 

0BO4 130349 

Acna 


8804270183' 

60-321 

I 

8803000186 

WASTE MGT 


8804010199 

WASTE MOT 


8804060037 

WASTE MGT 


8804060041' 

WASTE MQT 


8804060348 

WASTE MGT 


6804070)34 

WASTE MGT 


8804070130 

waste MQT 


8DD40BD0B0 

WASTE MGT 


0804080281 

WASTE MOT 


BS040Q026B' 

WASTE MOT 



Sianloia Unfv . Stanicicl. CA 
S'ale. Oepl. ol. Bureau ol Ocoans & tnll 
Erivi'cn & Scign'.ilic Allans 
S'aiistice, Inc. 

Stephens & Associates 
Slier. E H. 

Structural Integrity Assoclalea 


SullOlh County, NY 


Susquohanna Valley Alliance, Lancastor. 
PA 


Sworlon, Govt o! 

Sv,.l 2 oi land. Govt ot 

Syslom Energy Ro&ouices, Inc. 


Syfitoms Reaaaroh S Appl-cetons Croup 
Sysioms Support. Inc. 

TET. ino 

TMI Publ.c Hoallh Fund 

Tu Electric rformeriy Texas 
Qonetaiing Co.) 


8004220249 

8004130341 

6004050413 

8804130148* 

880406052/ 

8804250191' 

6604250193' 

8803310039' 

8603310044' 

6604050016 
0804050031 
8804060 >02 
0804140354 
8804180057 

8804180125 

0004200047 

8604200058 

8804200070* 

6604200084* 

6804200101’ 
88042001 13’ 
8804260069 
8604260103 
6804260118 

6804260136 

8804290021 

8804290030 

6004293060 

6804290161 

8804110059 

8604110167 

6804110189' 

8804110190' 

890400C076 
6803000508' 
8804140121' 
8803300376 
80033 10205 

0804040056 

8604070076 

6804070135 

8601070187 

8804070275 

8804070270' 

6804080046 

8804080046 

8604080063 

8804080118 

8604080277 
8804130175 
8804 150100 
8904150103' 
6804150240 

6804 1 50249 
8604150202 
6604 150282 
6604100002 
0804 190369 

8804100090' 

8804200007 

0804200116 

8004200564 

0804210013 

68042202CO 

8604250285 

8804150240* 

8804060254 

8904280007’ 

8604130379 

8804130382' 

8803260223 

8603250275’ 

8804050026 

8804050026 

6804050027 

8604050027 

8804050033 

8804050033 

8604050034 

8804050034 

6804060039 


WASTE MCI 

ACHS 

XPORTLtC 

CONTRACT 

WASTE RES 
50 219 
50-219 
50 324 
50324 

50-322 
50-322 
50-322 
50-322 
50 322 

60 322 
50-322 
50 372 
50322 
50-322 

50 322 

59- 322 
50 322 
50-322 
50-322 

50-322 

50-322 

60- 322 
69 322 
50 322 

50 320 

50 320 
50320 

59- 320 

XPORTliC 
50-2 IS 
NUREG 
50-416 
50 416 

60 416 
50 416 
50-416 
50 416 
50 416 

$0 416 
50-416 
50 416 
50-416 
50-416 

60- 416 
60-4ie 
50-416 
50416 
50 416 

SO 4 16 
50-416 
00 416 
50-»l6 
50-116 

60-416 

60-416 

50-416 

60-416 

50-416 

50 416 
50 416 

contract 
WASTE RES 
CONTRACT 

50-280 

50-269 

50-445 

60 446 

60-446 
50445 
50 445 
50 446 
50 445 

50-445 
50-445 
50-445 
50 446 


CORPORATE 


author affiuatiom 


ACCESSION 

number 


SUBJECT 

CATeOORV 


author affiliation 


680405003B 

8B04050039 

6804050039 

6504050044 

8904050044 


50-445 
50-445 
50-446 
50 445 
50-445 


8804050340 

8604060340 

8004060081 

6804060091 

8804060097 


50-445 
50 4 45 
60-445 
50445 
50-445 


S 

G 

G 

G 

G 

S 

S 

S 

S 

s 


6604060097 

660-1060105 

8804060105 

8604060166 

9804060186 


60-445 

50-445 

50-446 

50-445 

50-445 


8804060327 
8804060327 
8804060375 
8B0 4060375 
8804060376 


50-445 

50-445 

50-445 

60-445 

50-445 


S 

S 

s 

s 

s 

s 

s 

o 

Q 

S 


8804060376 
8804060393 
8904060393 
8904060398 
890406039 B 


50-445 
50-446 
60-445 
60 445 
60-445 


S 

8 

S 

O 

Q 


6804060399 

8804060399 

8804060405 

8804060405 

8804060494 


S0-44S 

50-445 

60-445 

50-445 

50-445 


8 

8 

S 

S 

o 


6804060494 

8804060515 

8&04080517 

5804060517 

8904060525 


S0-44S 

50-446 

50-446 

50-445 

60-445 


O 

A 

O 

Q 

O 


6804060525 

8804070083 

8804070093 


50-446 
50 445 
50-445 
50-445 


8804110017 

50-445 

G 

6804110017 
86041 10023 
8804110023 
8804110033* 
8804110111 

60-445 

50-445 

50-445 

50-445 

70-2932 

G 

G 

G 

T 

9804110113 

0004110113 

0804110116* 

6604110325 

8804110325 

50-446 

50-445 

70-2932 

50-445 

50-445 

A 

A 

Q 

O 

6804120435 

8604120436 

B 804 130003 
6804130003 
8604130112 

50-445 

60-445 

60-445 

50-446 

60-446 

Q 

O 

Q 

Q 

R 

9904130112 

8804130202 

8804130207 

8804130207 

8804130236 

50-446 

50-445 

50-445 

60-446 

50-445 

R 

S 

S 

s 

A 

8804130238 

6804130287 

6804130287 

6804160019 

8604180282* 

50-445 

50-44$ 

60-445 

60-445 

50-445 

A 

O 

Q 

Q 

A 

8804200023 

8804200023 

6804200444 

8804200472 

8804200472 

60445 

50-445 

50-445 

50 445 
50-445 

C 

e 

/ 

< 

( 

illii 

60-446 

50-445 

50-445 

50-445 

50-445 

< 

( 

1 

( 

$804200499 

8804210092 

8804210092 

8804210145 

6804210145 

50-445 

50-445 

50-445 

50-445 

50-445 



Tallahassee. FL 


3aih. lie. _ 

jknekfon Tiansportatioo Sysiema. 
DrmertyCofSTAR Research. Inc.) 
eledyne EnQineeflng So^ices 
ennesaee val'.ey Aulhorlty 


Inc. 


6804210181 

8804210161 

8504210173 

8904210173 

9904210190 


60-446 
60-445 
60-445 
50-4 4 5 
60-445 


3 

S 

s 

s 

s 


8804210190 

8804210180 

8804210198 

8804210205 


50-445 

50-445 

50-445 

60-445 


S 

S 

S 

s 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8804210205 

8004210239 

8804210239 

8804210249 

8004210249 

0BO421O257 

8804210257 

8804260099 

0604260065 

8004260063 

8804260140 

8804260140 

8804260193 

8804260193 

8804260260 

8804260260 
6804260286 
0804260286 
8004270001 
B8042 70001 

8904270002 

8804270002 

8804270199 

0804290146* 

8804010287* 

8B04070054 

8604260382 

8604060233' 

8803290224 


50 445 
60-445 
50 445 
50-445 
50-445 

60-445 
50 445 
50-445 
50445 
50-445 

60-445 

50-445 

50-445 

50-446 

60-443 

60 446 
60-445 
60 446 
60-446 
50-445 

60-445 

50-446 

50-445 

60-445 

60-302 

PT21 

WASTE RES 

50445 

60-327 


9803290339 

9903290339 

8803290345* 

8603290345* 

8903310129 


60 390 
60-390 
60-390 
60-390 
60-269 


8803310129 

8603310129 

8603310132* 

0BO4Q1O212 

8804010212 


50-259 

60-259 

60-269 

S0-2&9 

60-260 


6904010212 

0004010258 

8604010269 

6604010260 

8604010260 


50-259 

60-327 

60-327 

50-259 

60-269 


6804010286 

6904040018 

8804040016 

8804040076 

8804040078 


60-260 

60-327 

60-327 

50-327 

60-327 


8804040102 
66040401 1 1 
0804040111 
8804040111 
88040401 1 1 


60-390 

60-269 

60-259 

60-269 

60-269 


8804040111 

8804040111 

8804040124 

8604040124 

8804040124 


60-269 

60-259 

60-259 

60-269 

60-269 


8604040120 

8804040129 

8804040272 

8604040272 

8804060004 


60-327 

50-327 

60-327 

60-327 

60-327 


6804060006 

6804050007 

8604060010 

8604060014 

8804050097 


60-329 

50-327 

60-328 

50-327 

60-269 


9604050067 

8804050097 

8804060067 

8804050067 

8804050067 


50-269 
60-260 
60-269 
60 269 
60-259 


8804060087 

8804060067 

8804060067 

8604060241 

6804060241 


60-269 
50-259 
60-269 
60 327 
60-327 


6804060241 

6804060241 

6804060241 

8904060286 

8804060266 


60-327 

60-327 

60-327 

60-259 

60-259 


8804060265 

6804060290* 

8804060290* 

6804060290* 


60-259 

60-259 

60-269 

60-259 


S 

S 

F 

O 

I 


A 

S 

K 

K 

K 

K 

P 

P 

P 

P 

F 

F 

F 

F 

F 

F 

F 

f 

( 

I 

I 

I 


tfttnwtocn cotnwoo 00<<a oOO«« 


CORPORATE SOURCE INDEX 301 


author affiliation 


accession 

number 


SUBJECT 

CATEGORY 


author affiliation 


6804060376 

8804060378 

0804060303 

8804060303 

8804060303 


50-380 

50-390 

50-259 

50-259 

60-269 


A 

A 

R 

R 

R 


8804060363 

8804060363 

8804060383 

8804060300 

8804060390 


60-269 

60-259 

50-259 

50-327 

50-327 


R 

R 

fi 

n 

R 


8804060417 

8804060417 

6804060427 

8604060427 

8804000439 


50-327 

50-327 

60-327 

50-327 

50-390 


P 

P 

P 

P 

S 


8804060440 

8804000440 

8804060487 

8804060500 

8804060600 


60-327 

50327 

60-250 

50-390 

60-390 


P 

P 

S 

A 

A 


8604070001 

8804070057 

8804070057 

0004070057 

8804070057 


50-250 
00-259 
60-250 
50-269 
50 269 


S 

P 

P 

P 

P 


8604070067 

8604070057 

8804070070 

8804070112 

8804070112 


50-259 

50-269 

TOPREP 

60-390 

50-390 


P 

P 

O 

o 


8804070100 

8804070203* 

8804070203* 

8804070203* 

8804070217* 


50-250 

60-250 

50-259 

60-269 

60-259 


P 

P 

P 

P 

P 


8804070217* 

8804070217* 

8804070219 

8804070224* 

B&04070224* 


60-259 

60-259 

50-259 

60-269 

60-269 


P 

P 

S 

P 

P 


8804070224* 

6804070234* 

8804070264 

8804070264 

8804070264 


50-269 

60-259 

60-269 

50-269 

50-269 


P 

P 

R 

R 

n 


8804070312 
8604070312 
8804110131 
8804 1 10206 
88041 10208 


60-390 

50-390 

50-258 

60-390 

50-390 


S 

O 

O 

Q 


8804 1 10309 
8804 1 10309 
8804120111 
8804 1201 11 
8804130246 


60-327 

60-327 

50-390 

SO-390 

60-259 


S 

s 

o 

o 

o 


8804100343 

8804130343 

8804130374 

8804140008 

8804140008 


50-327 

60-327 

60-327 

60-327 

60-327 


S 

8 

F 

P 

P 


8804140009 

6804160022 

8804160029 

8804150033 

8604160042 


60-390 

50-327 

60-328 

60-326 

60-328 


O 

S 

S 

s 

s 


8804160270 

8804180260 

8804180287 

8804190(40 

8804200123 


60-327 

60-327 

60-269 

60-269 

60-327 


F 

F 

F 

R 

S 


B604200131 

8804200270 

8804200484 

6604200404 

8804210017 


60-328 

60-327 

50-327 

60-327 

50-250 


S 

3 

Q 

Q 

Q 


8804210017 

8604210017 

8804210017 

8804210017 

8804210017 


60-269 
60-269 
60-269 
60-269 
60 269 


O 

Q 

Q 

Q 

0 


8804210022 

8804210022 

8804210023 

8804210023 

8004210023 


60-327 

60-327 

60-269 

60-286 

60-269 


Q 

O 

O 

0 

Q 


8804210024 

6804210024 

8804210026 

8804210020 


6C-327 

60-327 

60-259 

60-269 


Q 

Q 

P 

P 


Texas A8M UpN . College SloWn. TX 


Texas Nticlosf Corp (sobe ol Ramaoy 
Enginooflng Co) 

Texas. State ol 
Texes, Univ, el. Aesbe. TX 
Throe Mile »&'and Alert 

Toledo Edison Co. 


accession 

number 


SUBJECT 

CATEGORY 


8804210026 

8804210027* 

8804210027' 

8804210027* 

8804210055 


60-250 
6l)-269 
50269 
50 259 
50 438 


6904210312 

8804220020 

8604220020 

0604220022 

8804220022 


50-327 

50-327 

50-327 

50-390 

80-390 


8804220022 

6804220022 

8604220032 

8804220032 

6604220032 


50-390 
50 390 
50-259 
50-260 
50-259 


8804220042 

8804220250 

8804220250 

8804220260 

6804220260 


NUREG 
50-250 
50 259 
50-259 
50-259 


0804220250 

8804220250 

8804260032 

8804260032 

8804260032 


50-259 
60-259 
60 259 
50-269 
50-269 


8804290039* 

8804260039* 

6804260039* 

8804280095 

8804260095 


50-250 

50-259 

50-259 

50-327 

50-327 


P 

P 

P 

P 

A 

0 

R 

H 

O 

0 

Q 

0 

Q 

0 

Q 


F 

F 

F 

F 

F 

F 

P 

P 

P 


8804260166 

8804260168 

8804280371 

6804260371 

6604260385 


60-327 

60-327 

60-327 

50327 

60-327 


0804280385 

8604270007 

8804270074 

8304270167 

8804270184 


60-327 

60-300 

60-327 

60-327 

50-327 


8804270164 

6804270223 

BB04270223 

8804270299 

6804270239 


60-327 

60-327 

60327 

60-327 

50-327 


8804260095 

8804260095 

8804260228 

8804280276 

8604260635 


50-327 

60-327 

40-1341 

40-1341 

50-259 


8804060023 

8804080270* 

8804130238 

8804200051* 

6804160376 


60-126 ^ 

CONTRACT 

50-128 

50-322 

71-645 


Q 

O 

O 

Q 

Q 

F 

F 


O 

R 

Q 

r 


8804150392* 

6804190170* 

8604100305 

8804010022 


71-545 
NUREQ 
STATE PRO 
60-192 


8604 11 0059 

8804110187 

6804110180* 

6604110190* 

8603280376 


60-320 
60 320 
50-320 
50320 
60-346 


8803300064 

8803300365 

SB0406030fl 

6804060442 

8804060449* 


50-348 

60-348 

60-346 

60-346 

60-346 


8804060453* 

6804070206 

6804110144 

8604130262 

8804160393 


60-340 

50-340 

50-340 

50-340 

60-346 


8604160429 

8804180450 

6804200069 

0804200311 

6604220044 


50-346 

60-346 

60-348 

50-346 

50-346 


6804220131 

6004220134* 

8804220136* 

8804250080 

3604260148 


50-346 

60-346 

50-346 

60-346 

60-346 


8604260201 

8604260005 

8004270262 

8804270263* 


60-346 
60-348 
60-340 
50 346 


Q 

R 

O 

G 

C 

o 

H 

J 

P 

V 

P 

P 

F 

c 

f 

f 

I 

( 


0.0.0.00 ooxs^O atntnmo 


Tfansnjcloaf. Inc 


iranspoiia; on, Dopi. ol 
?tvomoy. Laifiam 4 Shea 


U S Ecology. Inc. (foimedy Nuc'oat 
Erginocf.ng, Inc) 


U S. Ene.'gy Cofp. 

UWETCO Mir.ofsis Corp (sobs ol Union 
Caifc ^0 (>cip ) 


UNC Enemoenng Servces, Inc 

UNC Rosoufces, Inc. 

Union. Electric Co 


Union Pacilic Resources (tormerly Rocky 

Moun'a n Energy) 

Union ol Concerned Scientists 
Untied Lrio neors & Consituctors. Inc 
(subs, of Rewheon Co ) 

United Kingdom. Govl 0l 

United Nuclear Corp. (subs, ol UNC 
Resources, Inc.) 


United Staios Ptiaimacopoial Convonlon, 
Inr. , Tho 

Urutod Stales Testing Co , Inc 

Ulah. Uriir ol. Salt Lake City, UT 
Utility Power Ck)fp. 


Vetmonl Yankee Nuclear Power Corp. 


Vvking Sysiairs Inieinational 
Virginia Polytechruc Institute & Stele 
Univ . Blacksbuig, VA 

Virginia Power (Virginia Etectnc & Powe 

Co) 


Beoa 140160 

71-4936 




6803310163 

50-338 

6804140196* 

71 •4966 




8803310237 

50-338 

8804150219 

71-3001 




6004040070 

60-260 

8604280332 

XPORTLIC 




0804060246 

50-338 

B80 4 280579 

70-3051 




8004060248 

50-338 

8604290080 

XPORTLIC 




8804060250* 

50-338 

8604150050 

71-3003 




8804060250* 

50-330 

6804060102 

50-322 

G 



0BO4O6O26R 

60-280 

6804V60057 

00-322 

G 



8804000268 

50-280 

880420004B 

50-322 

G 



8804060271* 

50-280 

8804260089 

50 322 

G 



8804060271* 

50-280 

8804260103 

50-322 

G 



0804060433 

50-338 

8904290021 

50-322 

G 



8804070142 

50-260 

8804290030 

50-322 

G 



8004070142 

50280 

8804290066 

£0 322 

G 



0004070142 

50-280 

8804290161 

50-322 

G 



8804070142 

50-280 

8804070008 

27-48 




0804070)42 

50 200 

8804180133 





3804070252 

50-033 

27-48 




6804080020 

60-339 

8804210508 

27-48 




8004000030 

60-261 

0804060304 

40-1162 




8804080097 

60-330 

6803080526 

40 B681 




8804080097 

50 338 

68040601 40 





8804000252 

50-339 

40 8681 




8804080255* 

50339 

8804060172 

40 8681 




8804120234 

60280 

6804060177 

40-299 




8804120234 

50-280 

6B04080124 

40-299 




6804120382 

50-260 

8804080280 

40-209 




8804120382 

50 280 

8804280219 

40-299 




8804120382 

50-280 

6804280247' 

40-299 




8804130060 

50-338 

6604280254* 

40-299 




8804130180 

60 338 

8804280257' 

40-299 




8604130169 

50-338 

8804280200 

40-209 




8804130264 

50 338 

8604280262* 

40-209 




8804130269 

50-280 

8804290229 

FOIA 




8804130270* 

50-280 

88040600)5 

40 -8607 




8604130308 

50-280 

BB040401 19 

50 483 

P 



8804140013 

50-338 

8804040121* 

50 463 

P 



8804140013 

50-336 

8804060002 

SO 463 

F 



6804140048 

50-200 

6804060173 

50 463 

1 



8804140051 

50 281 

8804070069 

50-483 

J 



8804140428* 

5O-330 

8304130122 

50-483 

F 



8804140428* 

50 338 

8304140098 

50-483 

S 



8804150004 

50-338 

3804150408 

50 4 83 

O 



0804190253 

50 338 

8804150412 

50 483 

o 



0804190253 

50338 

8804190100 

50-483 

R 



6804200195 

50-336 

8004200302 

50-483 

F 



8804200432 

50-338 

8804200458 

50 483 

O 



660420Q43B 

50-330 

B804200507 

50 433 

o 



8004220214 

50-338 

8304210016 

50-483 

F 



8804220237* 

50 338 

88042 1 0028 

50-483 

P 



8804250030 

50-338 

8504210038' 

.50-483 

P 



8804250035 

50-338 

8804210071 

50-483 

P 



6804250089 

60 281 

8804270282' 

50-483 

P 



8804250200 

50 280 

8804280514 

40-8452 




8804260003 

50-200 

8B04050094' 

50-312 




BB0426Q003 

50-200 

P 



8804260180 

60-338 

8804280499 

KOI A 




8804260302* 

60 338 

6904080136* 

FOIA 




8804260325 

60-330 


Virginia, Univ ol. Cnartotiesville, VA 

0803080467 

50-62 

8804120373* 

70-371 




8803310227 

50 62 

B804280251 





8804060357 

50-62 

40 890/ 




8804070190* 

50 62 

88042805S2 

8804150337* 

40-8907 

NUREG 


Washingion Public Power Supply System 

8603300288 

8003300296* 

50 397 

50-397 

8804060113 





8803300298* 

60 397 

71-641 




0803300329 

50 397 

8804060519* 

71 641 




8804070038 

50 397 

8804060459 

50-72 

H 



8804110038 

60 460 

8804150034 

TOPREP 




6604110122 

50-397 

8804160036* 

TOPREP 




8804110249 

60 397 

8804010159 

50-271 

O 



6804120001 

50-397 

8804010)64 

50-271 

o 



0604120052 

50 397 

8804040 1 22 

50-271 

J 



8804140010 

50 397 

8804060107 

50-271 

s 



6804140062 

71-9079 

8804070066 

50-271 

s 



8804150152 

50 397 

B804 140477 

50-271 

R 



6804150313 

50-397 

8804 1 8008S 

50-271 

0 



880415040) 

50-397 

8804200148 

50-271 

S 



8804200103 

50 397 

8604270232 

50-271 

P 



8604200228 

50-397 

8804150079' 

CONTRACT 




8604210034 

60-397 

8804 060335* 

CONTRACT 




6804210079* 

60-397 






8804260080 

60-397 

8604290196' 

contract 


Washlnglon, Sialo ol 

eeo5030i5i* 

PR 

8803300328 

60-338 

Q 

Waler. Waste & Land. Inc, 

8804180006* 

WASTE RES 

8603300328 

60-338 


West Newbur 

V. MA 

0804200073 

60-443 

0 

West Vatloy t 

>1001031 Services Co., Inc. 

8804140177* 

PROJ 

8603300334* 

50-338 

Q 


8804140105* 

PROJ 

8803310012 

50-280 

0 



0004140192* 

PROJ 


author affiliation 


Wostec Services, inc. 

Woslern MassacHuseMs Etoctfic Co (suhs 

of Northeasi uWiHes) Pneins 

Western Nuclear, inc (sobs of Pne'ps 
Dodge Corp ) 


West ngUouse Electric Coip 


Wesiinghouso Hanlotd Co 

Westnghooso H.umon Nudooi. Inc 


Weslon (Roy F Weston, tnc ) 


Weston Geophysical 
Weslon Geophysical Corp 
WiiLams & Assoclatos 


Wsconsir* Elociiic Powof Co 


Wiscons'n Power & Light Co 
Wisconsin Pub'ic Sorv-co Corp 


accession 

number 

880414019?* 

8804140200* 

8804140206* 

8804260136 

8804220120* 

8804140022* 

8804060149 


SUBJECT 

category 

PROJ 

PROJ 

PROJ 

PROJ 

CONTRACT 
60 245 
40-1162 


AUTHOR AFFILIATION *NUMMR^ CATEGORY 


8804070267 

8804120080 

8804120470 

8804130113 

880113030/ 


50 306 
50 306 
50 305 
50 305 
50- 30 5 


8804130387 

8804140019 

8804150143 

8804250146 

8304250275 


50-305 

50-305 

£0-305 

50-305 

50-305 


8804060213 40 1162 


8804060225* 

8804200200 

8804280544 

8801040500* 

8B031COIO4* 

8B032 502G7* 
8803290305* 
8803290306' 
8803200366 
6803290350* 

8803300330* 
8804010131 
0604010133* 
88040501 70* 
0604060232 

8804070236 
8004070243* 
8004080243 
0804140262 
8004 140269* 

8804190043 

0004190051* 

8304210364* 

0804210362* 

0804220186 


40-1 102 
40- 1 162 
/-.O-l 162 
50-382 
50-26 1 

60-445 
50-395 
50-395 
50 601 
SO- 801 

50-338 

£0-601 

50-601 

yPOHTLIC 

71-9216 

60-601 
60 601 
Pr21 
71 651 
71-651 

50-87 
50-87 
50-202 
50-202 
50 C01 


O 

P 

A 

P 

P 

A 

A 

O 

A 

A 


A 

A 


w 

W 

O 

Q 

A 


8004220101 * 
8804220235* 
0804280009 
6604280015 
8804280206 


60 001 
60206 
70-1151 
70 list 
XPORTLIC 


A 

P 


8804200083 

0003310272* 

0804100267 

8604100277* 

8804200147 


XPORTLIC 
WASTE MGT 
71-0224 
71-0224 
50 322 


8804200072* 

0004000009 

6003300336 

8803300340* 

0004120471 


CONTRACT 
WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 


8004120477* 

0804180003 

0804100006* 

8803300427 

8803310105 


WASTE RES 
WASTE RES 
WASTE RES 
50-206 
50-266 


S 

11 


8804050000 

0004120416 

8004120415 

0004140089 

0004140080 


60-266 
50 266 
50-260 
50 286 
50-266 


P 

R 

n 

j 

j 


Well CiooK Nocleai Oporai ng Coip 


Wonlpio. tnc 


Wortham. Foiayine. Sampo s & 

(loimoily Worsham. Fcrsytl-e & Samp.-ls) 
Wuto Leboralorios 


Wyoming. Slate of 


Yankco Atom.: Eloctnc Co 


0004160270 

0804160278 

88042C0170 

8804210032 

8804210032 


60-206 

60-266 

50-266 

50-260 

50-266 


I 

I 

P 

Q 

Q 


0804060167* 

8004040110 

8804040160 

8604060161 

8804060153* 


60-305 

50-305 

50-305 

60-305 

50-300 


I 

Q 

F 

I 

I 


8804070020 

8804070170 


50-305 

50-306 


J 

P 


8604050361 

08C4O6OO77 

8804C60265 

8804060425 

8604060430* 

8604060431 

8604080107* 

8304000225 

8804080239 

0804120363 

8804130042 
8R04130425 
8804 1404 56 
8004180410 
8804160420 

8604180-132* 

680420020-1 

8004200268 

83942C0312 

6804200319 

6804210331 

8804210337 

8804270151 

8b04280109 

8604060138’ 

8804270253* 

8004180019 


60-402 
50 482 
60 482 
£0-462 
50 462 

50 482 
50 402 
50 482 
50 482 
50-46? 

50-482 
50-482 
50 402 
50 402 
60 482 

50 482 
50 462 
50 482 
50 482 
50 402 

50-482 
60-482 
50-482 
71-5450 
con TRACT 

CONTRACT 

50-445 


88040I01G5* 

6804070182* 

G8030U0496 

0804050424 

800-1060110 

8804060148 

6804060161 


COM! PACT 
50-354 

40 0768 
40 850? 
40-0502 
40 6768 
40-8714 


6604230252 

8804290009 

8903300168 

8603300169* 

8093300217 


40 6604 
40 4492 
50-29 
50 29 
50-29 


8803300220* 

8903300226 

6803300230* 

8003300342 

0003310003 


50-29 
50 29 
50-29 
50-29 
60-29 


8803310201 

8803310254* 

0604940149 

8B04060I01 

8804060408 


60-29 
60 309 
50-29 
50 29 
50 29 


8904070061 

0804120478* 

0604120476* 

8804130376 

8804130378* 


50 271 
50-29 
50-20 
50-29 
60-29 


8604140011 

6804140029* 

0804140031* 

8804140117 

8804100054 


50-29 
50-29 
50-29 
5029 
50 29 


8004200293 

8804210010 

8604210012* 

8604220239* 


50-29 

50-29 

50-29 

50-443 


J 

P 

F 

O 

O 

O 

I 

I 

K 

O 

S 

J 

P 

O 

o 


G 


P 


I 

I 

I 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example. 
ACRS. 


report number 

ACCESSION 

SUB- 

OTHER report 

NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

2 

8604140141’ 

NUREG 


23A5846 ROO 

8004060506’ 

50-265 

P 

23A5862 HOI 

8804 220041* 

50 220 

P 

23ASt0aAC 

8803310026’ 

50 605 

K 

4350-3256 85- f fl06 

6004060071* 

50 320 

P 

48815 02 

0604070182* 

50-354 

P 

83A2065 

8804040043* 

40-7804 

29179 

67-4 

8804010240* 

0803300204* 

60-395 

n 

AMF 67-118 

50-397 

P 

ANF-87-J(9 

880330020J* 

50-307 

P 

Cl 15 6704 

0804060280* 

50-344 

P 

CE-J AflSO 

8B04280069* 

60-10 

P 

CEN 369(V) 

8804010269* 

60 528 

P 

CEN -37007) 

8804010267* 

60-526 

P 

CNWHA 88 001 DBF 

0804060041* 

WASTE WGT 


EAS 14 0388 

6004110052* 

60-324 

Q ORE- £21-00094 

EGG EA 8800 

8606300378* 

50-336 

P TAC61U0 

EGG NTA-7a5e HOI 

0004280387* 

50-267 

P QL-83-36 

eGG-NTA-7424 R01 

6801260033* 

50-305 

P 

EGQ-NTA-7e63 

8710140348* 

50 382 

P 

KLD 1R 160 R01 

8B04220030 

50-340 

P 

KWU UPC-8601-A 

8804160036* 

TOPR6P 


MORP 68 7 

8804140186* 

NUREG 


NEOO-31441 

8804160017* 

50-458 

P 

Nt 00-31 462 

6804070009* 

50-219 

P 

NEI)03165B 

8604050342* 

TOPREP 


NlS-1 00006 

8804150103* 

50-416 

Q 

WJHEG-0020 Vt2 N02 

6804080(25 

NUREG 


NUREG-0060 VlO N03 

0804200308 

NUREG 


NUREG-0090 V10 N04 

0804200329 

NUREQ 


NUREQ 0304 V12 N04 

8004000179 

NUREQ 


NUREO-0430 VOB NOI 

0804060112 

NUREQ 


NUHEO-0640 V JO N02 

8804280623 

NUREQ 


NUHEO 0683 S03 OHFT 

8004280340 

60-320 

P 

NUReQ 07i3 V07 

8804200360 

NUREQ 


NuaEG-0760 V26 101 

8004280204 

NUREQ 


WREG 0750 V26 N06 

8804110197 

NUREG 


NUREQ-0750V27NQ1 

8804110105 

NUREQ 


NunEG-0781 SOS 

0604080171 

50-498 

E 

NUREG 0837 VO? N04 

8804290165 

NUREQ 


HUREG-0g40 V06 NQ4 

8804110204 

NUREG 


NUREG-J23I SOI 

8804080214 

NUREQ 


NUREQ- 1246 V01 

8604080227 

NUREQ 


NUREQ-t2B8 SOI 

8804080230 

60-312 

P 

NUREO-1303 

8804080191 

NUREG 


NUREQ- 1305 

8804080206 

50-498 

P 

MUREG-1306 

6804280627 

60-498 

P 

NUHEG-1309 

8804080200 

NUREQ 


NUREQ- 1310 

8604060174 

NUREQ 


NUREG/CP-0092 

8804080282 

NUREQ 


NUREQ/Cfl-2000 V07 N2 

8604080232 

NUREG 

ORNl/NStC-200 

NUREQ/CR-3950 V04 

8604080131 

NUREG 

PNL-&2I0 

NUflEO/Cfi-4667 V04 

8804080134 

NUREG 

ANl.-a7-4l 

NUBEO/Cfl4740 

6804080236 

NUREQ 

EGO -2487 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number In this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to 
Principal Documents." 


REPOflT NUMQCft ACCESSION SUB- OTHER HE PONT 

NUMSER JECT NUMBER 

CATE- 
GORY 


NUBEG/CH4763 

0804280508 

NUREQ 

SANOe6-220O 

NUREG/Cn 4785 

8004010216 

NUREQ 

ORNI.-6339 

NUREG/CR-4BB0 ROl 

8604090170 

NUREG 

ORNl/ TV- 10364 

NUHEG/CR-40BO 

8804010276 

NUREG 

OnNl-6377 

NUREG/CR-4918 V02 

6604060272 

MUBEO 


NUHeG/CR-4971 

8004260505 

NUREQ 

EGG-25 16 

NUHEO /Cn-4009 

8804080267 

NUREG 

DNl -NUREG 52101 

NUREO/Cn 5010 

0004010223 

NUREQ 

ORNt.7TM- 10588 

NUREG7CB50t9 

8604280333 

NUREG 

ORNL/TM- 10582 

NUREG7CR5029 

8004080274 

NUREG 

SAN087.2384 

NUnEO/CH5032 

8804080121 

NUREG 

SAND37.242B 

NUREG/CH-5041 V02 

8004010092 

NUREG 


NUfleQ/CR-50G0 

9804050264 

NUREG 

EGa-REO-7B27 

NUREG JCn-50S8 

0004050 160 

50-313 

P PNL-6394 

NUREG /CR.5O06 

0804010118 

NUREG 

ANL.37-51 

NUHeQ7CR-5067 

8804260444 

NUREG 

LMF-116 

NunEO/CR.6078 V01 

B8O420O3B6 

NUREG 

SAND87-7I76 

NURE07Cft-6107 

6604080218 

NUREG 


NWD-TR 005 ROl 

0004 140269* 

71-651 


OR AO 68/0-129 

0804160187* 

70-734 


OBAU 8070-44 

0BO416O46O* 

70-734 


0n04207.20 

8804060023 

50-126 

R 

PMM-0235 

6803300435’ 

WASTE MQT 


PMPfl 08-0 

8004080266’ 

WASTE MQT 

MRC-02.B6-005 

PNl-5948 

0004)40108’ 

NUHEO 

UC.23 

OR-6I06E93-76AOO( 

6604870169* 

60-354 

P 

RPO&O-OOl 

6804150287’ 

NUREG 


nxe-80.icu-NP 

6603250275* 

50-445 

A 

S C M2O0-NDM-0eJ0 0 

8803300215* 

6I)-3II 

O 

SAlG-e? 73084 

871OO00577* 

50-245 

F tag 60 100 

3A1C 8673002 

8803040290’ 

50-205 

P 

SAIC 08/3121 

8802230016’ 

50-331 

P TAG 58120 

SAND85-05ae ORFT 

8804110886’ 

WASTE MQT 


SECY-76- 146 

8804260849’ 

PH 

AC12-1 51 

SECY-77034 

8604280845’ 

PR 

AC12-1 SO 

SECY-B0.324 

6009190701’ 

PR 

AC12 1 53 

SECY.e6-197 

6604280139* 

PH 

AC12-t 26 

SeCY.87.ie6A 

8804 160330* 

FOiA 


SECv-ae-oio 

8802170340* 

PR 

AC12-1 05 

SECY.fi6-033 

88021 90 J22 

SECY 


SECY.88 043 

8802170361 

SECY 


SECV-6B-075 

6804110240 

SECY 


SIR- 89-003 ROO 

6603310044* 

60-324 

Q 

S'R-6e (UOROO 

66033(0039* 

60-324 

0 

STD-7 2 2 1-8079 

8603300330* 

60-338 

0 SG-8e 030l6 

STD-R-O2 017 ROO 

8604190277* 

71-9224 


Tfl049 ROO 

8804070011* 

60-219 

P 

UMTflA-DOE/AL ROl 

8804130223' 

WASTE MOT 


UH 67-102 ROl 

0804040163* 

TOPREP 


U8QS-3IP-322IQ-01 RO 

8004160273 

WASTE MOT 


WCAP-n706 

6804210302* 

50-282 

0 SG Be-03-022 

WCAP-05B7 ROO 

B603290308* 

80-395 

P £QOP-eSE-66A 

WENT 67-a7-E 

6804250161* 

PT2t 


VIPPSS-EANF.I16 

8803300296* 

50-307 

P 

WVDP-067 ORFT 

6804060160* 

PROJ 


YAEC-1363 

8004210012’ 

50 29 

P 



asterisk following tne accession numoer in me inaex- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this Index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320 P. 
The docket subject categories are defined in Appen- 
dix A. 


entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 
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ACCESSION NUMBER 


ENCIOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUIAENT 

ISSUED 

CATEGORY 

6003130173 

BB04270040 

80/04/13 

PR 


8803080455 

8803880-147 

06/03/04 

50-373 

8009190791 

8804270040 

00/04/13 

PR 


8603060460 

8803080447 

09/03/04 

50-373 

8 10 181 0064 

8804270040 

06/04/13 

W 


6603060404 

scoa-oooo/ 

68/03/04 

60-224 

B 104020605 

0804270040 

80/04/13 

PR 


0603060500 

8603030406 

89/02/20 

50-219 

8108280077 

8804200207 

00/04/20 

F01A 


00030 DOS 1 1 

8803080405 

80/02/26 

50-219 

8108260083 

8004200287 

80/04/20 

FOIA 


8603000522 

8603030620 

80/03/02 

60 260 

8)09)60254 

8604200207 

08/04/20 

FOIA 


0803)00024 

8803100022 

83/03/04 

50-338 

6305020041 

6604270040 

80/04/13 

PR 


8603100052 

86041301 19 

89/04/05 

FOIA 

8401200070 

BB04270040 

68/64/13 

PR 


6603100070 

880310006) 

68/03/04 

£0-34 1 

8403160276 

8604130212 

06/04/06 

FOIA 


0603100104 

0603 1000 2 3 

68/02/23 

50 261 

8408060365 

8804130212 

08/04/06 

FOIA 


6803100147 

8003100145 

68/03/02 

50 327 

6411130333 

8804200473 

08/04/14 

FOIA 


6603 140-0 46 

8803140040 

09/03/0) 

WASTE MGT 

8603190151 

0804270040 

88/04/13 

PR 


8803160204 

6004130247 

80/03/23 

COMMISSIO 

6603260124 

6604270040 

88/04/13 

PR 


6S03 100337 

8603160322 

60/02/19 

50-269 

6507030700 

0604060366 

08/03/23 

FOIA 


0603180344 

8803)60051 

89/02/22 

50-254 

8507030703 

8804260670 

88/04/2I 

roiA 


080326010) 

89932S0176 

06/03/14 

59-250 

8507 100054 

8004 2 80070 

88/04/21 

FOIA 


CG032S026S 

6003250263 

60/03/18 

50-348 

8507100084 

8804280070 

00/04/21 

FOIA 


6003250266 

6003260263 

00/03/18 

60-348 

8507100091 

B8Q428D670 

00/04/21 

FOIA 


8803250267 

0503250223 

88/03/16 

60 446 

6602100002 

6604130212 

80/04/05 

FOIA 


6603250275 

0803250223 

86/03/16 

60 446 

8603120377 

8804130212 

oa/04/05 

FOIA 


6803250202 

8803250291 

68/03/18 

60-280 

6603)20387 

0004130212 

B0/O-1/OS 

FOIA 


860326020-1 

6863259201 

06/03/16 

50250 

B805I40252 

8804200473 

06/04/14 

FOIA 


6003260008 

B80J280068 

09/03/17 

50-247 

8605300376 

8604070266 

88/03/31 

60330 

P 

060326006Q 

6803280070 

88/03/0) 

SO-209 

6609170458 

8804130212 

00/04/05 

roiA 


8803260132 

6003260123 

00/03/14 

50 413 

8609180240 

8804130212 

00/04/06 

FOIA 


0003230137 

OOO320P136 

88/03/11 

50-324 

8609160081 

8804100060 

00/04/13 

FOIA 


8003280233 

9003260227 

06/03/08 

70-1201 

8701070480 

8004270040 

88/04/13 

PR 


8803200237 

8603280227 

09/03/09 

79-1201 

87020501 88 

8004270040 

08/04/13 

PR 


8603200250 

6003260258 

88/03/10 

70-024 

6703310385 

0604100050 

86/04/13 

FOIA 


6903200008 

8003299355 

ee/03/22 

60-315 

8710060577 

8804220227 

08/04/14 

50-245 

F 

3603200127 

86032301 23 

68/03/22 

60-247 

6710140348 

0604210376 

80/04/00 

60-362 

P 

6803200132 

6803200123 

80/03/22 

50247 

6710280311 

8004270040 

00/04/13 

PR 


8003290221 

0603200210 

88/03/21 

50-213 

8711030460 

BB04270040 

08/04/13 

PR 


0003290251 

8003290280 

80/03/23 

50 369 

8801040586 

8604110269 

63/03/20 

60-382 

0 

0803290269 

0003290266 

60/03/03 

50-413 

8801260033 

0B042B01O5 

88/04/10 

50-305 

P 

8803290203 

0003260282 

08/03/21 

60-207 

5801270301 

0001270286 

80/01/22 

REVIEW GR 

P 

8603200204 

9e032602e<) 

00/03/23 

59-369 

6801290130 

8804280358 

88/04/10 

FOIA 


0003200305 

0803290300 

68/03/24 

50-395 

8802090430 

8804140496 

80/04/08 

FOIA 


0803200306 

9603290300 

88/03/24 

60-035 

6602090446 

8004140486 

00/04/08 

FOIA 


8603290316 

0003260312 

68/03/11 

50 302 

8802 170348 

8604270040 

08/04/13 

PR 


08032003)7 

0803390314 

86/03/00 

5l>-d90 

8802230016 

6804140624 

68/04/00 

60-331 

P 

8803200320 

8600390312 

68/03/11 

50-302 

8802250098 

8604130356 

83/04/07 

50-17) 

u 

300320032) 

88033603)4 

63/03/09 

50-390 

8803040290 

8804220242 

60/04/06 

SO-206 

p 

8003200324 

8603260311 

88/03/22 

50.266 

6803080018 

6803080016 

00/01/ 10 

40-8027 


0003290325 

6803260323 

09/03/14 

50-250 

8603080025 

8803080022 

07/03/10 

71-448 


8003260330 

6603290326 

80/03/00 

60-425 

5803080094 

8803080083 

80/02/26 

50-280 

F 

8003280333 

6003200331 

60/03/10 

60-360 

8803080107 

6803060083 

60/02/26 

&O-20O 

F 

8803290338 

6803290331 

80/03/10 

60-369 

6803080116 

8003080108 

BB 703/02 

50-324 

P 

8803280343 

890326034 1 

08/03/18 

50 237 

6803080131 

8803080126 

86/03/01 

50-373 

P 

6603290346 

8803200339 

68/03/26 

50390 

8803060161 

6603080149 

86/03/01 

60-256 

P 

8603290362 

0803290340 

66/03/09 

50-327 

8803080168 

6803080148 

88/03/01 

50-266 

P 

0903200355 

0800260349 

88/03/09 

60 327 

8803060244 

0803080233 

88/03/02 

60-440 

P 

6603290368 

0603260356 

08/03/22 

60 601 

8803080253 

6803060233 

88/03/02 

BO-44'0 

P 

8903260390 

8603290366 

88/03/09 

60-259 

6803060266 

8003080248 

S8/02/20 

60-410 

P 

8803290393 

8803290366 

06/03/09 

50-259 

8803080292 

8803080287 

80703/02 

60-446 

Q 

6003300004 

8503300001 

08/03/03 

WASTE MGT 

8803060301. 

8803000267 

08/03/02 

60-446 

Q 

0003300014 

8803300009 

08/03/22 

60-446 

8803080311 

8603080207 

OB/03/02 

60-446 

Q 

0600300018 

0003300016 

60/03/16 

50-424 

8803080<146' 

8803060441 

80/03/01 

60-305 

P 

0603300050 

8803300044 

86/03/22 

50-165 

8803q6<5461 

8803000441 

86/03/01 

60 305 

P 

8603300051 

8803300044 

08/03/22 

SO- 165 


P 

P 

P 

P 

P 

P 

P 

P 

P 

T 


P 

R 

P 

P 

O 

0 

o 

0 

V 

o 

0 

o 

o 

o 

K 

o 

Q 

A 

O 

O 


Q 

F 

P 

P 
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ACCeSSIOM NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

subject 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

category 


eso330Qoe4 

8B033000SI 

88/03/19 

80 321 Q 

0804010064 

8804010063 

88/03/25 

50 416 

O 

8ft0330006fl 

8803300081 

88/03/10 

60 321 O 

0804 a 10067 

SB040 10063 

88/03/25 

50 416 

O 

8803300073 

8603300072 

88/03/19 

60 413 O 

88040100/6 

8804019073 

68/03/22 

50327 

f 

8B03300075 

8803300072 

88/03/10 

50-413 Q 

8804010086 

8603290403 

00/03/24 

50-293 

O 

8603300080 

8803300079 

88/03/19 

50 324 O 

8804010087 

3804010083 

83/03/25 

50-237 

P 

8603300063 

86033000/9 

88/03/10 

50-324 O 

8804010093 

8804010090 

83/03/26 

50 341 

P 

8803300089 

6803300084 

88/03/22 

50219 P 

8804010095 

8804010004 

08/03/24 

70-27 


8803300102 

8603300096 

88/03/25 

50-206 0 

86040(0100 

8804010097 

60/03/22 

70-1113 


8603300109 

BB03300105 

86/03/16 

50-456 0 

8804010108 

8004010103 

88/03/28 

60-341 

P 

88033001 13 

8803300(05 

00/03/18 

60-456 0 

86040 toil 6 

68040101(0 

06/03/22 

50 436 

a 

6603300123 

8603300116 

86/03/18 

50-528 P 

8804010(27 

6004010117 

as/03/23 

60 361 

p 

8803300126 

6803300124 

80/03/23 

50-482 0 

8804010133 

8094910131 

88/03/23 

50-601 

A 

6603300127 

3803300124 

88/03/23 

50-482 Q 

8604010(48 

68040600S( 

08/03/29 

60-424 

P 

6803300129 

8803300122 

88/03/04 

60-396 O 

8804010181 

8003250178 

88/03/14 

50-250 

V 

6603300133 

8803300130 

88/03/16 

60-528 P 

8804010168 

8804010103 

88/03/28 

50-250 

O 

8803300164 

6603300105 

68/03/10 

50-456 Q 

8004010192 

BB04010167 

88/03/25 

PROJ 


8803300166 

6803300025 

88/03/24 

50-315 V 

B804O101S5 

8804010193 

88/03/22 

(XNTRACT 


8803300169 

8603300168 

68/03/25 

60-29 P 

0804010206 

BB04010204 

88/03/25 

50 237 

P 

BB03300160 

8803300176 

88/03/24 

$0-382 P 

6804010200 

8804010204 

08/03/25 

50-237 

P 

8803300187 

8903300161 

68/03/23 

50-498 Q 

8804010223 

8B040 10226 

08/03/25 

50 317 

R 

B803300208 

8803300203 

80/03/22 

50-498 O 

8604010230 

0004010226 

68/03/25 

50 317 

R 

8803300215 

8893300210 

88/03/18 

50-31 1 0 

8804010237 

8604019232 

88/03/28 

50-369 

P 

8803300220 

8803300217 

88/03/23 

50-29 P 

8604010240 

8804010236 

00/03/25 

50-396 

R 

8803300230 

8803300228 

68/03/25 

50-29 P 

8804010241 

86049 10232 

88/03/28 

60-369 

P 

6803300242 

8803300241 

68/03/22 

50-382 P 

8804010254 

6904010249 

88/03/14 

ORG 


8803300257 

8003300255 

88/03/16 

50-237 P 

8604010257 

6304010251 

00/03/02 

50-528 

P 

8803300267 

8803300263 

88/03/23 

50-413 P 

8804010259 

8804010251 

08/03/02 

50-528 

P 

8803300274 

8603300269 

86/03/18 

50 498 P 

8804010261 

8304010249 

88/03/ 14 

ORG 


8803300291 

8803300288 

88/03/07 

60-307 P 

8804010287 

8804910249 

88/03/14 

ORG 


8803300294 

8603300286 

66/03/07 

60-397 P 

0604010272 

0804010289 

88/03/23 

50-423 

0 

8803300206 

8603300288 

68/03/0/ 

50-397 P 

0804010274 

0004010273 

88/03/28 

50-353 

Q 

a$033002M 

8803300288 

88/03/07 

50397 P 

8804010279 

86040102/6 

66/03/30 

50-302 

1 

8803300318 

8803300310 

68/03/25 

40-3302 

8604010281 

BB04O10276 

88/03/30 

50-302 

1 

8803300320 

8804040058 

88/03/10 

50-334 R 

830401028/ 

3804010276 

88/03/30 

50-302 

1 

8803300300 

6803300328 

68/03/24 

60-338 Q 

8804040025 

6804040024 

08/03/31 

50-269 

Y 

6803300334 

8803300328 

88/03/24 

50-338 0 

8804040026 

6804040022 

08/03/22 

ORG 


88033003*0 

8803300336 

88/03/24 

WASTE RES 

8604040029 

8604040024 

88/03/31 

50-268 

V 

6803300354 

8603300348 

88/03/08 

50-321 O 

8804040031 

0804040022 

08/03/22 

ORG 


8603300355 

8S033003SO 

68/03/16 

50-267 Q 

6604040033 

8804040028 

80/03/24 

50-266 

a 

8603300331 

8803300380 

88/03/28 

50 322 R 

8804040039 

0004040037 

08/03/28 

50-424 

R 

8803300383 

8803300350 

86/03/18 

50 267 Q 

8804040042 

3004040036 

08/03/24 

50-272 

o 

6603300366 

8603300380 

83/03/28 

50322 a 

8604040043 

8804040041 

08/03/30 

40-7604 


6803300301 

6803300350 

88/03/10 

60-267 O 

6804040049 

0004040024 

88/03/31 

50-269 

Y 

8603300411 

8603300350 

88/03/ 18 

60-267 Q 

8804040059 

8604040024 

88/03/31 

50-269 

Y 

8603300417 

8603300350 

88/03/18 

50-287 O 

8804040063 

3804040024 

88/03/31 

60 269 

Y 

6603300435 

8603 300430 

87/12/22 

WASTE MGT 

8004040059 

BS04040024 

68/03/31 

50-269 

y 

8803300436 

6803300430 

67/12/22 

WASTE MQT 

0804040061 

8004040057 

00/03/29 

50 382 

p 

8803310021 

8603310010 

88/03/23 

50-424 P 

8804040064 

3004040058 

88/03/10 

50-334 

n 

6803310023 

6803310022 

83/03/25 

60-272 Q 

8804040075 

6604040066 

80/03/17 

50 352 

f 

8803310029 

8603310018 

88/03/29 

60-605 K 

8804040087 

3804040081 

88/03/29 

60-458 

j 

6803310039 

8603310035 

88/03/25 

60-324 O 

880404 OOSO 

6804040083 

88/03/18 

50-526 

Q 

8603310044 

8803310035 

86/03/25 

50-324 Q 

8604040108 

8804040104 

88/03/30 

50-352 

P 

6803310070 

8803180322 

68/02/19 

50-289 V 

8804040116 

8804040112 

88/03/17 

70-734 


8803310085 

8803310063 

86/03/29 

27-48 

8804040118 

8604040112 

88/03/17 

70-734 


6803310097 

8803310092 

68/03/25 

60-285 O 

8804040121 

8804040116 

88/03/25 

50-463 

P 

8803310101 

8803310092 

88/03/25 

60-285 O 

8804040125 

8804040123 

80/03/17 

50-3)2 

O 

8803310112 

6603310111 

88/03/15 

WASTE MGT 

8804040141 

8604040133 

88/03/29 

50-454 

o 

8803310113 

8603310111 

66/03/15 

WASTE MGT 

8804040142 

8804040139 

88/03/25 

60-295 

o 

8803310120 

8603310116 

80/03/24 

40-6500 

6804040151 

8003310063 

68/03/29 

27-48 


6803310130 

8803310127 

68/03/24 

50-192 O 

8804040154 

8B04040I45 

88/03/18 

TOPREP 


8803310132 

8803310129 

60/03/25 

50-269 P 

8804040183 

8804040145 

88/03/10 

TOPREP 


8803310134 

8603310127 

68/03/24 

60 192 O 

8804940 198 

88Q33 10207 

68/03/24 

50-245 

p 

8803310144 

6803310142 

00/01/28 

WASTE MQT 

8804049215 

8604040213 

88/03/29 

50-467 

Q 

8803310173 

8003310171 

68/03/28 

60-362 P 

8304940216 

8804040213 

88/03/29 

60-457 

O 

8803310215 

8803310211 

88/01/16 

WASTE MQT 

6804040227 

8804040223 

88/03/26 

50-456 

Q 

8803310235 

0803310232 

88/03/24 

50388 P 

B304040234 

8804040230 

88/03/31 

50-267 

Q 

8803310264 

8803310253 

88/03/24 

50-309 P 

8804040236 

8804040225 

88/03/18 

60-397 

o 

8803310288 

8803310285 

88/03/26 

60-382 P 

6604040238 

8804040230 

66/03/31 

60-267 

Q 

6603310272 

6603310266 

80/03/24 

WASTE MQT 

8604040237 

8804040229 

88/03/28 

CONTRACT 


8803310280 

8803310278 

88/03/25 

50-269 Q 

8604040248 

6604040236 

88/03/28 

50-206 

P 

66033 tOSeS 

86033(0283 

68/03/24 

50-369 Q 

€604040249 

8804040246 

08/03/30 

60-362 

Q 

8603310290 

8803310183 

68/02/08 

WASTE MGT 

BB04040262 

8804040246 

88/03/30 

50 382 

Q 

880331028) 

660331028? 

86/03/24 

60-259 O 

6804040253 

8604040238 

68/03/28 

50-295 

P 

6803310292 

8803310287 

68/03/24 

50-259 O 

6804040261 

8004040258 

80/03/29 

60 445 

O 

8804010008 

8804010007 

6S/03/24 

70-27 

6604050921 

8804050009 

88/03/30 

50-324 

P 

8804010011 

8804010009 

09/03/28 

50-245 P 

8804050051 

8804050042 

86/03/28 

60 3 

p 

8804010013 

8804010009 

88/03/26 

60-245 P 

6804050064 

8304050061 

80/03/31 

50-254 

o 

88040100(4 

88040100(2 

89/03/24 

60-395 Q 

3804050074 

8304050068 

88/03/30 

60-220 

Q 

0804010018 

8604010012 

88/03/24 

60-395 O 

8804050076 

6304050072 

80/03/31 

60-341 

o 

8604010026 

0804010023 

86/03/22 

60-327 0 

8804050080 

8804050078 

88/03/24 

CONTRACT 


8604010029 

6804010027 

88/03/25 

50-305 O 

3804050004 

8804050003 

80/03/29 

60-312 

P 

6804010032 

8804010031 

80/03/24 

S0-2SB O 

6004050095 

8804050093 

08/03/25 

70-135 


8604010033 

8804010031 

08/03/24 

50-259 Q 

3804050102 

B6O4OSOO90 

88/03/22 

71-652 


8804010047 

6804010046 

86/03/21 

60-260 Q 

3604050105 

88O4O0OOM 

88/03/22 

71-662 


6604010057 

6804010052 

66/03/23 

60-269 P 

8804060108 

0604050104 

88/03/29 

XPORTLIC 


8004010060 

8604010056 

68/03/14 

60-327 0 

8804050126 

0604200122 

00/04/12 

60-399 

p 

8804010082 

6804010001 

68/03/24 

50-335 0 

6804050123 

0804050123 

68/03/20 

60-312 

P 


CNCLOSUftE 

PRINCIPAL 

DATE 

SU0JECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


document 

ISSUED 

CATEQORiY 



DOCUMENT 

ISSUED 

CATEGORY 

8804050133 

OB04050127 

88/03/28 

50-254 

P 

8804060150 

8804060131 

88/03/91 

40-2259 


8804050138 

8804050127 

88/03/26 

60-254 

P 

6804060162 

8804030161 

30/03/30 

50-.105 

1 

B804050142 

S804050134 

88/04/01 

OA909 


&8040()0164 

8804060183 

88/02/29 

40-4492 


6804060143 

8604050140 

88/03/30 

71-051 


8804060168 

8804060165 

ee/03/31 

50-456 

O 

8604050145 

8804050139 

88/03/28 

50-293 

P 

8804080178 

8003310253 

08/03/24 

50-309 

P 

6804060149 

6804050130 

88/03/28 

60-293 

P 

8804060181 

8804050174 

83/03/29 

00 333 

Q 

68040501 SO 

8804080059 

86/04/04 

50-389 

K 

0804060164 

6604950170 

60/03/31 

/I 9167 


8804050152 

8804050136 

66/03/28 

60 244 

P 

8804060185 

8604080174 

68/03/29 

50-333 

0 

Sa040SOl57 

8804050163 

86/03/29 

50 333 

O 

e8040«0t96 

8004060191 

80/03/30 

50 315 

O 

6804050171 

8604050166 

88/03/29 

50 29 

a 

6804060196 

5694060194 

88/03/16 

40-8064 


8804060178 

8804050170 

88/03/29 

XPOflTLIC 


8604060200 

8804060183 

68/03/20 

CONTRACT 


6604050184 

6804130322 

66/03/29 

50-397 

p 

6604060210 

8604060204 

88/04/05 

60-352 

P 

6604050)63 

8804050177 

88/03/22 

50-83 

p 

8804060212 

860406D207 

80/03/31 

50-440 

o 

8804050189 

8804050105 

86/03/25 

50 302 

p 

880406021$ 

8804050207 

88/03/31 

50-440 

o 

6604050707 

8804050161 

88/03/29 

50-220 

p 

fl0O4O6O?25 

8804080213 

88/03/01 

40-1162 


8604050211 

8804050204 

88/03/20 

50-280 

p 

Q8040 60233 

8804060221 

88/03/29 

50-446 

A 

6604050224 

8804050198 

88/03/28 

69 488 

Q 

8604060238 

8804080204 

80/04/05 

60-352 

P 

6604050226 

8804050218 

88/03/28 

.50-338 

P 

8804060250 

8804080248 

88/03/30 

50-338 

P 

8804050227 

8804050108 

88/03/28 

50-498 

0 

6804060252 

8804060240 

88/03/24 

50-327 

0 

8804050331 

8804180156 

68/04/08 

50-382 

P 

8804060255 

8804060249 

80/03/24 

50-327 

O 

8804050240 

8804050236 

88/03/31 

50-336 

0 

6804060267 

8804060262 

88/03/28 

50-348 

0 

6804050254 

8B04050244 

88/03/25 

50-338 

p 

8804060270 

8804060259 

88/03/29 

CONTRACT 


6804050255 

8804050252 

88/02/19 

CONTRACT 


880406027 \ 

6604960253 

06/03/30 

50-280 

P 

6304050259 

8804050244 

88/03/25 

£0-336 

p 

8804060275 

8604060266 

89/03/28 

CONTRACT 


6804050263 

8804050234 

88/03/25 

60-458 

Q 

8804060278 

8804060274 

89/03/25 

70-143 


6604050276 

8804050274 

88/03/28 

50-213 

P 

8604 060280 

8804060272 

86/03/31 

50-344 

P 

6804050279 

8804050274 

88/03/28 

60-213 

P 

8804080280 

8804060284 

80/03/30 

60-324 

P 

8804050284 

8804050270 

88/03/25 

CON T HAG r 


6604060267 

8004060262 

88/03/26 

50-24$ 

P 

8604050294 

8804050289 

88/03/25 

60-220 

P 

D8040B0288 

8304660283 

00/03/25 

50425 

0 

8804050296 

8804050289 

88/03/26 

60-220 

P 

6804060290 

0804060285 

88/04/04 

50259 

F 

6604050297 

8804050291 

88/03/26 

CONTHACT 


8804060394 

0064060291 

80/03/28 

50 220 

P 

6604050301 

8804050298 

SB/03/29 

60-338 

P 

0804060297 

8804060291 

86/03/20 

60-220 

P 

6804050302 

8804050299 

68/03/29 

60 338 

P 

8804060298 

8804060203 

89/03/29 

50-425 

0 

6604050309 

8804050308 

88/03/29 

60-220 

P 

8804000305 

0604060302 

88/03/31 

50-382 

P 

6604050314 

8804050307 

88/03/26 

CONTRACT 


6804080309 

0804060206 

08/03/14 

40-8905 


8804050320 

8804050317 

88/03/26 

50-336 

P 

0604060310 

6801060317 

68/03/20 

50 324 

o 

6804050322 

8804050317 

68/03/28 

50-336 

P 

8804000323 

0604060322 

06/04/01 

50 4$6 

0 

8804050329 

8804050312 

68/03/26 

CONTRACT 


8804060320 

8804060320 

00/03/28 

SO- 28 5 

V 

8804050330 

8804050326 

68/03/29 

50-296 

P 

8804060331 

6804060316 

60/03/29 

F01A 


6604050334 

8B04050326 

88/03/29 

60-272 

O 

8804060335 

B80 4080332 

08/03/28 

CONTRACT 


8804050336 

6804060333 

88/03/29 

CONTRACT 


8604060355 

8094069352 

88/04/04 

70-143 


6804050342 

8804050331 

88/04/0) 

TOPHEP 


880-1060368 

8804060334 

08/03/25 

70-143 


3304050348 

8804050349 

88/03/25 

XPORTLIC 


8604060387 

860406038.1 

06/03/29 

50-293 

o 

6604050354 

BB040503S3 

88/03/30 

60-324 

Q 

8604060307 

80O4Q6O3B4 

86/03/20 

50-298 

Q 

8804060358 

8804050365 

88/03/28 

50-244 

V 

8804080404 

8304060377 

80/03/30 

50^14 

O 

6804050364 

8804050369 

68/03/21 

60-334 

P 

8604060407 

8804060402 

88/03/29 

CONTRACT 


8804050365 

8804050343 

88/03/28 

50 293 

U 

8804060.)I4 

8904050490 

80/03/29 

50-207 

P 

8804050368 

8804050360 

86/03/30 

60-424 

o 

6804080415 

6804960411 

80/03/10 

40-8992 


8604050371 

8804050360 

88/03/30 

60-424 

Q 

6804060418 

8604080400 

86/03/29 

50-287 

P 

6604050378 

8804050373 

86/03/29 

50-321 

V 

8804060430 

8004060425 

09/03/28 

50 402 

P 

880 4050381 

8804050136 

88/03/28 

80-244 

P 

8804060432 

8804060423 

88/04/01 

50-249 

Q 

860495036S 

6604050377 

68/03/31 

60 321 

0 

6604060444 

6604060436 

66/04/01 

50-305 

Q 

8604050391 

BB04060387 

86/03/28 

CONTHACT 


8604060449 

9804060442 

89/03/30 

50-346 

P 

8804050394 

8804050338 

88/03/29 

XPORTLIC 


6004080451 

8804080460 

08/03/26 

$0-269 

P 

8804050400 

8804050397 

86/03/31 

71-9222 


6804060462 

8004060450 

68/03/26 

60-239 

P 

8804050401 

8604080122 

86/04/01 

50-443 

f 

8804060453 

8804060442 

08/03/30 

50 346 

P 

8804060404 

8804050399 

88/03/21 

CONTRACT 


8804060482 

8604060455 

68/04/01 

60-461 

Q 

6604050418 

88042)0418 

88/04/11 

60-397 

p 

0804060433 

8004)40)17 

08/03/3) 

50-29 

P 

6604050426 

8604050419 

88/03/21 

CONTRACT 


8804080490 

0804080443 

90/03/23 

50-5 

V 

8804050433 

8604050431 

88/03/29 

PROJ 


6804060508 

8804060407 

90/03/28 

50-265 

P 

68040S0436 

8804050427 

88/03/09 

60-276 

p 

8604060509 

8804060501 

86/03/22 

60-526 

O 

6804060016 

8804080013 

86/03/30 

60-306 

V 

6804060510 

660-1060504 

88/03/29 

WASTE RES 


8804060025 

8804080018 

88/04/01 

CONTRACT 


63040605 1 1 

6604060505 

86704/01 

60237 

o 

8804060028 

8804060Q20 

88/03/30 

60-165 

Q 

8804060619 

8804060113 

86/03/22 

71-641 


8804060029 

8604060024 

68/02/29 

40-6622 


8804070005 

8304079003 

66/03/30 

50 210 

p 

8604060031 

8804060027 

88/03/30 

50-128 

o 

8604070006 

6804070003 

88/03/30 

50 2)9 

p 

8804060041 

8804060037 

88/03/28 

WASTE MQT 


8804070000 

6804070903 

08/03/30 

50-219 

p 

8804060042 

6804060036 

88/03/30 

SO-298 

V 

8804070911 

8604079003 

88/03/30 

50-219 

p 

8804060064 

8804060059 

86/03/30 

60-268 

0 

6804070036 

8894060497 

88/03/28 

60-265 

p 

8804060071 

6804060069 

86/03/20 

50-320 

p 

8604070040 

8804070031 

69/03/25 

50-498 

0 

8804060076 

8604060074 

60/03/30 

WASTE )HOT 


8604070046 

830407003) 

88/03/26 

50-498 

o 

8804060079 

8804060044 

86/03/31 

60-352 

Q 

6804070056 

8604070065 

88/03/07 

WASTE MGT 


6604060099 

6604060090 

88/03/29 

60-466 

O 

8804070060 

3804070078 

86/03/31 

7) -9103 


8804060100 

8804060088 

88/03/30 

60 424 

K 

3804070091 

3804070009 

80/04/04 

60-354 

p 

6604060103 

8804060096 

88/03/26 

60-57 

V 

6804070104 

e$04070095 

88/02/16 

40-8102 


8304060104 

8804060065 

88/03/26 

80-265 

p 

8804070106 

8804970085 

00/92/18 

400)02 


8804060116 

8aM06<)t23 

8804060109 

88/03/28 

80-309 

V 

8804070120 

8804070114 

89/04/07 

WASTE MGT 


88040601 16 

86/03/26 

60-315 

Q 

8804070124 

6804070209 

88/03/29 

50 440 

1 

88O4O0OJ27 

6604060124 

68/03/31 

50-369 

P 

6804070169 

6694070066 

86/04/04 

50-354 

p 

8804060135 

$804080130 

88/03/29 

60-244 

O 

8B04070177 

8604070171 

88/03/26 

50 403 

s 

S80406Q186 

8604060130 

66/03/29 

60-244 

Q 

6304070162 

6904070086 

00/04/04 

50-354 

p 

880406013$ 

88O40wj44 

8804060134 

86/03/29 

CONTRACT 


8804070188 

8304070127 

60/04/04 

50 382 

F 

88Q4060141 

68/03/29 

60-244 

O 

8804070190 

8803310227 

88/03/25 

50 62 

P 

mb 

6804060131 

86/03/01 

40-2259 


8804070203 

$804079109 

88/03/28 

60-259 

P 

6804060142 

88/03/29 

60-246 

Q 

8304070217 

8004070199 

68/03/28 

80-259 

P 

f«M0Wf§3 

M04060167 

8804060151 

8804060161 

88/03/30 

68/03/30 

60-305 

60-306 

1 

1 

6804070224 

8804070231 

6804070196 

8004060347 

88/03/28 

08/03/3) 

50-259 

50-440 

P 

o 
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6604070334 

6804970109 

88/03/28 

SO 269 

P 

8804110198 

8004110194 

68/03/31 

50 410 

8BS4070343 

0804070230 

86/03/24 

50 601 

A 

8904110199 

8804110063 

88/04/05 

50 286 

6604070251 

0804070249 

ee/03/31 

50 353 

Q 

8804110211 

8804110209 

88/04/04 

50-285 

6604070569 

6804070268 

68/03/31 

50 338 

P 

6804110226 

8804110226 

08/03/31 

60-327 

6604070279 

6604020276 

£8/04/01 

50 416 

P 

6S04 1 10233 

8004)10223 

00/03/30 

WASTE MGT 

0604070289 

6804050091 

8B/04/0I 

50275 

P 

8804110235 

6804110230 

68/04/04 

60 295 

0604070307 

8604000020 

08/03/30 

50-155 

O 

00041)0236 

0804110227 

88/04/04 

50-324 

6804080013 

6804080010 

68/04/04 

50 456 

Q 

6804110237 

8804110230 

88/04/04 

50 295 

860408002? 

8304050326 

86/03/29 

50272 

Q 

8804 1 10240 

8604110227 

60/04/04 

60-324 

8934083030 

8804090027 

86/04/04 

50373 

Q 

8804110244 

8804110239 

88/03/29 

50 305 

8804080072 

8804080069 

68/04/01 

50- 1 70 

V 

8804 1 10256 

8804110253 

08/03/30 

50 461 

8804080077 

8804080073 

88/04/04 

50- 320 

P 

8804 1 10259 

6604110047 

83/03/30 

WASTE MGT 

8804080080 

880-1080073 

88/04/04 

SO 320 

P 

8804110270 

63041 £0224 

88/03/24 

50-382 

8604080036 

88040/0298 

88/04/01 

WAS1E MGT 


8804110275 

8304110266 

66/04/01 

50-335 

8804080101 

0604070298 

fta/04/Ot 

WASTE MGT 


8804 1 10279 

880412016/ 

88/03/30 

50-387 

6804080103 

8804070274 

88/03/31 

WASTE MGT 


8804110260 

6804110278 

08/04/05 

50-309 

6804080107 

8804140456 

aa/04/04 

50-462 

o 

8804 1 10293 

8804110274 

88/04/05 

FOIA 

8004000108 

8804000)04 

80/03/20 

50-409 

p 

8604)10300 

8004110297 

00/04/05 

50-413 

88040801 13 

8804080) 1 1 

88/03/31 

50-311 

o 

8804110301 

6804110298 

00/03/08 

60 338 

8804080123 

8804080122 

88/04/01 

50-443 

F 

8804110312 

8604110310 

88/04/04 

50277 

8804080138 

3804060137 

88/04/04 

FO’A 


8604110314 

8004110305 

88/04/05 

70- 1068 

8604080160 

8804080146 

08/03/29 

50-341 

P 

8804110317 

8604110311 

88/03/28 

50-322 

8904080163 

88040801 12 

08/04/04 

50-369 

P 

8804110319 

88041 10310 

66/04/04 

50-277 

6604080167 

8804080164 

00/03/30 

50-312 

P 

6804110320 

8804110315 

06/04/05 

50-213 

6804080169 

B804D80148 

08/03/29 

50-341 

P 

8804110327 

8B041 10324 

88/03/09 

50-267 

8604060176 

8804080)75 

60/03/31 

50 413 

o 

0004110328 

80041 10322 

06/04/06 

60 280 

8804080180 

8604080166 

06/03/26 

pnoj 


8804110335 

6804110333 

88/04/04 

6O-206 

8604080181 

8604080175 

86/03/31 

50-413 

o 

8804120015 

8804120013 

88/04/07 

50-298 

0604090108 

0804080185 

88/03/28 

50 327 

a 

8804120017 

0004120013 

00/04/07 

50 298 

8804080194 

8004060189 

68/03/31 

60-458 

o 

8604120026 

8804120016 

88/03/31 

60-331 

8804080197 

0604080186 

86/03/31 

60-344 

p 

8904120026 

8804120022 

08/03/29 

50-321 

8604080199 

8804030186 

86/03/31 

50-344 

p 

8004120035 

8804120030 

88/04/05 

50-458 

8804080219 

8804030196 

68/03/28 

50-402 

Q 

6804120037 

8804120030 

88/04/05 

50-45B 

88040802? 1 

8804080209 

68/04/01 

50-382 

P 

6804120038 

8804120010 

98/03/29 

CONTRACT 

8804030222 

8004080201 

86/04/01 

50-324 

P 

8604120042 

8804120032 

88/04/04 

50-29 

8804080228 

080 4 080209 

88/04/01 

50-382 

P 

8804120047 

8804110150 

68/03/31 

60-336 

6604080234 

660400020 1 

68/04/01 

50-324 

P 

0604120053 

8804120049 

80/04/04 

50277 

8804080240 

6804080233 

88/03/31 

50-250 

O 

8804120054 

8804120050 

88/04/04 

50-32) 

6604030260 

0804080247 

88/03/30 

50-382 

P 

8804120060 

6804 120056 

88/04/05 

60-305 

880400025) 

6804000247 

08/03/30 

50-302 

P 

0904)20072 

8004120039 

08/04/01 

50-4 16 

8804060255 

88040B0252 

88/03/31 

50-339 

o 

8804120075 

8804 120070 

88/03/25 

50-209 

8804080257 

8B04080253 

88/03/31 

50-338 

o 

8804120076 

8804120071 

ee/04/01 

50 400 

8804080258 

6804000256 

88/04/01 

50-296 

p 

8004120062 

6804120074 

08/03/29 

WASTE MGT 

8804080259 

8804080253 

80/03/31 

50-338 

Q 

8604120083 

8804110329 

88/03/30 

50203 

8804QB0260 

8604080256 

80/04/01 

50-298 

P 

6304I2000S 

B804 120067 

88/03/29 

70-27 

ee040&0269 

6804080261 

88/03/29 

WASTE MGT 


8804120007 

6804120071 

88/04/01 

50-400 

6804080276 

6304080275 

80/03/31 

60 425 

o 

8304120105 

8804120090 

88/04/06 

5032/ 

8804080278 

63O406C275 

6S/03/3I 

50 425 

o 

8804120106 

8004120104 

68/04/04 

50425 

88041 10004 

8804 1 10002 

88/03/30 

60 -382 

P 

8804120107 

8904120095 

88/04/07 

50-490 

8804110006 

3304110003 

88/04 /01 

WASTE MGT 


8804120110 

8004120104 

80/04/04 

50-425 

880411QO11 

8804110010 

86/03/30 

60 255 

p 

6804120117 

8804120095 

88/04/07 

50-496 

8804110015 

8804110013 

88/03/29 

WASTE MGT 


8804120119 

8804120116 

88/04/05 

50 498 

8804110016 

SB04 110013 

88/03/29 

WASTE MGT 


8604120123 

8804120095 

88/04/07 

SO 498 

8804110020 

8804110013 

88/03/29 

WASTE MGT 


8804120131 

6804 120 124 

88/04/05 

50-302 

8304110022 

8804110013 

86/03/29 

WASTE MGT 


8804120134 

8804120128 

88/04/05 

50-267 

8804110028 

8604070027 

88/03/30 

50 331 

F 

8804120136 

8804120130 

88/04/04 

50 397 

8604110033 

8004110031 

80/03/20 

50445 

T 

0804 120130 

8804120130 

68/04/04 

60397 

88041 10035 

8804110030 

08/04/04 

50 352 

G 

8804120142 

8604120139 

88/04/05 

50-360 

88041)0039 

6804110032 

68/04/04 

50 320 

G 

£804120140 

0004120139 

68/04/05 

50-369 

8804110042 

8004110032 

08/04/04 

50 320 

G 

0804120160 

8604120164 

88/04/06 

50-369 

8804 110049 

8004 ) 10032 

00/04/04 

50320 

G 

8004120102 

0004120)47 

08/04/06 

60-450 

6804110052 

8804110050 

08/03/31 

50-324 

0 

8804120164 

8604120157 

88/03/30 

50-387 

8804110055 

8804110053 

88/04/05 

50 425 

A 

0804120167 

8804120163 

80/04/05 

50 416 

8804110067 

8004110065 

38/03/31 

50-344 

P 

B804120170 

6804120167 

68/03/30 

60387 

6804 1 1C068 

B804 110065 

83/03/31 

50-344 

P 

8804120171 

8604120163 

88/04/05 

50-418 

8804110076 

0804110074 

88/04/04 

50 250 

P 

6804120176 

6804120174 

88/04/04 

50-335 

8804110066 

6804110084 

88/03/20 

50 237 

P 

8B04I2013I 

8804120170 

88/04/08 

40 3392 

6804110090 

6604110057 

88/04/05 

50-331 

Q 

8804120187 

6804120182 

08/04/01 

50-27) 

8804110091 

8804110063 

88/04/05 

50-286 

R 

8804120100 

8604120182 

88/04/01 

50-271 

8804110093 

6SO-} 110063 

88/04/05 

5O-206 

ft 

8604120186 

6004120184 

88/04/01 

50-213 

8804 110095 

0804110085 

07/12/26 

7036 


8804120197 

8604120188 

88/04/04 

50-397 

8804110097 

0804110063 

68/04/05 

50206 

ft 

8804120)90 

3004 120193 

00/04/04 

70-1100 

6804110106 

8804110102 

88/04/01 

60-267 

P 

8804120109 

6604120184 

88/04/01 

50-213 

6B0411O1IS 

0804110111 

80/03/25 

70-2932 


8004120209 

8804120200 

88/04/04 

50 277 

8804110127 

6804110083 

88/04/05 

60 286 

R 

8004120211 

8804120203 

88/04/07 

50 498 

6604110132 

88041 101 as 

88/04/01 

60-277 

P 

8804120212 

8804120200 

68/04/04 

50-277 

8804110139 

8804110013 

88/03/29 

WASTE MGT 


0804 120210 

0804120210 

80/04/05 

50-247 

88041 10141 

8604110063 

66/04/05 

50-288 

H 

8804120223 

8804120210 

88/04/05 

50 247 

8804110146 

8804110063 

60/04/05 

50 236 

R 

8804120237 

8604120232 

68/04/04 

60-443 

8804110161 

8804110148 

08/03/23 

50-367 

P 

8804120239 

6804120188 

68/04/04 

50 397 

8604110167 

8804110148 

08/03/28 

50-387 

P 

8804120249 

8804120242 

88/04/04 

60-97 

8604110171 

8004110167 

66/03/31 

50 604 

A 

8804120255 

6804120012 

88/03/31 

50-336 

8004110172 

8804110150 

60/03/31 

50-336 

P 

0604)20259 

8004120264 

60/04/04 

SO 498 

8604110175 

8004110170 

68/04/01 

50-320 

P 

8B04120264 

8804120264 

80/04/04 

50-498 

6604110178 

8004110150 

80/03/31 

50-336 

P 

8804120270 

8604120263 

08/04/07 

70 37) 

8604110189 

8004110187 

86/03/30 

50 320 

G 

8604 120272 

8804120257 

06/04/05 

60-250 

8804110190 

8604110167 

68/03/30 

50-320 

0 

8804120275 

8804120267 

88/04/05 

71-490 
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ACCESStON NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

8UDJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

category 

8804 1202 76 

8804120286 

86/04/04 

50 397 

P 

8804 130299 

8804130263 

63/94/Ca 

iOlBO 

6604120280 

8804120266 

88/04/04 

50-397 

P 

0894130302 

8804130295 

88/04/09 

50 327 

8664(20286 

8B04 120245 

66/04/07 

roiA 


08iI4 130304 

8604130208 

69/04/07 

50 356 

8804120295 

0804120277 

88/04/04 

50 289 

P 

0804130318 

88041303)5 

83/04706 

60 389 

6804120237 

8804120025 

80/03/30 

50-334 

P 

8804130321 

8804130314 

98/04/05 

'O-307 

6834120302 

8804120277 

88/04/04 

50 289 

P 

0004139337 

6601130333 

L'870470S 

59335 

8804128303 

8804120301 

86/04/06 

50 297 

O 

8804130340 

8804130333 

89/04706 

50-335 

88C4120312 

8804120305 

66/04/05 

502C9 

P 

8801130355 

«934 130361 

08704/07 

59 539 

8834120314 

8804120305 

68/04/05 

50-289 

P 

«804 130302 

0604130353 

68/04/06 

WAS IE MGT 

6804120325 

0804120315 

88/04/04 

60-220 

o 

8B0-1 130363 

8804130360 

68/04/06 

59 526 

88C4 120327 

8804 1203 15 

88/04/04 

50-220 

Q 

8804130366 

0504 150 361 

83794/06 

6.9-277 

8804120329 

8804120305 

86/04/05 

50 230 

P 

8804130359 

8804 130363 

68/04/09 

50-528 

6804120339 

8004120336 

86/03/23 

60-317 

P 

0604130378 

ee04 1 J037C 

08/04/04 

50-29 

88P4 120350 

0804120348 

60/04/05 

60-324 

P 

6604130362 

8604130379 

80/03/22 

50-269 

6804120370 

8604 1 20368 

86/04/05 

50-237 

O 

0804130395 

0804130330 

68/04/07 

60 4C0 

8304120372 

8804120368 

88/03/25 

50 312 

Q 

0804130398 

88.14 13-3308 

89/04/07 

50 400 

6804120373 

8804120363 

88/04/04 

70-371 


8804130403 

8804130401 

88/04/06 

PROJ 

6604120376 

8804120368 

80/03/25 

50-312 

0 

C604 (30-109 

8804130404 

06/04/04 

50 440 

83C4 120376 

6804120364 

88/03/31 

00-213 

P 

000-1 1304 10 

0634130406 

86/04/0' 

50 3C9 

6834120378 

8804120366 

06/04/05 

50 •237 

Q 

8804130421 

8504130416 

08/04/05 

50 220 

88C4 120386 

8604120394 

88/03/30 

50 483 

P 

8804130424 

6804 1304 18 

89/94/05 

50-220 

6804120399 

8604120394 

86/03/30 

60-403 

P 

0804140007 

8B0114C233 

66/04/08 

50-307 

6604120400 

0804120395 

86/04/07 

50 346 

Q 

6804 (40-303 

8604140003 

08/04/05 

50-397 

8504120403 

8804120394 

60/03/30 

50403 

P 

86041-10017 

0604140014 

89,'C4/07 

50-245 

6804120404 

880412038/ 

88/03/26 

£0 298 

P 

0604140022 

6634140314 

68/04/07 

60 245 

8934120426 

8804120420 

88/04/08 

50 440 

P 

8804140029 

80041-10011 

80/04/04 

50 28 

6804120426 

8804120425 

88/03/25 

50 290 

P 

8694140030 

6804140015 

08/04/08 

£0482 

8604120433 

0804(20431 

86/04/06 

50-445 

Q 

0804140031 

0634(40011 

68/04/0-1 

£0 29 

8504120438 

8804 120432 

88/03/29 

50 31 1 

O 

8604140033 

8904140015 

8B/C4/06 

50 462 

6804120446 

8804120442 

88/03/24 

50 206 

Q 

8804140050 

8804140034 

66/04/C6 

53-368 

8804120450 

6804120434 

08/04/06 

50324 

P 

8804140054 

80D4 140034 

69/04/06 

50-350 

8804 120456 

8804120442 

88/03/24 

69 206 

O 

8004140037 

860 4080 174 

68/03/3) 

NEREO 

6804120477 

8004120471 

06/04/07 

WASTE nes 


8804(40070 

6604140000 

80/04/06 

50 341 

8604120478 

6804120360 

88/04/05 

50-29 

V 

8604140075 

8904060174 

»8'03/31 

NJRER 

8804130009 

8804130008 

88/03/20 

60307 

o 

0804 140007 

6604140025 

88/04/00 

50-341 

8804130010 

8804130008 

88/04/04 

50354 

o 

8004140004 

8334140092 

68/04/06 

50 443 

8804130012 

8804130006 

88/04/04 

50-35-1 

o 

8004140008 

8804080174 

80/00/31 

KUBEG 

6804130014 

68041300(3 

86/03/28 

CO-344 

o 

6804(40097 

60041.10061 

88/04/04 

60 327 

6804130015 

8804130013 

88/03/28 

50 344 

0 

8004140101 

0804 14009) 

60/34/04 

59 327 

80C413OO2O 

8804(30010 

88/03/26 

50-275 

o 

8804140108 

0804080174 

09/03/31 

NUREG 

6804130022 

8804130019 

8D/03/28 

50-376 

o 

880414012) 

8604088)74 

88/03/31 

NUREG 

8 sell 30039 

8804130031 

88/03/25 

50 285 

p 

8004140120 

0804130062 

09/03/14 

COMMISSIO 

8534130043 

8804130033 

88/03/14 

COMMISSIO 

N 

0804140130 

60040601/4 

08/03/31 

NUREG 

6804130048 

8804180454 

06/03/30 

80-324 

F 

860)140)32 

6604140)20 

DD/04/C0 

50-324 

8804130049 

8604130031 

88/03/25 

50-258 

P 

8604140135 

68C4 140120 

00/04/08 

60-324 

8804130050 

8804 130033 

06/03/14 

COMMISSIO 

N 

0604140141 

8204060)74 

66/03/3) 

NUREG 

6804130064 

8604120316 

08/04/06 

50-362 

Q 

0004140142 

0004130002 

66/03/14 

CCMMISS‘0 

66C4130Q71 

8804130062 

88/03/14 

COMMISSIO 

N 

6304140140 

0804000174 

89/03/31 

NUREG 

8804 130077 

8804130072 

08/04/05 

50-293 

O 

8804140167 

600414915) 

66/03/23 

PHOJ 

6804130089 

8804 130072 

88/04/05 

50-293 

Q 

8004140174 

8804060174 

Ca/03/31 

NUBF.G 

5604130092 

8804)30062 

08/03/14 

COMMISSIO 

N 

8804140177 

6604140)51 

88/03/23 

PPOJ 

8534130398 

8604130068 

00/04/05 

50-528 

Q 

0804140185 

6604140151 

80/03/23 

PROJ 

8804130103 

8804130062 

80/03/14 

COMMISSIO 

N 

80041 40106 

66340C0174 

68/03/31 

NUREG 

EBD4130I11 

8804)30062 

88703/14 

COMMISSIO 

N 

8604 140)02 

0804140161 

08/03/23 

PROJ 

88C4130118 

8804)30062 

88/03/14 

COMMISSIO 

N 

6804140196 

0004140160 

88/03/17 

71-4086 

6804 130 129 

8604)30123 

80/04/05 

50-293 

0 

0004140197 

0604140151 

60/03/23 

PROJ 

6604130140 

8804130)32 

60/04/00 

50-271 

O 

0804140209 

060-1140151 

69/03/23 

PROJ 

8804130141 

8804130125 

08/04/04 

50-155 

P 

8804140204 

8004060174 

66/03/31 

NOREG 

8804130142 

8804130)32 

86/04/06 

60-27) 

O 

0004)40208 

8304 HOI 51 

90/03/23 

PROJ 

6804130146 

8604130119 

88/04/05 

FOIA 


0004140210 

0&04I40ISI 

89/03/23 

PROJ 

8304130)48 

8804130)43 

88703/20 

CONTHACr 


8881140214 

6004140151 

00/03/23 

PROJ 

8804130151 

8604130125 

80/04/04 

60 341 

8 

0004140218 

0804140151 

60/03723 

PROJ 

8804130153 

8804130150 

80/04/06 

50-300 

O 

0804140223 

0004140163 

88/04/06 

50- (55 

6804)30158 

6804130119 

88/04705 

FOIA 


6604140224 

0604140151 

68/03/23 

PROJ 

8804130161 

8804130119 

BB/04/05 

FOIA 


8804140226 

8904140161 

68/03/23 

PROJ 

6804130164 

8804)30125 

88/04/04 

50 155 

S 

8804 148226 

0604 M 0222 

06/94/08 

FOIA 

8604130165 

8804)30125 

88/04/04 

50-165 

P 

0804140239 

8604140222 

89/04/08 

FOIA 

8504130167 

8804130110 

08/04/05 

FOIA 


6804 140243 

6804140222 

63/04/08 

fOA 

6804130169 

8804)30162 

88/04/04 

50-213 

0 

0004140289 

6694140202 

06/03/22 

71-051 

6604130172 

8804130149 

88/03/17 

COMMISSIO 

N 

8804140270 

8904080174 

00/03/31 

NUREG 

8804130)73 

8604130119 

88/04/05 

FOIA 


68(M 1 40299 

0604)40285 

86/04/07 

50324 

8804130178 

8804130140 

80/03/ 1 7 

COMMISSIO 

N 

8004140282 

880-1140285 

88/04/07 

50324 

6804130184 

8804130191 

88/04/08 

50-203 

F 

8804140302 

6004140299 

80/04/03 

50 324 

8B04 130196 

8804 >3019) 

88/04708 

60-200 

F 

6694140304 

6004140299 

68/04/08 

£0-324 

8804130211 

8804130209 

86/03/24 

50317 

Q 

06041403 II 

8604(40308 

68/03/31 

50 230 

6804130215 

8804 130208 

88/03/24 

60-317 

O 

0804140349 

8604140323 

60/04/04 

OA039 

8504130223 

8604130213 

68/04/06 

WASTE MGT 


8B04 140351 

0004090174 

08/03/31 

NUREG 

8804(30224 

6804130212 

8B/04/0S 

FOIA 


8804140353 

8804090174 

00/03/31 

NUREG 

8804130229 

8804130226 

88703/28 

60-338 

V 

0094140355 

6604080174 

80/03/31 

NUREG 

8604130233 

8804130222 

88/03/22 

50 320 

u 

8804140356 

8804140320 

eo/04/04 

QA990 


6804130234 80O4J3O23O 68/04/0$ 60-397 P 8804 1 40358 O0010B0I74 &8/03/31 HCttEG 
6604130239 8804130212 68/04/05 FOIA 8604140363 0004060174 8B/03/31 MUBEQ 
6604(30248 8804130212 88/04/05 FOIA 8804140363 6804080174 80/03/31 NUflEG 
8804130258 8804130212 88/04/05 FOIA 88041404 10 8804080174 08/03/31 NURCO 
8804130270 8804130269 8B/04/U 50-2e0 P 8804140428 6804060097 08/03/31 50-338 


B504I30260 8804130278 88/03/20 50 408 P 3004140439 0894080174 86/03/31 NUnCG 

8804130204 8804 130283 88/03/31 COMMISS10 N 8604140449 8804140436 88/04/05 50 400 


P 

O 

K 

P 

P 

P 

N 

P 

P 

N 


P 


P 

P 

P 

P 

O 


P 

o 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

date 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEQORY 



DOCUMENT 

ISSUED 

CATEGORY 

6804140506 

8804140490 

88/04/11 

50-341 

P 

8804150371 

8804150090 

68/04/12 

WAS! E MQT 

B804 140507 

8094140495 

88/03/26 

CONTRACT 


0804159382 

0804150375 

00/03/25 

71-545 

680414051 5 

8804140511 

80/0S/2I 

50-334 

P 

6804150383 

8804060174 

88/03/31 

NUREG 

8804140520 

6804 1405 11 

68/03/21 

50-334 

P 

8804150386 

8804150361 

88/ 04/OB 

50-395 

B804 140526 

6804140524 

68/04/06 

50-331 

P 

8804150390 

8004000174 

88/03/31 

NUREG 

6S0414D626 

8804140511 

08/03/21 

60 334 

P 

8804150395 

8Q04 150392 

88/04/07 

60-413 

6804140543 

8304140541 

86/03/22 

60-454 

P 

8604160399 

8004150376 

88/04/ It 

50 298 

6804140544 

8004140541 

80/03/22 

60-454 

P 

8804160400 

6804160087 

86/04/11 

50-369 

8804 160008 

8004150005 

88 '04/00 

59-373 

O 

0804 150402 

0804 160090 

88/04/12 

WASTE MGT 

8004150009 

8604160005 

88/04/00 

60-373 

0 

8804150403 

B004080174 

00/03/31 

NUREG 

8004150011 

0804080174 

88/03/31 

NUflEG 


8604150416 

8804160090 

88/04/12 

WASTE MGT 

8804160014 

8804150012 

ea/04/08 

50 450 

P 

8804150418 

8804150090 

86/04/12 

WASTE MGT 

8804160017 

0804160012 

00/04/08 

50- -158 

P 

8804150418 

8804160090 

88/04/12 

WASTE MGT 

8804160016 

8804150016 

80/04/06 

50-295 

o 

8804150425 

6804150411 

88/04/07 

50-348 

8804160026 

8804160023 

88/04/06 

50-530 

p 

8804150426 

8804150090 

80/04/12 

WASTE MQT 

8804160027 

8004160021 

80/04/07 

50-285 

p 

0804150434 

8804150421 

88/04/12 

50-324 

8804150036 

0604 160034 

50/03/23 

rOPREP 


0804150436 

8604(50421 

88/04/12 

50-324 

8804150045 

0804080174 

80/03/31 

NUREG 


8604150436 

8804150431 

88/04/08 

50-388 

6804150046 

8004 1600 16 

88/04/08 

50-295 

o 

6804150439 

8804150431 

88/04/00 

60-368 

8804160053 

8004160050 

88/04/11 

60315 

o 

8804180006 

8804180003 

88/03/28 

WASTE RES 

6804150059 

0604150955 

88/04/11 

60-353 

A 

8604160091 

8804150369 

88/04/08 

50-220 

0804150064 

0804069174 

88/03/31 

NUREG 


8804180119 

8604080174 

80/03/31 

NUREG 

6804(60066 

8804150938 

88/04/11 

60 413 

P 

8804 >80138 

0804080174 

88/03/31 

NUREG 

8804160070 

8604150038 

08/04/ n 

50-413 

P 

8804180185 

8604160160 

88/04/12 

FOIA 

6804150074 

6804160063 

88/03/30 

CONTRACT 


8804160171 

6804180155 

88/04/08 

50-362 

6604150076 

8804160062 

88/04/11 

50-454 

o 

8304 180186 

8604180160 

88/04/12 

FOIA 

6604150079 

0004160066 

66/03/30 

CONTRACT 


8304160187 

6004100(70 

86/04/13 

70-734 

8804160082 

8004 160067 

80/94/11 

CONTRACT 


8304160200 

8804180160 

88/04/12 

FOIA 

6604150083 

8804160070 

68/03/31 

60-320 

p 

8804180205 

8804180160 

88/04/12 

FOIA 

8804150065 

8504150068 

88/94/11 

60409 

F 

8804160209 

8804180160 

88/04/12 

FOIA 

6804160034 

6804160066 

88/03/26 

<X>N TRACT 


8804180213 

8804160105 

88/04/ 11 

60-193 

3804160006 

0804160087 

88/04/1 1 

50-369 

P 

8804180223 

8804180160 

88/04/12 

FOIA 

B604I6D0S9 

8804080174 

88/03/31 

NUREG 


8804180227 

6804180204 

BB/04/07 

60-250 

8804160102 

8604160019 

88/04/1 1 

60-206 

P 

8804160238 

6804180160 

88/04/12 

FOIA 

8804160100 

8804160100 

80/04/05 

60 416 

Q 

8804180251 

8804180160 

06/04/12 

FOIA 

0601160104 

0804160087 

80/04/11 

50 369 

P 

8804160264 

8804180160 

86/04/12 

FOIA 

8804160110 

8804150(97 

88/04/08 

50-327 

Q 

8804180278 

8804(80160 

88/04/12 

FOIA 

8804160123 

6804160117 

88/04/11 

50-261 

P 

8804180282 

8804160332 

88/04/08 

50-445 

8804160126 

0804 1501 17 

68/04/ 11 

50-261 

P 

8804180283 

8804180277 

88/03/18 

50-454 

8804160132 

8604150107 

88/04/08 

50-327 

Q 

8804160269 

8804180160 

88/04/12 

FOIA 

8804(50136 

8604 (60126 

60/04/04 

50387 

P 

8804180293 

6604160160 

66/04/12 

FOIA 

8804160141 

8804150126 

86/04/04 

50-387 

P 

8004180295 

6804180160 

80/04/12 

FOIA 

8804160(44 

8694160140 

68/04/12 

71-423 


0804180290 

0804160422 

80/04/11 

60-338 

8804160161 

8804150069 

88/03/31 

CONTRACT 


0804180308 

8804180307 

88/04/05 

CONTRACT 

8804150156 

6504150159 

88/03/30 

50-354 

P 

8804160333 

8B04 180322 

86/04/11 

50 322 

8604160160 

8804160159 

88/03/30 

50-354 

P 

8804180338 

0004 180336 

88/04/13 

60-317 

0604160162 

8804160163 

08/04/12 

7 (-545 


8804 180343 

8804180338 

88/04/13 

60-317 

6604160163 

8804160169 

88/04/06 

60-327 

O 

0804160307 

8004180361 

88/04/08 

50-454 

6804150173 

8804169169 

88/04/11 

60-364 

P 

8804180397 

8004160381 

88/04/08 

60-464 

8804160176 

8B04 150181 

88/03/22 

CONTRACT 


6804180417 

0804160416 

88/03/31 

60-397 

6604160186 

8804 159170 

67/00/24 

CONTRACT 


6804180432 

8804180420 

88/04/11 

60-482 

8804150167 

8804160164 

86/04/12 

71-641 


8804180430 

8804160420 

88/04/11 

50-482 

8804160102 

8804150162 

88/03/23 

CONTRACT 


8804180453 

8804180348 

86/04/08 

FOIA 

8804160198 

8894160193 

80/03/11 

CONTRACT 


8804180468 

8604160452 

88/04/01 

60-409 

8804160198 

6804150182 

88/03/23 

CONTRACT 


8804180460 

8804180458 

86/04/13 

70-734 

8804150199 

8804160038 

58/04/11 

50-413 

P 

88041B0461 

8804180454 

80/03/30 

50324 

8804 150201 

8804160172 

88/04/07 

50-302 

o 

0604180465 

8004180464 

88/04/11 

50-461 

6804160202 

8804180182 

88/03/23 

CONTRACT 


8804190006 

0004190005 

88/04/07 

70-143 

6804150208 

8804160205 

88/04/07 

50-302 

Q 

8804190007 

6804190003 

68/04/11 

60 445 

8894160217 

8B04150210 

60/03/31 

CONTRACT 


8804190017 

8804190013 

68/04/12 

50-264 

6804150222 

8004150221 

80/04/12 

71-420 


8004190018 

8004250074 

68/04/04 

60-298 

8604150227 

8804060174 

86/03/31 

NUREG 


0604 190027 

8804190024 

88/04/16 

QA999 

3804160228 

8804160210 

68/03/31 

contract 


8804190034 

8604190024 

88/04/15 

OA999 

8804160240 

8804150237 

68/03/30 

CONTRACT 


8604190045 

8804190041 

80/04/12 

50 423 

8804160253 

6804150262 

86/03/30 

71-9079 


8804190049 

8804190047 

88/04/12 

60 255 

8804160268 

8804180263 

66/04/05 

CONTRACT 


6804190051 

8604190043 

86/04/11 

60 67 

8604169271 

6504080174 

68/93/31 

NUREG 


8804190058 

8804190066 

08/04/07 

50-369 

8804160282 

8804160090 

88/04/12 

WASTE MOT 


8004190060 

8804190050 

88/04/13 

FOIA 

8604159287 

8894060174 

88/03/31 

NUREG 


8804190069 

8604190050 

68/04/13 

FOIA 

8804(60286 

8804160090 

68/04/12 

WASTE MQT 


6604190074 

8804160403 

86/03/24 

71-9193 

8894160299 

0804160289 

50/CM/O7 

50-348 

Q 

6004190076 

8604)00003 

68/04/11 

50-410 

8604160317 

8804160090 

80/04/12 

WASTE MQT 


8004190077 

8804190050 

88/04/13 

FOIA 

6694150322 

8804080174 

88/03/31 

NUREG 


8604190084 

6804190063 

88/04/11 

60-410 

8804160330 

8804 150090 

08/04/12 

WASTE MGT 


8804190085 

B804130I91 

88/04/00 

60-293 

6804160336 

6804160310 

aa/04/04 

CONTRACT 


8B041900B7 

8804190080 

88/04/ 13 

60-338 

8804150337 

8604080174 

08/03/31 

NUREG 


6804190090 

8804190062 

80/04/08 

60-410 

8804160339 

8804140222 

68/04/08 

FOIA 


8604190092 

8804190091 

88/03/29 

50-206 

8804160344 

8604150335 

88/04/07 

50 63 

Q 

8804190096 

8804190083 

80/04/05 

50-282 

8804160 34S 

6804150090 

88/04/12 

WASTE MQT 


6804190098 

8804190086 

68/04/07 

50 267 

6604 150346 

8004160329 

88/04/05 

CONTRACT 


6804(90099 

8804190093 

88/04/06 

60-277 

6604160349 

8804160335 

88/04/07 

50-03 

0 

8804190101 

8804130191 

88/04/06 

50-293 

0804159362 

8804160090 

88/04/12 

WASTE MGT 


8804190106 

8804190088 

88/04/07 

60-267 

8604150356 

8804160090 

86/04/12 

WASTE MGT 


8804190106 

8004190093 

88/04/06 

60-277 

8804150367 

8904160326 

68/04/07 

69-416 

a 

0804190111 

0004190107 

88/04/12 

60-302 

6604160358 

0804000174 

08/03/31 

NUREG 


8B04IS0112 

8804190104 

88/03/30 

50-628 

6604160387 

8804160090 

08/04/12 

WASTE MGT 


B8O410O113 

8804190104 

88/03/30 

50-528 

0804150369 

8804080174 

88/03/31 

NUREG 


8004190115 

0004190076 

88/04/13 

FOIA 


*0T)TJ0"D “0“0 Cfl OO *0^ ^ O*O'P33l0 C ^ "0'> T3 "H ^ “0 X'D‘0'0 O 


ENCLOSURE 


6604190120 
6604190132 
68041 90134 
8804190142 
6804100143 

3004100140 

8804190162 

3004190167 

6804190160 

8B04190164 

8604190166 
8604190170 
8804190173 
6604190179 
6604 >9016) 

8604190187 

8804190190 

6$04iGQW? 

8804190207 

8804190208 

8804190214 

8604190217 

6804190218 

8604190220 

8604190221 

8804190222 

8804190223 

8804190226 

6604190234 

8804190239 

8804190241 

8004190244 

8604190248 

8804190247 

8004190249 

B604 190255 
8804 >90258 
6604190260 
8804 >90262 
6604190263 

6604190271 

8804190276 

9904190277 

8804190278 

9804190282 

8804190283 

9804190287 

8804190296 

8804190301 

6804190314 

8804)90316 

8604190332 

8804)90333 

6604100337 

8804190342 

8804160346 

9804190351 

6604190356 

9604190358 

6604190369 

6604190364 

8804190379 

6804190391 

6804190393 

8604190394 

8804190396 

8804190397 

8804190402 

8604200019 

9904200033 

8B04200044 

8804200045 

8604200049 

880420005) 

6604200069 

9904200062 

6804200064 

8604200070 

8804200075 

8804200080 

6804200084 

6804200067 

M04200091 

8804200094 

8604200099 

8804200101 

8804200110 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

8804190119 

88/03/30 

SO 397 

Q 

BB04200I12 

0904200108 

88/04/13 

6604190131 

86/04/01 

50-206 

O 

660-1200113 

6804200058 

60/04/13 

6904190131 

88/04/01 

60-209 

Q 

8804200127 

9904200119 

68/04/13 

6804180137 

66/04/11 

60-344 

P 

6304200153 

3904100242 

66/04/14 

8604190137 

88/04/11 

50-344 

P 

9804200163 

B804200166 

88/04/13 

6804190146 

88/03/30 

50-344 

Q 

8804200194 

6004200172 

68/04/13 

8804190147 

68/04/08 

CONTRACT 


0004200231 

8904200223 

88/04/07 

8804190164 

86/03/30 

50-528 

Q 

8804200235 

8804190329 

66/04/11 

8804190154 

88/03/30 

50-526 

0 

8804200239 

8804200223 

68/04/0? 

9804190162 

88/04/01 

50-528 

0 

0804200272 

B8Q4200281 

66/04/12 

8604060174 

89/03/31 

NUREQ 


8004200281 

6804200232 

69/04/15 

8804060174 

99/03/31 

NUREQ 


0804200286 

6904200276 

00/04/08 

6604060174 

88/03/31 

NUREQ 


6604200280 

8804200279 

80/04/13 

8804190174 

98/04/13 

CONTRACT 


6804200307 

6904200297 

63/04/13 

8604190176 

8B/04/07 

60-341 

P 

8904200310 

0804200306 

00/04/12 

6604)90)64 

88/04/1) 

60-409 

P 

8804200322 

3304200316 

86/04/03 

6804190184 

68/04/1 1 

50 409 

P 

8904200362 

9904200361 

08/04/12 

8604160)9) 

88/04/14 

FOIA 


B8042003B5 

3604200063 

88/04/13 

9804190196 

88/03/22 

60 341 

P 

8804200397 

0004200363 

68/04/13 

8604190164 

88/04/1) 

50-409 

P 

8804200400 

8804200397 

86/04/16 

8604190204 

66/04/08 

60-213 

P 

8804 200401 

6604200398 

66/04/05 

8804190213 

06/04/ 1 1 

OFIG 


8604200408 

8804200405 

66/04/14 

8804190211 

66/04/13 

60-341 

F 

6604200413 

6604200410 

60/04/13 

8804190204 

08/04/08 

60-213 

P 

6604200424 

8904200421 

88/04/14 

8904190216 

88/04/11 

60-468 

P 

6804200426 

88O4200414 

98/04/12 

8604190213 

88/04/11 

ORQ 


6904200420 

8804200421 

06/04/14 

6804 1902 16 

88/04/1 1 

60 458 

P 

6804200449 

9904200446 

33/04/05 

8904190191 

88/04/14 

FOIA 


8904200462 

8904200444 

80/04/15 

6804 190274 

08/03/31 

60 219 

P 

9804200482 

8804200451 

89/04/04 

8604190274 

88/03/31 

50-219 

P 

8904200409 

8804200405 

69/04/00 

8804190236 

88/04/ 1 1 

50-410 

P 

8804200476 

6804200491 

68/04/11 

8904)90191 

88/04/ 14 

FOIA 


6804200486 

B804200482 

80/04/12 

8804190230 

88/04/ 12 

50-331 

Q 

6804200468 

8804200497 

60/03/25 

8804190235 

88/04/1) 

60-410 

P 

8804200491 

6804200473 

88/04/) 4 

8804190230 

68/04/12 

50-361 

0 

8B04200497 

6004200473 

66/04/14 

8804100191 

88/04/14 

FOIA 


8604200500 

8904210437 

69/04/13 

8604 1 60240 

88/04/13 

FOIA 


6604200502 

8804200487 

83/03/26 

6804190191 

88/04/14 

FOIA 


6804200504 

8904200494 

96/03/20 

8804 100258 

86/04/04 

60-409 

A 

8804200506 

8804200468 

68/04/0) 

6804190191 

88/04/14 

FOIA 


8904200509 

8904200461 

06/04/12 

8804100286 

88/04/11 

60-305 

P 

8B0420Q510 

990420061 1 

88/04/05 

8804100191 

88/04/14 

FOIA 


8604200526 

9804200473 

69/04/14 

6804100287 

88/03/31 

71-9224 


9804200541 

8004200539 

68/04/06 

8804190268 

88/04/07 

60-334 

P 

6004200542 

8804200529 

00/04/11 

6804190268 

88/04/07 

60-334 

P 

8604200550 

6004200538 

68/04/00 

8604190191 

88/04/14 

FOIA 


6004200556 

0604200552 

68/04/06 

8804190317 

88/04/06 

80-219 

P 

6804200558 

6804200555 

66/04/13 

8804190317 

88/04/05 

60-219 

P 

8004200567 

6904200473 

86/04/14 

8604190399 

88/04/16 

60-354 

R 

8604200570 

6904200560 

80/03/19 

8804190268 

88/04/ 11 

50-219 

P 

0604200576 

9904200473 

89/04/14 

8804)90286 

88/04/11 

50-219 

P 

0804200579 

8804200473 

80/94/14 

BB04 190330 

88/04/11 

40-8039 


8804200581 

8904200473 

96/04/14 

8804180327 

88/04/11 

60-220 

P 

8604200583 

8804200677 

09/04/14 

8804190336 

88/04/11 

60-123 

Q 

8904200599 

0604200473 

86/04/14 

6604180341 

88/04/12 

70- 1 100 


8604210012 

8804210010 

68/04/11 

8804180348 

88/04/08 

CONTRACT 


8B04S10027 

8804210028 

68/04/13 

B904190297 

88/02/ 10 

50-123 

Q 

6804210031 

0804210025 

88/04/04 

8604190386 

68/04/12 

WASTE RES 


6604210036 

6604219035 

66/04/13 

8804 190357 

88/04/13 

60-302 

P 

8604210038 

8804210028 

86/04/13 

6804190367 

88/04/13 

60-302 

P 

6604210046 

6604210043 

66/04/13 

6804260401 

80/04/14 

WASTE MQT 


8604210047 

0604210043 

90/04/13 

8604190377 

88/04/11 

50-326 

O 

0904210067 

8904210054 

89/04/14 

8804190380 

88/04/16 

60-354 

R 

9804210065 

3904210026 

89/04/04 

8604190389 

88/04/16 

60-364 

R 

8904210076 

8904210020 

80/04/04 

6804190389 

86/04/16 

50-354 

n 

8804210079 

0604210034 

09/04/12 

8604190369 

89/04/16 

60-354 

n 

8904210083 

6004210025 

89/04/04 

9804130361 

88/04/08 

60 277 

p 

8B042 10091 

8904210025 

68/04/04 

8804190324 

08/04/07 

70-143 


9804210093 

8604150000 

86/04/12 

8804200004 

98/04/14 

60-443 

F 

89042)0124 

0604210925 

68/04/04 

8804200028 

98/04/11 

50-246 

O 

9804210143 

6604210025 

60/04/04 

8804200040 

88/04/08 

60-334 

0 

8804210165 

6604210026 

86/04/04 

8804200043 

88/04/12 

60-348 

F 

8804210169 

06042)0026 

89/04/04 

8604200040 

88/04/08 

60-334 

0 

8804210162 

6904210176 

99/04/12 

8604200^2 

88/04/13 

50-322 

7 

8804210164 

8904210025 

06/04/04 

8804200049 

88/04/11 

60-203 

O 

9604210190 

9904210161 

00/04/12 

8804200062 

88/04/11 

60-443 

Q 

9604210193 

8604210040 

86/04/30 

6604200060 

68/04/08 

60-289 

Q 

86042 1020 4 

8604210025 

88/04/04 

9804200046 

88/04/13 

50-322 

a 

9804210210 

9804210197 

80/03/31 

8804200074 

88/04/08 

60-334 

Q 

8604210214 

8604210105 

86/03/17 

8804200066 

88/04/13 

40-3463 


9804210234 

6004210025 

66/04/04 

8804200068 

89/04/13 

60-322 

T 

0604210244 

8804210025 

69/04/04 

8804200076 

88/04/07 

60-203 

Q 

680421 0249 

0604210245 

08/04/13 

8804200066 

8d/04/11 

60-346 

P 

8604210273 

6804210270 

98/94/14 

6604200046 

88/04/13 

60-322 

Q 

6804210287 

0804210282 

90/04/01 

9804200096 

86/04/07 

60-443 

Q 

86042 10284 

6904210231 

08/04/12 

8804200068 

08/04/13 

60-322 

T 

8904210296 

9904210291 

60/04/12 

6804270062 

86/04/12 

60-10 

R 

6904210309 

9804210300 

88/04/07 


SUBJECT 

CATEQORY 

SO-528 O 

SO-322 r 

60-317 O 

60-27S I' 

60-266 Q 

50 336 Q 

50 423 P 

70 1201 

50-423 p 

50-312 O 

WASTE MGT 
50-250 O 

CONTBACT 
50 298 F 

COMTRACT 

50-305 P 

CONTBACT 
50-395 P 

60-305 P 

50-4-15 O 

CONTBACT 
50 461 O 

50-341 O 

50 456 0 

CONTRACT 

50456 Q 

CONTRACT 
50 445 A 

CONTRACT 
CONTRACT 

CONTRACT 

CONTRACT 

50-305 Q 

FOTA 

FOIA 

50-528 P 

50-305 O 

COMTRACT 
50-528 a 

50-331 O 

50-265 O 

FO'A 

50-346 0 

50470 K 

50-346 O 

to -250 O 

60 259 O 

FOIA 

CONTRACT 
50-261 O 

50250 O 

FOIA 

CONTRACT 

FOIA 

60-29 P 

50-259 P 

FOIA 

60-400 P 

50483 P 

50-272 S 

60-272 S 

60366 P 

FOIA 
FOIA 

60-397 P 

FOIA 

FOIA 

WASTE MOT 

FOIA 

FOIA 

FOIA 

FOIA 

50-317 P 

FOIA 

CONTRACT 

WASTE MGT 
FOIA 

CONTRACT 
COMMISSIO M 
FOIA 

FOIA 
50-266 
50-313 
60-389 
50-344 

50-344 P 

CONTRACT 


-dT3*WO 



ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

principal 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

category 

flCO-l? 10321 

880-1210317 

68/04/14 

50 313 

O 

3034220121 

6804220117 

89/04/01 

CONTRACT 

660421 03?& 

860421031/ 

88/04/14 

50 313 

Q 

0804220120 

8804220127 

88/04/05 

CONTRACT 

6S04210347 

6804210341 

68/04/13 

50 397 

P 

6004220134 

8804220131 

88/04/11 

50-3-'.6 

8604210340 

6804210341 

88/04/13 

50 397 

P 

8604220130 

8604220131 

88/04/11 

50-346 

8004210352 

6004210350 

06/04/ 15 

60 269 

P 

0004220145 

8804220140 

80/04/11 

50-344 

8604210355 

6804210351 

86/04/16 

50445 

A 

8804 220 154 

8804220153 

03/02/09 

50 295 

0804210364 

6904210327 

88/04/12 

50282 

o 

8804220150 

6804220163 

00/02/09 

50-295 

aa042 10378 

6804210372 

63/04/20 

50-354 

K 

8004220162 

8604220156 

88/04/08 

CONTRACT 

080421036? 

6804210327 

88/04/12 

50-262 

Q 

0604220165 

8804220163 

87/12/18 

50 10 

86042 10366 

8604210362 

68/04/12 

50-317 

P 

6604220183 

8604220181 

08/04/15 

50-369 

6604210302 

6804210372 

00/04/20 

50-354 

K 

6604220191 

980-1220106 

00/0-1 /0-J 

60-601 

6804210395 

e604?10372 

80/04/20 

50 354 

K 

8e042?0202 

8904220199 

88/04/15 

50-206 

60042 10401 

680421037? 

69/04/20 

50-354 

K 

6004220207 

8904220 IOC 

83/04/18 

60 443 

6804210406 

8604210372 

80/04/20 

50 354 

K 

8604220210 

8904220199 

88/04/15 

50 206 

6804210413 

8804210407 

08/04/0/ 

50-200 

P 

6004220213 

8904220196 

88/04/18 

50 443 

0604210415 

8804210372 

30/04/20 

50 354 

K 

8904220233 

8904220230 

88/04/16 

60 424 

B804210At6 

8804210372 

Sa/04/20 

50-554 

K 

9804220235 

8804220190 

00/04/15 

50-206 

6804210422 

80042103/2 

88/04/20 

50-354 

K 

0804220236 

8004220230 

80/04/16 

50-424 

8604210424 

8604210372 

86/04/20 

50 354 

K 

0004220237 

8804220214 

00/04/14 

50 338 

6604210425 

6804210413 

88/04/ 1 1 

50-397 

P 

8804220239 

6004220196 

86/04/18 

50-443 

8604210427 

3804210372 

80/04/20 

60 354 

K 

8804220244 

8804220242 

00/04/00 

50-205 

6604210429 

8004210372 

68/04/20 

60-354 

K 

0804220247 

8804220246 

00/04/18 

50-250 

8604210431 

8904210372 

89/04/20 

60054 

K 

8804220248 

8804220242 

08/04/06 

50-295 

8804210432 

8604? 10372 

06/04/20 

60-354 

K 

8804220255 

6804220254 

80/04/15 

50-528 

8804210433 

8604210418 

68/04/11 

50397 

P 

6804220203 

8B0422029 1 

88/04/00 

50-250 

8304210436 

8604210372 

66/04/20 

50354 

K 

8804250002 

8604250001 

88/04/15 

50-413 

6004210430 

0804210372 

69/04/20 

60-354 

K 

0604250004 

8804250003 

80/04/16 

50 285 

6804210440 

88042103/2 

90/04/20 

50354 

K 

8804250005 

8804250003 

08/04/15 

50-285 

6804210441 

6604210372 

60/04/20 

50-354 

K 

BB04250011 

8604250009 

88/04/12 

60 259 

8004210442 

6604210372 

60/04/20 

50-354 

K 

8804250012 

8804250007 

80/04/16 

60-205 

8804210443 

8804210372 

08/04/20 

50-354 

K 

8004250016 

8B 042500 10 

88/04/14 

ORG 

8004210444 

6804210372 

80/04/20 

50-354 

K 

8804250018 

8804250017 

88/04/18 

50-275 

8304210445 

80O42IO372 

89/01/20 

50-354 

K 

6004260022 

6684250017 

88/04/ 10 

50-275 

6604210446 

6001210372 

08/04/20 

50 354 

K 

8004250023 

8604250019 

88/04/12 

50-321 

BB04210447 

8804210372 

80/04/20 

50-354 

K 

8804250024 

6804250019 

89/04/12 

50-321 

8804210450 

8604210372 

68/04/20 

50 364 

K 

8604250934 

8804250033 

86/04/12 

50-424 

6604210451 

6804210418 

88/04/11 

60-397 

P 

8804250043 

8804250039 

88/04/07 

50-344 

6804210456 

8804210372 

88/04/20 

60-354 

K 

8604250048 

8804250046 

88/04/07 

50-344 

8&042 10457 

9804210453 

89/04/15 

60 34 1 

P 

3804250050 

8804250045 

88/04/15 

50 313 

8804210458 

8804210372 

06/04/20 

60-354 

K 

6804250056 

0BO425OO53 

88/01/21 

70-143 

88042 10459 

8804210453 

86/04/15 

5034 1 

P 

8804250061 

6804250059 

80/03/24 

50 400 

8804? 10460 

8804210452 

86/04/15 

50-400 

P 

8004250067 

8804250062 

08/04/15 

SO-382 

6604210402 

6804210372 

68/04/20 

£0354 

K 

0804250069 

8804220169 

88/04/19 

60-293 

6604210466 

8B042 10372 

88/04/20 

50-354 

K 

8904250070 

0804250068 

80/03/28 

50-327 

6604210468 

0004210372 

88/04/20 

50054 

K 

8004250000 

8S04250074 

88/04/04 

£0-298 

8604210469 

8804 2 103/2 

96/04/20 

50-354 

K 

0804250085 

8804250082 

00/03/30 

50 424 

6604210476 

8804210372 

69/04/20 

50 354 

K 

8804250109 

8804250103 

88/04/19 

50-302 

6604210477 

6604210372 

68/04/20 

50-354 

K 

8804250111 

8804250103 

98/04/19 

50-302 

6804210478 

9604210372 

38/04/20 

50-354 

K 

680-1250 115 

0004250103 

80/04/19 

50-382 

8801210483 

6804210372 

00/04/20 

60-354 

K 

8804250110 

86042501 16 

90/04/18 

50 267 

8804210484 

8804210372 

ae/04/20 

60-354 

K 

8804250130 

8604250123 

88/04/18 

50-450 

8304210486 

6004210372 

60/04/90 

50-354 

K 

B80425OH6 

8804250144 

88/04/18 

50-410 

6604210467 

8604210372 

88/04/20 

50-354 

K 

8B0425015I 

B804250147 

68/03/16 

PT21 

6804210488 

0904210372 

80/04/20 

60-354 

K 

6804250154 

8804250153 

80/04/18 

50-223 

68042 1046!) 

9604210372 

09/04/20 

5(T354 

K 

0804250160 

8804250158 

00/04/16 

60-277 

8804210490 

8804210372 

88/04/20 

50 354 

K 

8804250162 

8804250159 

80/04/16 

50-277 

6804210491 

8804210372 

80/04/20 

59-354 

K 

8604250167 

8804250088 

08/04/19 

50-3 

8B042 10492 

8004210372 

88/04/20 

50 354 

K 

8804250183 

8804250170 

80/04/14 

50-293 

6604210493 

88042103/2 

00/04/20 

50 354 

K 

6604250191 

6804250182 

08/04/11 

50-219 

8804210494 

6004210372 

08/04/20 

50-354 

K 

8604250193 

8804250182 

88/04/11 

50-219 

8804210495 

B9042 103/2 

60/04/20 

60-354 

K 

8B04250194 

8804100047 

88/04/12 

50-255 

6804210496 

8604210372 

68/04/20 

50-354 

K 

8804250198 

8004250197 

88/04/16 

70-371 

6804210499 

6804210372 

80/04/20 

60-354 

K 

8B04250210 

8804280500 

88/04/15 

50-341 

6604210501 

6804210372 

68/04/20 

50-354 

K 

8804250248 

8804250246 

88/04/13 

60-200 

8804? 10502 

86042*0372 

03/04/20 

50-354 

K 

6004250251 

6804250246 

00/04/13 

50-206 

8604210509 

8604060174 

68/03/31 

NUHEG 


8804250253 

8804250246 

60/04/13 

60-206 

8804210512 

8804080174 

80/03/31 

MUREG 


B&04 250254 

8804250246 

88/04/13 

50-206 

8304220007 

6604220004 

00/04/16 

50-454 

P 

8804250297 

0803280063 

08/03/10 

60-408 

0804220010 

6604220004 

08/04/15 

50-454 

P 

8804250303 

8804250298 

88/03/25 

50-155 

33042200 13 

6604220012 

00/04/08 

00-373 

K 

8804250304 

8004250296 

88/04/15 

60-457 

6804220041 

8804290036 

88/04/13 

50-220 

P 

8804250305 

8804250266 

88/04/ 15 

50 457 

8804220052 

8004220047 

08/04/16 

50-324 

P 

8804250312 

8804250310 

88/04/14 

50-334 

8604220054 

8B04290050 

08/04/14 

50-327 

11 

8804250315 

6804250310 

88/04/14 

50-334 

6604220057 

0804220048 

68/04/14 

50-266 

P 

8604250329 

8804250320 

88/04/13 

50-309 

880422Q09Q 

8804220048 

86/04/14 

50 266 

P 

0804250336 

8604250334 

80/04/15 

50-362 

8604220062 

8804220045 

68/04/00 

50-2 93 

f 

8004260006 

8804260004 

00/04/ la 

50-338 

8604220065 

8804210336 

88/04/ IB 

50324 

P 

8804260010 

8804260008 

08/04/15 

50-395 

6804220066 

0804 220061 

06/04/16 

CONTRACT 


8804260016 

8804260014 

6B/04/20 

50 445 

8604220072 

6804220069 

60/04/10 

CONTRACT 


8604260017 

8604260013 

88/04/19 

50-296 

68042200/4 

8804220106 

80/04/15 

50 250 

R 

8004260025 

B804260021 

88/04/13 

60 327 

0604220098 

8604220097 

68/04/15 

60-423 

P 

8804260027 

8004260023 

88/04/15 

50-313 

8804220099 

8804220067 

83/04/16 

70-143 


6004260028 

8B04260D21 

08/04/13 

50-327 

6804220102 

6804220100 

06/03/23 

60.126 

P 

8804260029 

8804260024 

88/04/19 

50-348 

8804220 103 

6004220100 

08/03/23 

50-128 

P 

8804260030 

8804260026 

68/04/20 

50-34 1 

8004220105 

8804220067 

69/04/16 

70-143 


6604260031 

8804260023 

88/04/16 

50-313 

8004220107 

8004220108 

8B/04/14 

50-333 

P 

8804260034 

8804260024 

80/04/ le 

50340 

8804220111 

8804220106 

00/04/15 

50-250 

ft 

9804260037 

8804260011 

88/04/18 

50-498 


i 
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ACCESSION NUMOER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

0004260031) 

60042(>0032 

08/04/20 

50 259 

P 

3804270230 

8504270238 

0304270248 

B/TJ426004I 

00042G003Q 

00/04/15 

50 402 

0 

0004280042 

60042QO04O 

08/04/13 

60-32? 

Q 

D0042G0040 

0004260030 

80/04/16 

50.402 

Q 

8804270253 

0004380046 

0004260045 

00/04/21 

50 341 

P 

8804270263 

8O042G0OS0 

0004260053 

80/04/10 

50 443 

0 

8804270284 

BB04200000 

0004260057 

08/04/10 

60425 

Q 

8304270267 

8804200071 

0004260060 

60/04/19 

50-373 

0 

8804270269 

0804200076 

00042C0072 

88/04/10 

50-280 

0 

8804270278 

6004260076 

ORO42COO07 

80/04/15 

60-443 

G 

8804270282 

B6D42CD002 

1)004200070 

86/04/14 

50 369 

P 

8804270308 

080426001)0 

6004200005 

88/04/15 

50-3 

P 

8604270313 

0004280001 

0001200070 

88/04/18 

50-443 

G 

8804280046 

0004280092 

8004260087 

30/04/15 

50-443 

G 

6604260048 

8604260003 

0004200005 

88/04/15 

50-3 

P 

8804280049 

0604280101 

8004260097 

60/04/10 

60 443 

G 

6004280052 

0804200104 

0001260099 

68/04/15 

50-413 

P 

8804280057 

Q80428010G 

DU01260097 

88/04/18 

50 443 

G 

8804280069 

6004200100 

0004200009 

08/04/19 

50-275 

P 

6804280087 

0004280100 

0001260100 

00/04/15 

50-498 

P 

8804280093 

0804200110 

0004260097 

00/04/10 

50-443 

G 

8804280103 

80042GOII1 

0004260094 

08/04/14 

60 261 

Q 

8804280112 

0004200113 

0604260112 

00/04/10 

70-1113 


8804280129 

88042601 14 

0004260004 

00/04/14 

50-261 

Q 

8804280130 

C0042C0120 

8004260011 

80/04/18 

60-493 

P 

6804280137 

8004260121 

0804200110 

00/04/15 

40-8013 


8804260138 

0004200120 

0004250011 

80/04/10 

50-498 

P 

8804280139 

0004 200 133 

0804200000 

68/04/19 

60-276 

Q 

8304280140 

6004260170 

0804200151 

00/04/21 

WASTE MQT 


8604280144 

8804280103 

0604260176 

80/04/15 

50-341 

0 

6804280149 

D8O425OI0O 

0004260160 

90/04/15 

60-424 

0 

8B042801S6 

8804200200 

0004200 104 

08/04/21 

50-364 

p 

8804280182 

0004200205 

0001200193 

80/04/15 

60-445 

A 

6304260163 

0004200210 

0801200103 

08/04/15 

50-445 

A 

8004280156 

0604260211 

0004200202 

00/04/16 

50 250 

Q 

8804380173 

6804260215 

0004260103 

08/04/15 

50 446 

A 

8804280183 

0804200210 

0001200202 

80/04/15 

60 250 

0 

0804260194 

8804260219 

0004260 193 

00/04/16 

60-446 

A 

8804280210 

0804260222 

0004200103 

00/04/15 

50-445 

A 

0804200217 

MD4200226 

0004260 193 

80/04/15 

50-445 

A 

8804380223 

B004200230 

9004260193 

80/04/16 

60-445 

A 

8804280247 

a604SC0J32 

0804280220 

66/04/16 

SO-280 

Q 

68042802-48 

8001200234 

0004200210 

00/04/21 

50-133 

P 

8804280249 

8804260235 

0004260103 

00/04/15 

50-445 

A 

8804280254 

8894280337 

8004200103 

60/04/(5 

60445 

A 

880.(280257 

0004260230 

0004200214 

08/04/22 

WASTE MGT 


8804280282 

B0l)42(»)24t 

0001200193 

06/04715 

60 446 

A 

8804280264 

0804260243 

00012C0103 

00/04/15 

50-445 

A 

8804280279 

0004200247 

80012001 03 

00/04/15 

50-445 

A 

0804280299 

0804200240 

0001260214 

80/04/22 

WASTE MOT 


8804280319 

8804200250 

0004200103 

80/04/16 

50-445 

A 

0804280321 

8804260253 

0001260103 

00/04/15 

60-446 

A 

8804280322 

8004200264 

0004200103 

00/04/15 

50-445 

A 

0804280331 

0804200255 

0001200214 

80/04/22 

WASTE MQT 


8B042B0333 

8064200202 

0604260214 

08/04/22 

WASTE MGT 


8804280340 

8084200207 

8004260205 

68/04/20 

50-423 

P 

0804200352 

8804260301 

0004260200 

80/04/16 

60-216 

P 

0604280361 

8604200302 

0004260325 

00/04/20 

60-330 

R 

8804280382 

8804200303 

8304260350 

33/04/16 

WASTE MGT 


B804280385 

8604260370 

OOU 1200366 

80/04/10 

WASTE MGT 


8804260387 

6604200377 

8004260374 

68/0'l/t6 

60-412 

0 

9304230339 

8004200412 

0004260224 

08/04/19 

FOIA 


8804280423 

6604270944 

6004270037 

80/04/20 

70-734 


8804280435 

0804270062 

0604270040 

60/04713 

PR 


8604280437 

8804270000 

0804270040 

80/04/13 

PR 


8804280440 

8604270071 

8804270040 

08/04/13 

PR 


8004280451 

8804270070 

8004270040 

80/04/13 

PR 


8804260471 

8804270001 

6804270040 

08/04/13 

PR 


8604280480 

8604270093 

8004270040 

60/04/13 

PR 


8804280484 

8804270100 

0004270040 

08/04/13 

PR 


8804280487 

8884270103 

ODO4270O4O 

80/04/13 

PR 


8804280491 

9804270111 

BQ04270040 

88/04/13 

PR 


8804280496 

8804270119 

3004270040 

88/04/13 

PR 


8604280498 

8804270123 

B004270I13 

08/02/26 

60-440 

F 

8804260501 

8804270129 

OS04270040 

80/04/13 

PR 


8804280509 

8804270137 

0004270040 

00/04/13 

PR 


880428051 1 

8804270144 

0804270040 

00/04/13 

PR 


8604280517 

8604270156 

6804270040 

66/04/(3 

PR 


8804280532 

8004270170 

8004270040 

80/04/13 

PR 


8804280551 

8604270182 

8804270176 

80/04/19 

60-321 

1 

8804280668 

8804270103 

8804270176 

88/04/19 

50-321 

1 

8804280571 

8804270162 

6804270040 

08/04/13 

PR 


8604260574 

6804260563 

B604280S96 

8804280599 

8804270205 

8004270040 

80/04/13 

PB 


8804270213 

8804270040 

86/04/13 

PR 


88042702 1 8 

8004270040 

68/04/13 

PR 


8804270219 

0004270200 

88/04/18 

60-312 

Q 

8804280608 

8804280609 

8804270220 

68042 >00 >9 

80/04/13 

60-424 

P 


PRINCIPAL 

document 


6804270I35 

660^270136 

6804270040 

6504270247 

6804270252 

6804270040 
8804270256 
8804270040 
88CJ42;X)040 
8B042 10071 

8804270303 
B8042 70040 
8804280036 
6804230042 
88042B0036 

6604260034 

8604280040 

6604280039 

6R042B0070 

8804280038 

8804280007 

8804280105 

8S04280I01 

8604270040 

8004280122 

BB0428D562 

8804270040 

8S042600IO 

8804260110 

6604280143 

6604260101 

6804280160 

6604280157 

8804270040 

8304280157 

8804280174 

8804260189 

8604200203 

8804280200 

8604280211 

8804260219 

8604280240 

8804270040 

8604260218 

B6042802I9 

6604280210 

8804260245 

8804270040 

8804280287 

8804230287 

8804280290 

8804260309 

8804280290 

8804280315 

8804280283 

8804270040 

8804280351 

8804280343 

8804280361 

6804280271 

8804280367 

6804270040 

8804260429 

8804250412 

8804280406 

5904280420 

BB042B0459 

8804230465 

6804280470 

6804270040 

8804260470 

8804280492 

8804280470 

8804280495 

8804280504 

6804280504 

8804270040 

8804260465 

8804280540 

8604280540 

8804280561 

8804280570 

8804270040 

8804280590 

8804270040 

B8Q4270040 

8804280607 


88/04/15 

86/04/15 

68/04/13 

88/04/18 

68/04/12 

86/04/13 

86/04/07 

68/04/13 

86/04/13 

88/04/12 


SUBJECT 

category 

30312 I 

50-312 I 

PH 

CONTRACT 
50.346 I 


50-312 P 

PfT 

50 410 P 

40 8829 

50 410 P 

50-317 P 

50-327 O 

50-10 P 

CONTRACT 
71-653 

40-8502 

50 395 P 

50262 P 

PR 

50 389 P 


40-8902 

50-336 F 
50-482 S 
50-348 0 
50-388 P 


88/03/31 

88/04/11 

66/04/13 

88/04/20 

68/04/20 


40-299 

CONTRACT 

PR 

F01A 

FOIA 

40-1162 

CONTRACT 

40-1162 

CONTRACT 

CONTRACT 

Qfl 

50 280 
CONTRACT 
XPORTLIC 
50-267 


88/04/19 

88/02/17 

88/04/18 

88/04/18 

68/04/13 

88/04/(8 

88/04/19 

88/04/18 

88/03/08 

88/04/25 

86/04/25 

88/04/13 

88/04/18 

86/04/18 

8B/04/1B 

88/04/16 

88/04/21 

88/04/13 

88/04/13 

88/04/13 

88/04/ 13 
86/04/20 


40.6906 

PR 

CONTRACT 
50 155 Q 
40 34 53 

CONTRACT 
CONTRACT 
50219 P 

60-250 P 

PR 

50-250 P 

60-338 P 

50 250 P 

CONTRACT 
FOIA 

FO(A 

50 219 P 

50366 P 

50-266 P 

50-528 P 

CONTRACT 

PR 

CONTRACT 

PR 

PR 

CONTRACT 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUED 

CATEGORY 



document 

ISSUED 

CATEGORY 

6so4a8oai2 

6604280611 

68/04/ 18 

50-423 

P 

8804290077 

8604200066 

88/04/22 

50-322 

SEO'l 280613 

8604280611 

68/04/16 

50-423 

P 

8604290081 

8804290071 

66/04/21 

60-247 

BB042&oei9 

6804280615 

88/04/20 

CONTRACT 


8604290065 

6604260469 

86/03/28 

40-6943 

6804280626 

6604270040 

88/04/13 

PR 


8604200092 

8604290082 

68/04/21 

50-443 

8804280632 

8604270040 

88/04/13 

PR 


8804290093 

8604290087 

88/04/20 

50 322 

6804280637 

8804280639 

8604280640 

6804270040 

3804260636 

8804260634 

88/04/13 

88/04/22 

88/04/14 

PH 

50-289 

60-448 

P 

Q 

6804290100 

8804290103 

8804290145 

8804280146 

8604290089 

8604290099 

BB04290137 

6804290129 

88/04/21 

88/04/19 

88/04/21 

88/04/26 

FO/A 

CONTRACT 

F01A 

50-445 

8804280646 

8804260647 

8804270040 

8604260643 

68/04/13 

88/04/20 

PR 

CONTRACT 


8604280184 

8804290151 

86/04/22 

50-327 






8804290166 

8709300402 

87/08/31 

50-264 

8604260649 

6804270040 

68/04/13 

Pfl 


8604290161 

6604290172 

80/04/21 

50-458 

6804260650 

6804280638 

88/04/22 

60.289 

P 

6604290196 

8804290191 

86/04/10 

CONTRACT 

8804280656 

0804270040 

88/04/ 13 

PR 


8804290228 

8B04290190 

88/04/18 

CONTRACT 

8904280657 

8804280630 

88/04722 

60280 

P 

8804200345 

8804290217 

88/04/25 

50 02 

8804260661 

6804280636 

88/04/22 

60-289 

P 

6604290247 

0804290217 

88/04/26 

50-62 

8804280664 

8804280666 

8804260666 

8804280688 

8804280636 

8804270040 

8804280663 

8804270040 

68/04/22 

88/04/13 

86/04/20 

88/04/13 

60-289 

PR 

CONTRACT 

Pfi 

P 

8804290265 

8804290287 

8804290271 

8804290274 

8804280270 

8604290240 

8804290240 

8604290249 

88/04/20 

88/04/26 

86/04/26 

86/04/21 

60-264 

FOIA 

FOIA 

50-269 

8804260008 

8604200006 

88/04/25 

71-598 


6805030070 

8804270040 

88/04/13 

PR 






8605030121 

8604270040 

88/04/13 

PR 

8804200038 

8804290030 

88/04/21 

50-322 

6 

6805030(28 

8804270040 

86/04/13 

PR 

6804290051 

6604290056 

88/02/04 

70-734 


8605030139 

6604270040 

88/04/13 

PR 

6804200053 

8604280413 

68/04/22 

XPORTLIC 


8805030161 

8604270040 

88/04/13 

PR 

BS04P90054 

8804290047 

88/04/15 

50-443 

0 





8804200072 

6804290067 

88/04/19 

CONTRACT 


8805030161 

8804270040 

68/04/13 

PR 





8806030170 

8604270040 

88/04/13 

PR 

8804290075 

8804290064 

88/04/22 

50-298 

P 

8305030253 

8804220196 

88/04/18 

60-443 

B804290078 

6804290070 

88/04/19 

50-250 

P 
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APPENDIX A 


DEFINITIONS OF DOCKET SO CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items I and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review Information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highliglUed by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support, of the application. 

B. imUTY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed In 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report), 

2. Amendments and ehangea to the PSAR. 


3 . TransniiMiil and acknowledgemeni leilcrs. 

4. Ceriificates of service to Ihe PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER). AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and apphcaiU responses. 

6. Federal register notices citing the availability of items I and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of di.scussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 


iVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

rictly limited to the items listed below. Other documents dealing with safety 
lied in categories A, P or W, depending on the phase of the licensing process. 


1 


A-2 


1. Safely Evahialion Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SBR. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items I and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such reqtiesls. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, ciranges and revisions to plans. 

C. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safely and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supportlrrg documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from interveners. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8. 


9. 


H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

!. Change of address notincations. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
Its amendments or relating to the imposition of civil penalties. 

1 . Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 


L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2 . Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE '' 

1. Document submitted as part of (he applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review" 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls In category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the Issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 


.ickup l<ichj)ical clocuniciiis (e g., lopieal reporJs) stjbmiued in siipporl of ifenis I and 2 . 
k i cclcr.)! register notices citing availability of items I and 2 
> *^*rcs})onclence regarding the Final Safety Analysis Report (FSAR). 

f»- All general teclinical correspondence, meeting announcements or meeting summaries relating 
U» Icchnicnl sped Pica tions, the operating license or tcdinica) issues arisirrg after the issuance 
of the operating license. 

correspondence regarding codes (e.g, ASMR), regula lions, laws or changes in policy that may 
allcci plniU operation or bear on the operating license. 

H. InloriiKilioo on the Standard Review Plan (S1*P). 

'P Rcsnlts of surveys or tests conducted in accordance with the technical specificaiions (not 
pcritKlIc reports, which fall in category R). 

10. f t)rrespoirdencc relating to NRC’s Systematic Cvaluaiion Program (SUP). 

11. Owners group meeting announcements and reports. 

12. Qtuility assurance information. 

1.^. F.nviron mental matters (iccimical). 

14. luticigcncy core cooling system documents. 

15. Radioaclivc waste information. 

lb. C'oriespondcncc regarding c.xpansion of spent fuel storage pool. 

17. Sturl-iiji test reports. 

18. Correspondence and documentation on generic technical mailers higliliglucd by an event at 
another facilily which may affect the subject facility; not covered by an IE Bulletin. 

lO, Kcpi>rts of site visits. 


Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports, 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 


3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of In.spection report.s. 

5. Letters concerning areas of noncompliance. 

6. Prc-servicc and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Nollficatioi) of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to Incidents or events as defined in category S. 
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R. PERIODIC OPERATINC; REPORTS AND RELATED CORRESPONDENCE 
This aitcgt>ry ittcliides peikidic fCfuiris of a run line nature. 

1. Monthly, scmiimnual. or annual operating reports (oilier than Itnancial). 

2 Periodic environmental mom luring, efllncni testing, or similar re|)orls. 

Pcrrudic per. son riel expo.snre lefiorts. 

4 Operational Logbooks; 

Logbooks on Environinenial Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Stains Summary Sheets. 

5. Corrcspoiulcncc or oilier documenLs lelaiing i<j ihc above liMcd item.s. 

S. REPORTARLE OCCURRENCES, PrNO.s. PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or notirouiinc occur- 
rences rrr events. This includes. 

1. All 24 iunir, lO-day. ,‘^0-ilay, interim and rmal Licensee Event Reports (LURs) ami follow up 
correspondence (also called incidcni reports, abnormal ocentrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construcliun dcriciciicy roporl.s submitted uiulcr 10 Cf'R .“rO-SSe. 

Preliminary Nolincaiion of Occurrence (PNOs) and Preliinmary Noiification of Safeguards 
Events (PN s). 

(). Environmental Technical Spcciriciitions violation reports and E.iiviroiiincnta! IWent reports 

7. Pan 21 Repons of defects and noncumpliancc. 

8. Correspondence or other documents relating to items 1-?. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and brienngs, and congressional matters (category U). 

1. Atomic Safely and Licensing Board (ASLB) and Aiomk Salciy and Licensing Apiwal Board 
(ASLAB) transcripts. 

2. Testimony and stalcnicms submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings (o ihe Commission. 

5. Siaicmcnis and wriiien lostlmony submillCf) at Co)ninj.ssioii meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Conimilicc on Reactor Safeguards (ACRS) meeting iranscrjpis 

8. Corrections lo above items 
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This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodle.s/commiltees appointed by the 
Executive or Legislative Branches. 

2 . Preparatory and backup documents for item 1. 

3. Correspondence to and fioin NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than consiiluenl response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operatiic licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items I and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed In category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

TItis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

Tills cuicgoiy coiu.iins dtjcuiueiitaiioii perumiing in open aiul closed (’omniissioii meetings. Ii 

includes: 

1. Sunsliiiie Act f cdcial Rcgisici notices. 

2 . Full. wuMcn e\pljiiaiJon ol closed mceuiigs. 

d. C’eriincation ol' Genera! Counsel on closed nieciings. 

4. Commission Dctcrmmaiion SlaiciiiciUs regiiuling the public disclosuie ol’ itanscripis ol 
Commission meetings. 

5. Verbatim unort'icial and olTicial tiansciipis ui portions ol transcripts ol open and dosed 
Commission meetings made publicly availalde in accoidancc with piuvisions of lOCI K Part ‘J. 
I lie Sunshine Act, and Coijuni.s.sron policic.s. 

6. (:nclo5Ures to released naiiscnpis. including applicable vicwgraplis. stall papeis. and stall 
con csptind Cl) cc. 

7. SlalT requirements mcmoianda loi open meetings; memoiauda to rccorrl. lecoid ol votes ol 
('oimnissioncf.s on items undci consideiatiou at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

Tins category contains dociimoniainm penaining to the responsibilities of the Advisory Coiuiniiice 
on React or Safeguards. ACRS serves an independent mlvisory conimjnce to the (omniission m 
salety-relatcd areas. The committee pioviUes advice wiili lespcci to llie ha/ards ol new or exist- 
ing nuclear tacilities and tbc adequacy ol related salcty standards. The docinnents in tins caiegc»i> 
arc: 

1. Verbatim transcripts ol ACRS subconnnitlcc and full commiiicc meetings relating to I’aciliiy 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-gencratcd reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related coirespondencc. 

5. ACRS and NRC technical correspondence pertaining to safely matters under review by the 
Advisory Coininittcc on Reactor Salcgnards, 

ADVCM “ NRC Advisory Committees 

This category contains documentation pertaining to lire responsibilities of all NRC advisory comniUtecs, 
other than the Advisory Committee on Reactor Safeguards, The documents In this category are: 

1. Charters of each advisory commit lee, 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that arc publicly available. 

5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This cjicgory coniains documcntalion pertaining lo the daily conduct of Coinniission business in 
lire Olhcc of tlie C^ommissioncrs, inciuding- 

1. Incoinlng ami untguing conespomicnce lo and fioin the Commissioners relating to official 
NKC business, including reiuitis and other enclosures. 

2 . Travel vouchers, leieplioiie logs and official appoimmenl calendars of individual Coninussioners. 

3. Weekly Information Reports (SHCY series number) prepared by the Executive Director for 
Operations (HDO) tor the Commissioners, prewiding a summary of key events and items of 
interest undertaken hy individual stall and program offices. 

NOTL: For iianscripls ol Commission meetings, sec lOCI-’K category. For all other staff papers 
witli a SIT’Y series designatitm prepared for Crimmissiorr review, sec SliCY category. 


CONTRACT - NRC Contracts and Modifications 

Tliis category coniains Jocumematiun pertaining to AFX' and NRC contracts ami Interagency 
Agfeemejits, incltidmg: 

1. Notifications of issuance of jei)uesl for proposal (RFl*) and invitations for bid (IFB). 

2. Sidiciiaiions (RFF or IFH) issued by the NRC. 

-V Notifications of coiilracl exeLiiiion. specifying coniiacl mimbci, project title, contractor 
name, contiacl type, Iniuling. and period ol' perfoiinancc. 

4 Coniraciiia! dociinienis and coiilracl modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

Di is category contains financial disclosure information in accordance with the Fjhics in Governmeni 
Act of |d7S. 


FOIA - Freedom of Information Act Requests and Releases 

This category coniains requests for agency recoids and recoids released in accordance with the 
provisions ol ihe Fiecdom of Information Act (FOIA), Documents in this category include: 

1. Requests matle hy any member of the public (assigned an identifying mimbci YY-NNN 
for last two digits of the year mimerical sequence) for NRC records made in iiccurdance 
witli the juovisions ol the Fiecdoin rd' Infoiinaiioii Ac). 

('oiiespi>mlcnce between the NRC and Ihe requester lelevant to the processing, appeal, 
denial I't granting ol an FOIA request. 

3. Records or puitions of rectird'. released in response to specific requests made under FOIA, 


GEN TECH IS Generic TecJinica) Issues 


This ca'.cgoiy comains rocoids poi laming lo unresolved safety issues ol' a generic naiure tlint are 
being arialy/cJ by (he Division of Nuclear Rcacloi Rcgulaiion. 

1. DraCt icports of acdoii plans lo accsniipiisli generic (asks in the tegulaiury program. 

2. Coricspomiciice with iiuliisiry and iiuoinal correspondence regarding ilie methodologies, 
analyses, aiul piugiaminaiic and technical aspects of issues. 

3. Meeting iiotirications and imniilcs. 

4. Inlcrim riiulings and stains rcpoiis on generic (asks addressing rclaled aspecis of generic 
icchnical issues. 

l&E - Inspection and Enforcement 

This category contains htiflcliiis. circulars and ni lor mat ion iio{ Ices dial arc issued by (he Oil ice ol' 
Jn.spcciion .iiul I nroiccmeni. 'Hiese issuances tlcsciihc pailicular cvenis (iuil occur at a I'acility 
lluii may lequiic some rollow-up acijrm on ihc part of licensees. Also included iit this category 
aie prehmin.ny uniilicaiions ol events (l’NC)s). 

1 . li'tl Ciiculais. which dosciihe an cvetu at a licensed facility and arc inlormalional in nature. 

2. I&li InI'oimanoii Notices, which aie siniilai lo ciiciiljirs tnn are prellMtinary in {iatiue and 
issuoil shortly al’ioi an event has occtirred. 

3. Ihilleiins. which ticsciibe an event at a licensed facility ami retiiicsi all rocipieiiis lo 
pcirruni ccitain ac!ion.s a.s a lesuii o) ihi.s event, 

4. I'lclimmaiy Noiil'icaiions of (ivcius (I’NOs). winch proviile upilatcit infoTnialmii irf an event 
ni' safety or (luhlic interest significance. 

NOT!- Wor letters lurwiirding the above issiiatices. iiiilitv responses to such issuances, ami 
relaicil correspondence, see C'aiegory Qof iiullvidiial docket categories. 

MISC Public Document Room Miscellaneous 

T))is caiegory coi!!ain.s ilociimciil.s lira! do not fall into llie scope of the otircr non docketed 
caiegoiies. 

NUREG - NUREG Reports and Related Correspondence 

These documents aie formal repoit.s issued hy ihc Lf.S. Nuclear Regulatory (■(mmiission which 
carry the NURlTI series code and coi lespoiulcnce jrci laming to those reports. NURl-.Cl icpnils 
ait accoimis of work pei lonnci! oil her by the NRC’ staff m hy NRC contractors. 

!. Tircse reports are normally I'lna) work piodiicLs mid are eharaeleri/erl by ihc following criteria: 

. 1 . They are predcci.sloiial thicui non t.s which piescm iiiloriiia/ioii to he considered in 
Commission licensing aiul policy tlectsions. 

h. Tliey pieseiH ihe lesults of Coniinissioti licensing ami policy decisions. 

c. They pioscni the icsnlts of loci mica! losotirch coitilucied lor the Com mission. 

2. C'oi icsj^oiulencc liom nulitsiry, govcrnineni and tnicicsied membeis o! the puhlic cmninciUiug 
on lepoits Ol icqiicsiing clai ification or iniciproiaiion. 

Iniernal NKC incinoi .iml.i siinmiaii/ing meetings m ilisciissions pci taming lo the content ol 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop* 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to lake Immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility ; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re -analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written iirterpietatlons 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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4 . 


Comments from the nuclear industry, professional associations, public interest woups 
others in favor of or in opposition to the PRM ^ 


NOTE; For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 

PROJ — Projects-Prcdocket Licensing 

This category contains records pertaining to two classes of projects: (I) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together In categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Keports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2I - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

Tliis category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and Is pan of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises ail those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include; 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of Inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are; 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/iinpaci assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of (he public regarding 
a proposed Regulatory Guide, 

5. Summary of meetings held in the NRC to discuss propo.sed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. ‘'Ouick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, sec also NLfREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise lo aid management In reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, includn • dissenting 
views. 

3. Research plans and predicted results of majoi experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Inremal memoranda relating to topics under discussion. 


RW — Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings arc instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY — Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1 . Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC*s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 



Stale and local governments in planmng responses to radiological emergencies: and (3) a wide range 
0 /' Ijajson and cooperative activities regarding sucJi functions as licensing and siting, if includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a, cooperative programs in such technical areas as radiation control, emergency re.sponsc 
planning to radiological incidents, water quality and iransportatiori surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of polic> and regulations. i.e decommissioning and facility slung. 

3. State l>egislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE; For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category . 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that l^ not docket specific is also included in this category. 

1, Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

‘2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are wrhren by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC's interaction with IX)F, and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are; 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in pro\''ding DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for bur-di ti," defense wastes. 

4. NRC draft staff guides for developing. >ositions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Managevnent Research Reports 

Contains interim and final reports, a; d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1 . Periodic projiess reports on the status of research. 

2 . Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be ‘esolvcd. 


XPORTLIC - Export and Import Uoenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. SialT position papers (SECY series code) prepared for Commissioners review of import or 
export licenses, 

7. Filings pursuant to hearing requests or Intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Conmission decision on issuance of a proposed license. 

10. Licenses, lice.ise amendments and license renewals for types specified in item 1. 

NOTE: For uanscripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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